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When  the  Council  did  me  the  honor  to 
ask  me  to  lecture  on  Hydraulic  Motors,  I 
I  could  not  but  feel  that  they  imposed  on 
me  a  task  of  some  difficulty.  The  lectures 
of  last  year  on  the  applications  of  steam- 
power  related  to  a  matter  of  pre-eminent 
national  importance,  and  to  one  inyolving 
some  of  the  most  striking  and  brilliant 
scientific  discoyeries  of  this  century.  In 
describing  the  work  of  Joule  and  Kankine 
and  Siemens,  the  lecturers  of  last  year 
were  recalling  names  familiar  and  honored 
in  this  Institution,  and  discoyeries  which 
form  the  most  characteristic  scientific  ad- 
yance  of  recent  times. 

Water  motors  are  not  now,  or  in  this 
country,  so  important  as  heat  motors,  and 
there  is  eyen  possibly,  among  many  en- 
gineers, an  impression  that  water  motors 
are  at  best  rather  feeble  machines,  suita- 
ble only  for  small  industries.  Neyerthe- 
less,  I  belieye  th^t  eyen  now  a  much 
larger  amount  of  water-power  is  utih'zed 
than  is  generally  known,  and  in  circum- 
stances not  impossible,  or  eyen  yery  im- 
probable, the  importance  of  water-power 
even  in  this  country,  might  be  greatly 
increased.  In  some  by  no  means  yery 
indefinitely  deferred  period,  there  must 
begin  to  be  felt  something  of  the  pressure 
due  to  the  limitation  of  the  coal  supply. 
No  great  increase  of  the  price  of  coal  is 
needed  to  make  water-power  much  more 
yaluable  than  it  is  at  present.  On  the 
other  hand,  if  the  electrical  engineer  will 
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make  the  transmission  of  energy  easier, 
the  importance  of  water-power  would  also 
increase,  for  one  of  its  greatest  defects  is 
that  it  exists  in  the  localities  where 
nature  has  placed  it,  and  not  in  the  places 
where  it  can  be  most  conyeniently  used. 

Numerous  isolated  cases  of  the  trans- 
mission of  energy  electrically,  to  do  me- 
chanical work  at  a  distance,  are  no  doubt 
already  in  successful  operation,  but  in 
most  of  these  cases  the  installation  has 
been  more  or  less  of  an  experiment,  and 
the  cost  has  not  been  greatly  regarded. 
But  one  case,  in  which  the  electrical 
transmission  of  water-power  has  been 
successfully  carried  out  on  a  strictly  com- 
mercial basis,  has  come  under  my  notice. 
At  Bienne,  in  Switzerland,  the  power  of 
a  Girard  turbine  is  transmitted  electrically 
a  distance  of  4,000  feet,  and  used  to  drive 
workshops.  The  dynamos  are  compound- 
wound,  and  the  conductors  are  carried 
on  posts.  A  diminution  in  the  cost  of 
electrical  apparatus  would  probably  ren- 
der such  cases  much  more  numerous. 

The  term  water-power  is  conyenient, 
but  inaccurate.  Strictly  speaking,  there 
is  no  such  thing  as  water-power.  Whether 
the  water  descends  on  a  water  wheel,  or 
actuates  a  pressure-engine  in  connection 
with  Mr.  Ellington's  hydraulic  pressure- 
mains,  the  water  is  a  mere  agent  of  trans- 
mission. In  one  case  the  water  wheel  is 
driyen  by  the  energy  of  gravitation,  in 
the  other  by  the  energy  developed  in  a 
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steam-engine;  the  water  merely  trans- 
mits the  pull  of  gravity  or  the  push  of 
the  steam-engine.  In  neither  case  is  the 
water  itself  the  source  of  the  power  util- 
ized. As  we  speak  of  a  steam-engine  as 
a  heat  motor,  so  we  might  speak  of  most 
water  motors  as  gravity  motors. 

However,  using  the  term  water-power 
as  a  convenient  one,  it  may  be  pointed 
out  that,  though  a  good  deal  of  water- 
power  is  already  utilized  in  this  country, 
and  though  a  few  motors  of  very  consid- 
erable power  exist  here,  it  is  on  the  Con- 
tinent and  in  America,  where  coal  is 
dearer,  that  the  most  striking  instances 
of  the  utilization  of  water-power  are  to 
be  found.  Many  members  of  this  Insti- 
tution have  probably  seen  the  turbines  at 
the  falls  of  Schaffhausen,  the  power  of 
which  is  distributed  to  several  mills  by 


the  river.  The  ordinary  flow  of  the  river 
is  6,000  cubic  feet  per  second,  giving  a 
gross  power  of  thirty  thousand  horses, 
or  in  dry  seasons  probably  not  less  than 
twenty  thousand  horses.  In  a  recent 
exceptional  summer  it  seems  to  have 
fallen,  for  a  time,  to  half  this  amount. 
The  first  weir  or  dam  was  completed  in  . 
in  1847,  but  it  was  carried  away.  A  sec- 
ond dam  was  built  in  1849,  with  a  base 
of  80  feet  and  a  height  of  30  feet.  The 
dam  is  a  timber  cribwork  filled  with 
stone,  and  rests  on  rock.  In  1868  it  was 
found  necessary  to  construct  an  apron  to 
this  vreir,  60  feet  in  width.  The  whole 
structure  is  now  130  feet  wide,  30  feet 
above  the  river  bed,  and  1,019  feet  in 
length.  From  above  the  weir,  a  system 
of  canals  takes  the  water  to  the  mills  on 
three  levels.     The  first  canal  starts  with 
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vdre  ropes.  In  the  report  of  the  Tech- 
nical Education  Commission  there  is  an 
interesting  account  of  a  visit  to  Windisch, 
where  1,000  H.P.  are  utilized,  the  weir 
and  turbines  having  cost  £70,000.  At 
Bellegarde,  at  the  confluence  of  the 
Bhone  and  the  Valserine,  on  a  fall  of  40 
feet,  3,700  H.P.  are  utilized  by  six  tur- 
bines, and  this  amount  of  power  would 
have  been  doubled  if  the  project  had  been 
commercially  successful  Water-power 
is  utilized  on  a  still  larger  scale  in 
America. 

Holydke  and  its  Water-power, — About 
18  miles  from  the  mouth  of  the  Connec- 
ticut river  there  was  a  fall  of  about  60 
feet  in  a  short  distance,  forming  what 
were  called  the  Great  Rapids,  below 
which  the  river  turned  sharply,  forming 
a  kind  of  peninsula,  on  which  the  city  of 
Holyoke  is  now  built.  In  1831  the  first 
mill  was  erected  and  driven  by  water- 
power.  In  1845,  the  magnitude  of  the 
water-power  available  attracted  attention, 
and  it  was  decided  to  build  a  dam  across 


a  width  of  140  feet,  and  depth  of  22  feet. 
A  second  canal,  parallel  through  a  dis- 
tance of  a  mile  with  the  first,  takes  the 
water  after  passing  through  the  mills^ 
and  supplies  it  to  a  second  series  of  mills. 
There  is  also  a  third  canal,  at  a  different 
level. 

With  the  grant  of  land  for  a  mill  is 
also  leased  the  right  to  use  the  water- 
power,  and  the  lease  of  the  water-power 
is  transferred  to  successive  tenants  with 
the  lease  of  the  mill.  A  mill-power  is 
defined  as  38  cubic  feet  of  water  per  sec- 
ond, during  16  hours  per  day,  on  a  fall 
of  20  feet.  This  gives  a  gross  power  of 
eighty-six  horses,  or  an  effective  power, 
with  a  good  turbine,  of  about  sixty-three 
horses.  The  charge  for  the  power  is  at 
the  rate  of  20s.  per  horse-power  per  an- 
num. Mr.  Emerson,  from  whom  I  bor- 
row my  data,  may  well  say  that  Holyoke 
affords  the  cheapest  manufacturing  power 
in  the  world. 

There  are  numerous  other  cases  in 
America  where  water-power  is  supplied 
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in  a  similar  way  at  a  cost  yarying  from 
£1  to  £5  per  horse-power  per  anDum. 
At  Bellegarde,  I  believe,  the  proposed 
charge  was  £8  to  £12  per  horse-power 
per  annum. 

The  ordinary  source  of  water-power  is 
a  supply  of  water  raised  by  the  sun's 
heat  to  a  convenient  elevation,  and  falling 
through  natural  channels  back  to  the  sea. 
On  each  pound  of  water  descending  H 
feet,  gravity  does  H  foot-pounds  of  work. 
We  call  H  the  head  due  to  the  elevation, 
meaning  by  head  the  energy  per  pound 
of  water  which  would  be  communicated 
by  gravity  during  its  descent,  and  which 
is  recoverable  by  suitable  machinery. 

Suppose  the  water  to  descend  at  a 
uniform  rate  through  a  pipe  (Fig.  1), 
whcih  we  may  imagine  frictionless.  At 
any  point  h  feet  above  the  lower  level, 
the  water  will  in  general  have  acquired  a 
pressure  p  and  a  velocity  v.  And  in  that 
case  we  know  that 

where  h  is  the  unexpended  part  of  the 
fail,^  is  the    energy  corresponding  to 

the  pressure,  and  jp-  the  energy  corre- 

^9 
sponding  to  the  velocity  of  each  pound 
of  water.  Consequently,  the  head  may 
take  three  different  forms,  and,  at  what- 
ever point  of  the  pipe  we  make  the  exam- 
ination, these  three  portions  of  head  add 
up  to  the  same  total  amount. 

Ck>rresponding  to  each  of  these  three 
forms  wluch  the  head  takes,  there  is  a 
class  of  water  motors.  By  a  bucket 
water-wheel  we  can  recover  the  energy 
corresponding  to  an  unexpended  part  of 
the  fall ;  by  a  pressure-engine  we  can  get 
the  energy  due  to  the  pressure,  and  by  a 
turbine  we  can  get  the  energy  due  to  the 
velocity. 

L — ^Bucket  or  Cell  WmsLS. 

First,  then,  there  are  bucket  or  cell 
wheels,  in  which  the  water  fills  the  buck- 
ets near  the  top  of  the  fall  and  descends 
in  contact  with  the  wheel  without  accel- 
eration. 

About  this  dass  of  motors  I  have  time 
to  say  very  little.  They  are  simple  in 
principle,  and  have  a  fairly  high  efficiency. 
Bat  they  are  somewhat  cumbrous  .and 


antiquated  machines.  On  falls  above  70 
feet  they  cannot  be  used.  On  falls  of  20 
to  60  feet  a  turbine  is  cheaper,  and  yields 
an  equal  efficiency.  On  a  low  fcdl,  if  a 
turbine  costs  as  much,  it  has,  if  well  con- 
structed, a  higher  efficiency.  Still  in  one 
respect  a  good  overshot  or  high-breast 
wheel  is  superior  to  most  more  modem 
water  motors.  Its  efficiency  is  nearly  the 
same  with  a  reduced  supply  of  water  as 
with  the  full  supply.  In  this  respect 
many  turbines,  otherwise  excellent,  com- 
pare very  unfavorably  with  the  water 
wheel.  It  is  probably  because  many  tur- 
bines are  not  so  good  as  they  might  be, 
and  because  many  are  extremely  bad, 
that  the  water-wheel  is  still  constructed 
for  the  falls  for  which  it  is  most  suit- 
able. 

n.  Prbssubx  Enqines. 

The  "second  way  of  utilizing  water- 
power  is  to  bring  the  water  to  the  level 
of  discharge  in  a  closed  pipe  at  small  ve- 
locity, but  with  a  pressure  but  little  less 
than  that  due  to  the  height  of  faU.  The 
water  under  pressure  acts  on  the  piston 
of  a  pressure-engine  precisely  as  steam 
acts  in  a  steam-engine.  There  are  nu- 
merous hilly  mining  districts,  especiaUy 
in  Germany,  where  water-pressure  en- 
gines are  used.  Hydraulic  lifts  and  hy- 
draulic cranes  in  connection  with  accu- 
mulators, are  pressure-engines  driven  by 
an  artifidally-created  head  of  water. 

Now,  although  a  water-pressure  engine 
is,  in  certain  cases,  a  perfectly  successful 
and  economical  machine,  it  is  not,  in 
most  cases,  the  best  plan  to  utilize  water 
power  in  this  way.  It  may,  perhaps,  be 
instructive  to  consider  why,  almost  with- 
out exception,  we  use  a  cylinder  and  pis- 
ton with  steam,  and  yet  only  exception- 
ally resort  to  the  same  expedient  with 
water. 

The  great  difterence  between  steam 
under  pressure  and  water  under  press- 
ure is  this — that  one  is  a  comparatively 
Ught  fluid  indefinitely  expansible,  the  other 
a  comparatively  heavy  fluid,  the  volume 
of  which  is  not  measurably  changed  by 
any  ordinary  variation  of  pressure. 

The  frictional  losses  of  energy  in  a 
fluid  are  proportional  to  its  weight.  If, 
for  instance,  water  is  500  times  heavier 
than  steam,  then  at  the  same  velocities  of 
flow  the  frictional  losses  are  500  times 
greater  in  the  water  than  in  the  steam. 
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To  prevent  enormous  waste  of  energy  in 
friction,  a  water-pressure  engine  must  be 
run  much  more  slowly  than  a  steam-en- 
^ne,  and  all  the  pipes  and  passages  for 
fi,  given  volume  of  flow  must  be  much 
larger.  A  steam-engine  has  a  piston 
speed  of  400  or  500  feet  per  minute ;  a 
water-pressure  engine  rarely  has  a  speed 
exceeding  80  feet  per  minute.  Steam 
flows  in  steam-pipes  with  a  velocity  of 
100  feet  per  second,  but  in  the  passages 
of  a  pressure-engine  the  velocity  of  the 
water  does  not  exceed  4  to  6  feet  per 
second.  Hence,  for  a  given  power  a 
water-pressure  engine  is  much  more  cum- 
brous than  a  steam-engine,  except  in 
those  cases  were  the  water-pressure  is  8 


pressure  is  lowest  and  the  lift  highest. 
If  the  fall  increases  or  the  lift  diminishes, 
no  economy  of  water  is  realizable,  but 
some  prejudicial  resistance  by  throttling 
must  be  created  to  prevent  the  engine 
running  away  and  to  absorb  and  waste 
the  surplus  energy.  Such  engines  only 
work,  with  good  eflSciency,  with  a  con- 
stant fall  and  lift,  and  only  then  when 
quite  exactly  proportioned  to  the  work 
to  be  done. 

Many  years  ago  Sir  W.  Armstrong  in- 
vented the  plan  of  distributing  hydraulic 
power  in  towns.  For  doing  intermit- 
tent work,  especially  for  lifting  purposes, 
the  system  of  hydraulic-pressure  mains 
has  proved  altogether   successful;    the 
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or  10  times  as  great  as  is  practicable 
with  steam.  It  is  just  when  an  excep- 
tionally high  pressure  can  be  obtained, 
or  requires  to  be  used,  that  the  water- 
pressure  engine  is  most  applicable. 

The  second  difficulty  in  the  use  of 
water  in  a  pressure-engine  arises  out  of 
its  incompressibility.  The  same  volume 
of  water,  and,  consequently,  in  most 
cases,  the  same  amount  of  energy  must 
be  expended  each  stroke,  whether  the  re- 
sistance is  great  or  small.  If  a  hydrau- 
lic lift  rises,  the  same  volume  of  water  is 
expended  whether  the  lift  is  empty  or 
loaded.  Where  the  work  is  intermittent, 
this  disadvantage  is  often  far  more  than 
counterbalanced  by  the  other  advantages 
of  the  use  of  water.  But  where  the 
work  is  continuous,  the  waste  of  energy 
is  more  serious.  Suppose  a  pressure-en- 
gine is  employed — as  it  not  uncommonly 
is — in  pumping.  Then  the  pressure  cyl- 
inder must  be  so  proportioned  that  the 
work  is  done  when  the  fall  supplying  the 


most  remarkable  application  being  the 
system  of  several  mUes  of  mains  worked 
at  a  pressure  of  800  pounds  per  square 
inch,  and  successfully  laid  in  the  streets 
of  London  by  Mr.  Ellington.  Hitherto, 
however,  the  system  has  not  proved  so 
useful  for  ordmary  power  purposes,  as 
was  no  doubt  originally  expected.  The 
pressure  is  too  great  to  be  conveniently 
applied  in  a  turbine,  and  the  pressure- 
engine  in  its  ordinary  form  is  too  extrav- 
a^fant  in  its  consumption  of  water  for  or- 
dmary power  purposes. 

It  has  been  proposed  to  admit  a  vari- 
able quantity  of  water  to  the  pressure 
cylinder  from  the  pressure  main,  and  to 
complete  the  stroke  with  water  drawn 
from  a  low-level  reservoir.  The  driving 
eflfort  would  then  be  very  irregular,  but 
the  plan  does  not  seem  impossible. 
Some  years  ago  Mr.  Hastie  invented  a 
pressure-engine,  in  which,  by  very  inge- 
nious automatic  gear,  the  sb'oke  of  the 
engine  is  varied,  diminishing  when  the 
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resistance  decreases,  and  increasing  when 
the  resistance  increases. 

Through  the  kindness  of  Mr.  Elling- 
ton, a  drawing  is  exhibited  of  an  im- 
proved *'  Hastie  "  engine,  which  is  being 
introduced  for  power  purposes  in  Lon- 
don. The  engine  has  fixed  cylinders,  on 
the  plan  of  i£e  "  Brotherhood "  engine, 
and  the  spring  gear  which  alters  the 
stroke  is  much  simpler  than  in  the  orig- 
inal engine. 

There  are  other  peculiarities  in  the  ac- 
tion of  water-pressure  engines,  which 
arise  out  of  the  weight  and  incompressi- 
bility  of  the  acting  fluid.  In  the  first 
place,  the  whole  column  of  water  between 
the  pressure  cylinder  and  the  supply  res- 
ervoir virtually  forms  part  of  the  piston 
of  the  engine,  so  that  a  water-pressure 
engine  is,  in  general,  an  engine  with  a 
very  heavy  piston.  The  effect  of  the  in- 
ertia of  the  piston  is  very  well  under- 
stood. It  tends  to  make  itie  effective  ef- 
fort transmitted  smaller  than  the  press- 
ure on  the  piston  in  the  first  half  of  the 
stroke,  and  greater  than  the  pressure  on 
the  piston  in  the  second  half  of  the 
stroke.  In  a  steam-engine  this  is  often 
an  advantage.  The  diminution  of  steam- 
pressure,  due  to  expansion,  can  be  in 
great  part  neutralized  by  the  effect  of 
file  inertia  of  the  piston.  At  any  rate, 
-  the  inertia  of  the  piston  generally  tends 
to  diminish  the  inequality  of  the  driving 
effort  It  is  otherwise  with  a  water- 
pressure  engine,  in  which  the  water- 
pressure,  being  constant,  the  effect  of 
inertia  is  to  render  the  driving  effort 
variable ;  and  this  is  so  much  the  less 
advantageous,  because,  while  with  the 
Ught  fluid,  steam,  we  can  neglect  the 
weight  of  the  fluid,  with  water  we  must 
reckon  the  weight  of  water  in  the  supply 
pipe  as  forming  part  of  the  piston. 

I  believe  that  the  precise  part  played 
by  the  inertia  of  the  water  in  the  motion 
of  a  pressure  engine  has  first  been  indi- 
cated by  Professor  Cotterill  in  his  "  Treat- 
ise on  Applied  Mechanics."  He  has  spe- 
cially treated  of  the  case  of  a  rotating 
engine,  while  I  shall  consider  rather 
those  pressure-engines  which  make  a 
stroke,  uncontrolled  by  a  crank  and  fly- 
wheel. In  such  engines  the  inertia  of 
the  fluid  behind  the  piston  tends  to  pro- 
duce an  acceleration  of  velocity  and 
shock  at  the  end  of  the  stroke,  which,  in 
general,  can  only  be  prevented  by  means 


which  reduce  the  efficiency  of  the  en- 
gine. 

In  a  very  early  water-pressui'e  engine 
of  Trevitheck's  the  piston  valve  was 
made  less  in  length  than  the  width  of 
the  port,  so  that  for  a  short  period  the 
supply  pipe  was  directly  open  to  the  ex- 
haust, the  flow  being  gradually  arrested 
by  wire-drawing  as  the  valve  closed. 
This  involves  very  great  waste.  In  later 
engines  the  valve  closes  somewhat  grad- 
ually toward  the  end  of  the  stroke,  so  as 
to  retard  the  flow.  But  the  resistance 
thus  created  absorbs  and  wastes  most  of 
the  kinetic  energy  of  the  water  in  the 
supply  pipe. 

We  diminish  the  difficulty  due  to  the 
inertia  of  the  moving  mass  of  water  by 
very  much  restricting  its  velocity.  It  is 
mainly  on  account  of  the  inertia  of  the 
water  4liat,  while  steam-engines  are  run 
at  400  to  600  feet  of  piston-speed  per 
second,  water-pressure  engines  are  rarely 
run  at  more  than  60  to  80  feet  per  min- 
ute. 

There  are  certain  cases  in  which  the 
friction  and  inertia  of  the  fluid,  which  in 
most  cases  are  prejudicial,  render  essen- 
tial service  in  the  working  of  the  machine. 
The  friction  increasing  as  the  square 
of  the  velocity  acts  as  a  brake  in  pre- 
venting the  velocity  from  becoming  ex- 
cessive, and  the  diminution  of  the  effect- 
ive effort  at  the  beginning  of  the  stroke, 
and  its  increase  at  the  end  of  the  stroke, 
which  is  due  to  the  inertia  of  the  fluid 
column,  is  extremely  advantageous  in  cer- 
tain operations. 

All  members  of  this  Institution  wiU  be 
acquainted  with  Mr.  TweddeU's  admir- 
able hydraulic  riveting  and  punching  ma- 
chinery. It  is  well  known  that  those 
machines  work  not  only  very  efficiently 
in  the  sense  of  doing  their  work  well, 
but  they  work  with  a  smaller  expendi- 
ture of  power  than  machines  driven  by 
gearing.  That  is  due  partly  to  saving 
the  friction  of  the  gearing,  but  mainly 
to  the  fact  'that  the  maclunes  make  no 
waste  strokes.  They  do  not  keep  on 
running  while  waiting  for  work.  On  the 
other  hand,  in  the  actual  working  stroke 
there  is  a  proportionately  large  loss  of 
work. 

Fig.  2  shows  a  diagram  from  a  riveter 
driven  by  a  differential  accumulator 
through  30  feet  of  1-inch  pipe.  The 
water  in  the  pipe  accelerates  and  is  re- 


6 


VAN  NOSTRAND'S  ENGINEERESrG  MAGAZINE. 


tarded  proportionately  to  the  movement 
of  the  riveter  ram,  and  the  accumulator 
weight  also  accelerates  and  retards  in 
the  same  way.  Hence,  the  water  in  the 
pipe  and  the  accumulator  weight  virtu- 
ally form  part  of  the  moving  riveter 
ram.  But  as  the  accumulator  weight 
moves  six  times  as  fast  as  the  riveter 
ram,  the  forces  due  to  its  inertia  are 
thirty-six  times  as  great  as  if  it  were  at- 
tached to  and  moved  with  the  riveter 
ram ;  and  as  the  water  moves  eighty-one 
times  as  fast  as  the  ram,  the  forces  due 
to  its  inertia  are  more  than  six  thousand 
times  as  great  as  if  the  water  moved  at 
the  same  speed  as  the  ram.  In  this  ma- 
chine, therefore,  the  virtual  weight  of  the 
ram  which  closes  the  rivet,  and  which  is 


large  area,  amkBg,  representing  the  fric- 
tion of  the  water  in  the  l-inch  pipe.  In 
fact,  it  is  this  friction  which  determines 
the  speed  of  the  machine,  and  keeps  it 
down  to  the  safe  limit  of  1  foot  per  sec- 
ond at  most.  When  the  friction  diagram 
is  added  to  the  diagram  of  useful  work, 
we  see  that  the  imbalanced  or  stored 
work  in  the  first  half  of  the  stroke  aem 
is  nearly  equal  to  the  excess  of  work, 
mkf  at  th&  end  of  the  stroke,  so  that  the 
machine  comes  to  rest  without  any  vio- 
lent shock.  Mr.  Tweddell's  riveter  is 
virtually  a  300-ton  hammer,  controlled  by 
a  powerful  automatic  friction  brake. 
Pig.  4  shows  better  the  work  stored  in 
the  first  part  of  the  stroke  and  re-stored 
in  the  second. 


FRICTION    DIAGRAM. 


Frtl€TtL>M    OF     WVETER 


put  in  motion  and  stopped  every  stroke 

is  300  tons. 

f    To  contrpl  the  movement  of   such  a 

mass  as    this,  powerful  brake-action  is 

necessary,  and  Mr.  Tweddell*s  brake  is 

supplied  by  the  automatic  action  of  the 

water-friction. 

On  looking  at  the  diagram,  Fig.  2,  it 
will  be  seen  that  the  effect  of  the  inertia 
is  to  greatly  diminish  the  pressure  in  the 
beginning  of  the  stroke,  and  to  increase 
it  above  the  accumulator  pressure  at  the 
end  of  the  stroke.  That  is  advantage- 
ous in  closing  the  rivet.  But  a  large 
part  of  the  diagram  is  missing ;  apart 
from  friction  and  inertia,  the  diagram 
would  be  a  rectangle  Acr/X.  The  actual 
pressure  line  falls  greatly  below  this. 
Fig.  3  shows  an  estimate  of  the  friction. 
There  are  two  rectangles,  AabX  and 
ecdf^  showing  the  imiform  friction  of  the 
cup  leathers  of  the  riveter  and  accumu- 
lator rams,  and  there  is  a  surprisingly 
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There  are  motors,  of  which  the  under- 
shot wheel  is  an  old  type  and  the  turbine 
a  modern  type,  in  which  the  head  is  al- 
lowed to  taie  the  third  form  before  act  • 
ing  on  the  motor.  On  undershot  wheels 
and  turbines  the  water  acts  in  virtue  of 
its  velocity.  Let  the  water  acquire  a  ve- 
locity due  to  the  head  in  a  given  direc- 
tion. Then  the  water,  by  its  inertia,  op- 
poses change  of  velocity  and  direction. 
In  the  class  of  wheels  now  discussed, 
the  water  gives  up  its  energy  through 
this  action  of  its  inertia.  We  have  now 
to  study  under  what  conditions  we  can 
best  recover  the  energy  of  motion  of  the 
water. 

Of  the  whole  energy  expended  by  the 
water  on  the  machine,  a  part  is  taken  up 
and  utilized,  another  part  is  wasted  or 
lost.  It  is  the  object  of  the  designer  to 
make  the  latter  part  as  small  as  possible. 
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and  it  is  therefore  necessary  to  consider 
in  what  ways  this  loss  or  waste  of  energy 
may  arise.  • 

1st  There  is  a  waste  of  energy  if  the 
water  is  allowed  to  break  up  into  eddies 
or  irregular  motions.  When  water 
breaks  up  in  this  way  we  say  there  is  loss 
by  shock. 

2d.  The  water  leaving  the  machine 
may  carry  off  with  it  part  of  its  energy, 
there  is  then  a  waste  of  imutilized  en- 
ergy. In  many  motors  this  loss  is  a 
large  one.  In  the  class  of  motors  now 
considered,  this  energy  rejected  can  be 
made  as  small  an  amount  as  we  please. 

3d.  In  flowing  over  the  solid  surfaces 
of  the  machine  there  is  what  is  termed 
^uid  or  skin  friction.      This  is  really  a 


the  velocity  w,  in  the  first  part  is  changed 
to  V,  in  the  second.  At  the  abrupt  change 
of  section,  eddies  are  continually  formed, 
which  carry  off  part  of  the  energy  of  the 
fluid  in  a  useless  form.  The  energy  thus 
subtracted  from  the  energy  of  translation, 
and  for  practical  purposes  lost,  is — 

(^~^)' 

For  example,  if  the  section  of  the  pipe  is 
doubled,  Uie  loss  of  energyjis  one-fourth. 
So  much  for  abrupt  change  of  velocity. 
Next,  consider  abrupt  change  of  direction. 
To  make  the  problem  quite  simple,  sup- 
pose the  water  flowing  round  a  bent 
trough  ABCD,  Fig.  6.  At  each  bend 
eddies  will  be  formed  at  the  expense  of 
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loss  of  the  same  kind  as  that  due  to  shock, 
because  skin  friction  arises  from  the  pro- 
duction of  small  eddies  against  the 
Toughnesses  of  the  solid  surfaces,  or  from 
instability  in  the  fluid  itself. 

There  are  some  smaller  losses  due  to 
leakage,  friction  of  bearings,  and  so  on, 
which,  for  the  purpose  of  this  lecture, 
may  be  .treated  as  negligible. 

ijosses  due  to  shock  or  breaking-up. — If 
water  is  poured  from  a  height  into  a  ba- 
sin, it  acquires,  in  falling,  energy  of  mo- 
tion. Beaching  the  vessel,  it  is  dashed 
about  in  different  directions  and  broken 
up  into  eddying  masses.  In  a  short  time 
the  friction  destroys  this  irregular  mo- 
tion, and  the  energy  is  wasted. 

There  is  generally  such  a  breaking-up 
of  the  fluid  and  waste  of  energy  if  the 
direction  of  motion  or  velocity  of  a  fluid 
stream  is  abruptly  changed. 

Let  the  water  be  moving  along  a  pipe 
which  changes  section  abruptly.     Then 


the  energy  of  flow  along  the  surface. 
Eesolve  «,  at  A  into  a  component  o^  par- 
allel to  AJB  and  a  normal  component  u^. 
Then  the  energy  corresponding  to  w,  is 
wasted,  and  the  water  proceeds  along  AB 
with  the  velocity  w,.  Besolve  «,  at  B 
into  a  component  v^  parallel  to  BC,  and 
a  normal  component  w,.  Then  m,  is  wast- 
ed. Thus,  for  the  whole  surface,  there  is 
wasted  for  each  pound  of.  water — 

Now  notice  the  velocities  w,,  w,,  w,,  de- 
pend on  the  angles  at  the  bends,  and 
vanish  if  those  angles  are  indefinitely 
small.  Hence,  if  the  surface  is  curved 
throughout,  there  is  no  loss  due  to  break- 
ing-up, and  the  water  flows  round  with 
its  velocity  imchanged,  except  so  far  as 
there  may  be  a  very  small  loss,  due  to 
the  friction  of  the  surface. 

Hence  the  second  condition  for  avoid- 
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ing  loss  in  dealing  with  streams  of  water 
is,  that  the  surfaces  over  which  it  flows 
should  be  gradually  and  regularly  curved. 
Generally  in  hydraulic  motors  we  have 
to  deal  with  fixed  jets  of  water  impinging 
on  moving  curved  vanes.  The  condition 
of  avoiding  loss  due  to  abrupt  change  of 
direction  imposes  a  third  very  important 
condition  as  to  the  direction  of  the  vane 
where  the  jet  first  impinges.  Let  AB  be 
the  fixed  jet  of  water,  BC  the  moving 
vane.  Let  v,  be  the  velocity  of  the  jet, 
and  u  the  velocity  of  the  vane.  Resolve 
V,  into  a  component  u  equal  and  parallel 
to  the  velocity  of  the  vane,  and  a  relative 
component  Vf  Then,  if  the  tangent  to 
the  vane  at  B  is  parallel  to  Vr,  there  is  no 
change  of  direction  when  the  water  first 
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impinges  on  the  vane,  and  no  loss  due  to 
eddies  or  breaking-up. 

These  three  conditions — gradual  change 
of  section,  gradual  change  of  the  curva- 
ture of  the  surfaces,  and  the  inclination 
of  the  receiving  edge  of  the  vanes  in  the 
direction  of  relative  motion — can  always 
be  satisfied,  and  hence  there  need  be  no 
loss  in  an  hydraulic  motor,  due  to  the 
shock  or  breaking  up  of  the  fluid. 

The  two  other  sources  of  loss  in  an 
hydraulic  motor,  the  energy  carried  away, 
and  the  skin  friction  against  the  surfaces 
of  the  motor  are  not  so  easily  disposed 
of.  We  can,  indeed,  reduce  the  energy 
carried  away  almost  as  much  as  we 
please.  If  there  were  no  skin  friction, 
turbines  might  have  any  efficiency  short 
of  100  per  cent.  The  energy  carried 
away  in  good  turbines  is  often  not  more 
than  6  per  cent.  But  it  might  be  reduced 
to  3  per  cent,  or  1  per  cent,  only  in  do- 


ing this,  we  should  in  general,  seriously 
increase  the  loss  from  skin  friction. 

It  is  this  loss  from  skin  friction  which 
regulates  the  proportions  of  turbines, 
and  which  compels  us  to  use,  in  many 
cases,  small  and^high-speed  turbines  on 
high  falls.  The  writer  erected  a  70-H.  P. 
turbine  on  250  feet  fall,  with  a  wheel,  15 
inches  in  diameter,  making  1500  revolu- 
tions per  minute.  The  skin  friction  of 
the  disks  of  this  turbine  probably  amount- 
ed to  4  horse-power.  U  the  diameter 
had  been  doubled  to  reduce  the  speed  to 
750  revolutions,  the  skin  friction  would 
probably  have  amounted  to  16  horse- 
power. 

Before  considering  the  more  complex 
case  of  turbines,  it  will  be  convenient  to 
examine  one  or  two  simpler  cases  in 
which  these  principles  are  applied. 

Consider  first,  the  old  form  of  under- 
shot water-wheel.  The  water  issuing 
under  a  sluice  with  nearly  the  whole  ve- 
locity due  to  the  head,  strikes  the  radial 
floats.  There  is  a  loss  due  to  breaking- 
up,  and  as  the  water  flowing  away  cannot 
have  a  less  velocity  than  the  wheel,  there 
is  a  large  amount  of  energy  rejected. 
Under  the  best  conditions  when  the  wheel 
has  half  the  velocity  due  to  the  fall,  25 
per  cent,  is  lost  by  shock,  and  25  per 
cent,  rejected  into  tiie  tail  race.  So  that 
apart  from  the  losses  by  friction  and 
leakage,  an  undershot  wheel  utilizes  less 
than  half  the  energy  of  the  fall. 

Many  years  ago  General  Poncelet  rec- 
ognized the  causes  of  loss  in  the  ordinary 
undershot  wheel,  and  constructed  the  well- 
known  Poncelet  wheel.  I  pass  over  this 
to  examine  another  less  known  example 
of  a  wheel  of  this  type. 

If  a  jet  strikes  a  hollow  cup,  larger 
than  itself,  there  is  little  loss  due  to 
breaking-up,  the  jet  spreading  symmetri- 
cally. The  water  spreads  with  the  rela- 
tive velocity  V— u,  which  is  reversed  in 
direction  at  the  lip  and  become— (V—t?), 
so  that  the  absolute  velocity  of  discharge 
is— (V— tf)4-y=2w— V.  By  making  v= 
^V,  the  water  leaves  the  cup  with  no 
energy  left,  that  is,  all  the  energy  of  the 
jet  is  expended  on  the  cup. 

Now,  to  supply  the  placer  mines  in 
California,  canals  or  "  ditches  "  have  been 
built  high  on  the  slopes  of  the  Sierra  Ne- 
vada. These  deliver  water  at  an  eleva- 
tion of  1,000  to  3,000  feet  above  the  great 
valley  of  California.     In  many  cases  the 
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mines  have  been  exhausted  or  abandoned, 
and  hence,  has  arisen  the  idea  of  using 
the  water-power,  amounting  in  the  aggre- 
gate to  several  hundred  thousand  horse- 
power for  mills  or  quartz  crushing. 

The  fall  is  here  excessively  great,  and 
if  it  were  attempted  to  use  turbines,  es- 
pecially those  forms  most  in  favor  in 
America,  there  would  be  the  inconveni- 
ence that  the  turbines  would  run  at  an 
immoderate,  and  in  some  cases,  an  un- 
manageably great  speed.  This  has  the 
double  disadvantage  of  involving  great 
wear  and  tear,  and  of  requiring  a  large 
amount  of  gearing,  with  its  concomitant 
friotional  waste. 

About  twenty  years  ago  there  was  in- 
troduced, a  form  of  impact  wheel,  which, 
with  American  talent  for  nicknames,  was 
called  the  Hurdy-Gnrdy.  It  consisted 
of  a  wheel  of  considerable  diameter,  with 
a  series  of  cast-iron  floats,  4  to  6  inches 
wide  on  the  face.  A  jet  of  water  of  very 
small  diameter  (three-eighths  of  an  inch 
sometimes)  was  allowed  to  strike  the 
vanes  normally.  Theory  shows  that  in 
this  case  the  wneel  should  run  at  half  the 
speed  of  the  jet,  and  that  the  efficiency, 
even  apart  from  friction,  could  not  exceed 
50  per  cent.  Practical  experience  also 
showed  that  the  wheel  should  have  half 
the  velocity  of  the  jet,  and  the  efficiency 
was  found,  by  experiment,  to  be  40  per 
cent  In  spite  of  the  low  efficiency,  such 
wheels  seem  to  have  been  useful,  partly, 
because  they  were  cheap  and  free  from 
liability  to  accident,  but  mainly,  probably, 
because  by  choice  of  diameter  of  wheel, 
any  convenient  speed  of  rotation  can  be 
obtained. 

It  is  easy  to  see  that  the  efficiency 
could  be  improved  by  substituting  cups 
for  flat  floats,  and  this  is  what  has  actu- 
ally been  done.  The  favorite  wheel  now 
is  a  wheel  termed  the  Pelten  wheel,  the 
floate  of  which  are  simply  cups  which  de- 
viate the  water  backwards.  A  wheel  of 
this  kind,  working  te  107  horse-power, 
under  a  head  of  886  feet,  is  said  to  have 
given  an  efficiency  of  87  per  cent.  With- 
out accepting  exactly  this  figure,  I  see  no 
reason  why,  with  a  very  high  fall,  an  effi- 
ciency of  80  per  cent,  at  all  events,  should 
not  be  reached. 

At  the  Idaho  mines,  seven  of  these 
Pelten  wheels  have  recently  been  erected 
to  work  te  about  320  horse-power,  driving 
machinery  previously  driven  by  steam. 


The  water  is  brought  a  distance  of  9,000 
feet,  in  a  thin  wrought-iron  riveted  main, 
22  inches  in  diameter.  The  total  head  is 
542.6  feet,  reduced  by  friction  in  the 
main  to  an  effective  head  of  523  feet. 
The  nozzles  by  which  the  water  is  deliv- 
ered to  the  wheels  are  from  {^  to  1\^ 
inch  in  diameter,  and  the  power  is  taken 
from  the  wheels  by  2-inch  manila  ropes 
in  grooved  pulleys,  the  cost  of  the  change 
from  steam  to  water-power  was  between 
£10,000  and  £11,000.  The  wheels  work 
with  hardly  any  attention  or  wear,  and 
are  believed  to  give  80  per  cent. 

The    Jet    Reaction  Wheel   ob    Scotch 

TUBBINE. 

There  is  a  very  simple  form  of  reaction 
wheel,  which  forms  a  convenient  step  to- 
wards a  true  turbine.  In  this  the  water 
enters  the  center  of  the  wheel,  spreads 
radially,  and  issues  in  jete  tangentially  to 
the  direction  of  revolution.  The  water 
issues  under  the  head  h  due  to  the  faU 

and  ^  due  to  the  centrifugal  force  of  the 

mass  of  water  in  the  wheel.  Let  V  be 
the  velocity  of  the  wheel,  then  the  veloc- 
ity of  the  water  through  the  orifices  is 

t>=:V2^ATV" 

and  the  backward  velocity  of  the  water 
at  the  jete  is 

t;-V=V2^A-hV'-V 

It  is  obvious  that  this  approaches  zero  as 
y  approaches  infinity.  For  any  smaller 
speed,  part  of  the  energy  of  the  fall  is 
rejected  into  the  teil  race  in  the  back- 
ward motion  of  the  water.  Taking  fric- 
tion into  accoimt,  the  best  speed  of  the 
wheel  is  the  velocity  due  to  the  head,  and 
then  about  17  per  cent  of  the  energy  is 
carried  away,  and  another  10  or  15  per 
cent,  is  lost  in  friction. 

Now,  it  was  the  study  of  the  source  of 
the  waste  of  energy  in  this  wheel  which 
led  Poumeyron  to  the  invention  of  the 
turbine.  Poumeyron  perceived  that  in 
order  to  avoid  the  loss  due  to  the  back- 
ward velocity  of  discharge,  an  initial  for- 
ward velocity  must  be  given  to  the  water. 
By  putting  the  water  in  rotetion  forwards 
by  fixed  guide-blades  before  it  enters  the 
revolving  wheel,  the  backward  velocity  of 
discharge  can  be  made  as  small  as  we 
please,  and  then  the  efficiency  of  the  tur- 
bine may  approach  100  per  cent,  as  nearly 
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as  we  please,  apart  from  the  frictional 
losses,  which  can  in  no  case  be  prevented. 

The  Scotch  turbine  would,  from  its 
simplicity,  be  still  used  in  certain  cases, 
but  for  two  serious  practical  defects. 
One  is,  that  it  is  the  most  unstable  in 
speed  of  all  turbines ;  the  other  is,  that 
it  admits  of  no  efficient  mode  of  regula- 
tion for  a  variation  of  water-supply. 

At  the  beginning  of  this  century  there 
existed  a  number  of  horizontally  rotat- 
ing water-wheels,  driven  by  jets  of  water 
or  by  rotating  masses  of  water,  which 
acted  on  them  chiefly  by  their  inertia. 
The  efficiency  of  these  was  very  low.  In 
Bome  treatises,  especially  those  of  Euler, 
there  were  indications  of  the  true  prin- 
ciples of  construction  of  such  a  motor. 
But  it  was  M.  Fourneyron,  in  1827,  who 
first  realized  a  practical  turbine.  M. 
Fourneyron  received  the  prize  of  6,000f. 
ior  his  invention  from  the  Societe  d'En- 
<30uragement  His  turbine  is  still  some- 
times constructed  with  very  little  modi- 
fication, and  its  essential  features  are 
present  in  turbines  of  all  constructions. 

M.  Fourneyron  perceived  that  if  the 
water  was  to  leave  tiie  wheel  without  any 
l>ackward  ^velocity,  that  is,  without  carry- 
ing away  and  wasting  energy,  the  water 
must  have  given  it  some  initial  forward 
velocity  before  entering  the  wheel,  and 
liis  invention  mainly  consisted  in  the  in- 
troduction of  guide-blades  to  give  that 
» initial  forward  velocity. 

In  the  Fourneyron  turbine,  the  water 
<iescending  into  the  center  of  the  wheel 
is  put  into  rotation  by  the  guide  blades, 
and  passes  into  the  wheel  with  a  velocity 
rather  less  than  that  due  to  the  head.  It 
passes  through  the  wheel  radially  and 
outwards,  and  hence  the  Fourneyron 
turbine  is  called  an  outward-flow  turbine. 
The  great  defect  of  the  Fourneyron  tur- 
bine is  the  practical  difficulty  of  con- 
structing any  good  form  of  sluice  for 
regulating  the  power  of  the  turbine. 
With  the  cylindrical  sluice  ordinarily 
used  between  the  guide-blades  and  wheel, 
the  efficiency  falls  off  rapidly  as  the  sup- 
ply of  water  is  diminished ;  and  it  is  this 
practical  difficulty  which  I  think  is  lead- 
ing to  a  general  abandonment  of  the 
Fourneyron  turbine. 

.  The  Fourneyron  turbine  was  soon  suc- 
•ceeded  by  the  Jonval  turbine,  in  which 
the  water  flows  parallel  to  the  axis  of  the 
turbine.     The  Fourneyron  turbine  works 


best  above  the  tail  water.    The  Jonval 
turbine  has  the  advantage  that  it  can  be 

E laced  below  the  tail  water,  or  at  any 
eight  less  than  thirty  feet  above  it  with 
a  suction  pipe.  But  its  sluice  arrange- 
ments are  even  worse  than  those  of  the 
Fourneyron  turbine. 

Lastiy,  Professor  James  Thomson  in- 
troduced an  inward-flow  turbine,  in  which 
the  water  flows  radially  inwards  and  is 
discharged  at  the  center  of  the  wheel 
The  greatest  advantage  of  this  arrange- 
ment is  that  a  perfect  system  of  movable 
sluices  or  guide-blades  can  be  adopted  to 
regulate  the  power  of  the  turbine,  there 
being  ample  space  to  arrange  these  out- 
side the  wheel. 
There  are,  therefore,  outward  flow,  in- 
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ward  flow,  and  axial  or  parallel  flow  tur- 
bines. To  these  must  be  added  a  form 
used  by  tiie  late  Mr.  Schiele,  in  which 
the  water  flows  inwards  radially  and 
afterwards  axially,  the  wheel  vanes  being 
prolonged  nearly  to  the  center  of  the 
wheel,  and  which  may  be  called  a  mixed- 
flow  turbine. 

Now,  in  aU  these  turbines,  and  in  all 
modifications  of  them  constructed  for 
many  years,  a  peculiarity  of  proportion 
originally  adopted  by  M.  Fourneyron 
was  followed.  Instead  of  allowing  the 
water  to  issue  from  the  guide-blades  with 
the  whole  velocity  due  to  the  head,  he  so 
proportioned  the  passages  that  there  was 
a  more  or  less  considerable  pressure  in 
the  space  between  the  guide  blades  and 
wheel.  All  these  turbines  are  therefore 
pressure  turbines — that  is,  turbines  in 
which  the  water  enters  the  wheel  under 
pressure. 

To  maintain  this  pressure  properly  two 
conditions  are  necessary — the  wheel  pas- 
sages must  be  completely  filled  with  the 
stream  of  entering  water,  and  conse- 
quentiy  the  wheel  must  receive  the  water 
continuously  over  the  whole  circumfer- 
ence simultaneously.  These  are  there- 
fore turbines  with  complete  admission. 

M.   Oirard  was  the  first  to  perceive 
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dearly  the  advantage  of  departmg  from 
Foumeyron's  practice.  M.  Girard  con- 
structed turbines  in  which  the  water  is- 
sued from  the  guide-blades  with  the  full 
velocity  due  to  the  fall,  and  therefore 
with  no  pressure.  The  wheel  must  be 
placed  entirely  out  of  the  tail  water,  so 
that  the  issuing  water  is  freely  deviated 
on  the  curved  vanes  of  the  wheel.  Near- 
ly the  whole  energy  of  motion  of  the 
water,  less  the  loss  in  friction,  is  given 
up  to  the  wheel.  Turbines  of  this  kind 
are  called  turbines  of  free  deviation  or 
impulse  turbines. 

Impulse  turbines  may  be  inward,  out- 
ward, or  parallel  flow  turbines,  but  they 
are  very  commonly  outward  flow.  For 
normal  conditions  of  working  they  are 
slightly  less  satisfactory  than  pressure 
turbines,  but  they  have  two  very  great 
practical  advantages. 

In  a  pressure  turbine  there  must  be  a 
definite  rate  of  flow  through  the  wheel  to 
maintain  the  exact  distribution  of  press- 
ure in  the  wheel  for  which  it  is  calcu- 
lated. If  the  guide-blade  passages  are 
partially  closed,  the  distribution  of  the 
hydrauHc  pressure  is  completely  altered, 
and  the  efficiency  reduced.  In  the  tur- 
bine of  free  deviation,  on  the  other  hand, 
there  is  no  possible  change  of  pressure  in 
the  wheel,  for  it  is  all  open  to  the  air. 
Each  particle  of  water  following  the 
curve  of  the  wheel-vane  acts  by  itself 
alone  without  any  interference  from  its 
neighbors.  Hence,  if  the  guide  passages 
are  partially  closed,  the  stream  on  the 
wheel  is  rendered  thinner,  but  its  effi- 
ciency is  in  no  way  impaired.  Hence  the 
regulation  of  the  Girard  turbine  is  in 
genera]  far  more  perfect  than  in  a  press- 
ure turbine. 

Classification  of  Tubbines. 
L — Impulse  Turbines.      \ 
Wheel  passages  not  filled. 
Free  deviation. 
No  pressure  between  guide  passages 

and  wheel 
Discharge  above  tail  water. 
<i.  Complete  admission. 
b.  Partud  admission. 

Axial,  inward  or  outward  flow. 

JJL — Pressure  or  JReaction  Turbines, 
Wheel  passages  filled. 
Pressure  between  guide-blades  and 
wheel. 


Discharge  above  tail-water  (outward 
flow);  or  below  tail-water  (paral- 
lel or  inward  flow) ;   or  into  suc- 
tion   pipes    (parallel    or    inward 
flow). 
Always    complete  admission,   axial, 
inward,  outward,  or  mixed  (inward 
and  downward)  flow. 
To  simplify  the  consideration  of  the 
action  of  the  water  in  a  turbine,  suppose 
that  for  a  turbine  wheel  moving  circularly 


we  substitute  a  turbine  rod  moving  in  a 
straight  line.*  We  can  pass  te  the  case 
of  the  wheel  easily  afterwards.  To  be 
definite,  suppose  the  water  flowing  verti- 
cally downwards,  and  the  rod  (Fig.  6,  A) 
moving  horizontally  from  right  to  left. 
To  give  the  initial  necessary  forward  vel- 
ocity the  water  must  be  deflected  in  some 
path  a  i  by  fixed  guide-blades.  Enter- 
ing the  wheel,  it  produces  pressure  due 
te  deviation  by  me  wheel  vanes,  and 
traverses  a  path,  i  o,  leaving  the  wheel 
finally  with  a  much  reduced  velocity  in  a 
direction  normal  te  the*  surface  of  dis- 
charge. 

A  simple  application  of  Newton's  sec- 
ond law  of  motion  gives  at  once  the  force 
driving  the  wheel.     The  water  enters  the 


*  The  development  of  a  teotion  of  an  axial  flow  tur- 
bine has  always  been  treated  in  this  way,  bat  the  nse 
of  a  torbine  rod  as  the  first  step  in  designing  any  tar- 
bine  is  dae  to  Von  Beiche. 
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wheel  with  the  initial  Telocity  v^,  which 
has  the  horizontal  component  w^  and 
leaves  the  wheel  with  a  velocity  which  has 
no  horizontal  component.  Each  pound 
of  water  per  second,  therefore,  loses  the 

horizontal  momentum  — ^,  and  since  im- 

pulse  is  equal  to  change  of  momentum, 
the  horizontal  pressure  on  the  wheel  is 

— *  lbs. 

9 
for    each    pound    per    second    flowing 
through  the  wheel,  and  the  useful  work 
done  in  driving  the  wheel  is 


Z 


In  applying  this  formula,  the  fall  H 
is  the  effective  fall — that  is,  the  fall  after 
deducting  any  losses  in  the  supply-pipe 
tail-race,  etc.,  which  are  extraneous  to 
the  turbine.  From  the  work  tfK  really 
utilized  by  the  turbine,  an  additional 
small  loss  occurs  in  the  transmission^ 
from  friction  of  the  shaft,  friction  on  the 
wheel-covers  and  friction  of  gearing. 

It  is  now  to  be  seen  what  forms  the 
guide-blades  and  wheel-vanes  must  have 
to  direct  the  water  in  the  absolute  path 
chosen  for  it 

The  guide-blades,  being  fixed,  have  ex- 
actly the  form  of  the  chosen  water  paths 
a  i,  Pig.  6,  A,  or  o  a.  Fig.  6,  B.     But  the 
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CROSS  SECTION 


GIRARD  TURBINE 
7=0.89«=0.79. 


-1—  foot-lbs.  per  second. 

But  the  whole  energy  of  gravity  on  each 
pound  of  water  falSng  H  feet  is  H  foot- 
pounds.   Hence,  if  ;/  is  the  efficiency, 
W.V 
i7H=-i-. 

This  is  the  fundamental  equation  on 
which  the  whole  design  of  turbines  de- 
pends. It  gives  the  relation  between 
the  original  whirling  velocity  of  the 
water  and  the  velocity  of  the  wheel. 

I  stop  for  a  moment  to  point  out  that 
exactly  the  same  result  is  arrived  at  if 
the  position  of  the  wheel  and  guide- 
blades  is  inverted  as  in  Fig.  6,  B.  Then 
the  water  having  no  initiaJ  forward  mo- 

mentum  gains  the  momentum   -?  in  the 

g 
wheel,  and  the  equation  becomes 
wY 

9 


wheel-vanes  have  a  quite  different  form 
from  the  water-path,  because  as  water 
moves  along  that  path  the  wheel  also  is 
moving. 

In  order  that  the  water  may  enter  the 
wheel  without  shock,  the  first  element  of 
the  vane  must  be  parallel  to  v  .,  Fig.  6, 
C,  the  direction  of  relative  motion.  In 
order  that  the  final  velocity  of  the  water 
may  be  vertical,  the  last  element  of  the 
wheel-vane  must  be  parallel  to  v  ,  ob- 
tained- by  compounding  the  final  veloc- 
ity v^  with  the  velocity  V  of  the  wheel. 
Having  obtained  the  tangents  to  the  two 
ends  of  the  wheel- vane,  any  smooth  curve 
joining  these  two  will  satisfy  the  neces- 
sary conditions  for  the  proper  action  of 
the  water. 

Turbine  Rod  Corresponding  to  a  Oirarct 
or  Impulse  Turbine, 

In  the  Girard  turbine  there  is  no  press- 
ure in  the  clearance  space,  and  therefore 
the  water  issues  from  the  guide-blades. 


WATER  MOTORS. 
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'with  the  yelooity  due  to  the  effective  fall. 
In  the  diagram 

which  allows  for    the    friction    of    the 
guide-blades. 

Next  decide  what  energy  shall  be  re- 
jected into  the  tail-race.  Suppose  this  is 
put  at  10  per  cent.,  the  velocity  corre- 
sponding to  oue- tenth  of  the  fall  is 

M=0.32"i%H. 

Draw  now  the  triangle  of  velocities 
OAB,  so  that  u  is  the  vertical  component 
of  v^.  Then  CA  is  the  direction  in  which 
the  water  enters  the  wheel.* 

Bisect  CB  in  D.  Then  CD  is  the  proper 
velocity  of  the  wheel,  and  AD  is  the  di- 
rection of  relative  motion  of  the  water 
and  wheel,  and  tangent  to  the  first  ele- 
ment of  the  wheel- vanes. 

In  an  impulse  turbine  the  relative  ve- 
locity remains  unchanged.  Set  off  BE= 
the  velocity  of  the  wheel,  then  AE,  which 
obviously  by  construction  is  equal  to 
DA,  is  the  durection  of  relative  motion  of 
the  water  leaving  the  wheel,  and  the 
tangent  to  the  last  element  of  the  wheel- 
Tanes. 

We  have  now  determined  all  three 
angles  necessary  for  drawing  the  guide- 
blades  and  wheel-vanes. 

Further,  since  the  relative  velocity  v^  is 
changed  to  v^  in  passing  through  the 
wheel,  therefore  DE  or  V^  is  the  velocity 
utilized  in  the  wheel.  Hence  the  work 
utilized  is 


2/ 
imd  the  efficiency  of  the  wheel  is  0.89'= 
0.79,  apart  from  those  losses  which  are 
.extraneous  to  the  turbine  itself. 

To  secure  the  free  deviation  of  the 
water  on  the  wheel-vanes,  and  to  pre- 
vent the  choking  of  the  wheel-passages, 
it  is  usual  to  flare  out  the  wheel,  as 
.shown  in  the  cross-section.  Very  com- 
tmonly  the  ratio  of  the  inlet  and  outlet 
xwidths  is  as  4  to  7. 

Every  datum  for  the  turbine  which 
^depends  on  hydraulic  considerations  has 
therefore  been  determined.  And  anyone 
who  has  mastered  this  very  simple  dia- 


*  It  Is  assamed  here  that  the  yelooity  of  flow 
throoi^  the  wheel,  i«,  is  oonstant.  If  it  Is  not  so,  the 
flgore  most  be  drawn  with  the  actual  values. 


gram,  and  who  has  the  requisite  general 
mechanical  knowledge,  can  design  a  tur- 
bine, I  need  not  say  as  well  as  I  could, 
but  as  well  as  M.  Qirard  himself  could. 

In  drawing  the  stream  of  water  on  the 
vane  it  is  merely  necessary  to  remember 
that  the  relative  velocity  is  constant,  and 
therefore  the  thickness  of  the  water-sheet 
is  inversely  as  the  width  of  the  bucket. 

It  is  useful  to  examine  the  exact  abso- 
lute path  of  the  water  in  the  wheel,  which 
is  easily  obtained.  If  there  were  no 
wheel-vanes  the  water  would  traverse  the 
absolute  path  AH  and  the  relative  pam 
AG.  But  the  wheel-vanes  deviate  the 
water  the  distance  LK  from  AG.  Set- off 
MN=LK,  then  N  is  a  point  in  the  abso- 
lute path.  Any  number  of  such  points 
can  be  foimd  and  the  absolute  path 
drawn.  Or  conversely,  if  the  absolute 
path  is  chosen  the  wheel-vane  can  be 
drawn.  The  wheel- vanes  will  be  of  good 
form  if  the  absolute  path  shows  a  con- 
tinuous and  tolerably  imiform  curvature, 
and  if  the  water  stream  through  the 
wheel  is  a  converging  rather  than  a  di- 
verging one. 

tubbine  eod  cobbespondino  to  a 
Pressubs  Tubbine. 

In  a  pressure  turbine  the  wheel  pas-, 
sages  are  always  full.  Hence  the  velocity 
of  flow,  that  is,  the  vertical  component 
of  the  waters'  velocity  in  the  diagram  is 
constant,  or  at  all  events  is  determinable 
from  the  general  dimensions  of  the  wheel 
That  velocity  is,  therefore,  the  velocity 
at  which  the  water  is  rejected  into  the 
tail-race.  This  ought  to  be  small ;  it  is 
very  often  only  ^  V^^H,  but  to  make  the 
diagram  clearer,  I  have  taken  it  at  0.27 
'\/2^H,  in  which  case  7  per  cent,  of  the 
energy  is  rejected. 

Further,  8  to  16  per  cent,  of  the  energy 
is  wasted  in  friction.  Taking  the  extreme 
case — suppose  15  per  cent,  wasted  in  fric- 
tion ;  then  there  remains  78  per  cent,  to 
be  utilized  in  the  turbine,  and  the  velocity 
due  to  78  per  cent,  of  the  head  is  0.88  of 
the  velocity  due  to  the  head. 

In  a  pressure  turbine  this  78  per  cent, 
of  the  energy  is  partly  used  in  producing 
the  initial  horizontal  velocity,  and  partly 
in  producing  the  pressure  in  the  clear- 
ance space.  It  is  optional  how  this  divi- 
sion is  made.  In  the  figure  the  velocity 
0.88  is  divided  into  a  horizontal  com- 
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ponent  u>i  =  0.66,  and  a  vertical   com- 
ponent Vp  =  0.589.     Hence,  if  the  initial 


horizontal  yelocitj  is  taken  at  0.66  V2^H, 
the  velocity  corresponding  to  the  press- 
ore  in  the  clearance  space  will  be  0.589 

Setting  off  the  assumed  vertical  veloc- 
ity 0.27,  and  the  just  found  horizontal 
velocity  0.66,  we  get  the  initial  velocity 
and  direction  of  motion  of  the  water 
Vi  =  0.71  a/2^H,  and  determine  the  angle 
J/  of  the  guide  blades. 

To  determine  the  proper  velocity  of  the 
wheel,  I  shall  apply  the  principle  of  mo- 
mentum.   As  the  water  enters  the  wheel 


which  gives 

V=0.78^=0.78 


^H 


to 


0.66  V2^H 


V=0.6  ^gB. 

Knowing  V  and  Vi,  we  have  now  the  di- 
rection of  relative  motion  where  the  water 
enters  the  wheel,  and  the  angle  6  of  the 
first  element  of  the  wheel-vanes. 

Similarly  combining  u  and  V,  we  get 
the  relative  velocity  Vro  at  the  point  of 
discharge,  and  the  angle  <p  at  the  other 
end  of  ike  wheel-vanes. 

It  is  easy  to  show  that  the  utilized 


miB.  o. 
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with  the  horizontal  velocity  lOi  =  0.66 
V^gS,  and  leaves  with  no  horizontal 
momentum,  the  effective  horizontal  press- 
ure of  each  pound  of  water  on  the  wheel 
is 

^Mbs. 

and  if  .V  is  the  velocity  of  the  wheel,  the 
useful  work  done  is 

-^  fi-lbs.  per  pound  of  water. 

But  78  per  cent  of  the  energy  due  to  the 
head  is  utilized  so  that 

!^=0.78  H, 
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velocity  0.88  is  the  chord  of  a  semi-circle,, 
of  which  the  velocity  V  of  the  wheel  i^ 
the  radius,  so  that  the  velocity  of  the 
wheel  is  easily  found  graphically  aud 
without  calculation. 

Transformation  of  the  Turbine  Hod 
into  an  Inward  or  Outward  Flow  Tur- 
bine,— It  is  not  difScult  to  proceed  by 
meUiods  similar  to  those  cdready  do- 
scribed  to  draw  directly  the  path  and  the 
curves  of  the  vanes  of  a  radial  flow  tur- 
bine. But  the  proceeding  is  complicated 
by  the  circular  motion,  and  a  more  sim- 
ple method  is  available.  If  we  draw  a 
turbine  rod  for  any  given  case  first,  the 
corresponding  inward  or  outward  flow 
turbine  can  be  obtained  by  simple  geo- 
metrical projection. 

Draw  circles    at   the  same   distances. 


WATEB  MOTORS. 
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apart  as  the  edges  of  the  gnide-blades 
and  wheel  in  the  turbine  rod.  Subdivide 
the  spaces  of  the  turbine  rod  by  lines  at 
equal  distances,  and  the  spaces  of  the 
turbine  by  corresponding  equidistant 
circles.  Thus  let  the  circle  b  correspond 
to  the  line  b  in  the  turbine  rod.  Project 
the  point  where  b  intersects  the  wheel- 
yane  to  the  circle  a,  and  draw  a  radius. 
Where  this  intersects  the  circle  b  is  the 


experiments,  apparently  also  reliable, 
show  an  efficiency  slightiy  greater.  But 
allowing  for  the  probabifities  of  error  in 
water  measurement,  I  think  that  80  per 
cent,  may  be  taken  as  the  maximum  effi- 
ciency of  the  best  turbines  in  normal  con- 
ditions of  working. 

While  I  do  not  believe  that  this  effi- 
ciency is  likely  in  any  case  to  be  exceeded, 
I  believe  also  that  any  one  of  the  ordinary 
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***.tl**  Y  CURVES  TURBINE  PARTLY  DROWNED. 


™"«rjlj.  CURVES  TURBINE  ABOVE  TAIL  WATER. 


FULL  SLUICE. 
.87  „ 


♦♦♦♦♦♦*♦    .76 


::=:=:=,  .62 


corresponding  point  on  the  wheel-vane 
curve.  The  guide-blade  and  absolute 
water-path  are  projected  in  the  same 
way. 

JSfficiency  of  Turbines. — ^The  largest 
waste  of  energy  in  turbines  is  due  to 
fluid  friction,  and  this  cannot  be  esti- 
mated with  any  great  accuracy,  and  can 
only  therefore  be  determined  by  experi- 
ment. There  are  a  number  of  experi- 
ments, too  carefully  carried  out  and  too 
accordant  to  be  put  aside,  which  show 
that  turbines  of  very  different  types,  well 
constmcted,  and  working  in  the  best 
conditions,  yield  an  efficiency  httle,  if  at 
aU,  inferior  to  80  per  cent.    A  very  few 


types  of  turbine  will,  within  a  very  small 
range  of  difference,  yield  the  same 
efficiency.  The  search  of  inventors, 
especially  in  America,  for  some  new  modi- 
fication of  the  turbine,  which  shall  have 
a  greater  maximum  efficiency,  I  believe 
to  be  altogether  a  chase  of  the  philoso- 
pher's stone,  and  not  Ukely  to  end  more 
successfully  than  that  of  the  Bosicru- 
cians. 

The  statements  that  this  turbine  or 
that  has  attained  82  or  83  or  85  per  cent, 
of  efficiency  are  not  only  delusive,  they 
are  extremely  misleading.  The  proba- 
bility is  that  the  small  extra  percentage 
of  maximum  efficiency  claimed  over  that 
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of  other  turbines  is  due  to  error  of  water 
measurement.  But  even  if  this  is  not  the 
case,  the  real  practical  value  of  a  turbine 
is  not  measured  by  its  maximum  efficiency 
when  everything  has  been  arranged  to 
suit  it,  but  by  the  average  efficiency  in  the 
varying  conditions  of  fall,  water-supply, 
speed,  and  work  to  be  done,  in  which  it 
has  actually  to  operate..  Now,  there  is 
one  condition,  at  all  events,  which  in 
most  turbines  is  constantly  varying.  The 
supply  of  water  varies  cither  from  actual 
deficiency  in  the  supply,  or  because  the 
work  to  be  done  varies.  In  either  case 
the  quantity  of  water  discharged  through 
the  turbine  varies.  To  effect  this  altera- 
tion of  discharge,  turbines  are  provided 
with  sluices  or  regulating  apparatus.  In 
nearly  all  cases  the  use  of  the  regulating 
apparatus  seriously  diminishes  the  effi- 
ciency of  the  turbine,  so  that  the  average 
efficiency  is  very  much  lower  than  the 
maximum  efficiency.  In  the  mode  of 
regulating  different  turbines,  there  are 
differences  far  more  important  than  any 
difference  of  type  or  mode  of  action. 
Before  discussing  the  efficiency  of  tur- 
bines under  regulation,  there  is  a  pre- 
liminary point  to  clear  up. 

Some  eighteen  years  ago  I  plotted  the 
curves  shown  in  Fig.  10,  giving  the  ef- 
ficiency of  a  Foumeyron  turbine,  with 
different  sluice  openings  and  at  different 
speeds.  There  are  two  sets  of  experi- 
ments, shown  by  darker  and  thinner 
lines,  corresponding  to  the  normal  condi- 
tion for  a  Foumeyron  out  of  water,  and 
to  the  case  where  the  turbine  was  partly 
drowned.  Boughly,  the  greatest  efficien- 
cy, when  the  turbine  was  not  drowned, 
was  62  per  cent,  with  full  sluice,  60  per 
cent,  with  seven-eighth  sluice,  43  per  cent, 
with  five-eiffhth  sluice,  and  only  30  per 
cent,  with  three-eighth  sluice.  With  the 
turbine  drowned  the  efficiencies  were 
lower. 

For  each  set  of  experiments  the  effi- 
ciency is  greatest  for  a  given  speed  of  the 
turbine.  But,  unfortunately,  the  speed 
of  greatest  efficiency  is  not  the  same  for 
different  openings  of  the  sluice.  With 
full  sluice  the  efficiency  is  greatest  at 
about  one  hundred  revolutions.  But 
with  three-eighth  sluice  the  efficiency  is 
greatest  at  sixty  revolutions  or  less. 
Now,  generally  the  speed  of  a  turbine 
depends  on  the  work  to  be  done,  and 
cannot  be  adjusted  to  suit  hydraulic  re- 


quirements. If  the  speed  has  to  vary,  as 
in  pumping,  with  the  demand  for  water, 
the  speed  will  very  commonly  differ  from 
that  which  suits  the  turbine  best,  and  the 
efficiency  will  not,  on  the  average,  reach 
the  maximum  value.  Still  more  common- 
ly, a  turbine  has  to  drive  machinery  at  a 
very  nearly  constant  speed.  Naturally 
we  choose  for  that  speed  the  speed  of 
greatest  efficiency  with  full  sluice.  But 
then,  for  that  speed,  the  efficiency  falls 
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Speed  in  fraction  of  V^A. 

off  much  more  rapidly  with  the  closing 
of  the  sluice  than  I  stated  before. 

Fig.  11  shows  the  results  of  a  very 
extensive  series  of  experiments  on  the 
Humphrey  turbine,  carried  out  by  Mr, 
Francis  at  Lowell.  The  turbine  is  of 
275  horse-power,  on  13  feet  fall.  ,The 
experiments  were  independent  of  the 
manufacturers,  and  the  arrangements  for 
water  measurement  and  power  measure- 
ment were  as  good  as  possible.  They 
show  the  rapid  falling  off  of  the  efficien- 
cy as  the  sluice  closes,  and  the  diminu- 
tion, at  the  same  time,  of  the  speed  of 
greatest  efficiency.  The  fraction  of  sluice 
open  is  printed  against  each  curve. 

Fig.  12  shows  th«    efficiency  of  differ- 


WATEK  MOTORS. 


17 


ent  types  of  torbine  for  different  open- 
ings of  the  sluice,  and  always  for  the 
speed  of  greatest  difficulty  with  fall 
sloice,  and  is  intended  to  incQcate  the  im- 
portance of  adopting  a  good  method  of 
regulation. 

The  worst  mode  of  regulation  of  all, 
though  it  is  still  frequently  used,  is  to 
put  a  throttle  valve  in  the  supply  pipe. 


The  curves  for  the  Hercules  and 
Humphrey  turbine  show  results,  I  be- 
Heve,  as  good  as  any  reliable  results  ob- 
tained in  America,  the  latter  being,  per- 
haps, the  most  reliable,  because  the  ex- 
periment was  made  by  Mr.  Francis, 
whose  experience  in  measuring  water  by 
weirs  is  probably  greater  than  that  of 
any  other  engineer. 
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HOUSTON  (EMER80H) ^* 

HIQH  BREAST  WATERWHEEL  (MORIN^. 

FOURNEYRON—  ggS^n^ ^ 

JONVAL  (THROTTLE  VALVE) « 


A  throttle  valve  acts  entirely  by  creating 
a  prejudicial  resistance,  or  by  destroying 
pu*t  of  the  effective  head. 

Next  worst  to  this,  perhaps,  is  the 
form  of  sluice  adopted  in  the  Foumeyron 
turbine,  a  circular  cylinder  which  slides 
in  the  clearance  space.  It  is  obvious 
that,  when  the  stream  entering  the  wheel 
is  narrower  than  the  width  of  the  wheel, 
there  must  be  a  general  briBaking  up  of 
the  stream,  and  a  -jqomplete  alteration  of 
the  conditions  of  oressure  and  velocity 
for  which  the  whe  ^  curves  are  designed. 
Vol.  XXX^  7.— No.  1—2 


The  sluice  arrangements  in  American 
turbines  do  not  seem,  from  the  theoreti- 
cal point  of  view,  particularly  good ;  but 
although  American  makers  do  not  ex- 
plain the  principles  on  which  they  pro- 
ceed, I  suspect  that  in  these  turbines 
some  approach  is  made  towards  the  con- 
dition of  free  deviation,  in  which  case 
the  defects  of  the  sluice  produce  a  less 
unfavorable  effect. 

For  pressure  turbines,  only  -one  ap- 
proximately perfect  mode  of  regulation 
has  ever  been  adopts  and  that  is  the 
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movable  guide-blades  of  Professor  James 
Thomson.  With  this  arrangement  the 
water  enters  the  wheel  over  its  whole 
circumference  and  depth,  with  its  veloc- 
ity and  direction  Httle  changed,  in  all  po- 
sitions of  tlie  guide-blades.  The  only 
objection  to  this  mode  of  regulation  is 
that  it  involves  a  certain  amount  of  me- 
chanical compHcation. 

For  Girard  turbines  with  partial  ad- 
mission, the  mode  of  regulation  is  simple, 
and  perfectly  complies  with  theoretical 
conditions  ;  the  width  of  the  stream  en- 
tering the  wheel  is  altered  without  in 
any  way  affecting  the  perfect  action  of 
the  water  in  the  wheel. 

On  Prince  Bismarck's  estate  at  Yarzin, 
three  considerable  factories  worked  by 
turbines  have  been  erected.  In  the  first, 
in  which  considerations  of  capital  ex- 
penditure were  the  ruling  ones,  the  tur- 
bines were  guaranteed  to  give  only  60 
per  cent. ;  in  the  second,  70  per  cent. ; 
and  in  the  third,  to  which  I  am  now  re- 
ferring, the  turbines  were  guaranteed  by 
the  makers  to  give  76  per  cent,  with  full 
sluice  and  70  per  cent,  with  half  sluice. 
If  this  guarantee  was  not  satisfied,  the 


turbines  were  to  be  removed  without 
recompense  by  the  makers.  These  tur- 
bines were  Girard  turbines,  and  to  ascer- 
tain whether  the  conditions  of  the  con- 
tract were  satisfied,  an  extremely  careful 
series  of  experiments  were  made,  the 
supervision  of  which  was  confided  to 
Professor  Zeuner,  one  of  the  most  dis- 
tinguished professors  of  mechanical  sci- 
ence in  Europe.  There  are  two  turbines, 
each  of  about  200  horse-power,  on  about 
12  feet  fall.  The  general  result  of  the 
experiments  was  that  the  efficiency  of  the 
turbines  was  0.796  with  full  sluice,  and 
0.801  with  the  sluices  half  closed,  and 
with  the  same  turbine  speed  in  both 
cases.  These  results  are  the  means  of 
four  trials  in  each  case,  which  varied  ex- 
tremely little  from  one  another. 

The  most  careful  estimateof  the  separ- 
ate losses  of  work  in  a  turbine  which  I 
have  met  with  is  that  made  by  Mr.  Leh- 
mann.  He  has  analyzed  experiments  on 
thirty-six  turbines,  varying  from  1  to  600 
horse-power,  and  has  estimated  the  aver- 
age losses  of  energy  from  various  causes 
as  follows : 


Lobs  per  cent,  due  to 

Axial  flow. 
Turbme. 

Outward  flow. 
Turbine. 

Inward  flow. 
Turbine. 

Hydraulic  resistances 

iJnutilized  energy 

12 
8 
3 

14      * 
7 
2 

10 
6 
2 

Shaft  friction 

Total 

18 
0.82 

28 
0.77 

18 
0.82 

Efficienev 

I  shall  be  told — especially  by  users  of 
turbines  in  this  country — that  there  are 
numerous  cases  of  failures  of  turbines ; 
of  turbines  which  are  not  giving  satis- 
faction, or  which,  if  they  are  doing  their 
work,  are  using  an  extravagantly  large 
amount  of  water.  There  is,  no  doubt, 
ground  for  these  complaints;  but  the 
reason  is  not  far  to  seek. .  Turbines  are 
too  often  built  by  manufacturers  without 
adequate  hydraulic  knowledge.  The 
continued  construction  of  turbines  with 
thoroughly  bad  systems  of  regulation  is 
a  proof  of  the  want  of  such  knowledge. 
But  most  often  the  turbine  fails  from 
quite  another  cause.  No  adequate  pre- 
liminary inquiry  is  made  as  to  the  local 


conditions  in  which  a  turbine  is  to  be 
placed.  Some  previously  manufactured 
size  of  turbine  is  selected  and  put  in, 
with  very  little  regard  to  the  precise  con- 
ditions in  which  it  is  to  work.  The  va- 
riations of  the  fall,  and  the  variations  of 
the  water  supply  are  neither  of  them 
determined.  Naturally  it  results  that 
the  proportions  of  the  turbine  are  unsuit- 
able, and  the  tiirbine  is  blamed,  instead 
of  its  constructors. 

American  Turbines, — There  is  an 
opinion  in  some  quarters  that  the  best 
turbines  are  now  American  turbines.  I 
should  be  sorry  to  underrate  the  value  of 
American  experience  in  turbine  building, 
but  on  one  point  I  can  speak  confidently, 
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There  is  nothing  new  in  principle  in 
any  American  turbine.  The  Americana 
adopted  in  turn  the  Foumeyron,  the 
Jonval,  the  inward-flow,  and  the  mixed- 
flow  turbines,  and,  so  far  as  I  can  see, 
they  have  copied,  without  any  material 
change,  the  turbines  of  Europe.  There 
are  amongst  American  turbines  some  so 
mal-constructed  that  they  look  as  if  they 
had  come  from  the  region  behind  the 
looking-glass.  Others,  no  doubt,  are  ex- 
cellent; but  where  they  are  best  they 
most  nearly  approach  ordinary  European 
patterns.  Many  American  turbines  are 
mixed-flow  turbines.  This  type  of  tur- 
bine is  probably  the  cheapest  to  construct 
of  all  the  pressure- turbines,  and,  like  the 
inward-flow,  permits  a  good  mode  of 
regulation.  But  there  is  absolutely  no 
advantage  in  the  efficiency  to  be  got  by 
twistiug  the  water  round  a  vane  of  double 
curvature,  over  that  which  can  be  got 
with  a  vane  of  simple  curvature.  In  their 
purely  practical  aspect,  the  best  American 
turbines  are  excellent      They  are  well 


manufactured,  and  attention  is  paid  to 
designing  them  so  that  they  can  be 
cheaply  erected.* 

Steam  Turbines, — Steam  under  press- 
ure will  work  a  turbine  as  well  as  water 
under  pressure,  and  with  a  no  great  alter- 
ation in  the  methods,  a  steam  turbine  can 
be  designed  like  a  water  turbine.  But 
there  is  a  practical  difficulty  in  the  way 
of  the  adoption  of  steam  turbines  not  yet 
overcome.  For  steam  of,  say,  30  lbs. 
pressure,  the  height  corresponding  to  the 
pressure  is  about  60,000  feet.  The  ve- 
locity due  to  the  head  is  such  that  the 
circumferential  speed  of  the  turbine  must 
be  about  1,000  feet  per  second.  So  soon 
as  we  can  find  a  material  strong  enough 
and  durable  enough  to  stand  an  excessive 
speed  of  that  kind,  so  soon  we  may  have 
steam  turbines  much  smaller  and  cheaper, 
and  not  less  efficient  than  ordinary  steam- 
engines.* 


*  The  aoooant  of  the  Pelton  wheel  Is  from  a  paper 
by  Mr.  Hamilton  Smyth  in  the  Proc.  Am.  Soo.  Bxiff. 
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The  secoud  report  on  "  The  Mineral 
Besources  of  the  United  States,''  by  Al- 
bert Williams,  Jr.,  Chief  of  the  Division 
of  Mining  Statistics  and  Technology, 
United  States  Geological  Survey,  is  now 
in  press,  and  will  be  issued  shortly.  This 
report  is  for  the  calendar  years  1883 
and  1884,  and  contains  detailed  statis- 
tics for  these  periods,  and  also  for  pre- 
ceding years,  together  with  much  de- 
scriptive and  technical  matter.  The  fol- 
lowing are  the  totals  of  the  production 
of  the  more  important  mineral  sub- 
stances in  1884: 

Coal, — The  only  statistics  in  which 
the  trade  is  interested  are  those  relating 
to  the  amount  of  coal  which  is  mined  for 
and  reaches  the  market.  There  is,  be- 
sides, a  local  and  colliery  consumption 
which  is  usually  disregarded  in  statis- 
tics, and  which  ranges  from  5  to  6^  per 
cent,  of  the  total  shipments.  Of  what 
may  be  called  the  commercial  product, 
the  quantities  in  1884  were  as  follows : 
Pennsylvania  anthracite,  30,718,293  long 
tons;  bituminous  and  brown  coal,  lig- 


nite, and  small  lots  of  anthracite  mined 
elsewhere  than  in  Pennsylvania,  66,875,- 
772  long  tons;  total,  97,694,066  long 
tons.  The  spot  value  of  the  commercitd 
product  vas:  Pennsylvania  anthracite, 
$61,436,586 ;  bituminous  and  all  other 
coals,  $70,219,561 ;  total,  $131,656,147. 
Including  the  local  consumption,  etc.,-the 
the  total  product  in  1884  may  be  stated 
at  106,906,295  long  tons,  namely,  33,175,- 
756  long  tons  of  Pennsylvania  anthra- 
cite, and  73,730,539  long  tons  of  bitu- 
minous and  all  other  coals;  and  the 
value  at  the  mines  was :  Pennsylvania 
anthracite,  $66,351,512 ;  bituminous  and 
all  other  coals,  $77,417,066  ;  total,  $143,- 
768,578.  The  total  production  (that  is, 
including  colliery  and  local  consumption) 
of  anthracite  was  1,160,713  long  tons  less 
than  in  1 883,  while  its  value  was  $10,- 
905,643  less,  the  disproportionate  de- 
cline in  value  being  due  to  a  fall  of  25 
cents  per  ton  in  spot  price  ($2.25  to  $2). 
The  total  bituminous  coal  production  in- 
creased 5,199,039  long  tons  over  that  of 
1883,  but  its  value  was  $4,820,734  less, 
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the  average  valuation  at  the  collierieB 
having  fallen  from  $1.20  to  $1.06.  The 
total  output  of  all  coals  showed  a  net 
gain  in  tonnage  of  4,038,326  long  tons, 
OTd  a  decline  in  value  of  $16,726,277. 

Coke.— There  were  4,873,805  short 
tons  of  coke  made  in  1884,  worth  $7,- 
242,878  at  the  ovens.  This  production 
consumed  7,961,974  short  tons  of  coal. 
The  amount  of  coke  made  was  690,916 
tons  less  than  in  1883,  and  the  value  was 
$878,729  less. 

jPetroleum. — The  production  of  crude 
petroleimi  in  1884  was  24,089,768  bar- 
rels of  42  gallons  each,  of  which  the 
Pennsylvania  and  New  York  oil  fields 
produced  23,622,758  barrels.  The  total 
value  at  an  average  spot  price  of  86 
cents,  was  $20,476,294.  As  compared 
with  1883  the  production  was  689,629 
barrels  greater ;  but  the  total  value  was 
$6,263,968  less,  the  average  spot  price 
having  fallen  from  $1.10,  or  26  cents 
per  barrel. 

Natural  Qas. — The  estimated  value  of 
the  natural  gas  used  in  the  United  States 
in  1884  was  $1,460,000,  as  against  $476,- 
000  in  1883.  The  value  is  computed 
from  that  of  the  coal  superseded  by  natu- 
ral gas. 

Iron. — The  principal  statistics  for  1884 
are  as  follows :  Iron  ore  mined,  8,200,000 
long  tons;  value  at  mine,  $22,660,000. 
Pomestic  iron  ore  consumed,  7,718,129 
long  tons ;  value  at  mine,  $21,224,864. 
Imported  iron  ore  consumed,  487,820 
long  tons ;  total  iron  ore  consumed,  8,- 
126,949  long  tons.  Pig  iron  made,  4,- 
097,868  long  tons,  a  decrease  of  497,642 
^tons  as  compared  with  1883 ;  value  at 
furnace,  $73,761,624,  or  $18,148,676  less 
than  in  1883.  Total  spot  value  of  all 
iron  and  steel  in  the  first  stage  of  manu- 
facture, excluding  all  duplications,  $107,- 
000,000,  a  decline  of  $36,000,000  from 
1883.  Fuel  consumed  in  all  iron  and 
steel  works,  including  blast  furnaces,  1,- 
973,306  long  tons  of  anthracite,  4,226,- 
986  long  tons  of  bituminous  coal,  3,833,- 
170  long  tons  of  coke,  and  62,110,660 
bushels  of  charcoal,  besides  a  notable 
quantity  of  natural  gas.  Limestone 
used  as  flux,  3,401,930  long  tons ;  value 
at  quarry,  $1,700,966. 

Gold  and  silver. — The  Mint  authori- 
ties estimate  the  production  in  1884  at 
$30,800,000  gold,  and  $48,800,000  silver 
(coining  rate) ;  total,  $79,600,000.    This 


was  an  increase  of  $800,000  gold,  and 
$2,600,000  silver,  as  compared  with  1883. 
The  gold  production  was  equivalent  to 
1,489,049  troy  ounces,  and  the  silver  to 
37,744,606  troy  oimces. 

Copper. — The  production  in  1884,  in- 
cluding 2,868,764  pounds  made  from  im- 
ported pyrites,  was  146,221,934  pounds, 
worth  $17,789,687,  at  an  average  price  of 
12i  cents  per  pound  in  New  York  City. 
The  amount  was  28,070,139  pounds 
greater  than  the  production  of  1883 ;  but 
the  value  was  $276,120  less  than  that 
for  1883,  owing  to  the  decline  in  price. 
In  1884,  4,224,000  pounds  of  bluestone 
(sulphate  of  copper,  '*blue  vitriol") 
were  made;  worth,  at  4.3  cents  per 
pound,  $181,632. 

Zead. — Production,  139,897  short 
tons.  Total  value,  at  an  average  price  of 
$76.32  per  ton  on  the  Atlantic  seaboard, 
$10,637,042.  The  production  was  4,060 
tons  less  than  that  of  1883,  while  the  de- 
crease in  value  was  $1,786,677.  The 
production  of  white  lead  (carbonate)  is 
estimated  at  about  66,000  short  tons, 
worth,  at  4|  cents  per  pound,  $6,337,600, 
almost  all  of  which  was  made  from  pig 
lead.  The  production  of  litharge  and 
red  lead  has  not  been  ascertained. 

Zinc. — ^Production  of  metallic  zinc, 
38,644  short  tons,  worth,  at  an  average 
price  of  4.44  cents  per  poimd  in  New 
York  City,  $3,422,707.  The  output  was 
1,672  tons  greater  than  1883,  and  the 
value  increased  $111,601.  Besides  the 
spelter  and  sheet  zinc,  about  13,000 
short  tons  to  zinc  white  (oxide)  were 
made  directly  from  the  ore,  the  total 
value  of  which,  at  3^  cents  per  poimd, 
was  $910,000. 

QuicksUver, — Production,  31,913  flasks 
(of  15i  pounds  net =2,441,344  pounds), 
or  14,812  flasks  less  than  m  1883.  Total 
value,  at  an  average  price  of  $29.34  per 
flask  at  San  Francisco,  $936,327,  a  de- 
cline of  $317,306,  as  compared  with  the 
total  value  of  the  product  of  the  pre- 
vious year.  During  the  year,  600,000 
pounds  of  quicksilver  vermilion  were 
made,  worth  $288,000. 

Nickel. — ^Production  of  nickel  con- 
tained in  copper-nickel  alloy,  64,660 
pounds,  worth,  at  76  cents  per  lb.  $48,- 
412 ;  an  increase  of  6,760  pounds,  but  a 
decline  of  $4,608  in  total  value,  owing  to 
the  falling  off  in  price. 

Cobalt. — The  amount  of  cobalt  oxide 
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made  in  1884  was  abont  2,000  pounds,  as 
against  1,096  pounds  made  in  1883.  Its 
▼alue,  at  $2.65  per  pound,  was  $6,100. 
The  value  of  cobalt  ore  and  matte  cannot 
be  ascertained,  as  it  is  chiefly  dependent 
on  the  nickel  contents. 

Manganese, — ^The  output  of  mangan- 
ese ore  in  1884  was  about  10,000  long 
tons,  or  2,000  tons  more  than  in  lb83. 
The  total  value,  at  $12  per  ton  at  the 
mines,  was  $120,000,  or  about  the  same 
as  in  1883,  the  average  price  having  de- 
clined $3  per  tOD. 

Chromium. — The  production  of  chrome 
iron  ore,  all  from  California,  was  about 
2,000  long  tons,  or  about  two-thirds  as 
much  as  in  1883.  At  an  average  value 
of  $17.60  per  ton  at  San  Francisco,  the 
total  value  was  $35,000. 

Tin. — ^A  little  tin  ore  was  taken  out  in 
the  course  of  development  work  in  Da- 
kota, Wyoming,  Virginia,  and  Alabama, 
but  the  only  metallic  tin  made  was  a  few 
hundred  pounds  from  ore  of  the  Black 
Hills  (Dakota)  mines  made  in  sample 
tests  at  New  York  City  pending  the 
building  of  reduction  works  at  the 
mines. 

J^latinum. — The  amount  mined  in  1884 
was  about  150  troy  ounces,  worth,  crude, 
$3  per  ouDce. 

Aluminum, — The  amount  made  in  the 
United  States  in  1884  waa  1,800  troy 
ounces,  an  increase  of  800  ounces  over 
the  production  of  1883.  At  75  cents  per 
ounce  the  total  value  was  $1,350. 

building  stone. — It  is  estimated  that 
the  value  of  the  building  stone  quarried 
in  1884  was  $19,000,000,  as  against  $20,- 
000,000  in  1883 ;  the  decline  being  due 
partly  to  dullness  of  trade  and  partly  to 
the  increased  use  of  other  structural  ma- 
terials. 

Brick  and  Tile. — The  output  was 
about  the  same  as  in  1 883,  but  as  manu- 
facturers cut  down  expenses  still  fur- 
ther, meeting  a  lower  market,  the  total 
value  is  estimated  at  $30,000,000  as 
against  $34,000,000  in  1883. 

iim€.— There  were  37,000,000  barrels 
(of  200  pounds)  made  in  1884,  the  aver- 
age value  per  barrel  at  the  kilDS  being 
not  over  50  cents,  or  $18,500,000.  The 
production  was  about  5,000,000  barrels 
greater  than  in  1883,  but  owing  to  the 
fall  in  price  the  total  value  was  about 
$700,000  less. 

Cement.— khoni  100,000   barrels   (of 


400  pounds)  of  artificial  Portland  cement 
were  made,  or  10,000  barrels  more  than 
in  1883 ;  the  total  value,  at  $2.10  per 
barrel,  bemg  $210,000.  The  production 
of  cement  from  natural  cement  rock  was 
3,900,000  barrels  (of  300  pounds),  or 
200,000  barrels  less  than  in  1883  ;  worth, 
at  90  cents  per  barrel,  $3,610,000.  The 
total  production  of  all  kinds  of  cement 
was  about  4,000,000  barrels,  valued  at 
$3,720,000. 

Precious  stones. — The  estimated  value 
of  American  precious  stones  sold  as  spe- 
cimens and  souvenirs  in  1884  was  $54,- 
325,  and  the  value  of  the  stones  sold  to 
be  cut  into  gems  was  $28,660;  total, 
$82,976.  About  $140,000  worth  of  gold 
quartz  was  saved  as  specimens  or  made 
into  jewelry  and  ornaments. 

Bahrstones. — ^The  value  of  the  buhr- 
stones  yearly  made  in  the  United  States 
is  about  $300,000. 

Grindstones,  —Dealers  estimate  the 
value  of  the  grindstones  made  in  1884  at 
$570,000. 

Phosphates. — Theprdductionof  washed 
phosphate  rock  in  South  Carolina  during 
the  year  ending  May  31,  1884,  was  431,- 
779  long  tons,  worth  $2,374,784,  or  53,- 
399  tons  more  than  in  the  previous  year, 
with  an  increase  of  $104,504  in  value. 
The  average  spot  price,  $5.50  per  ton, 
was  50  cents  less  than  in  the  preceding 
year.  The  recent  discoveries  of  phos- 
phate rock  in  the  adjoining  States  of 
North  Carolina,  Alabama,  and  Florida 
will  probably  lead  to  a  still  further  in- 
crease in  production.  Of  manufactured 
fertilizers,  967,000  short  tons,  worth 
$26,110,000,  were  made  in  the  year  end- 
ing April  30,  1884,  and  1,023,500  short 
tons,  worth  $27,640,000,  were  made  in 
the  year  ending  April  30,  1885. 

Marls. — In  New  Jersey  about  875,000 
tons,  worth  $437,500  at  the  pits,  were 
dug  in  1884.  In  addition,  small  quanti- 
ties were  produced  for  local  use  in  some 
of  the  Southern  States.  The  production 
is  declining,  owing  to  competition  with 
fertilizers  made  from  phosphate  rock, 
etc. 

Qypmm. — In  the  Atlantic  States,  from 
Maine  to  Virginia,  65,000  long  tons  of 
land  plaster  and  60,000  tons  of  stucco, 
total  126,000  tons,  were  made  in  1884,  of 
which  nearly  all  was  from  Nova  Scotia 
gypsum.  The  statistics  for  Michigan 
have  not  been  reported,  but  the  produc- 
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tion  did  not  vary  greatlj  from  that  in 
1883,  in  which  year  it  was  60,082  short 
tons  of  land  plaster  and  159,100  barrels 
(of  300  pounds)  of  stucco.  In  Ohio, 
4,217  short  tons  of  land  plaster  and  20,- 
307  barrels  of  stucco  were  produced. 
There  was  also  a  small  production  in 
other  parts  of  the  country ;  but  the  total 
amount  of  domestic  gypsum  used  is  not 
known. 

Salt. — The  production  in  1884  was 
6,514,937  barrels  of  280  pounds  (equiva- 
lent to  1,824,182,360  pounds,  or  32,574,- 
685  bushels,  or  912,091  short  tons,  ac- 
cording to  the  unit  used).  The  total 
value,  computed  on  average  wholesale 
prices  at  the  point  of  production,  was 
$4,197,734.  The  apparent  output  was 
322,706  barrels  greater  than  in  1883, 
while  the  value  was  $13,308  less;  but 
the  production  figures  do  not  include  a 
considerable  stock  on  hand  in  the  Onon- 
daga district,  not  officially  reported  be- 
cause not  inspected. 

Bromine. — The  production  is  esti- 
mated at  281,1(10  pounds,  all  from  the 
Ohio  and  West  Virginia  salt  district; 
worth,  at  24  cents  per  pound,  $67,464. 

^oraa;.— Production  about  7,000,000 
pounds,  or  500,000  poimds  more  than  in 
1883.  The  total  value,  however,  was  less 
than  that  of  the  product  of  1883,  being 
about  $490,000  at  San  Francisco  rates, 
as  against  $585,000  in  1883. 

Sidphtir.—  ^o  exact  statistics.  The 
production  was  only  about  500  tons, 
worth  about  $12,000. 

Pyrites. — About  35,000  long  tons  were 
mined  in  the  United  States,  worth  about 
$175,000  at  the  mines.  Some  33,500 
tons  of  imported  pyrites  were  also  burned, 
making  a  total  consumption  of  68,500 
tons. 

Barytes. — Full  statistics  not  received. 
The  production  is  estimated  to  have  been 
about  25,000  tons ;  worth,  at  $4  per  ton, 
unground,  at  the  point  of  production, 
$100,000. 

Mica. — The  production  of  merchant- 
able sheet  mica,  not  mcluding  mica  waste, 
was  147,410  pounds,  valued  at  $368,525. 

Feldspar. — The  production  was  10,900 
long  tons,  or  3,200  tons  less  than  in 
1883.  Its  value  at  the  quarries  was  $55,- 
112. 

Asbestos. — The  amount  mined  was 
about  1,000  short  tons,  worth  about  $30,- 
000. 


Oraphite. — Production  nominal,  the 
supply  being  drawn  from  the  stock  accu- 
mulated in  1883. 

Asphaltum. — The  annual  production  is 
about  3,000  tons,  having  a  spot  value  of 
$10,500. 

Alum. — ^About  38,000,000  pounds  were 
made  in  the  United  States  in  1884,  or 
3,000,000  pounds  more  than  in  1883.  At 
an  average  spot  value  of  1^  cents  per 
pound,  the  product  was  worth  $712,500. 

Copperas. — The  amount  made  in  1884 
was  15,500,000  pounds,  worth,  at  60 
cents  per  hundredweight,  $93,000. 

Mineral  Waters. — The  sales  of  natural 
mineral  waters  in  1884  amoimted  to  68,- 
720,936  gallons,  valued  at  $1,665,490,  an 
apparent  increase  of  21,431,193  gallons 
and  $526,007  upon  the  figures  for  1883. 
While  the  sales  are  imdoubtedly  increas- 
ing, it  is  possible  that  the  excess  in  the 
reported  quantity  and  value  of  the  waters 
sold  in  1884  as  compared  with  1883  may 
be  partly  due  to  the  greater  fullness  of 
the  returns  for  1884.  Besides  the  waters 
bottled  and  placed  on  the  market  there 
is  a  large  local  consumption,  not  included 
in  the  foregoing  figures. 

Totals. — As  was  remarked  in  the  for- 
mer report,  it  is  impossible  to  state  the 
total  mineral  product  in  any  form  which 
shall  not  be  open  to  just  criticism.  It  is 
evident  that  the  production  statistics  of 
such  incongruous  substances  as  iron  ore, 
metallic  gold  and  silver,  the  spot  value 
of  coal  mined  and  the  market  value  of 
metallic  copper  after  having  been  trans- 
ported hundreds  of  miles,  the  spot  value 
of  a  crude  substance  like  unground,  un- 
refined barytes,  and  the  value  of  a  fin- 
ished product  like  brick  (in  which  the 
cost  of  manufacture  is  the  leading 
item),  cannot  well  be  taken  as  items  in  a 
general  summary.  The  statistics  have 
been  compiled  with  a  view  to  giving  in- 
formation on  those  points  which  are  of 
most  interest  and  utility,  and  are  present- 
ed in  the  form  usual  in  the  several 
branches  of  trade  statistics.  The  result 
is  that  the  values  stated  for  the  different 
products  are  necessarily  taken  at  differ- 
ent stages  of  production  or  transporta- 
tion, etc.  Theoretically  perfect  statistics 
of  mineral  products  would  include,  first 
of  all,  the  actual  net  spot  value  of  each 
substance  in  its  crudest  form,  as  taken 
from  the  earth;  and  yet  for  practical 
purposes  such  statistics  would  have  little 
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interest  other  than  the  fact  that  the  items 
could  be  combined  in  a  grand  total  in 
which  each  substance  should  be  rated  on 
a  fairly  even  basis.  The  following  group- 
ings, therefore,  are  presented  with  a  fiJl 
realization  of  the  incongruity  of  many  of 
the  it^ms.  The  grand  toted  might  be 
considerably  reduced  by  substituting  the 
value  of  the  iron  ore  mined  for  that  of 
the  pig  iron  made,  by  deducting  the  dis- 


count on  silver,  and  by  considering  lime, 
salt,  cement,  borax,  etc.,  as  manufactures. 
It  will  also  be  remarked  that  the  spot 
values  of  copper,  lead,  zinc,  and  chrome 
iron  ore  are  much  less  than  their  respect- 
ive values  after  transportation  to  market. 
Still,  the  form  adopted  seems  to  be  the 
only  one  which  admits  of  a  comparison 
of  the  total  values  of  the  mineral  prod- 
ucts from  year  to  year. 


Mbtaluo  Pboduots  of  thb  United  States  in  1884. 


Quantity. 

Value. 

Pig  Iron,  long  tons,  spot  value 

4,097,868 

37,744,605 

1,489,949 

145,221,934 

139,897 

38,544 

31,913 

64,550 

1,800 

150 

$73,761,624 

Silver,  troy  ounces,  coining  value 

48,800.000 

Gold,  troy  ounces,  coining  value 

30,800,00q 
17,789,687 
10,537,042 

Copper,  pounds,  value  at  I^ew  York  City  (a) 

Lead,  short  tons,  value  at  New  York  City. 

Zinc,  short  tons,  value  at  New  York  City 

3,422,707 

Quicksilver,  flasks,  value  at  San  Francisco 

936,327 

Nickel,  pounds,  value  at  Philadelphia  (d) 

48.412 

Aluminum,  troy  ounces,  value  at  Philadelphia 

1,350 

Platinum,  troy  ounces,  value  crude  at  New  York  City. . 

450 

Total 

$186,097,599 

a  Including  copper  made  from  Imoorted  pyrites 
b  Including  nickel  In  oopper-nlckel  alloy. 

NON-MBTALUO  MiNBRAL  PbODUOTS  OF  THB  UnITBD  StATES  IN  1884  (SpOT  VaLUBS). 


Bituminous  coal,  brown  coal,  lignite,  and  anthracite 
mined  elsewhere  than  in  Pennsylvania,  .long  tons  (a) 

Pennsylvania  anthracite do.       (b) 

Petroleum barrels 

Building  stone 

Lime barrels 

Salt do. 

Cement do. 

South  Carolina  phosphate  rock lone  tons  (c) 

Limestone  for  iron  flux do. 

Mineral  waters gaUons  sold 

Natural  gas 

Zinc  white short  tons 

Concentrated  borax.  .^. pounds 

New  Jersey  Marls.  ,,l short  tons 

Mica pounds 

Pyrites long  tons 

Gold  quartz,  souvenirs,  jewelry,  etc 

Manganese  ore lon^  tons 

Crude  barytes. do. 

Ocher do. 

Precious  stones 

Bromine pounds 

Feldspar long  tons 

Chrome  iron  ore do. 

Asbestos short  tons 

Slate  ground  as  a  pigment long  tons 

Sulphur short  tons 

Asphaltum do. 

Cobalt  oxide poimds 


Total. 


Quantity. 


Value. 


73,730,539 

$77,417,066 

33,175,756 

66,351,512 

24,089,758 

20,476,294 

... 

19,000,000 

37,000,000 

18,500,000 

6,514,937 

4.197,734 

4,000,000 

3,720,000 

431,779 

2,374,784 

3,401,980 

1,700,965 

68,720,936 

1,665,490 

.... 

1,460,000 

13,000 

910,000 

7,000,000 

490,000 

875,000 

437,500 

147,410 

368,525 

35,000 

175,000 

.... 

140.<»00 

10,000 

120,000 

25,0 '0 

100,000 

7,000 

84,000 

.... 

82,975 

281,<'00 

67,464 

10,900 

55,112 

2,000 

36,000 

1,000 

30,000 

2,000 

20,000 

500 

12,000 

3,000 

10,500 

2,000 

5.100 

$220,007,021 

a  The  commercial  product,  that  is,  the  amount  marketed,  was  only  66,875,772  tons,  worth  |70,819,661. 
b  The  commercial  product,  that  is,  the  amount  marketed,  was  only  dO.718,398  tons,  worth  $61,486,686. 
e  Tear  ending  May  81. 
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R^BUMiE  OF  THB  VALUES  OF  THE  MbTALLIO  AND   NON-MBTALLIO  MiNSBAL  SlTBQTAKOBS 

Pboduoed  IK  THE  Unitbd  Statbb  IK  1884. 

Metels $186,097,699 

Mineral  substances  named  in  tiie  foregoing  table 220,007,021 


Fire-clay,  kaolin,  potter's  clay,  common  brick  clay,  terra-cotta,  build- 
ing sand,  fflass  sand,  limestone  used  as  flux  in  lead  smelting,  lime- 
stone in  glass  making,  iron  ore  used  as  flux  in  lead  smeltine,  marls, 
(other  than  New  Jersey),  sypsum,  tin  ore,  antimony,  iridosmine, 
mUl-buhrstone  and  stones  for  making  grindstones,  noyaculite,  co- 
rundum, lithographic  stone,  talc  and  soapstone,  quartz,  fluor  spar, 
nitrate  of  soda,  carbonate  of  soda,  sulphate  of  soda,  native  alum, 
ozocerite,  mineral  soap,  strontia,  infusorial  earth  and  tripoli,  pumice- 
stone,  sienna,  umber,  etc.,  certainly  not  less  than 


406,104,620 


7,000,000 


Grand  total $418,104,620 


The  production  in  1884,  1883,  and 
1882  compared, — Tables  showing  the 
quantities  and  values  of  the  mineral 
products  of  the  United  States  in  1883 
and  1882  are  appended  for  comparison. 
From  these  it  appears  that  the  total  val- 
ue of  the  metals  aud  minerals  produced 
in  1884  was  $39,100,008  less  than  in 
1883,  and  that  the  decline  in  1883  from 
1882  was  $3,012,061 ;  that  is,  the  falling 
off  in  value  began  on  a  small  scale  in 


1883,  but  was  acceDted  in  1884.  The 
net  decline  as  will  be  seen  by  reference 
to  the  tables,  has  been  due  rather  to  a 
depression  in  price  than  to  a  decrease  in 
quantity ;  indeed,  several  important  sub- 
stances show  a  decided  increase  in  pro- 
duction, notwithstanding  the  general 
dullness  of  trade.  The  overproduction, 
taking  the  whole  field  into  consideration, 
has  been  less  than  was  generally  feared. 


Mbtallio  Pboduots  of  the  Unitbd  States  in  1888. 


Quantity. 

Value. 

Pig  iron,  long  tons,  spot  value 

4,595,610 

85,788,622 

1,451,249 

117,151,795 

148,957 

86,872 

46,726 

68,800 

1,000 

200 

$91,910,200 
46,200,000 
80,000,000 
18,064,807 
12,822,719 
8,811,106 

Silver,  troy  ounces,  coining  value 

Gold,  troy  ounces,  coining  value 

Copper,  pounds,  value  at  l^ew  York  City  (a) 

Lead,  short  tons,  value  at  New  York  City 

Zinc,  short  tons,  value  at  New  York  City 

Quicksilver,  flasks,  value  at  San  Francisco 

1,268,632 
62,920 

Nickel,  pounds,  value  at  Philadelphia  (b) 

Aluminum,  troy  ounces,  value  at  Philadelphia 

876 

Platinum,  troy  'ounces,  value,  crude,  at  New  York  City 

600 

Total 

.... 

$208,116,869 

a  Including  copper  made  from  imported  pyrites. 
b  Including  nickel  In  copper-nickel  alloy. 
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NON-MBTALUO    MiNBBAI.  PbODUCTS  OP  THB  UnITKD  StATBB  IN  1888  (SPOT  VaLUES). 


Bituminous  coal,  brown  coal,  lignite,  and    anthracite 

mined  elsewhere  than  in  Pennsylvania long  tons  (a) 

Pennsylvania  anthracite long  tons  (b) 

Petroleum barrels 

Building  stone \ 

Lime barrels 

Cement do. 

Salt do. 

South  Carolina  Phosphate  Rock Ions  tons  (e) 

Limestone  for  iron  flux long  tons 

Mineral  waters. gallons  sold 

Concentrated  borax pounds 

New  Jersey  marls short  tons 

Natural  gas 

Mica pounds 

Pvrites long  tons 

Maiifl;anese  ore long  tons 

Gola  quartz  souvenirs,  jewelry,  etc 

Crude  barytes long  tons 

Precious  stones , 

Ocher long  tons 

Bromine pounds 

Feldspar long  tons 

Chrome  iron  ore do. 

Graphite pounds 

Asbestos short  tons 

Sulphur do. 

Slate  eround  as  a  pigment long  tons 

Asph^tum short  tons 

Cobalt  oxide pounds 


Total. 


Quantity. 


Value. 


68,581,500 

$82,287,800 

84,886,469 

77,257,055 

28,400.229 

25,740.252 

.... 

20.000,000 

82,000,000 

19,200,000 

4,190,000 

4,298,500 

6,192,231 

4,211,042 

878,880 

2,270,280 

8,814.278 

1,907,186 

47,289,748 

1,189,483 

6,500,000 

585,000 

972,000 

476,000 

•  •  • . 

475,000 

114,000 

285,000 

25,000 

137,500 

8,000 

120,000 

.... 

115,000 

27,000 

108,000 

.... 

92,050 

7,000 

84,0t0 

801,100 

72,264 

14,100 

71,112 

8,000 

60,000 

675,000 

46,000 

1,000 

80,000 

1,000 

27,000 

2,000 

24,000 

8,000 

10,500 

1,096 

2,795 

.... 

$241,087,769 

a  The  oommerolal  product,  that  Is,  the  amount  marketed,  was  only  66.208,005  tons,  worth  $78,821,714. 
5  The  commeroial  product,  that  is,  the  amount  marketed,  was  ouly  81,708,027  tons,  worth  $71,584,311. 
c  Year  ending  May  81. 

B.taxmk  of  the  Yalites  of  the  Mstaluo  and  Non-metallio  Minebal  Sttbstanoes  Pbo- 

DUCED  IN  THE    UNITED   STATES  IN  1888. 

Metals $208,116,859 

Afineral  substances  named  in  the  foregoing  table 241,087,769 


Estimated  value  of  mineral  products  unspecified. 


444,204,628 
8,000,000 


Grand  total $452,204,6 


Metallic  Pboduots  of  the  United  States  in  1882. 


Quantity. 

Value. 

Pig  iron,  long  tons,  spot  value 

4,628,828 

86,197,695 

1,572,186 

91,646,282 

.    132,890 

88,765 

62,782 

281,616 

60 

200 

$106,886,429 

Silver,  troy  ounces,  coining  vidue 

46,800,000 

Gold,  troy  ounces,  coining  value 

82,500,000 

Copper,  pounds,  value  at  N^ew  York  City  (a) 

16,088,091 

Lead,  short  tons,  value  at  New  York  City 

12,624,550 

23nc.  short  tons,  value  at  New  York  Citv 

8,646,620 

Quicksilver,  flasks,  value  at  San  Francisco 

1,487,042 

Nickel,  pounds,  value  at  Pldladelphia  (b) 

809,777 

Antimony,  short  tons,  value  at  San  Francisco 

12,000 

Platinum,  troy  ounces,  value,  crude,  at  New  York  City. 

600 

Total 

$219,755,109 

a  InoludlDfr  copper  made  from  imported  pyrites. 
b  Includinir  nickel  In  copper-nlokel  alloy. 
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NONMBTALUO  MiNEBAL  PBODDOTS  OF  THB  UNITED  StATBS  IN  1882  (SpOT  YaLXTBS). 


Bituminous  coal,  brown  coal,  lignite,  and  anthracite 
mined  elsewhere  tiian  in  Pennsylvania. . .  .long  tons  (a) 

Pennsylvania  anthracite long  tons  \h) 

Crude  petroleum barrels  (c) 

Lime barrels 

Building  stone 

Salt barrels 

Cement do. 

Limestone  for  iron  flux long  tons 

South  Carolina  phosphate  rock lone  tons  (d) 

New  Jersey  marls short  tons 

Concentrated  borax pounds 

Mica        do. 

Natural  gas 

Ocher    long  tons 

Soapstone short  tons 

Crude  barytes long  tons 

Precious  stones 

Gold  quartz  souvenirs,  jewelry,  etc ; 

Pvrites lone  tons 

Manganese  ore do. 

Chrome  iron  ore do. 

Asbestos short  tons 

Graphite ., pounds 

Cobalt  oxide do. 

Slate  ground  as  a  pigment long  tons 

Sulphur .short  tons 

Asphaltum do. 

Corundum do. 

Pumice-stone do. 

Total 


Quantity. 


Value. 


60,861,190 

$76,076,487 

81,858,264 

70,556,094 

80,068,500 

23,704,698 

81,000,000 

21,700,000 

.... 

21,000,000 

6,412,878 

4.840,140 

8,250,000 

8,672.750 

8,8)0,000 

2,810,000 

882,077 

1.992,462 

1,080,000 

540.000 

4,286,291 

888.908 

100,000 

250,000 

.... 

215,000 

7,000 

105,000 

6,000 

90,000 

20,000 

80.000 

.... 

75,000 

.... 

76.000 

12,000 

72,000 

8,500 

52,500 

2,500 

50  000 

1,200 

86,000 

425,000 

34.000 

11,668 

82,046 

2,000 

24,000 

600 

21,000 

8,000 

10,500 

600 

6,260 

70 

1,750 

.... 

$227,461,680 

a  The  oommeroial  product,  that  is,  the  amount  marketed,  was  only  97,968,088  tons,  worth  $78,468,797. 
b  The  oommeroial  product,  that  Is,  the  amount  marketed,  was  only  89,130.096  tons,  worth  $66,530,216. 
c  Pennsylvania  and  New  York  field  only ;  the  outside  production  was  very  small. 
d  Tear  ending  May  81. 

RisSUMt  OF  THE  YaLUBS  OF  THB  MSTALUO  A2n>  NON-MBTALUO  MiNEBAL  SUBSTANOBB 

Pboduoed  in  the  United  States  in  1882. 

Metals $219,755,109 

Mineral  substances  named  in  the  foregoing  table 227,461,580 

447,216,689 
Estimated  value  of  mineral  products  unspecified 8,000,000 

Grand  total $455,216,689 

This  total  for  1882  has  been  increased,  by  corrections  and  additions,  $1,304,283 
upon  the  figure  given  in  the  first  report  of  this  series,  which  was  $453,912,406. 
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TECHNICAL  EDUCATION— SIBLEY  COLLEGE. 


SiBLET  OoLLEas  is  the  School  of  Me- 
chanical Engineering,  and  of  Mechanic 
Arts,  of  Cornell  University.  It  has  a 
complete  organization,  separate  build- 
ii^gs,  containing  lecture-rooms,  drawing 
rooms,  museums  of  collections  of  ma- 
chines and  apparatus,  and  workshops,  in 
which  instruction  is  given  in  the  working 
of  wood  and  of  the  metals.  It  is  organ- 
ized as  follows : 

At  the  head  of  the  college  is  a  presid- 
ing officer,  called  the  "Director,"  who, 
by  direction  and  authority  of  the  Trust- 
ees, will  plan  the  several  courses  of  in- 
struction, and  determine  upon  the  best 
methods  of  tuition  in  the  several  depart- 
ments of  the  college,  and  who  will  see 
the  whole  system  of  instruction  kept  in 
operation,  in  accordance  with  the  plans 
liud  out  by  him,  and  approved  by  the  au- 
thorities of  the  University.  He  is  made 
responsible  for  the  efficiency  of  the  ma- 
terial and  personnel  of  the  college,  for 
its  proper  organization  and  administra- 
tion, and  for  its  operation  in  accordance 
with  the  policy  and  general  methods  of 
the  University.  In  all  such  matters,  and 
in  those  in  which  the  college  is  brought 
into  contact  with  the  workings  of  the 
University,  and  the  departments  exterior 
to  itself,  a  special  Faculty  is  consulted, 
as  an  advisory  body,  and  the  general  Fac- 
ulty is  expected  to  assist  in  effecting  all 
arrangements  by  which  the  co-operation 
of  such  departments  is  to  be  secured. 

The  college  is  divided  into  three  prin- 
cipal departments,  each  of  which  is  pre- 
sided over  by  a  professor  skilled  in  the 
subject,  instruction  in  which  is  directly 
conducted  by  him  and  his  assistants. 
These  departments  are  "  Mechanical  En- 
gineering," including  a  Mechanical  Lab- 
oratory, in  which  experimental  work 
and  investigations  are  conducted ;  a  de- 
partment of  "Practical  Mechanics,"  or 
shopwork,  and  the  department  of  "Draw- 
ing and  Machine  Design."  The  first 
named  is  presided  over  by  the  Director, 
who  is  also  the  Professor  of  Mechanical 
Engineering.  The  two  other  depart- 
ments will  be  directly  managed  by  pro- 
fessors conversant  with  the  special  work 


falling  within  their  lines.  Assistants  and 
skilled  workmen  are  employed  in  these 
several  departments  as  needed. 

When  fully  organized  and  in  operation 
as  intended,  the  course  of  instruction  in 
Sibley  College  will,  as  a  rule,  be  ar- 
ranged with  reference  to  the  demands  of 
students  desiring  ultimately  to  take  the 
degree  of  "  Mechanical  Engineer.'*  The 
lecture-room  course  of  instruction  con- 
sists of  the  study,  by  text-book  and  lec- 
ture, of  the  materials  used  in  mechani- 
cal engineering — especially  of  steel  and 
iron-^the  valuable  qualities  of  these  ma- 
terials being  exhibited  in  the  mechanical 
laboratory,  by  the  use  of  the  various 
kinds  of  testing  machines,  as  well  as  by 
examination  of  specimens  of  all  the  most 
familiar  grades,  of  which  samples  are 
seen  in  the  cases  of  the  museums  and 
lecture-rooms.  The  theory  of  strength 
of  materials  is  here  applied,  and  the  ef- 
fects of  modifying  conditions,  such  as 
variation  of  temperature,  frequency  and 
period  of  strain,  method  of  application 
of  stress  are  illustrated.  This  course  or 
study  is  followed,  or  accompanied  by  in- 
struction in  the  science  of  pure  mechanism, 
or  kinematics,  which  traces  motions  of 
connected  parts,  without  reference  to  the 
causes  of  such  motion,  or  the  work  done, 
or  the  energy  transmitted.  This  study 
is  conducted  largely  in  the  drawing- 
rooms,  where  the  successive  positions  of 
moving  parts  can  be  laid  down  on  paper. 
It  is  illustrated,  in  some  directions,  by 
the  set  of  kinematic  models,  known  as 
the  Eeuleaux  model,  the  only  complete 
collection  of  which,  in  the  United  States, 
is  found  in  the  museums  of  Sibley  Col- 
lege. 

The  study  of  Machine  Design  proper- 
ly succeeds  that  of  pure  mechanism,  just 
described,  and  includes  the  determina- 
tion of  the  general  dimensions,  and  of 
the  forms  and  proportions  of  the  princi- 
pal parts  of  machinery,  both  as  fixed  by 
the  strength  of  material  and  form  of  the 
members  designed,  and  by  the  method  of 
connection  to  adjacent  parts  of  the  con- 
struction. This  study  also  is  largely 
conducted  in  the  drawing  rooms,  and  is 
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directed  by  an  instructor  familiar,  practi- 
cally as  well  as  theoretically,  with  the 
designing  and  proportioning  of  machin- 
ery. The  study  of  mathematical  princi- 
ples, and  of  the  strength  of  materials  as 
applied  in  this  portion  of  the  work,  is 
pursued  at  an  earlier  period  of  the 
course  of  preparation  for  these  profes- 
sional studies,  in  the  several  other  de- 
partments of  the  University  to  which 
such  preparatory  work  properly  belongs. 

The  closing  work  of  the  course  con- 
sists in  the  study,  by  text-book  and  lec- 
ture, of  the  theory  of  the  steam-engines 
and  other  motors,  including  both  the 
mechanical  and  the  thermodynamic  prin- 
ciples, and  an  examination  of  the  struc- 
ture of  that  class  of  machinery ;  this 
course  of  instruction  being  followed,  as 
far  as  may  be  found  practicable,  by  exer- 
cises in  designing  and  proportioning 
such  engines.  The  last  term  of  the  regu- 
lar four-years'  course  is  devoted,  mainly, 
to  the  preparation  of  a  graduating  thesis, 
in  which  the  student  is  expected  to  ex- 
hibit something  of  the  working  power 
and  the  knowledge  gained  during  his 
course.  This  thesis  may  be  either  a 
treatise  upon  some  subject  having  pro- 
fessional interest,  and  which  has  not 
been  hitherto  fully  treated,  or  an  account 
of  some  new  and  useful  form  of  machine 
devised  by  the  writer,  and  of  which  he  will 
present  the  theory  and  method  of  design ; 
or  it  may  be  an  account  of  some  original 
design  of  works  fitted  for  manufactur- 
ing specified  products,  or  an  investiga- 
tion having  direct  and  practical  bearing 
upon  problems  of  importance  arising  in 
the  course  of  professional  work.  Of 
these  several  kinds  of  thesis,  the  last 
two  named  are  given,  as  a  rule,  high- 
est value.  The  thesis  is  rejected,  and 
the  student  is  not  given  his  diplo- 
ma, should  his  production  not  give  evi- 
dence of  originality  and  strength,  and 
of  having  profited,  to  a  very  creditable 
extent,  by  the  opportunities  which  have 
been  offered  him. 

The  general  course  is  accompanied  by 
systematic  instruction,  as  already  stated, 
in  the  drawing  rooms  and  in  the  work- 
shops. 

The  course  of  instruction  in  mechani- 
cal drawing  is  progressive,  from  geomet- 
rical  drawing  to  the  designing  of  ma 
chinery   and    the  making    of    working 
drawings.     The  aim  is  to  familiarize  the 


student  with  methods  adopted  in  the 
best  drawing  offices.  Working  drawings 
and  blue  prints  have  been  obtained  from 
our  most  prominent  engine  and  machine 
builders,  whose  practice  is  thus  shown  in 
the  clearest  possible  way.  A  large  col- 
lection, containing  several  hundred  draw- 
ings, selected  from  the  best  technical 
schools  abroad,  also  aids  in  this  work. 

The  aim  of  the  instruction  in  shop- 
work  is  to  make  the  student,  as  far  as- 
time  will  permit,  acquainted  with  the 
most  approved  methods  for  the  construc- 
tion and  inspection  of  machinery.  Every 
student  is  required  to  devote  nine  hours 
per  week  to  work  in  the  shops,  or  about- 
thirty  days  during  each  year. 

Tois  course  begins  with  a  series  of  ex- 
ercises in  wood-wprking,  each  of  which 
is  intended  to  give  the  student  familiar- 
ity with  a  certain  application  of  a  cer- 
tain tool,  and  the  course  of  exercises,  aa 
a  whole,  is  expected  to  enable  the  indus- 
trious, conscientious,  and  painstaking 
student  to  easily  and  exactly  perform 
any  ordinary  operation  familiar  to  the 
carpenter,  the  joiner  and  the  pattern* 
maker.  Time  permitting,  these  pre- 
scribed exercises  are  followed  by  prac- 
tice in  making  members  of  structures, 
joints,  and  of  small  complete  structures, 
and  of  patterns,  their  core  boxes,  and 
other  constructions  in  wood. 

The  wood-working  and  pattern  shop 
is  thoroughly  equipped  for  teaching  the 
use  of  all  ordinary  tools  and  machines 
for  working  wood.  Particular  atten- 
tion will  be  paid  to  the  details  of  pattern 
making. 

This  course  is  expected  not  only  to 
give  the  student  a  knowledge  of  the 
methods  of  the  carpenter  and  the  pat- 
tern maker,  but  to  teach  him  how  to 
handle  tools,  and  to  give  him  that  man- 
ual skill  in  the  handling  of  machines 
which  will  permit  him  to  enter  the  ma- 
chine shop,  and  there  to  quickly  acquire 
familiarity  and  skill  in  the  manipulation 
of  the  metals,  and  in  the  management  of 
both  hand  and  machine  tools,  as  used  in 
the  working  of  such  metals. 

The  instruction  in  the  machine  shop, 
in  the  foundry,  and  the  blacksmith  shop  is 
intended  to  be  carried  on  in  substantially 
the  same  manner  as  in  the  wood-working 
course,  beginning  by  a  series  of  graded 
exercises,  which  will  give  the  student  fa- 
miliarity with  the  tools  of  the  craft  and 
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with  the  operations  for  the  performance 
of  which  tney  are  partioolarlj  designed, 
and  concluding  by  practice  in  the  con- 
struction of  parts  of  machinery,  and, 
time  permitting,  in  the  building  of  com- 
plete machines  which  may  have  a  market 
Talue.  The  time  allowed  for  work  in  the 
shop  is  notj  and  cannot  well  be,  suffi- 
•dent  to  teach  the  student  all  the  methods 
•of  the  several  trades,  or  to  make  him, 
unless  an  exceptionally  good  mechanic  by 
nature,  a  skilled  workman;  but  it  is 
hoped  that  the  amount  of  time  given  to 
shop  work  may  be  hereafter  somewhat 
-enlarged,  and  that  the  course  may  be 
gradually  extended  in  length,  and  given 
increased  efficiency  in  meUiod.  Wiui  the 
time  now  given,  however,  the  instruction 
in  this,  the  department  of  the  mechanic 
arts,  is  found  to  be  of  very  great  value  to 
the  student. 

The  mechanical  laboratory  will  be  de- 
voted to  making  tests  and  experiments. 
The  apparatus  will  consist  of  experi- 
menta]  eugines  and  boilers,  machines  for 
testing  the  strength  of  materials,  fric- 
tion and  lubricants,  and  of  friction  and 
transmitting  dynamometers,  etc.,  etc. 

The  work  in  this  department  will  be 
conducted  by  an  instructor  familiar  with 
its  apparatus  and  with  the  best  methods 
of  work,  and  who  will  plan  a  systematic 
course  of  instruction  which  is  intended 
to  g|ve  the  student  not  only  skiU  in  the 
use  of  apparatus  of  exact  measurement, 
but  to  teach  him  also  the  best  methods 
of  research,  and  to  give  him  a  good  idea 
of  the  most  effective  methods  of  plan- 
ning and  of  prosecuting  investigations, 
vrith  a  view  to  securing  froitfuhiess  of 
result  vrith  minimum  expenditure  of  time 
and  money.  In  this,  as  in  every  other 
department,  the  instructors  are  expected 
to  keep  in  View  the  more  important 
methods  of  practical  work  coming  to 
the  engineer  in  his  daily  practice.  The 
object  of  all  the  theoretical  instruction 
is  to  give  the  student  power  to  solve  the 
problems  arising  in  every-day  life,  and  to 
make  him  familiar  with  the  best  methods 
of  uniting  theory  and  practice  in  such 
manner  as  to  enable  him  to  reach  a  de- 
fined object  most  directly,  and  with  great- 
est certwity. 

The  professional  work  of  the  college 
is  based  upon  courses  of  preparatory 
study,  whidb  include  the  usuiJ  branches 
as  taught  in  the  high  schools  and  col- 


leges of  the  country,  and  exceptionally 
extended  and  thorough  courses  of  in- 
struction in  mathematics  and  in  the 
physical  sciences.  These  preparatory 
studies  are  pursued  in  the  various 
appropriate  departments  of  the  Uni- 
versity, as  described  in  the  "Regis- 
ter," and  instruction  is  facilitated  by  the 
use  of  a  very  extensive  collection  of  ap- 
paratus, illustrating  the  facts  and  prin- 
ciples presented  to  the  students  by  the 
lecturers  in  each  department  in  which 
such  apparatus  can  be  so  used. 

Students  who  have  completed  the 
course  of  study  above  outlined,  who  have 
the  time  and  means,  and  who  desire  ad- 
vanced instruction  in  either  of  several 
lines  of  mechanical  engineering,  after 
graduation,  may  continue  their  studies 
through  a  fifth  year,  taking  up  the 
courses  prescribed  in  the  register,  and  a 
certain  number  of  optional  studies,  which 
are  selected  with  a  view  to  making  the 
year  as  profitable,  professionally,  as  pos- 
sible. The  courses  now  ready  are  those 
in  Marine  Engineering  and  Naval  Archi- 
tecture, in  Steam  Engineering,  in  the 
Mechanical  Engineering  of  Bailroads, 
and  in  special  laboratory  investigation. 
Should  the  student  desire  to  pursue  his 
studies  still  further,  he  may  do  so  as  a 
resident  graduate,  taking  such  lines  of 
reading  and  of  experimental  investigation 
as  he  may  consider  best,  still  subject, 
however,  to  the  approval  and  supei*vision 
of  the  Director  and  of  the  head  of  the 
department  in  which  his  work  may  be 
carried  on.  The  details  of  all  courses  of 
instruction,  and  of  all  lecture  courses 
open  to  the  student,  whether  graduate  or 
undergraduate,  are  described  in  the 
Register  of  the  University,  which  is 
ma^ed  to  all  applicants  by  the  Treasurer. 
It  vfill  be  seen  that  laboratory  practice  in 
chemistry  and  physics,  which  is  invariably 
found  to  have  peculiar  value  to  the  me- 
chanical engineer,  forms  a  very  important 
and  extended  part  of  the  scientific  in- 
struction assigned  to  the  student  in  every 
department  of  professional  work  in  en- 
gineering. 

Sibley  College  was  foimded  as  a  college 
of  the  Mechanic  Arts,  and  is  intended  by 
the  Trustees  of  the  University  to  be  made 
not  only  a  school  of  arts  and  trades,  but 
a  college  of  engineering,  in  which  schools 
of  the  mechanic  arts,  and  of  the  various 
branches  of  mechanicisd  engineering,  shall 
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be  developed,  as  rapidly  and  as  exten- 
sively, as  tlie  means  placed  at  the  dis- 
posal of  the  Trustees  of  the  University, 
and  a  demand  for  advanced  and  complete 
courses  of  instruction,  shall  allow.  The 
courses  now  ready  will  be  supplemented 
by  other  and  more  advanced  courses, 
from  time  to  time,  as  the  number  of  stu- 
dents applying  for  advanced  instruction 
shall  justify  further  exp  msion  ;  and  it  is 
hoped  and  anticipated  that,  in  time,  the 
college  may  embrace  schools  of  every 
branch  of  mechanic  arts,  and  of  mechan- 
ical engineering,  which  may  assume 
prominence  in  connection  with  the  de- 
velopment of  the  great  industries  of  the 
country.  Its  buildings  and  equipments 
are  already  extensive  and  remarkably  well 
adapted  to  the  work  to  be  done. 

The  buildings  of  Sibley  College  have 
been  erected  and  presented  to  the  Uni- 
versity by  the  Hon.  Hiram  Sibley,  of 
Rochester,  N.  Y.,  to  whose  intelligent 
and  patriotic  liberality  the  University  is 
also  indebted  for  the  workshops,  tools, 
and  nearly  all  of  the  illustrative  appar 
atus.  The  Sibley  professorship  of  Prac- 
tical Mechanics  and  Machine  Construc- 
tion is  sustained  by  an  endowment,  which 
is  another  of  the  gifts  of  the  same  friend 
of  the  University. 

The  main  building  of  Sibley  College  is 
constructed  of  stone,  and  is  160  feet  in 
length  and  40  in  breadth,  and  three 
stories  in  height.  It  contains  the  lecture- 
rooms,  drawing  rooms,  and  museums  of 
the  college,  and  is  connected  with  a  series 
of  workshops,  including  a  wood  shop, 
machine  shop,  forge,  foundry,  and  me- 
chanical laboratory,  with  rooms  devoted 
to  various  other  purposes,  and  with  the 
janitor  s  house. 

The  wood- working  shop  is  supplied 
with  all  needed  hand  and  power  tools, 
work-benches,  and  accessories  sufficient 
for  sections  of  classes  up  to  twenty-Uve 
or  more  in  number,  should  it  be  found 
advisable  to  work  so  many  together. 

The  machine  shop  is  supplied  with 
lathes  of  various  kinds,  planers,  grind- 
ing, drilling,  and  shaping  machines,  a 
universal  nulling  machine  fitted  for  cut- 
ting plane,  bevel  and  spiral  gears,  spiral 
cutters,  and  twist  drills,  with  additional 
tools  and  attachments  for  graduating 
scales  and  circles  and  for  working  various 
forms  and  shapes. 

In  addition  to  the  usual  hand  and  lathe 


tools,  there  are  instruments  of  the  great- 
est accuracy  consisting  of  standard  sur- 
face-plates, straight-edges,  and  squares  of 
various  sizes  ;  a  standard  measuring  ma- 
chine reading  to  the  ten-thousandth  of  an 
inch,  a  universal  grinding  machine  for 
producing  true  cylindrical  and  conical 
forms,  and  a  set  of  Betts'  standard 
gauges. 

The  smithy  contains  ten  forges  of  the 
most  approved  pattern,  and  correspond- 
ing outfits  of  smiths'  tools.  The  instnic- 
tion  embraces  forging,  welding,  temper- 
ing, etc. 

The  foundry  is  equipped  for  giving 
thorough  instruction  in  loam  and  sand 
moulding,  and  the  casting  of  iron  and 
brass.  The  cupola  for  melting  iron  is  a 
Colliau's  improved,  with  a  capacity  of 
one  ton  per  hour.  There  are  also  a  cru- 
cible furnace  for  melting  brass,  a  core 
oven,  a  rattler,  and  the  other  usual  foun- 
dry appliances. 

The  mechanical  laboratory  is  supplied 
with  several  kinds  of  testing  machines, 
including  those  made  by  Fairbanks  & 
Co.,  for  tests  of  beams  ;  by  Riehle  Broth- 
ers, for  rapid  work  in  tests  by  tension ; 
by  Olsen  &  Co..  for  slower,  but  more  pre- 
cise, work  in  determining,  especially,  the 
elastic  properties,  and  the  modulus  of 
elasticity  of  materials ;  and  by  the  Pratt 
&  Whitney  Co.,  the  latter  being  an 
''Autographic  Eec- rding  Testing  Ma- 
chine,'* used  in  making  special  investiga- 
tions of  the  properties  of  the  materials 
used  in  construction.  A  Brown  and 
Sharps  machine,  for  testing  the  strength 
and  ductility  of  fibrous  materials,  com- 
pletes the  list  of  testing  machines.  Other 
machines  are  used,  in  the  course  of  lab- 
oratory instruction,  for  determining  the 
value  of  lubricants,  their  endurance  un- 
der work,  and  their  coefficients  of  fric- 
tion. Dynamometers  will  be  brought 
into  use  in  measuring  the  power  of  prime- 
movers,  and  the  work  done  in  driving 
machinery.  Steam-engine  indicators,  of 
which  all  the  most  familiar  kinds  are  rep- 
resented in  the  collections,  are  applied 
to  testing  steam-engines,  and  other 
heat  motors ;  and  steam  gauges,  coun- 
ters, and  other  minor  kinds  of  testing 
apparatus,  and  instruments  of  exact 
measurement,  are  made,  in  various  ways^ 
to  illustrate  the  course  of  instruction  in 
this  line  of  work.  The  test  trials  of 
steam-boilers,  and  the  testing  of  other 
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apparaios  and  machines,  to  determine 
their  capacity,  efficiency,  and  adaptation 
to  their  intended  purposes  of  applica- 
tion, form  part  of  this  coarse,  and  the 
needed  apparatus  is  provided  here  as  re- 
quired. The  collection  of  mechanical 
laboratory  apparatus  in  these  depart- 
ments is  already  exceptionally  rich  and 
complete,  and  is  expected  to  be  steadily 
increased  by  annusd  accessions  by  pur- 
chase and  gift  from  members  of  the  pro- 
fession and  others  interested  in  this 
branch  of  technical  education. 

The  museums  of  Sibley  College  con- 
tain the  Eeuleaux  collection,  illustrating 
the  course  of  instruction  in  mechanism  ; 
a  very  interesting  collection  of  other  ap- 
paratus having  a  similar  use;  various 
forms  of  steam-engine  governors ;  models 
illustrating  the  forms  of  parts  of  ma- 
chines, and  of  complete  constructions ;  a 
large  variety  of  machinery,  such  as  is  seen 
in  the  market,  contributed,  in  most  cases, 
by  the  makers ;  and  many  objects  which 
cannot  be  so  well  classified,  which  are,  how- 
ever, all  of  interest  to  the  student  of  ma- 
chinery. The  drawing  rooms  are  care- 
fully fitted  up  with  a  view  to  convenience 
and  efficiency  of  work  in  instruction,  and 
are  supplied  with  all  the  instruments, 
models,  casts,  and  other  material  needed. 
Students  are  also  expected  to  make  free 
use  of  the  collections  in  the  museums, 
and  to  sketch  in  the  workshops,  as  they 
acquire  expertness  in  the  handling  of  in- 
struments, and  power  in  the  use  of  the 
hand.  The  lecture  rooms  are  fitted  up, 
each  with  a  view  to  the  work  to  be  done, 
and  contain  cases  of  apparatus  and  mod- 
els, drawings,  wall  charts,  and  samples 
of  materials  in  use  in  the  arts  and  trades, 
all  so  arranged  that  the  instructor  may 
bring  them  before  the  class  with  least 
possible  loss  of  time,  or  expenditure  of 
labor. 

A  lyceum  is  also  fitted  up,  for  the  use 
of  students  who  are  enrolled  in  the  asso- 
ciation to  which  it  is  assigned,  in  which 
weekly  debates  are  carried  on,  and  in 
which  the  working  library  of  the  depart- 
ment may  be  gathered. 

Supplementing  the  regular  course  of 
instruction,  a  series  of  lectures  will  be 
delivered  in  the  lyceum  and  in  lecture 
rooms,  irom  time  to  time,  by  members  of 
a  body  of  "  Non-Besident  Lecturers,"  who 


have  been  chosen  from  among  the  most 
distinguished  men  of  the  profession. 
These  gentlemen  choose  their  own  sub- 
jects, and  times  of  lectures,  and  their  own 
method  of  presentation  of  the  subject 
selected.  They  will,  in  some  cases,  de- 
liver formal  lectures,  in  others  open  the 
regular  debates  in  the  lyceum,  in  others 
give  interesting  talks  to  the  classes  in 
the  lecture  rooms,  in  connection  with  the 
work  which  may  be  then  in  hand.  In 
the  debates,  in  which  the  students  are 
expected  to  take  part  freely,  the  discus- 
sion will  take  such  direction  as  those 
present  may  find  most  attractive  and 
profitable.  The  formal  lectures  may,  or 
may  not,  be  followed  by  debate,  as  may, 
at  the  time  seem,  in  the  opinion  of  the 
lecturer  and  of  the  director,  beet. 

The  preceding  account  of  Sibley  Col- 
lege represents  the  present  condition  of 
the  institution,  and  the  form  of  its  courses 
of  instruction,  and  indicates  what  is 
the  intent  of  the  Trustees  and  of  the  offi- 
cers of  the  University,  and  of  Sibley  Col- 
lege, in  regard  to  its  position  and  devel- 
opment. As  experience  may  yield  sug- 
gestions, and  may  throw  more  light  upon 
the  possible  future  of  the  college,  the 
plans  here  outlined  will  be  subject  to 
modification,  and,  it  is  hoped,  to  continu- 
ous improvement.  The  announcement 
here  made  is,  to  that  extent,  provisional. 
It  is,  however,  the  full  intention  of  the 
Trustees  to  endeavor  to  carry  out  the  de- 
sires of  the  Founder,  and  the  policy  of 
the  University,  as  defined  by  its  charter, 
in  such  manner  as  shall  secure  to  stu- 
dents entering  this  institution  opportuni- 
ties of  study,  and  of  acquiring  a  knowl- 
edge of  the  facts  and  principles,  and  of 
the  practice,  of  mechanical  engineering, 
in  whatever  branch  they  may  desire  to 
work,  such  as  can  nowhere  else  be  ex- 
celled, and  to  promote  the  growth  of  the 
schools  of  engineering  and  mechanic  arts 
constantly,  rapidly,  and  healthfully,  so  as 
to  secure,  in  their  operation,  an  efficient 
means  of  promoting  every  great  industry 
of  the  country,  while  giving  to  every 
citizen  the  means  of  educating  his  chil- 
dren in  the  most  useful  and  desirable  di- 
rections. 

The  Director  of  Silby  College  is  Pro- 
fessor Bobert  H.  Thurston,  late  of 
Stevens  Institute  of  Technology. 
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AN  ORIENTAL  CANTILEVER  BRIDGE. 


A  LBTTEB  from  Yokohama,  Japan,  bear- 
ing date  October  6th,  gives  the  follow- 
ing description  of  an  old  bridge  con- 
siructed  by  native  engineers.  The  cut 
herewith  presented  was  prepared  from  a 
photograph  enclosed  in  the  letter. 

The  writer  evidently  shared  the  popu- 


granite,  octagonal,  monolithic,  mortised 
for  stone  girders ;  monolithic  plate  beam 
to  receive  wooden  superstructure.  The 
stringers  are  fastened  into  the  abut- 
ments, balance  over  the  stone  beam,  but 
do  not  reach,  by  considerable  distance, 
the  gap  being  fitted  by  middle  stringers 


lar  but  erroneous  impression  that  engi- 
neers had  urged  the  claim  of  novelty  in 
the  cantilever  principle. 
hft  The  following  is  the  description  ver- 
batim : 

"  At  the  Sacred  City  of  Nikko,  the 
other  day,  I  was  rather  amused  and  in- 
terested at  seeing  a  fine  and  very  costly 
bridge  of  cantilever  construction — abut- 
ment of  hewn  stone,  shore  piers  hewn 


let  into  the  shore  stringers. 

"  The  Niagara  Bridge  is  a  mere  ampli- 
fication of  this  one,  built  before  America 
was  settled,  as  a  religious  duty,  very  ex- 
pensive, of  thick,  red  lacquered  work, 
and,  Hke  a  bridge  of  angels,  its  planks  are 
never  profaned  by  the  feet  of  the  laity. 
But  it  seems  queer-like,  to  come  away 
here  to  find  our  new  inventions  very 
old." 


Fabadat  is  said  to  have  estimated  that 
there  was  no  more  electrical  work  in  a 
lightning  flash  than  would  decompose  a 
drop  of  water.  It  must  take  much  more 
electricity,  if  this  is  true,  to  decompose  a 
drop  of  water  than  to  do  a  vastly  heavier 
amount  of  work.  Mr.  W.  Bellasis  wiites 
from  Roehampton,  August  30 :  "  In  case 
it  has  escaped  notice,  an  opportunity  now 
offers  of  witnessing  in  Richmond  Park  a 
truly  awful  spectacle.  On  the  6th  a  storm, 
scarcely  observed  elsewhere,  burst  upon 


the  park.  There  was  but  one  flash  of 
lightning,  which,  singling  out  two  fine 
oak  trees,  completely  destroyed  the  top 
portion  of  one  and  shattered  to  pieces 
the  solid  base  of  the  other,  depositing 
the  immense  upper  part,  neatly  severed 
and  intact,  some  feet  away.  Tlie  explo- 
sion must  have  been  terrific,  as  trees  close 
by  are  damaged  by  the  large  splinters 
which,  dried  up  and  sapless,  lie  about  in 
all  directions." 
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By  JOHN  EVANS,  Absoo.  Inst.  C.  B. 
A  Leotore  delivered  before  the  Institution  of  Civil  Bnffineers. 


Thb  Council  of  the  Institution  of  Civil 
Engineers  having  determined  on  the  de- 
livery of  a  course  of  lectures  on  the 
Theory  and  Practice  of  Hydromechanics 
have  done  me  the  honor  of  requesting 
me  to  give  the  first  of  these  lectures,  and 
have  suggested  "Physiography"  as  my 
subject  At  the  time  that  I  expressed 
my  willingness  to  comply  with  this  re- 
quest, I  hoped  that  I  should  be  able  to 
find  sufficient  spare  hours  to  do  some 
justice  to  the  subject,  but,  unfortunately, 
owing  to  the  absence  of  the  President  of 
the  Royal  Society,  unexpected  duties  have 
devolved  upon  me,  and  the  small  modi- 
cum of  leisure  which  my  ordinary  avoca- 
tions allow  me  has  been  considerably  cut 
down.  I  must,  therefore,  beg  for  some 
indulgence  if  in  the  following  remarks  I 
seem  to  treat  my  subject  in  an  inadequate 
manner,  and  do  not  in  some  respects  en- 
ter into  the  amount  of  detail  which  might 
not  unreasonably  have  been  expected. 

But  what  is  my  subject!  The  word 
**  Physiography  " — for  which  as  a  title  to 
my  lecture  I  must  deny  all  personal  re 
sponsibihty— is  one  of  very  wide  import, 
and  has  been  defined  in  the  dictionaries 
as  meaning  "  a  description  of  nature,  or 
the  science  of  natural  objects.''  I  shall 
not  attempt  to  accept  the  word  in  this 
wide  sense,  or  the  limits  of  one,  or  even 
of  a  dozen  lectures,  would  not  suffice  for 
the  treatment  of  the  subject.  And,  more- 
over, it  has  already  been  admirably 
worked  out  by  Professor  Huxley  in  his 
course  of  lectures  at  the  London  Institu- 
tion, which  have  been  expanded  into  a 
most  instructive  volume,  with  the  title 
"Physiography,"  a  work  which  I  have 
found  of  some  service  in  preparing  for 
this  evening.  What  I  hope  to  do,  is  to 
bring  before  you  such  portions  only  of 
this  great  subject  as  bear  more  especially 
on  t£e  supply  of  that  indispensable  ne- 
cessary of  life  with  which  in  various  ways 
the  lecturers  who  follow  after  me  will 
have  to  deal,  and  I  must,  moreover,  limit 
myself,  as  far  as  possible,  to  the  phases 
of  nature  which  may  be  observed  in  our 
own  country. 

Vol.  XXXIV.— No.  1—3 


The  water  which  we  consume  for  our 
daily  use  is  usually  derived  from  one  of 
three  sources — springs, — streams,  rivers 
or  lakes, — or  reservoirs  of  some  kind  in 
which  the  rainfall  is  artifically  stored. 
In  all  cases,  however,  the  water  comes  to 
us  more  or  less  immediately  from  the 
clouds,  and  they  in  turn  are  fed  by 
evaporation '  from  different  parts  of  the 
surface  of  the  globe.  The  principal 
source  whence  the  air  derives  its  moist- 
ure is  no  doubt  the  ocean,  from  and  to- 
ward which  there  is  a  constant  circula- 
tion of  water.  As  was  said  by  the  wise 
man  of  old :  *  *'  All  the  rivers  run  into 
the  sea,  yet  the  sea  is  not  full ;  unto  the 
place  from  whence  the  rivers  come, 
thither  they  return  again." 

The  air,  then,  is  the  great  conductor 
of  moisture  from  the  sea  and  other 
sources  to  the  springs  and  streamlets 
which  feed  the  rivers,  and  the  term 
"atmosphere" — the  sphere  of  vapor — 
fittingly  describes  under  one  of  its  most 
beneficent  functions  the  attenuated  fluid 
which  envelops  our  globe.  I  need  hardly 
enter  into  the  chemical  nature  of  water, 
which  consists  of  oxygen  and  hydrogen 
in  the  proportion  of  one  to  two,  nor  into 
that  of  air,  which  is,  in  fact,  a  mixture  of 
about  one  part  of  oxygen-gas,  with  about 
four  of  nitrogen.  To  speak  accurately,  if 
we  take  100  cubic  feet  of  pure  air,  they 
will  consist  of  20.9  feet  oxygen  and  79.1 
feet  of  nitrogen.  If,  on  the  other  hand, 
we  take  100  lbs.  of  pure  air,  it  will  be 
found  that  they  consist  of  about  23  lbs. 
of  oxygen  and  77  lbs.  of  nitrogen.  Air, 
however,  as  a  rule,  is  not  absolutely  pure, 
but  usually  contains  about  four  parts  in 
the  one  thousand  of  carbonic-acid  gas.  as 
well  6ts  smaller  proportions  of  ammonia, 
hydrogen  and  nitric  acid.  These  may  all 
have  some  slight  effect  on  water  falling 
through  the  air,  but  in  considering  the 
air  as  an  absorbent  of  aqueous  vapor, 
the  minor  constituents  may  be  entirely 
disregarded.  Practically,  the  air  is  never 
free  from  this  aqueous  vapor,  for,  how- 

♦  Boclesiaates  i.  7. 
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ever  dry  it  may  appear,  yet,  when  tested 
by  powerful  absorbents  of  moisture, 
water  is  constantly  found  present.  The 
hotter  the  air  the  more  capable  it  is  of 
absorbing  moisture  and  holding  it  in  in- 
visible suspension,  we  might  almost  say  in 
solution.  On  the  coldest  day,  however, 
the  air  retains  some  power  of  absorbing 
moisture,  and  will  even  carry  it  off  from 
snow  or  from  a  lump  of  ice.  As  water 
itself,  under  ordinary  circumstances,  is 
converted  into  steam  at  a  temperature  of 
about  212^  Fahrenheit,  it  is  evident  that 
with  air  at  this  or  a  higher  temperature 
an  invisible  admixture  of  air  and  water 
might  exist  in  almost  any  proportions. 
For  it  must  be  borne  in  mind  that  the 
ordinary  conception  of  steam  being  visi- 
ble is  entirely  erroneous.  It  is  not  until 
it  has  to  some  extent  been  condensed  and 
reduced  into  small  particles  of  water  that 
steam  assumes  a  visible  consistence.  If, 
on  a  bright  day,  we  watch  the  steam 
blowing  off  from  the  safety-valve  of  a 
locomotive  engine,  we  can  observe  three 
phases.  Close  to  the  valve  there  is  little 
or  no  appearance  of  vapor,  next  we  can 
observe  volumes,  in  fact  clouds,  of  visible 
steam  being  gi^ually  formed,  and  as 
these  are  wafted  away  in  feathery  streaks 
by  the  wind  they  gradually  disappear,  the 
vapor  having  been  absorbed  and  incor- 
porated in  the  air,  to  be  again  deposited 
in  the  form  of  a  visible  cloud  and  eventu- 
ally of  rain  at  some  future  and  possibly 
long  distant  time. 

The  quantity  of  moisture  present  in 
the  air  varies  considerably  in  different 
countries  and  at  different  seasons.  Here, 
in  England,  it  is  said  that  the  aver- 
age proportion  of  water  present  in 
the  air  is  about  1^  per  cent  When 
the  air  at  tfn  ordinary  temperature 
is  nearly  saturated,  a  slight  reduction  of 
heat  suffices  to  make  the  moisture  visible. 
How  often  do  we  not  observe  a  mist  ris- 
ing, as  it  is  called,  towards  suuset,  after 
a  bright  warm  day ;  and  how  often  have 
we  not  seen  the  morning's  mist,  and  even 
the  clouds  at  a  higher  level,  gradually 
disappear  under  the  genial  influence  of 
the  sun^s  rays. 

The  power  of  the  air  to  carry  off  vapor 
has  been  put  to  the  test  by  various  ex- 
perimental researches.  In  our  own  coim- 
try,  Howard,  at  Plaistow ;  Greaves,  at 
Lea  Bridge;  Laws  and  Gilbert,  at 
Eothamstead,  and  others,   have  investi- 


gated the  subject.  From  shallow  vessels 
at  Plaistow,  and  from  a  larger  surface  of 
water  at  Lea  Bridge,  the  annual  evapora- 
tion was  about  21  inches  per  annum,  and,, 
as  might  be  expected,  the  quantity  varied 
at  different  seasons  of  the  year.  Spew- 
ing roughly,  it  was  about  as  follows : — 
January  to  March,  4  inches;  April  ta 
May,  8  inches;  June  to  September,  7 
inches ;  October  to  December,  2  inches. 
At  Dijon,  about  26  inches  were  carried 
off  from  the  surface  of  large  vessels  of 
water.  Extensive  observations  made  in 
Denmark  show  about  28  inches  from 
water,  30  inches  from  short  grass,  and 
44  inches  from  long  grass. 

In  hotter  regions  the  evaporation  must 
be  greater  still ;  and  I  may  just  refer  to 
the  Dead  Sea,  into  which  the  river  Jor- 
dan is  constantly  flowing,  and  which, 
notwithstanding,  is  kept  by  evaporation 
at  a  level  of  more  than  1,300  feet  below 
that  of  the  Mediterranean.  Even  the 
Mediterranean  itself  affords  another  in- 
stance of  the  wonderful  power  of  the  sun ; 
for,  notwithstanding  the  volume  of  water 
poured  into  it  and  the  inland  seas  con- 
nected with  it  by  the  large  rivers,  such  aa 
the  Bhone,  the  Po,  the  Danube,  the 
Dnieper,  the  Don,  and  the  Nile,  this  ac- 
cession to  its  waters  appears  to  be  in- 
sufficient to  keep  pace  with  the  evapora- 
tion from  its  surface,  as  notwithstanding 
occasional  outward  imdercurrents,  there 
is  almost  constant  inset  of  the  current 
through  the  Straits  of  Gibraltar.  At 
Madras,  it  has  been  found  that  there  is 
an  annual  evaporation  of  about  90  inches ; 
and  from  a  reservoir  at  Nagpoor,  evapor- 
ation went  on  at  the  rate  of  one-fifth  of  an 
inch  per  diem,  so  that  48  inches  disap- 
peared in  the  course  of  two  hundred  and 
forty  days.  At  Dublin,  on  the  average 
of  two  years.  Dr.  Haughton  found  that 
the  evaporation  fell  short  of  the  rainfall 
by  only  1  inch.  In  fact,  Mr.  R.  H.  Scott 
thinks  that  in  nearly  all  parts  of  the 
globe,  the  evaporation  from  a  free  water 
surface  is  on  the  average  about  equal  to 
the  rainfall.  The  effect  of  wind  is  largely 
to  increase  the  evaporation,  and  the  hot 
winds  of  the  equatorial  regions,  acting  on 
the  surface  of  a  warm  sea,  become  highly 
charged  with  vapor.  It  is,  indeed,  mainly 
from  the  surface  of  the  ocean  that  the 
supply  of  aqueous  vapor  in  the  atmos- 
phere must  be  derived.  The  fine  warm 
weather  which  dries  up  a  land  surface  un- 
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til  bat  little  moisture  is  left  to  evaporate, 
makes  the  air  which  is  brought  in  con- 
tact with  the  waves  of  the  sea  all  the 
more  avid  to  receive  water,  of  which  it 
then  finds  no  stint  How  readily  the  air 
parts  with  some  of  the  moisture  sus- 
pended in  it,  when  brought  in  contact 
with  a  cold  surface,  is  well  shown  by  the 
hackneyed  example  of  a  glass  of  cold 
water  brought  into  a  warm  room.  The 
effect  of  currents  of  colder  air  meeting 
warmer  currents  fairly  charged  with 
moisture  is  first  evinced  by  the  condensa- 
tion of  minute  particles  of  water,  which, 
though  still  in  suspension  in  the  atmos- 
phere are  visible  in  the  form  of  cloud, 
mist  or  fog.  A  greater  or  more  continued 
chill  causes  these  particles  to  increase  in 
size,  coalesce,  and  descend  as  rain,  hail  or 
snow. 

In  falling  from  the  clouds,  rain  in- 
creases in  quantity  as  it  descends,  prob- 
ably by  the  absorption  of  vapor,  or  of 
minute  particles  of  water  in  the  state  of 
mist.  Experiments  have  shown  that  this 
increase  is  very  marked.  Even  at  8  feet 
from  the  ground  there  is  said  to  be  two 
per  cent,  less  of  rain  than  at  the  surface ; 
at  20  feet,  twelve  per  cent. ;  and  at  50 
feet,  twenty-three  per  cent.  It  is,  never 
theless,  somewhat  doubtful  whether  this 
law  of  increase  imiversaUy  holds  good. 
While,  however,  in  an  open  plain  there  is 
less  rain  at  a  considerable  height  above 
the  ground  than  at  the  surface,  somewhat 
different  conditions  prevail  in  mountain- 
ous districts,  for  the  actual  amoimt  of 
rainfall  increases  as  a  rule  as  we  ascend 
the  slope  of  a  mountain.  Mountain 
ranges,  indeed,  are  the  great  condensers 
of  atmospheric  moisture,  and  the  amount 
of  rainfall  of  any  country  is  in  the  main 
dependent  on  the  position  of  these 
ranges,  and  the  prevailing  direction  of 
the  winds. 

India  affords  a  good  example  of  this 
fact,  as  the  trade-winds,  or  ^'  monsoons," 
as  they  are  there  called,  exhibit  great 
regularity  in  their  occurrence.  From  the 
end  of  October  to  the  end  of  April  there 
is  little  or  no  rain  on  the  western  coast, 
but  daring  the  other  six  months;  after  the 
monsoons  have  set  in,  rain  falls  in  abun- 
dance. At  Bombay,  near  the  sea-level, 
the  most  rainy  months  are  those  of  Jime 
and  July,  during  which  from  40  to  50 
inches  annually  fall.  During  the  whole 
of  the  rainy  season  the  average  of  seven 


stations  at  the  sea-level  in  the  Bombay 
Presidency  is  about  80  inches.  At  an 
elevation  of  about  900  feet  in  the  South- 
em  Concan  Hills  or  Western  GhSts  there 
is  an  increase  to  about  135  inches,  and  at 
Mahabuleshwur,  at  a  height  of  4,500  feet, 
and  at  a  distance  of  130  miles  from  the 
sea,  the  annual  fall  is  over  250  inches.  It 
is  rarely  that  the  hot  stratum  of  aqueous 
vapor  brought  from  the  equator  by  the 
south-west  monsoon  floats  at  a  higher 
level  than  this.  In  dashing  against  the 
precipitous  western  face  of  the  Ghats 
much  of  the  warm  stratum  is  thrown  up 
among  the  colder  layers  of  air  at  higher 
levels  ;  but  a  little  is  carried  eastward  to 
be  condensed  by  the  Himalayas.  So  effec- 
tually does  this  high  range  do  its  work 
that  the  great  plain  of  Tibet  to  the  east 
may  be  regarded  as  rainless.  In  the  same 
manner  while  the  great  central  plains  of 
Spain,  at  an  elevation  of  1,200  feet  or 
more  above  the  sea,  are  during  the  sum- 
mer months  pinched  with  drought,  the 
seaward  face  of  the  mountains  that  skirt 
the  Bay  of  Biscay  are  clothed  with  verd- 
ure and  rarely  in  want  of  rain. 

Grea't  as  are  the  variations  in  the  rain 
fall  in  India,  they  may  be  equaled,  if  not 
exceeded,  by  those  in  the  British  Isles. 
With  us  the  Gulf  Stream  with  its  warm 
current  seems  to  play  an  important  part 
in  supplying  vapor  to  the  atmosphere, 
and  in  charging  our  southern  winds  with 
moisture.  A  glance  at  a  Hyetographical 
or  Rainfall  map,  such  as  that  prepared 
by  Mr.  G.  J.  Symons,  of  which  he  has 
kindly  lent  a  copy,  will  at  once  show  how 
disproportionate  is  the  amoimt  of  rain 
which  falls  on  the  western  and  southern 
shores  of  England  as  compared  with  that 
on  the  eastern.  Along  our  western  shores 
the  usual  fall  is  from  40  to  50  inches,  and 
in  many  districts  from  50  to  75  inches ; 
that  of  the  southern  c;)ast  is  from  30  to 
40  inches ;  while  in  the  eastern  counties 
it  is  less  than  25  inches.  In  some  ex- 
ceptional positions,  such  as  Seathwaite  in 
Cumberland,  the  average  rainfall  is  up- 
wards of  140  inches.  In  others,  such  as 
HunstantoD,  in  Norfolk,  and  some  parts 
of  Lincolnshire,  it  is  little  more  than  20 
inches ;  so  that,  in  effect,  there  is  on  an 
average  seven  times  as  much  rain  in  one 
part  of  England  as  there  is  in  another.  I 
am  here  speaking  of  an  average  of  about 
twenty  years,  but  in  most  places  the  annual 
variation  is  very  great,  the  maximum  an- 
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nual  fall  being  very  much  in  excess  of  the 
minimum.  Taking,  for  instance,  the  rain- 
fall of  1852,  and  comparing  it  with  that 
of  1854, 1  find  that  in  Hertfordshire  we 
we  had  in  the  former  year  rather  more 
than  41  inches,  and  in  the  latter  a  little 
under  19  inches,  or  less  than  one-half; 
the  average  of  forty  years  being  about  27 
inches.  Of  course,  in  estimating  the 
water  supply  of  any  district,  it  is  the 
minimum  rainfall  on  which  the  engineer 
must  base  his  calculations,  and  not  the 
average. 

Mr.  G.  J.  Symons  has  carefully  con- 
sidered the  limits  of  fluctuation  in  the 
total  rainfall,  and  has  arrived  at  the  fol- 
lowing conclusions,  basing  them  upon  the 
observations  of  a  long  series  of  years.  In 
any  part  of  this  country : 

1.  The  wettest  year  will  have  a  rainfall 
of  nearly  half  as  much  again  as  the  mean. 

2.  The  driest  year  will  have  one-third 
less  than  the  mean. 

3.  The  driest  two  consecutive  years 
will  each  have  o^e-quarter  less  than  the 
mean. 

4.  The  driest  three  consecutive  years 
will  each  have  one-fifth  less  than  the 
mean. 

At  places,  however,  where  the  average 
rainfall  is  large,  the  extremes  both  of 
wetness  and  of  dryness  will  be  less  pro- 
nounced than  at  those  where  the  usual 
rainfall  is  small. 

I  have  already  mentioned  the  gradual 
increase  of  the  rainfall  in  India  as  the 
slope  of  a  mountain  is  ascended.  It  has, 
however,  been  assumed  that,  though  in 
this  country  there  is  a  gradual  increase 
Tip  to  about  1,500  feet,  yet,  that  above 
£uch  an  elevation  it  decreases.  It  has, 
indeed,  been  calculated  that  one-half  of 
the  vapor  in  the  atmosphere  is  contained 
in  the  lowest  6,000  feet,  and  that  at  a 
height  of  20,000  feet,  there  is  only  one- 
tenth  of  the  moisture  that  there  is  near 
the  surface  of  the  earth,  so  tbats,  at  ex- 
treme elevations,  there  must  be  &  diminu- 1 
tion  in  the  rainfall.  Dr.  Hann  has  well 
pointed  out,  "  There  must,  on  high  moun- 
taiQS,  be  an  upper  limit  of  the  maximum 
amount  9i  rain.  The  decrease  of  tem- 
perature with  increasing  elevation  in- 
volves a  decrease  in  the  amount  of  vapor 
held  in  the  air.  The  maximum  rainfall  is, 
therefore,  to  be  expected  at  the  height  at 
which,  as  a  rule,  condensation  is  first  pro- 
duced."   As  the  usual  height  of  nimbi, 


or  rain-clouds,  is  in  these  latitudes  not 
more  than  1,500  feet,  and  as  some  of  the 
observations  in  the  Lake  District  seem  to 
show  a  decrease  above  that  level,  the  as- 
sumption just  mentioned  has  been  com- 
monly accepted  as  true.  Recent  obser- 
vations, however,  in  the  Mountain  Ob- 
servatory on  the  summit  of  Ben  Nevis,  at 
an  elevation,  of  4,406  feet,  compared  with 
those  taken  near  the  sea-level  at  Fort 
William,  at  the  foot  of  the  mountain,  and 
at  the  lake,  which  is  at  a  height  of  1,840 
feet  above  the  sea,  show  that  while  at  the 
lake  the  increase  of  the  rainfall  is  about 
30  per  cent.,  it  is  at  the  summit  fully  100 
per  cent. ;  in  other  words,  twice  as  much 
rain  falls  on  the  top  of  Ben  Nevis  as  at 
Fort  William  at  the  base  of  the  moun- 
tain. It  is,  however,  right  to  say  that  the 
observations  on  which  this  calculation  is 
based  extend  over  two  seasons  only,  viz., 
the  five  months  from  June  to  October  in- 
clusive, in  the  years  1882  and  1883.  Dar- 
ing the  other  seven  months  of  the  year, 
so  much  snow  falls  at  the  top  of  the 
mountain,  that  exact  measurement  is  im- 
possible. 

Our  rivers  and  springs  in  this  country 
are,  as  a  rule,  so  little  dependent  upon  the 
melting  during  the  summer,  of  the  snow 
that  falls  during  the  winter,  that  I  need 
hardly  do  more  than  allude  to  the  gla- 
ciers, which,  in  the  case  of  many  contin- 
ental rivers,  are  during  the  summer 
months  their  main  source  of  supply. 
With  us,  however,  the  rapid  hielting  of 
snow  is  a  frequent  and  principal  cause  of 
floods,  especially  in  the  case  of  districts 
consisting  of  porous  soil,  the  surface  of 
which  has  been  hard- frozen  before  the 
snow  fell  upon  it.  Under  ordinary  cir- 
cumstances, the  gradual  melting  of  snow 
makes  it  play  much  the  same  part  as  an 
equivalent  amount  of  rain.  At  a  rough 
estimate  12  inches,  or  1  foot,  of  undrifted 
snow  may  be  taken  as  an  equal  to  1  inch 
of  rain. 

Let  us  now  consider  what  becomes  of 
the  rain,  hail  or  snow  after  it  faDs  upon 
the  surface  of  the  earth.  With  regard  to 
the  two  latter  forms  in  which  water  de- 
scends from  the  clouds,  we  may  leave 
them  as  they  he,  inasmuch  as  until  they 
assume  a  Uquid  form  they  remain  upon 
the  surface  of  the  ground  and  do  not  add 
to  the  water-supply,  being,  however,  still 
liable  to  diminution  from  evaporation. 
As    the  rain,  however,  or  the  hquefied 
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'  snow  or  hail,  the  futnrQ  course  which, 
under  different  conditions,  it  may  have 
to  follow,  cannot  at  once  be  predicated. 
Although  the  utmost  it  can  achieve  is  to 
remain  undiminished  in  quantity,  the 
falling  rain  in  many  respects  resembles 
the  good  seed  in  the  parable,  though  that 
which  faUs  in  stony  places  is,  perhaps, 
that  which  produces  the  most  abundant 
results.  The  amount  and  quality  of  the 
water-supply  from  a  given  amount  of  rain 
are,  in  fact,  most  immediately  connected 
with  the  geological  character  of  the  coun- 
try in  which  it  happens  to  fall,  through 
which  it  passes  before  being  utilized. 

If,  for  instance,  we  assume  a  tract  of 
country  to  exist,  consisting  of  bare,  im- 
pervious, and  unfissured  rock,  but  the 
surface  traversed  by  valleys  all  converg- 
ing to  one  common  outlet,  it  must  be 
evident  that  the  whole  of  the  rain  which 
falls  upon  it,  less  some  small  quantity 
carried  off  by  evaporation,  will,  in  a  short 
space  of  time,  be  delivered  by  that  out- 
let. If,  instead  of  a  complete  valley  sys- 
tem, there  happen  to  be  some  depressed 
portions  forming  basins,  apart  from  the 
valley  system,  the  rain  will  accumulate  in 
these,  and  there  remain  until  carried  off 
by  evaporation ;  or,  if  the  rainfall  is  in 
excess  of  the  evaporation,  the  basins  will 
gradually  fill,  until  they  arrive  at  a  level 
at  which  they  can  overflow  into  some  part 
of  the  valley  system.  In  wet  years  this 
overflow  may  be  nearly  constant,  in  aver- 
age years  intermittent,  and  in  dry  years 
it  may  cease.  Assuming  again  that  these 
basins  occupy  the  half  of  the  area  under 
consideration,  it  will  be  seen  that  while 
during  some  portions  of  a  wet  year  nearly 
the  whole  of  the  rainfall  would  find  its 
way  into  the  outlet,  during  a  dry  year 
only  one  half  of  it  would  do  so,  the  re- 
mainder being  retained  by  the  lake  basins, 
and  there  evaporated. 

If,  instead  of  the  rock  being  absolutely 
bare,  there  were  a  certain  amount  of  su- 
perficial soil  and  vegetation  upon  it,  the 
case  would  again  be  altered.  Aiiy  moder- 
ate showers  falling  upon  the  area  would 
be  absorbed  by  the  soil  and  the  plants 
upon  it,  and  but  little  would  find  its  way 
to  the  outlet.  A  few  days  of  fine  weather 
would,  in  the  summer  months,  when 
vegetation  was  in  progress,  suffice  to  ren- 
der the  superficial  soil  again  dry  and  ab- 
sorbent, so  that  practiccdly  during  those 

months  the  water  passing  by  the  outlet 


might  bear  but  a  small  proportion  to  the 
rain  that  fell.  In  the  winter  months,  on 
the  contrary,  the  proportion  would  be  in- 
ordinately increased,  and,  even  were  the 
rock  bare,  it  would  be  greater  than  in  the 
summer,  as  the  loss  from  surface  evapor- 
ation would  be  less.  In  the  case  of  the 
rocks  being  fissured,  assuming  them  to 
be  of  an.  absolutely  impervious  kind,  the 
result  of  the  existence  of  fissures,  pro- 
vided they  led  down  to  no  absorbent 
stratum,  would  not  materially  differ  from 
the  results  of  the  presence  of  lake  basins 
within  the  area,  though  the  loss  from 
evaporation  would  be  less. 

These  are,  of  course,  merely  assumed 
cases,  intended  to  show  how  variable  may 
be  the  results  of  the  same  amount  of  rain- 
fall under  different  conditions,  although 
in  some  of  our  mountainous  districts 
nearly  analogous  instances  may  be  found. 
And  it  is  principaUy  in  elevated  tracts  of 
country  that  hard  and  almost  impervious 
rocks,  like  granites  and  gneiss,  occur.  In 
such  tracts,  the  rainfall  is  usually  great, 
and,  as  the  amount  lost  by  evaporation  is 
nearly  a  constant  quantity,  the  propor- 
tion of  the  rainfall  which  finds  its  way 
into  the  streams  and  rivers  is  large.  In 
the  Loch  Katrine  district,  with  a  rainfall 
at  the  head  of  the  loch  of  103  inches  in 
1854,  it  has  been  calculated  that  82 
inches  were  discharged  from  the  loch, 
showing  a  loss  from  evaporation  and 
other  causes  of  21  inches. 

The  outflow  from  a  district  formed  of 
heavy  clay  land  will  differ  from  that  which 
results  from  rain  falling  on  impervious 
rock,  inasmuch  as  in  dry  seasons  the  clay 
becomes  fissured  by  contraction  to  a  con- 
siderable depth,  and,  though  practically 
impervious,  it  is  by  no  means  unabsorb- 
ent.  As  a  rule,  too,  in  this  country, 
such  heavy  lands  are  now  artificially 
drained;  and  tracts  of  which,  in  old 
times,  the  surface  became  charged  and 
soddened  with  water,  that  either  dis- 
charged itself  gradually,  by  natural  chan- 
nels, or  was  evaporated  by  the  sun  and 
wind,  have  now  had  their  character  modi- 
fied to  such  an  extent,  that  the  rain  which 
falls  upon  them  is  absorbed  and  delivered 
by  the  drains  into  the  streams  and  rivers 
within  a  comparatively  short  time  after  it 
has  fallen. 

In  old  geological  times,  floods  seem  to 
have  played  a  much  more  important  part 
than  they  do  at  the  present  day,  but  they 
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Btill  cause  great  difScnlties  and  dangers, 
with  which  the  engineer  has  to  contend. 
I  need  not,  however,  dwell  upon  these. 
PBoth  in  clay  districts  and  tiiose  formed 
of  impermeable  rocks,  it  frequently  hap- 
pens that  there  are  superficial  patches  of 
drift  gravels  or  sands.  These  being  of 
an  absorbent  nature,  are,  after  heavy 
rains,  highly  charged  with  water,  some  of 
which  is  subsequently  delivered  from 
them  by  gravity,  at  the  lowest  outfalls, 
forming  what  in  some  districts  are  called 
land  springs.  On  permeable  rocks,  on  the 
contrary,  there  are  occasionally  patches 
of  impermeable  clay,  such  as  the  Ter- 
tiary outliers  which  occur  on  the  chalk ; 
and  these  being  again  capped  by  perme- 
able beds  form  smaU  water-bearing  basins. 
The  position  of  villages  on  chalk  hills  is 
often  due  to  the  circumstance  that  a  sup- 
ply of  surface  water  is  thus  made  availa- 
ble. Indeed,  as  a  rule,  there  are  hydro- 
geological  reasons  for  most  sites  of 
human  occupation. 

Although  not  entering  into  minute  de- 
tails, Mr.  De  Bance  has  given  a  hydro- 
geological  map  of  England,  which,  for  the 
general  features  of  the  country  is  ex- 
&emely  instructive.  In  it  he  has  divided 
the  character  of  the  soil  into  four  divi- 
sions :  the  impermeable ;  the  partially 
porous ;  the  "  supra-pervious,"  or  clays 
resting  on  permeable  rocks ;  and  the  per- 
meable. In  comparing  this  with  the 
Hyetographical  map,  it  is  at  once  seen 
how  closely  the  areas  of  greatest  rainfall 
correspond  with  those  of  the  impermea- 
ble rocks.  Nor  is  this  to  be  wondered 
at,  as  these  harder  rocks  have  been  better 
able  to  withstand  the  wear  and  tear  of 
rain  and  rivers  and  the  other  denuding 
forces,  and  are,  therefore,  at  a  higher 
level  and  brought  into  closer  contact  with 
the  water-yielding  clouds  than  the  dis- 
tricts of  softer  rocks  at  a  lower  level. 
Boughly  speaking,  the  western  parts  of 
England  and  Wales  consists  of  imperme- 
able and  partially  porous  rocks,  and  the 
eastern  of  the  "  supra-pervious  "  and  the 
permeable,  the  area  of  the  latter  prepon- 
derating. Many  of  our  river  basins  con- 
sist of  rocks  of  two  or  more  of  these  dif- 
ferent kinds,  and,  in  consequence,  the 
flow  and  the  character  of  the  water  in  the 
rivers  vary  much  from  time  to  time.  In 
wet  weather  many  are  subject  to  floods, 
owing  to  the  water  from  impermeable  and 
"  supra-pervious "  rocks  being  delivered 


into  them.  At  such  times  their  waters 
will  be  turbid,  and  probably  contain  less 
matter  in  solution  than  during  dry 
weather,  when  they  are  mainly  fed  by 
springs  rising  out  of  the  more  pervious 
rocks,  such  as  sandstone,  limestone,  and 
chalk. 

The  areas  of  the  catchment  basins  of 
our  rivers,  and  the  extent  and  character 
of  their  flow,  have  of  late  years  all  been 
fairly  well  determined,  and  I  need  not 
enter  into  details  concerning  them.  The 
streams  and  rivers  form,  as  it  were,  parts 
of  an  extensive  superficial  drainage  sys- 
tem, and  the  valleys  through  which  they 
pass,  though  some  are  of  old  geological 
date,  have  in  the  main  been  excavated  by 
the  streams  themselves,  aided  by  the  ac- 
tion of  rain  and  frost. 

To  return  to  the  history  of  the  fallen 
rain.  In  addition  to  the  supra-pervious 
beds,  of  which  I  must  say  a  few  words 
further  on,  a  very  large  portion  of  Eng- 
land— and  it  is  this  part  of  the  United 
Eongdom  with  which  I  believe  we  are 
here  more  particularly  concerned— con- 
sists of  more  or  less  absorbent  rock  un- 
derlving  a  still  more  absorbent  super- 
ficial soil,  and  it  is  to  this  fact  that  the 
comparatively  permanent  character  of 
most  of  our  rivers  is  due.  It  will  be 
well,  therefore,  to  consider  in  some  de- 
tail the  history  of  the  rain  falling  upon 
such  soils,  from  the  time  of  its  fall  until  it 
is  well  on  its  course  to  the  sea.  And  for 
the  present  it  will  be  best  to  leave  aside 
any  questions  as  to  the  proportion  of  it 
lost  by  evaporation  and  vegetation.  Any 
moderate  rain  falling  on  an  absorbent 
soil,  whether  plowed  or  covered  with 
grass,  at  once  disappears  from  the  sur- 
face, and  finds  its  way  among  the  parti- 
cles of  the  soil.  In  light  soils,  so  imi- 
versally  is  this  the  case,  that  even 
in  heavy  thunderstorms  it  is  of  rare  oc- 
currence that  the  water  accumulates  on 
the  surface  in  such  quantities  as  to  run 
down  the  slope  of  a  hill.  As  a  conse- 
quence, in  districts  consisting  of  such 
soils,  floods  are  almost  unknown,  and, 
when  they  do  occur,  are  usually  due  to 
one  of  two  causes.  First,  that  the  ordi- 
nary channels  of  the  stream  are  insuffi- 
cient to  carry  off  the  water  delivered  into 
them  from  the  lanes,  roads,  and  roofs  of 
the  district  in  which  a  heavy  storm  has 
fallen,  for  of  course  all  these  are  unab- 
sorbent ;  or,  secondly,  that  the  surface  of 
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the  soil  is  hard  frozen,  and  thus,  as  it 
were,  waterproofed  at  the  time  of  a  heavy 
iaH  of  rain,  or  a  rapid  thaw  of  snow. 

The  capacity  of  some  soils  or  rocks  for 
holding  water  in  the  interstices  of  their 
Bnbstance  is  great.  In  the  case  of  the 
New  Bed  Sandstone  of  Liverpool,  Mr. 
Isaac  Roberts  found  that  it  womd  absorb 
-^g  of  its  own  weight  of  water,  of  which 
■about  one-half  would  not  drain  away,  as 
it  was  held  in  the  pores  of  the  stone  by 
capillary  attraction.  In  loose  sand  and 
<$hAlk,  it  has  been  stated  that  the  absorp- 
tion is  from  ^^  to  ^  of  the  weight,  or  at 
the  rate  of  2  gallons  to  the  cubic  foot 
In  oolites  and  limestones  the  proportion 
is  less,  but  a  cubic  foot  will  still  absorb 
from  10  to  14  pints  of  water.  With  con- 
tinued rainfall  anything  in  excess  of  what 
<5an  be  retained  by  capillary  attraction 
gradually  gravitates  downwards  until  it 
arrives  at  a  point  where  the  rock  is  al- 
ready charg^ed  with  water.  In  the  bot- 
tom of  valleys  with  streams  running 
along  them,  this  saturated  rock  or  soil 
will  be  met  with  near  the  surface,  but 
the  rain  falling  on  hills  may  descend 
hundreds  of  feet  before  arriving  at  the 
point  where  its  further  progress  is 
stopped  by  the  spaces  in  the  soil  being 
already  occupied  with  water,  and  then 
its  effect  is  to  add  to  the  height  of  the 
already  saturated  portion.  It  will  be 
asked,  "  What  is  it  that  keeps  the  bottom 
of  the  valleys  charged  with  water,  and 
prevents  the  water  imder  the  hills  from 
finding  some  method  of  escape  1 "  The 
■answer  is,  friction.  Could  friction  be  re- 
moved, the  surface  of  the  satiurated  rock 
would  present  a  nearly  dead  level,  and 
the  rain  would  escape  at  the  lowest  vent 
-almost  as  quickly  as  it  penetrated  the 
ground.  It  is  true  that  in  most  districts 
the  absorbent  rocks,  such  as  sandstone, 
limestone  and  chalk,  are  underlain  geo- 
logically by  non-absorbent  beds,  such  as 
clay,  which  prevent  the  rainfall  from  per- 
-colating  to  so  low  a  level  as  that  of  the 
sea ;  but  the  inclination  of  the  surface  of 
the  fully-saturated  portion  of  the  rock  is 
^uite  independent  of  the  underlying 
beds,  and  follows  much  the  same  laws 
when  the  pervious  beds  extend  below  the 
«ea-level,  and  the  natural  vent  for  the 
surplus  water  is  along  the  line  of  the  sea 
shore,  and  not  into  any  streams  or 
rivers.  At  Brighton,  for  instance,  the  sur- 
face of  the  saturated  portion  of  the  chalk 


fifradually  slopes  upwards  as  it  recedes 
from  the  sea,  this  inclination  being  due 
to  the  frictional  resistance  offered  by  the 
pores  and  crevices  in  the  chalk  to  its 
lateral  passage.  There  is,  however,  a 
constant  or  nearly  constant  outflow  from 
the  chalk  towardB  the  sea ;  and  though 
by  the  action  of  the  tides  the  level  of 
the  outfall  varies,  the  sea  is  never  able 
to  penetrate  any  distance  into  the  chalk, 
and  the  rainfall  in  each  year  sufiSces  to 
keep  up  an  inclination  sea-wards  in  the 
water-line  or  the  surface  of  what  has 
been  termed  the  subterranean  reservoir 
in  the  chalk.  We  can,  however,  imagine 
such  a  dearth  of  rain  during  many  suc- 
cessive years  that  the  plane  of  saturation 
would  be  level,  or  nearly  so  ;  and  in  that 
case,  if  by  pumping  from  a  deep  well  an 
artificial  outlet  for  the  subterranean  wa- 
ter were  formed  below  the  sea-level,  the 
salt  water  would,  by  gravity,  find  its  way 
through  the  interstices  in  the  chalk,  and 
the  water  pumped  would  be  brackish,  or 
even  salt.  The  same  remarks  which  apply 
to  springs  discharging  into  the  sea,  will 
apply  to  those  which  find  their  outlet 
along  the  course  of  tidal  rivers. 

Turning  now  to  an  inland  district,  say 
also  in  the  chalk,  such  as  Hertfordshire, 
we  find  that  it  is  intersected  by  valleys, 
into  the  origin  of  which  I  need  not  here 
enter,  and  that  along  the  bottom  of 
these  there  is  a  constant  outpour  of  water 
from  springs  either  along  the  beds  of  the 
stream  or  at  their  sides.  By  means  of 
these  the  volume  of  the  streams  keeps 
gradually  increasing  as  they  flow  ;  and,  as 
they  are  found  to  be  nearly  independent 
of  any  immediate  rainfall,  it  is  evident 
that  they  are  supplied  from  underground 
sources,  and,  in  fact,  are  draining  a  sub- 
terranean reservoir  of  water  among  the 
crevices  and  interstices  of  the  chalk.  I 
shall  speak  of  the  upper  surface  of  this 
reservoir  as  the  water  line,  or  as  the 
plane  of  saturation,  though  it  is  not, 
properly  speaking,  a  plane,  but  an  uneven 
surface  presenting  valleys  and  elevations 
closely  allied  to  the  surface  of  the  ground 
above  it,  though,  so  far  as  elevations  are 
concerned,  much  less  in  degree.  The 
extent  to  which  friction  impedes  the  pas- 
sage of  water  through  pervious  rocks 
varies  considerably  even  in  chalk.  It 
must,  however,  in  all  cases,  be  sufficient 
to  retain  the  underground  water  at  a 
slope  fully  as  great  as  that  of  the  streams 
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ranDing  on  the  surfaces.  In  the  middle 
chalk  in  Hertfordshire  this  slope  is  about 
12  feet  6  inches  to  the  mile,  and  near  the 
outcrop  in  the  lower  portion  of  the  white 
chalk,  about  19  feet  6  inches.  In  some 
parts  of  Kent  it  is  as  much  as  40  feet 
to  the  mile.  It  is  evident,  that  could 
the  water  find  its  way  along  under- 
ground, with  a  less  head  than,  say,  12 
feet  6  inches  to  the  mile,  it  would  do  so, 
and  the  streams  would  disappear.  We 
can  therefore  assume  that,  even  in  com- 
paratively dry  seasons,  the  plane  of  satu- 
ration may  be  regarded  as  presenting 
much  the  same  contours  as  the  country 
itself  would  present  were  the  hills  planed 
away  until  their  slope  presented  uniform 
gradients  of  about  13  feet  to  the  mile. 
After  heavy  rainfalls,  however,  the  water 
descending  through  the  soil  and  arriving 
at  this  plane  would  gradually  be  piled 
up  until  the  slope  might  be  two  or  three 
times  as  much  as  this  13  feet  to  the 
mile ;  and  in  dry  seasons  the  water  thus 
piled  up  would,  by  the  force  of  gravity, 
again  subside  and  be  delivered  into  the 
outlets  along  the  bottoms  of  the  valleys. 
The  spring  heads  or  sources  of  the 
streams  would,  owing  to  the  accumula- 
tion of  water  from  heavy  rainfalls,  be 
gradually  driven  higher  up  towards  the 
heads  of  the  valleys,  so  that  the  length 
of  the  streams  might  be  increased  by 
some  miles.  ThiB  is  no  fancied  case,  for 
I  have  known  the  source  of  the  little 
river  Ver  to  be  at  least  five  miles  farther 
up  the  valley  in  one  year  than  in  another; 
and  I  have  known  the  depth  of  water  in 
a  well  at  a  considerable  distance  from  a 
stream  to  vary  as  much  as  70  feet  in  two 
consecutive  years 

One  can  indeed  imagine  such  a  con- 
tinued fall  of  rain  tBfet  the  whole  body 
of  the  hills  would  become  saturated  with 
water,  and  the  plane  of  saturation  corre- 
spond with  the  configuration  of  the  land 
surface.  In  sudi  a  case  the  wells  would 
be  full  to  the  brim,  as  where  there  is  no 
great  draught  upon  them  the  level  of  the 
water  in  wells  shows  the  position  of  the 
water  line  or  plane  of  saturation.  Where 
the  pumping  from  a  well  in  a  porous 
rock  is  excessive,  the  level  of  the  water 
in  it  is  reduced  below  that  of  this  plane, 
and  an  inverted  cone  of  depression  is 
formed  in  the  plane  of  saturation,  the 
angle  of  which  is  determined  by  the 
amount  of  friction  in  the  rock. 


Of  course,  the  inclination  of  the  plane 
towards  the  bottom  of  the  valleys  in 
which  the  water  escapes  is  constantly  va- 
rying. If  the  rainfall  which  finds  its 
way  into  the  ground  is  in  excess  of  the 
water  escaping  by  the  springs,  the  angle 
of  the  plane  becomes  greater.  If,  on 
the  con^ary,  the  escape  by  the  springs  is 
greater  than  the  absorbed  rain,  Uie  angle 
is  reduced.  It  is  this  circumstance  which 
accounts  for  the  intermittent  streams 
which  are  commonly  known  as  "  bournes.'^ 
These  are  usually  situated  in  transverse 
valleys,  running  into  some  main  valley  in 
which  there  is  a  stream.  Assuming  that 
the  inclination  of  such  transverse  valley 
is  20  feet  to  the  mile,  it  is  evident  that  so 
long  as  the  inclination  of  the  plane  of 
saturation  is  at  a  less  gradient,  no  water 
will  be  visible  above  ground ;  but  so  soon 
as  the  20  feet  is  exceeded  in  consequence 
of  a  wet  season,  the  bottom  of  the  valley 
intersects  the  plane  of  saturation,  and  it 
becomes  the  course  of  a  stream  which 
continues  to  run  until  the  angle  of  the 
plane  of  saturation  again  becomes  less 
than  that  of  20  feet  to  the  mile.  When 
the  bottom  of  the  valley  is  uneven,  and 
the  slope  of  the  plane  of  saturation  near- 
ly corresponds  with  the  mean  of  that  of 
the  valley,  the  phenomenon  is  seen  of  a 
watercourse  running  at  intervals  along 
the  bottom  of  the  valley,  the  water  find- 
ing its  way  underground  where  there 
are  prominences  in  the  land  surface. 

Although  the  whole  of  the  chalk  below 
the  plane  of  satui'ation  is  full  of  water, 
and  more  or  less  pervious  in  every  direc- 
tion, yet  as  the  surface  of  the  plane  de- 
scends, the  water,  in  escaping  into  the 
valleys,  follows  certain  lines  of  least  re- 
sistance, and  thus  in  many  places  gives 
rise  to  springs  sometimes  of  great  vol- 
ume. 

In  the  upper  portion  of  the  chalk  there 
are  usually  layers  of  nodules  of  flint,  ex- 
tending over  large  areas  and  occurring 
at  intervals  of  8  or  4  feet,  the  one  over 
the  other.  Among  these  flints  the  un- 
derground water  seems  often  to  find  its 
way  more  readily  than  through  the  inter- 
stices and  crevices  in  the  chcdk  itself ;  so 
that,  in  boring,  an  accession  of  water  is 
obtained  directly  a  layer  of  flint  is  trav- 
ersed. So  readily  do  these  waterways 
communicate  with  the  stores  of  water  at 
a  higher  level,  that  the  water  in  a  deep 
boring  in  the  bottom  of  a  valley  will  rise 
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higher  than  the  level  of  the  stream  run- 
niiig  through  it,  and  overflow  into  its 
course. 

From  deep  borings  the  water  gener- 
ally rises  at  a  higher  temperature  than 
from  ordinary  springs.  The  water  from 
the  well-known  artesian  well  at  Grenelle, 
dose  to  Paris,  has  a  temperature  of  82"^ 
Fahrenheit,  and  comes  from  a  depth  of 
rather  more  than  1,800  feet.  This  tem- 
perature is  about  30**  above  that  of  the 
springs  of  the  districts,  showing  an  in- 
crease of  about  1°  for  every  60  feet  of 
the  descent.  At  the  bottom  of  the  deep 
boring  lately  made  at  Bichmond,  1,334 
feet  from  the  surface,  the  water  has  been 
found  to  have  a  temperature  of  75^°  Fah- 
renheit, from  which  an  increase  m  heat 
of  1**  to  every  53  feet  in  depth  has  been 
deduced.  This  increase  in  temperature 
in  descending  from  the  surface  seems 
universal,  though  varying  in  degree  in 
different  localities ;  and  it  seems  prob- 
able that  in  most  cases  the  heat  of  ther- 
mal spings  is  due  to  the  fact  that  the 
channels  through  which  the  water  has 
to  pass  between  the  time  when  it  is  re- 
ceived into  the  ground  at  one  place,  and 
that  at  which  it  reappears  at  another, 
descend  to  a  great  depth  from  the  sur- 
♦  face. 

But,  to  return  to  the  chalk.  Where 
this  rock  is  overlain  by  stiff  clay,  through 
which,  however,  it  in  places  penetrates, 
what  are  known  as  swallow-holes  are 
formed,  and  the  rain,  falling  on  tracts  of 
impervious  clay,  forms  streams,  which 
find  their  way  to  such  swallow-holes  and 
disappear  in  the  chalk.  In  such  cases,  it 
seems  probable  that  by  the  continual  de- 
livery of  large  bodies  of  water  into  one 
place,  the  lines  of  least  resistance  in  the 
chalk  have  been  widened  out  by  combined 
mechanical  and  chemical  action,  so  that 
subterranean  watercourses  are  formed. 
The  caverns,  which  occur  in  so  many 
limestone  districts,  often  owe  their  origin 
to  nearly  similar  causes. 

It  not  imfrequently  happens  that  per- 
vious strata  lie  between  others  of  an  im- 
pervious character,  forming,  as  it  were,  a 
porous  basin  placed  between  two  other 
basins.  In  such  cases  the  pervious  beds 
become  saturated  with  water,  and  the  ex- 
cess of  the  rainfall  finds  its  way  towards 
the  sea  over  the  exposed  portion  of  the 
beds.  A  boring  made  through  the  upper 
impervious  basin  will  tap  these  water- 


bearing beds,  and,  if  the  exposed  portion 
is  at  a  higher  level,  the  water  will  prob- 
ably rise  to  the  surface,  or  even  higher, 
and  form  a  true  artesian  well.  Of  course, 
anv  water  taken  from  this  well  will  event- 
ually affect  the  plane  of  saturation  at  the 
exposed  portion  of  the  beds,  and,  assum- 
ing that  there  is  no  disturbing  element, 
the  flow  of  the  streams  over  them  will  be 
diminished  to  the  extent  of  the  water 
taken  from  the  well.  In  some  cases,  the 
naturally  pervious  beds  beneath  the  im- 
pervious are  so  much  consoHdated  by 
their  weight,  that  the  free  passage  of 
water  through  them  is  impeded,  and 
though  at  first  the  artesian  wells  yield  an 
abundant  supply,  it  gradually  diminishes, 
and  pumping  has  to  be  resorted  to,  so 
that  eventuaSy  a  cone  of  depression  is 
formed  around  the  wells.  I  need  hardly 
do  more  than  mention  the  deep  wells  in 
the  chalk  under  London  as  an  instance 
of  this  phenomenon. 

I  have  hitherto  been  speaking  of  the 
rainfall  as  if  the  whole  of  it  that  sank  be- 
low the  surface  found  its  way  to  the  sat- 
urated portion  of  the  pervious  rocks. 
This,  however,  is  far,  very  far  indeed, 
from  being  the  case.  During  the  sum- 
mer months  the  amount  of  the  rainfall 
carried  off  by  evaporation,  and  by  the 
vegetation  which  is  going  on  all  over  the 
surface  of  the  ground,  is  very  large,  often 
fully  as  great  as  the  rainfall ;  and  even 
during  the  winter,  unless  the  rainfall  has 
been  continuous,  it  penetrates  but  a  little 
way  into  the  ground,  and  does  not  get 
beyond  the  reach  of  the  evaporating 
power  of  the  sun  and  the  air.  We  have 
only  to  turn  over  a  few  spadefuls  of 
earth  to  see  how  small  a  distance  even  a 
heavy  shower  penetrates  a  dry  soil. 

The  first  to  make  experiments  on  the 
subject  of  the  proportion  of  percolation 
through  about  3  feet  of  soil  to  the  rain- 
fall on  the  surface  were  Dr.  John  Dalton, 
of  Manchester,  and  M.  Maurice,  of 
Geneva,  about  the  end  of  the  last  century. 
Since  that  time  numerous  experiments 
have  been  conducted  by  various  observ- 
ers, both  here  and  abroad.  The  principle 
on  which  they  have  been  carried  on  is 
much  the  same  in  all  cases.  An  impervi- 
ous vessel,  open  at  the  top,  is  sunk  in  the 
ground,  so  that  the  sides,  which  are 
brought  to  a  knife-edge,  barely  protrude 
I  above  the  surface.  It  is  then  filled  with 
soil  of  the  character  on  which  it  is  pro- 
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posed  to  experiment,  and  the  surface  is 
either  left  bare  or  dothed  with  vegeta- 
tion.   From  the  bottom  of  the  vessel  a 
pipe  conveys  any  water  that  penetrates 
BO  far  from  the  surface  into  a  suitable 
receiver.      This  is    carefully  measured, 
and  its  volume  compared  with  that  of  the 
rain  falling  on  the  surface  as  ascertained 
by  an  ordinary  gauge.    It  has  generally 
been    supposed    that  water  which    has 
descended  3  feet  from  the  surface  of  the 
ground  is  beyond  the  influences  of  evap- 
oration and  vegetation.    Capillary  attrac- 
tion seems,  however,  capable  of  bringing 
up  water  from  a  greater  depth ;  and  the 
'  roots  of  some  plants  will  £md  their  way 
farther  than  3  feet,  as  will  also  worms. 
The  difference,    however,   between    the 
quantity  of  water  which  out  of  a  given 
rainfall  descends  3  feet  and  that  which 
descends  5  feet  is  not  large.   The  results 
of  many  experiments  on  percolation  have 
been  recorded  in  the  Proceedings  of  this 
Institution,    and  those  of  Mr.   Charles 
Greaves  and  of  Sir  J.  B.  Lawes  and  Dr. 
Gilbert  are  especially  worthy  of  notice. 
In  the  latter  case  the  gauges,  instead  of 
being  artificially  filled  with  soil,  were  con- 
structed round  blocks  of  the  natural  soil 
with  a  surface  area  of  yqVtt  P^^  ^^  ^^ 
acre,  and  a  depth  of  20, 40,  and  60  inches 
respectively.     The  surface  of  these  plots 
was  kept  free  from  vegetation  by  being 
occasionally  hoed,  and  the  following  were 
the  results  for  the  ten  years  1871   to 
1880.     Out  of  a  mean  rainfall  of  31.451 
inches,  14.040  passed  through  20  inches 
of  soil,  and  13.241   through  60  inches; 
or,  dividing  the  years  into  summer  and 
winter  periods  of  April  to  September,  and 
October  to  March,  it  appears  that  out  of 
16.365  inches  of  summer  rain  only  4.111 
found  its  way  through  60  inches  of  soil, 
while  in  the  winter  there  passed  9.130 
inches  out  of  a  rainfall  of  15.086  inches. 
I  think  that  I  may  claim  for  my  uncle, 
the  late  Mr.  John  Dickinson,  the  honor 
of  being  the  first  in  this  country  to  repeat 
the  experiments  of  Dr.  Dalton.     His  ob- 
servations   began    in    1836 ;    but    new 
gauges,  formed  of  cast-iron,  were  fixed  at 
Nash   Mills  in  1853,  and  have  been  in 
continuous  operation  ever  since  under 
my  own  directions.     One  of  the  receivers 
is  filled  with  the  surface  soil  of  the  dis- 
trict, as  nearly  as  possible  as  it  occurs  in 
nature,  and  the  other  with  broken  chalk, 
the  surface  in  each  case  being  covered  by 


growing  grass.  I  do  not  say  that  the 
experiments  are  so  fully  carried  out  as 
those  of  Mr.  Greaves  and  Dr.  Gilbert 
and  Sir  J.  B.  Lawes,  inasmuch  as  the  re- 
ceivers are  smaller,  and  the  soil  artificially 
introduced ;  but  they  have  the  merit  of 
being  continuous,  and  in  their  general 
results  they  are  corroborated  by  the  ob- 
servations of  others.  I  have,  therefore, 
arranged  the  results  of  thirty  years'  ob- 
servations in  a  diagranmiatic  form. 

The  average  of  the  thirty  years  shows 
that  out  of  a  total  rainfall  of  27.843 
inches,  6  519  passed  through  3  feet  of 
soil  and  10.650  through  the  same  depth 
of  chalk. 

Out  of  the  winter  rainfall  of  13.752 
inches  the  percolation  was  5.707  inches 
and  8.532  inches ;  but  out  of  the  sum- 
mer rainfall,  when  vegetation  was  in 
progress  and  evaporation  greater,  the 
amounts  are  0.812  and  2.118  respectively 
out  of  a  ramfall  of  14091  inches.  The 
variations  in  the  proportion  of  the  perco- 
lation to  the  rainfall  are  very  great,  even 
in  the  winter  half-year,  so  much  depend- 
ing upon  the  manner  in  which  the  rain 
falls,  and  whether  it  is  constant  for  some 
days  or  intermittent.  I  will  not  detain 
you  with  figures,  but  will  give  one  or  two 
instances  of  maxima  and  minima.  In  the  "■ 
winter  of  1879-80  only  5.84  inches  of 
rain  fell,  of  which  2.79  entered  the  soil 
to  a  depth  of  3  feet,  while  in  the  winter 
of  1870-1,  with  a  fall  of  12.54  inches,  only 
0.208  percolated. 

In  the  winter  of  1882-3,  no  less  than 
22.67  inches  fell,  with  a  percolation 
through  3  feet  of  soil  of  11.67  inches,  and 
in  that  of  1880  81,  13.59  inches  perco- 
lated out  of  20.07  inches.  In  the  sum- 
mer of  1870  only  7.59  inches  fell,  and 
none  percolated  ;  whereas,  in  the  sum- 
mer of  1879,  25.09  inches  of  rain  fell,  and 
6.94  inches  percolated. 

With  a  fall  of  11.69  inches  in  the  win- 
ter of  1874-5,  4.15  inches  percolated; 
whereas,  9.64  inches  in  1858-9  gave  only 
0.09  inch.  In  the  summer  of  1859, 18.09 
inches  gave  no  percolation,  and  in  that 
of  1870,  18  46  inches  gave  2.16  inches. 

It  cannot  be  too  often  insisted  on  that, 
in  the  case  of  water-supply  derived  from 
porous  soils,  it  is  in  the  highest  degree 
illusive  to  depend  upon  averages.  The 
minimum,  or  at  the  best,  the  lowest  aver- 
age of  three  successive  years,  is  the  ut- 
most on  which  we  can  rely.     Taking  the 
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triennial  period  1862-4,  we  find  that, 
-with  a  rainfall  of  about  22  incheB,  only 
Zi  inches  percolated  to  a  depth  of  3  feet 
in  the  soil;  and  from  1869  to  1871,  out 
of  25  inches,  little  more  than  4  inches. 
The  percolation  through  chalk  is  greater, 
but  in  the  first  period  mentioned  the  av- 
erage in  the  three  years  was  only  5.20 
inches. 

Nor  can  it  be  too  often  repeated,  that 
every  gallon  of  water  pumped  and  car- 
ried away  from  an  absorbent  district  is  so 
much  abstracted  from  the  flow  of  the 
streams  of  that  district.  There  are,  of 
course,  some  tracts  of  country — as  for  in- 
stance, on  our  own  southern  coasts — in 
which  there  are  no  surface  streams,  and 
the  natural  vent  for  the  underground 
water  is  by  springs  along  the  sea-shore ; 
but  in  inland  districts  the  streams  form 
an  exact  gauge  of  the  excess  of  the  rain- 
fall over  the  water  carried  off  by  the  pro- 
cesses of  evaporation  and  vegetation. 
The  streams  being  merely  the  overflows 
from  the  subterranean  reservoir,  it  is  evi- 
dent that  any  artificial  diminution  of  the 
water  in  the  reservoir  must,  pro  tanto, 
affect  the  streams ;  and  even  in  those  dis- 
tricts where  the  discharge  is  towards  the 
sea,  that  discharge  will  be  diminished  in 
a  similar  manner.  I  have  heard  people 
speak  of  vast  and  inexhaustible  stores  of 
water,  which  have  been  laid  up  in  the 
body  of  the  earth  for  untold  ages,  and 
which  have  merely  to  be  tapped  to  meet 
all  the  necessities  of  a  crowded  popula- 
tion ;  and  I  have  heard  others  speak  of 
springs  as  if  there  were  some  spontane- 
ous process  in  nature  by  which  water  was 
produced  in  unlimited  quantities.  But 
all  here  will  readily  acknowledge  that  the 
water  that  is  upon  the  earth  beneath, 
and  the  water  ih&i  is  under  the  earth,  de- 
rives its  existence  from  no  other  source 
than  from  the  heaven  above. 

Mr.  J.  T.  Harrison's  scheme  for  obtain- 
ing water  by  means  of  tunnels  in  the 
chalk  of  the  Thames  valley  merely  means 
that  all  the  water  derived  from  the  tun- 
nels will  either  be  intercepted  on  its  way 
to  the  river,  or  filter  into  the  tunnels 
from  the  bed  of  the  river  itself.  The  flow 
of  the  Thames  below  will  be  diminished 
by  just  the  same  amount  of  water  as  that 
abstracted  by  means  of  the  tunnels. 

I  have,  however,  dwelt  almost  too  long 
on  this  part  of  my  subject,  and  will  only 
add  that  an  annual  supply  of  4  inches  of 


rain  will,  from  every  square  mile  of  coun- 
try, give  a  daily  quantity  of  nearly  160,- 
000  gallons  of  water,  which,  at  the  rate 
of  32  gallons  per  head  per  diem,  would 
suffice  for  a  population  of  five  thousand 
souls.  A  population  of  four  millions, 
such  as  that  of  the  metropolitan  area, 
would,  therefore,  if  supplied  from  deep 
wells  in  the  chsdk,  as  some  have  gravely 
recommended,  absorb  the  total  water- 
supply  of  800  square  miles  of  country,  or 
of  an  area  one  quarter  larger  than  the 
county  of  Hertford,  and  the  whole  of  the 
surface-streams  over  this  large  area 
would  in  dry  years  absolutely  disappear. 

I  have  already  mentioned  the  fact  that 
in  many  districts,  especially  those  con- 
sisting of  calcareous  rocks,  the  under- 
ground waters  have  a  tendency  to  form 
channels  through  which  they  pass,  in 
order,  eventually,  to  appear  at  the  sur- 
face in  the  form  of  springs.  The  forma- 
tion of  these  channels  seems  in  part  due 
to  the  power  of  water  to  dissolve  the 
lime-stone  rock  through  which  it  passes. 
Pure  water,  indeed,  possesses  but  small 
solvent  powers ;  but  when  it  is  charged 
with  carbonic  acid,  which  rain-water  de- 
rives both  from  the  atmosphere  and  from 
decaying  vegetable  matter  in  the  soil  its* 
powers  are  largely  increased,  and,  as  a 
consequence,  the  spring  and  well  water 
in  such  districts  is  largely  charged  with 
carbonate  of  lime.  In  other  districts 
sulphates  and  chlorides  are  often  dis- 
solved, sometimes  to  such  an  extent  as  to 
render  the  waters  medicinal,  or  quite 
saline  in  character  and  unfit  for  ordinary 
use.  These  chemical  impurities  impart 
to  the  water  containing  them  the  quality 
of  hardness,  which  the  watei*s  flowing  off 
the  surface  possess  in  a  far  less  degree. 
These  latter,  however,  are  liable  to  hold 
a  larger  proportion  of  organic  and  vege- 
table matter  either  in  suspension  or  in 
solution,  and,  on  the  whole,  deep  well 
water  is  probably  the  more  palatable. 

It  is  hardly  within  my  province  to 
speak  about  the  processes  which  have 
been  introduced  for  the  artificial  soften- 
ing and  purification  of  water,  but  I  may 
mention  the  natural  agents  which  to  some 
extent  produce  these  effects.  Where,  for 
instance,  a  wide  and  shallow  lake  inter- 
venes in  the  course  of  a  river,  it  will  often 
be  found  that  the  water  passing  out  is 
softer  than  that  which  enters  the  lake, 
some  of  the  salts  of  lime  which  were  held 
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in  solution  haying  been  deposited  or  ab- 
sorbed by  the  vegetation  in  the  lake. 
Weeds  and  fishes,  although  when  dead 
they  are  sources  of  impurity,  yet  when 
living  are  great  purifiers  of  water,  as  it  is 
on  the  impurities  that  they  subsist  It 
would  indeed  be  difficult  for  animal  or 
vegetable  hfe  to  be  maintained  in  chem- 
ically pure  water.  The  exposure  of  water 
to  the  action  of  air  in  its  course  down  a 
river,  especially  where  there  are  rapids 
and  falls,  has  a  great  effect  in  the  decom- 
position and  removal  of  nitrogenous  im- 
purities. These,  however,  are  subjects 
which  will  probably  be  dealt  with  by  my 
friend  Dr.  Pole  in  the  next  lecture. 

As  an  introduction  to  what  has  to  fol- 
low, I  have  attempted  to  give  you  some 
shght  outline  of  the  natural  laws  which 
regulate  the  circulation  of  water  from  the 
sea  through  the  air  to  the  earth,  until  it 
again  returns  to  the  ocean.  For  details 
there  are  numerous  authorities  which 
may  be  consulted,  such  as  the  various 
Eeports  of  the  Rivers  Pollution  Commis- 
sioners, Mr.  De  Ranee's  "  Water  Supply  of 
England,*'  Mr.  G.  J.  Symons'  pubHca- 
tions,  and  those  of  Professors  Prestwich 
,  and  Tyndall,  Mr.  Beardmore,  Mr.  Bate- 
man,  and  others. 

The  principal  points  which,  it  appears 
to  me,  the  engineer  should  always  bear  in 
mind  are  these  : 

1.  That  the  higher  the  level  and  the 
nearer  the  sea,  especially  on  our  western 
coasts,  the  greater  is  the  rainfall. 

2.  That  in  these  high  districts  the 
rocks  are,  as  a  rule,  more  impermeable 
than  in  the  low,  and  the  supplies  to  the 
streams  larger  and  more  immediate. 


3.  That  in  the  low-lying  and  eastern 
districts  the  rainfall  is  small,  and  the 
rocks  for  the  most  part  absorbent. 

4.  That  while  providing  means  for  re- 
ceiving and  dealmg  with  the  maximum 
amount  of  supply,  rehance  can  only  be 
placed  on  the  minimum,  and  not  on  the 
average. 

5.  That  though  in  the  case  of  perme- 
able soils  the  absolute  minimum  of  per- 
colation may  be  disregarded,  yet  that 
the  average  of  three  years  seems  to  show 
that  not  more  than  4  or  5  inches  of  the 
annual  rainfall  can  safely  be  regarded  as 
available  for  the  supply  of  both  the  wells 
and  rivers  of  the  district. 

6.  That  any  water  abstracted  from 
wells  in  a  permeable  district  is  so  much 
abstracted  from  the  sources  of  the  neigh- 
boring streams,  though  in  many  cases  it 
can  be  and  is  returned  to  them  after 
use. 

In  addition,  I  may  venture  to  suggest 
that  while  at  no  town  in  this  kingdom 
would  there  probably  be  much  difficulty 
in  obtaining  a  supply  of  practically  pure 
water  sufficient  for  drinking  and  cooking 
purposes,  there  exists  no  physical  neces- 
sity for  watering  the  roads  or  flushing 
the  sewers  with  water  of  the  same  pure 
quality. 

My  mission  this  evening  does  not,  how- 
ever, extend  to  questions  of  water-supply. 
It  has  been  my  task  briefly  to  trace  what 
may  be  termed  the  natural  history  of  our 
springs  and  rivers,  and  I  must  leave  the 
subject  of  how  best  to  utilize  their  waters 
in  the  competent  hands  of  those  who  are 
to  follow  me  in  this  course  of  lectures. 


THE  RESISTANCE  OF  BUILDING  MATERIALS  TO  FROST. 


From  "The  Builder.* 


This  subject  has  from  time  to  time  en- 
gaged the  careful  attention  of  scientific 
men,  and  amongst  others,  Brard,  Braun, 
and  Tetmajer  Imve  published  in  various 
Continental  journals  (as  well  as  in  special 
treatises)  the  results  of  their  detailed  in- 
vestigations. Brard's  test  consists  in 
the  saturation  of  the  material  to  be  test- 
ed with  a  solution  of  glauber  or  other 
salt  of  a  given  strength,  and  in  then  per- 


mitting the  expulsion  of  the  salt  by  crys- 
tallization, it  being  supposed  that  the 
salt  would  produce  an  effect  similar  to 
that  of  the  congelation  of  water.  Braun 
institutes  a  comparison  between  the 
strength  of  extension  of  the  material  and 
the  force  of  the  solidifying  water,  assum- 
ing that  a  material  is  not  capable  of  re- 
sisting frost  when  the  former  is  less  than 
the  latter.     Tetmajer  employs  a  number, 
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expressiog  the  proportion  between  the 
resistance  to  pressure  in  a  dry  and  in  a 
wet  stata  In  addition  to  the  above, 
Hempel's  test  with  muriatic  add  deserves 
mention. 

In  reviewing  these  processes,  Herr  A. 
Blumcke  points  out  in  the  Thonindustrie 
ZeUung  that  all  of  them  subject  the  ma- 
terial to  conditions  which  are  not  to  be 
found  in  practice,  while  their  more  or 
less  complicated  nature  forms  an  obstacle 
to  their  adoption.  On  the  other  hand, 
the  process  of  Bauschinger  is  more  prac- 
tical, consisting  in  the  exposure  of  the 
material  twenty-five  times  to  frost  in  the 
open  air,  the  strength  before  and  after 
the  test  serving  as  a  guide  to  the  resist 
ing  power.  The  production,  by  artificial 
means,  of  the  needful  degree  of  cold 
suggests  itself,  but  hitherto  this  process 
has  only  been  accomplished  by  the  aid  of 
chemicals,  which  affect  the  substances 
treated  in  such  a  way  as  to  prevent  the 
ready  appreciation  of  the  effects  produced 
by  frost.  Hence,  a  proposal  of  Hericat 
de  Thury  has  been  carefully  studied  by 
Herr  Blumcke,  with  the  result  of  his  per- 
fecting the  following  method : 

The  stones  to  be  tested  are  placed,  two 
at  a  time,  in  a  wire  framework  suspended 
from  a  rod.  These  are  placed  in  a  cylin- 
drical metal  vessel,  sloped  off  at  the  foot 
in  funnel  form,  and  witii  a  cover.  This  is 
inclosed  in  a  larger  vessel  of  the  same 
shape,  and  held  in  position  by  supports. 
There  is  a  space  of  2  inches  around  the 
smaller  vessel,  which  space  is  filled  with 
a  refrigerating  mixture.  A  vessel,  2 
inches  in  height,  is  also  placed  above, 
filled  with  the  same  mixture.  At  one 
time  an  escape-pipe  had  been  in  use  at 
the  lower  part  of  the  apparatus,  but  it 
was  found  more  practicable  to  empty  it 
after  each  operation  by  a  siphon.  The 
cold  mixture  used  consists  of  three  parts 
of  ice  in  small  pieces  and  one  part  of 
powdered  rock  salt,  its  cheapness  being 
a  considerable  advantage.  The  lowest 
temperature  obtained  in  the  interior  of 
the  apparatus  was  below  10**  Fahrenheit, 
although  a  still  lower  temperature  could 
have  been  arrived  at.  Small  thermome- 
ters were  inserted  in  the  stones,  and 
although  two  hours  sufficed  to  bring 
these  to  the  temperature  of  the  surround- 
ing air,  the  stones  were  subjected  to  the 
process  during  a  period  of  three  hours. 
Felt  or  sawdust  was  used  to  procure  iso- 


lation from  the  outer  air,  the  former 
being  more  effectual,  but  the  latter  pref- 
erable on  account  of  its  cheapness. 

In  the  selection  of  the  stones,  as  well 
as  in  the  general  conduct  of  the  experi- 
ments, Herr  Bliimcke  had  the  advantage 
of  the  advice  of  Professor  Gottgetreu, 
the  trials  being  conducted  in  the  labora- 
tory of  Professor  Von  Beetz.  The  stones 
were  in  cube  form,  the  length  of  the  sides 
being  about  3^  inches,  and  the  surfaces 
roughly  dressed.  Two  specimens  were 
tested  in  each  case,  and  one  of  them  was 
completely  saturated  with  distilled  water. 
Boiling  was,  however,  avoided,  so  as  not 
to  expose  the  material  to  a  degree  of 
heat  which  it  is  not  in  practice  called  to 
endure.  When  a  material  is  very  porous 
it  is  impossible  to  freeze  it  when  thor- 
oughly saturated.  After  removal  from 
the  refrigerating  apparatus  the  cubes 
were  placed  in  a  small  trough,  covered 
with  water,  and  left  there  three  hours, 
so  as  to  again  be  brought  to  the  temper- 
ature of  the  room.  When  taken  out  the 
stones  were  covered  with  a  coating  of 
hoar  frodt,  and  if  then  left  for  some  time 
in  water  a  loosening  of  small  particles 
was  perceptible  in  the  portions  not  capa- 
ble of  resisting  frost.  Before  the  next 
subjection  of  the  stones  to  the  refriger- 
ating process  the  surfaces  were  gentiy 
rubbed  with  a  feather.  Herr  Bliimcke 
repeated  the  process  until  distinct  traces 
of  injury  were  visible,  such  as  cracks, 
i  peeling,  loosening  of  comers,  &c.  If  a 
stone  had  been  ten  times  subjected  to 
the  frost,  with  such  traces  appearing,  the 
quantity  of  the  mass  separated  after  the 
evaporation  of  the  water  was  ascertained, 
'  and  the  process  continued  until  destruc- 
<  tion  commenced.  A  second  cube  was 
!  subjected  to  a  stream  of  water  during 
I  one  hour  upon  three  sides.  In  this  case 
I  there  was  no  attempt  made  to  ascertain 
the  loss  of  volume,  but  JJie  application  of 
the  water  was  continued  until  injury  be- 
;  came  apparent.  These  external  appear- 
ances were  quite  the  same  as  if  the  stone 
had  been  saturated,  but  were  consider- 
ably later  in  manifesting  themselves. 

From  these  experiments  Herr  Bliimcke 
has  deduced  the  theory  that  a  material 
has  higher  properties  of  resistance  to 
frost,  according  to  the  restriction  of  the 
loss  in  weight,  caused  by  the  repeated 
application  of  the  freezing  process.  In 
trials  made  upon  sandstone  the  following 
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results  were  obtained.  In  all  oases  cracks 
were  finally  visible  which  ran  close  to 
each  other  (parallel  to  one  or  several 


edges),  and  produced  crumbling?  when^ 
the  operations  were  persevered  with. 


Name. 


1.  White,  Langenzenn 

2.  Green,  EUingen 

3.  Grey,  Oberdachstetten 

4.  Yellow,  Lengast 

6.  Red  and  white  striped,  WaldaschafT. 

6.  Green  sandstone,  Albech 

7.  Yellow,  origin  unknown 

8.  Yellow,  Zefl 

9.  Grev,  Grilnden 

10.  Red,  Rothenfels,  A.  M 


Specific 
gravity. 


1.97 
2.00 
2.06 
1.83 
2.22 
2.14 
2.34 
2.18 
2.44 
2.81 


Water  taken 
up  in 

Number 

of 
freezings. 

per  cent,  of 
Yolume. 

22.6 

2 

24.1 

3 

21.1 

3 

82.6 

3 

11.0 

8 

18.1 

4 

14.6 

6 

13.9 

8 

13  7 

18 

11.3 

24 

Lobs 
in  weight. 
Grammes. 


5.0088 
0.7446 
0.5910 
0.4562 
0.4067 
0.2885 
0.2541 
0.1058 
0.0885 
0.0820 


Large  pieces  were  detached  from  No. 
1,  and  cracks  appeared  all  over  Nos.  2 
and  3.  On  No.  4  there  were  two  kinds 
of  coatings,  a  darker  one,  which  broke  off 
more  than  the  other,  and  a  lighter  one, 
which  showed  cracks.  Nos.  6  and  8 
peeled  on  the  surface,  and  No.  7  was 
much  cracked.  After  the  thirteenth 
freezing  of  the  ninth  type  a  splinter  be- 
came detaclied  from  one  comer,  but 
cracks  parallel  to  the  edge  were  not  visi- 
ble till  after  the  forty-third  freezing. 

By  proceeding  in  this  way  it  is  not 
necessary  to  wait  for  the  visible  destruc- 
tion of  the  material.  Coupled  with  the 
definition  of  the  degree  of  resistance  to 
frost  is  an  approximate  estimate  of  the 
period  a  stone  will  last,  as  it  is  not  diffi- 
cult to  arrive  at  the  number  of  alterna- 


tions during  an  average  winter  between 
frost  and  thaw.  When  thoroughly  satu- 
rated stones  are  tested,  the  results  are 
apphcable  to  the  most  unfavorable  cir- 
cumstances, and  are  consequently  the 
more  reUable.  Should  a  material  not 
show  injury  at  the  temperature  applied, 
this  fact  does  not  estabhsh  its  power  of 
resisting  frost,  but  renders  advisable  the 
trial  of  a  still  lower  temperature ;  in  no 
case,  however,  below  the  range  to  which, 
in  practice,  the  stone  would  be  subjected. 
Finally,  Herr  Bliimcke  does  not  claim 
that  he  has  solved  all  the  questions  con- 
nected with  this  interesting  subject,  but 
considers  that  his  illustration  of  what 
may  be  done  with  simple  means,  by  skill- 
ful and  capable  hands,  may  not  be  devoid 
of  value  to  the  cause  of  science. 


COMPARATIVE  EXPERIMENTS  ON  THE  WELDING  OP 
STEEL  AND  WROUGHT  IRON. 

Bt  J.  BAU8CHINQBR. 


These  experiments  were  undertaken  by 
the  author  at  the  instance  of  an  engi- 
neering firm. 

Similar  experiments  had  been  previ- 
ously made  at  the  Eoyal  Mechanical- 
Technical  Experimental  Institute  at  Ber- 
lin, and  by  Mr.  W.  Hupfeld,  at  Pre- 
vaH,  which  gave  very  different  results ; 
those  at  Berlin  being  very  unfavorable, 
those  at  Prevail  very  favorable,  as  re- 
gards   the    welding    capacity    of    steel 


{Fluaseisen),  The  author  recapitulates 
the  main  results  of  these  tests  before 
describing  those  made  by  himself.  The 
materials  used  in  the  latter  were  steel 
{J^lv8sei8en\  from  the  "Peine"  iron- 
works at  Hanover,  and  bar  iron  of  vari- 
ous sections  from  the  "Neuhoffnung- 
shuette,"  near  Herbauer,  in  Nassau. 

The  test-pieces  were  flat,  square,  and 
round  in  section,  the  largest  being  80  X 
30  millimeters  (3.149x1.181  inch).  Each 
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piece  was  cut  in  two  cold,  swelled  up  on 
the  anvil  when  hot  5  to  10  millimeters 
(0.196  to  0.392  inch),  and,  after  heating 
to  the  proper  degree,  the  two  portions 
were  laid  on  each  other,  and  welded  to- 
gether by  hand  or  steam  hammer. 

Some  preliminary  studies  were  made 
in  the  laboratory  of  the  college  to  ascer- 
tain the  best  method  of  welding,  and  the 
best  flux  for  steel;  quartz  sand  an- 
swered the  latter  purpose,  while  it  was 
found  that  a  rather  less  degree  of  heat 
was  required  for  steel  than  for  wrought 
iron ;  a  pure  coal  fire  was  used. 

In  the  chief  experiments  the  steam 
hammer  was  employed.  Every  piece, 
after  welding,  was  tested  in  the  usual 
way  for  tensile  strength.;  the  Hmit  of 
elasticity,  contraction,  extension,  and  ul- 
timate strength  being  determined,  the' 
same  quantities  having  been  measured 
for  pieces  of  exactly  similar  quality,  sec- 
tion, and  length,  but  without  a  weld. 

The    results    are    given  in  a  tabular 


form.  Both  for  steel  and  iron  the  limit 
of  elasticity  is  nearly  always  reduced  by 
welding,  and  this  is,  without  exception, 
the  case  as  regards  the  extension,  the 
contraction  of  welded  is  less  than  that 
of  unwelded  pieces  when  the  fracture 
takes  place  in  the  welded  portion. 

The  general  conclusions  arrived  at  are, 
that  for  steel  the  best  welding  tempera- 
ture is  just  at  the  transition  from  a  red 
to  a  wlute  heat ;  a  quick  fire  and  smart 
handling  are  necessary,  as  the  piece 
should  not  be  long  in  the  fire. 

Analyses  were  made  of  three  samples, 
one  of  which  welded  admirably,  the  sec- 
ond badly,  and  the  third  not  at  all. 

The  author  is  of  opinion  that,  in  the  case 
of  mild  steels,  such  as  those  tested, 
with  a  low  carbon,  intended  to  take  the 
place  of  bar  iron,  success,  or  otherwise, 
in  welding,  depends  less  on  the  chemi- 
cal composition  than  on  the  mechanical 
treatment. — Abstract  of  Inst,  of  Civil 
JEngineers, 


IMPROVEMENTS  IN  THE  ARRANGEMENT  AND  RATING  OP 

CURRENT-METERS,  AND  IN  THE  METHOD  OP 

CALCULATING  DISCHARGES. 

By  CHARLES  RITTBR. 
From  "Annales  des  Fonts  et  Chaass^es,"  for  Institution  of  Civil  Engineers. 


A  DETAILED  accoont  is  given  bj  the 
aathor  of  the  elaborate  investigations 
which  he  conducted,  with  the  object  of 
rendering  more  serviceable  the  two  gang- 
ing instrument  generally  employed  in 
France,  namely,  Darcy's  gauge-tuoe,  and 
Woltmann's  current-meter  as  improved 
by  Mr.  Baumgarten ;  for  the  purpose  of 
facilitating  the  rating  of  these  instru- 
ments; and  lastly,  for  improving  the 
methods  of  calculating  the  discbarge 
from  the  indications  furnished  by  the 
instruments.  The  ordinary  type  of 
gauge-tube  is  awkward  to  handle;  and 
gauging  with  a  current-meter  which  has 
to  be  drawn  up  out  of  the  water  for  each 
reading  is  a  slow  process,  especially  at 
great  depths.  Moreover,  the  rating  of 
these  instruments  has  hitherto  been  fre- 
quently so  difficult,  slow,  and  costly,  that 
either  the  rating  has  been  dispensed 
with,  thus  introducing  an  uncertainty  in 
the  results,  or  the  most  favorable  time 


for  gauging  has  slipped  by  during  the 
preliminary  operations. 

The  gauge-tube  adopted  has  the  press- 
ure-gauge distinct  &om  the  nozzles, 
which  are  connected  together  by  india- 
rubber  tubes.  The  rod  carrying  the  noz- 
zles is  thereby  made  much  more  handy, 
whilst  the  observer  can  suspend  the 
pressure-gauge  so  as  to  keep  the  summits 
of  the  two  columns  of  water  always  in 
view,  whose  oscillations  are  considerably 
reduced  by  means  of  a  regulator  inter- 
posed between  each  india-rubber  tube 
and  the  gauge.  The  nozzle  pointing  to- 
wards the  stream  has  not  been  altered  in 
type,  but  its  best  form  consists  of  a 
straight  tube  0.2  inch  in  diameter,  and  4 
to  6  inches  long,  tapered  at  the  extrem- 
ity, and  presenting  a  cylindrical  orifice  of 
0.08  inch  in  diameter  throughout  the 
tapered  portion.  The  side  nozzle,  how- 
ever, has  been  replaced  by  a  statical 
mouthpiece,  which  indicates  the  pressure 
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corresponding  to  the  sorfaoe-leyel  of  the 
current  without  needing  any  correction. 
The  mouthpiece  adopted  for  this  pun)Ose 
consists  of  a  tube,  4  inches  long  and  0.4 
inch  in  diameter,  open  at  both  ends,  and 
having  a  lateral  orifice  in  the  middle, 
from  0.04  to  0.08  inch  in  diameter,  round 
which  the  second  connecting-tube  is 
soldered.  Each  connecting-tube  consists 
of  two  portions,  one  portion,  a  rigid  cop- 
per tube,  and  the  other,  a  flexible  india- 
rubber  tube.  The  copper  tubes  carry  the 
nozzles  at  their  lower  extremities,  and  have 
an  air-chamber  at  their  upper  ends,  with 
a  stop-cock  at  the  top.  Each  air-chamber 
communicates  with  one  of  the  india-rub- 
ber tubes  by  a  lateral  opening.  The  air- 
chambers  receive  the  bubbles  of  air, 
either  introduced  by  accidents  in  the 
manipulation  or  contained  in  the  water 
itself.  The  stop-cocks  serve  for  adjusting 
the  instrument.  The  copper  tubes  should 
not  be  less  than  about  ^  inch  diameter,  to 
allow  of  the  ready  passage  of  air-bubbles 
into  the  air-chambers.  The  india-rubber 
tubes  are  made  about  ^  inch  internal  di- 
ameter, for  though  they  are  little  liable  to 
receive  air-bubbles,  a  very  small  diameter 
would  impede  the  establishment  of  an 
equilibrium  in  the  pressure-gauge.  Their 
external  diameter  is  made  0.4  inch,  so 
that  they  may  be  bent  without  collapsing, 
which  would  impede  the  flow.  The  two 
connecting-tubes  are  enclosed  in  a  hollow 
rod,  1  inch  in  diameter,  which  is  provided 
with  a  vane  at  the  bottom  to  facilitate 
the  adjustment  of  the  line  of  the  nozzles. 
The  pressure-gauge  is  furnished  with  a 
third  tube  to  faciUtate  certain  operations 
of  rating.  By  the  adoption  of  the  stati- 
cal mouthpiece,  no  rating  is  required,  for 
the  difference  in  the  height  of  the  two 
columns  of  water  in  the  pressure-gauge 

V« 
A,  is  equal  to  ^,  without  any  coeflicient 

being  required  in  the  equation.  Also 
the  coefficient  of  gauge- tubes  with  any 
other  side  mouthpieces  can  be  easily  de- 
termined by  connecting  the  mouthpiece 
with  the  third  tube  of  the  pressure-gauge 
and  observing  the  heights  of  the  three 
columns  of  water  in  different  points  of 
the  stream.  The  most  convenient  instru- 
ment of  the  type  described  has  a  total 
length  of  6^  feet,  and  is  not  suitable  for 
depths  exceeding  3^  feet ;  but  by  screw- 
ing on  a  lengthening  piece  to  the  rod  it 
can  be  used  for  depths  of  5  to  6  feet. 


This  type  of  instrument  is  not  suitable 
for  considerable  depths,  both  on  account 
of  the  difficulty  of  handling  an  apparatus 
of  over  10  feet  in  length  when  raised  out 
of  water,  and  also  owing  to  the  escape  of 
air-bubbles  when  the  pressure  is  reduced 
in  the  tubes  by  immersion,  necessitating 
constant  readjustments.  These  difficul- 
ties, however,  might  be  obviated  by  using 
a  different  gauge  tube  for  each  separate 
group  of  depths  comprised  within  inter- 
vals of  5  feet 

The  current-meter  adopted  has  four 
spiral  vanes,  and  is  provided  with  an 
electrical  recorder  for  every  fifty  revolu- 
tions. It  is  inclosed  within  a  hollow 
copper  cylinder,  8  inches  long,  open  at 
both  ends,  having  a  diameter  of  about  4^ 
inches,  just  large  enough  not  to  interfere 
with  the  revolution  of  the  vanes.  The 
cylinder  protects  the  current-meter  from 
the  disturbing  influences  of  oblique  cur- 
rents, and  it  facilitates  the  free  suspen- 
sion of  the  instrument  which  is  directed 
in  the  line  of  the  current  by  a  large  flat 
plate  behind.  The  instrument  is  sus- 
pended in  small  depths,  or  near  the  sur- 
face by  a  hollow  copper  rod ;  but  in  great- 
er depths,  when  the  length  of  rod  neces- 
sary would  be  inconvenient,  it  is  hung 
from  a  cord  formed  of  two  insulated  cop- 
per wires,  which  convey  the  electrical 
current  The  current-meter  is  kept  in 
position  by  a  second  cord  (kept  tight  by 
a  weight  at  the  bottom  of  the  river,  and 
a  winch  above)  down  which  it  descends, 
being  guided  by  rollers.  'The  rating,  be- 
sides being  conducted  in  the  usual  man- 
ner by  drawing  the  meter  through  still 
water,  was  effected,  for  small  velocities, 
by  forming  a  very  regular  artificial  cur- 
rent; and  it  was  also  obtained  in  the 
river  itself,  during  the  experiments,  by 
placing  the  front  nozzle  of  a  gauge-tube 
in  front  of  the  axis  of  the  current-meter 
and  comparing  the  results  of  the  two 
methods.  When  the  velocity  of  a  current 
is  very  small,  the  eddies  produce  almost 
as  much  effect  as  the  direct  current,  so 
that  the  action  of  the  vanes  of  the  meter 
is  uncertain ;  and  consequently,  it  is  un- 
advisable  to  employ  the  current-meter 
for  ganging  currents  having  velocities 
under  1  to  1 J  foot  per  second. 

Owing  to  the  variations  and  irregulari- 
ties in  the  current,  the  velocities  given 
by  the  instruments  are  always  greater 
than  the  direct  motion  of  the  stream. 
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Sometimes,  also,  under  exceptional  cir- 
cumstances, the  recorded  velocities  are 
too  low.  Accordingly,  in  order  to  make 
allowance  for  these  discrepancies  between 
the  real  and  calculated  results,  the  mean 
of  two-thirds  of  the  largest  velocities, 
and  the  mean  of  two-thirds  of  the  least 
velocities  are  taken,  and  half  the  sum  of 
these  two  means  is  accepted  as  the  actual 
mean  velocity  in  the  section.  The  mean 
velocities  throughout  the  whole  section 


can  be  obtained  by  tracing  the  lines  of 
equal  velocity,  as  gathered  from  the  ob- 
servations, and  prolonging  these  lines,  in 
accordance  with  the  indications  furnished 
by  the  adjacent  lines,  to  those  parts  of 
the  section  which  cannot  be  reached  by 
the  instruments.  The  article  concludes 
with  some  practical  appUcations  of  the 
above  methods  of  gauging,  in  illustration 
of  the  processes  adopted  and  the  degree 
of  accuracy  attained. 


THE  LUMINIFEROUS  ^THER. 

By  DB  VOLSON  WOOD,  C.  E..  M.  A. 
From  the  ''Philosophical  Magazine." 


Two  properties  of  the  luminiferous 
SBther  appear  to  be  known  and  measura- 
ble with  a  high  degree  of  accuracy.  One 
is  its  ability  to  transmit  light  at  the  rate 
of  186,300  miles  per  second,*  and  the 
other  its  ability  to  transmit  from  the  sun 
to  the  earth  a  definite  amount  of  heat 
energy. 

In  regard  to  the  latter,  Herschel  found, 
from  a  series  of  experiments,  that  the  di- 
rect heat  of  the  sun,  received  on  a  body 
at  the  earth  capable  of  absorbing  and  re- 
taining it,  is  competent  to  melt  an  inch 
in  thickness  of  ice  every  two  hours  and 
thirteen  minutes.  This  is  equivalent  to 
nearly  71  foot-pounds  of  energy  per  sec- 
ond. 

In  1838  M.  Pouillet  found  that  the 
heat  energy  transmitted  from  the  sun  to 
the  earth  would,  if  none  were  absorbed 
by  our  atmosphere,  raise  1.76  grammes 
of  water  1^  0.  in  one  minute  on  each 
square  centimeter  of  the  earth  normally 
exposed  to  the  rays  of  the  sun.f 

This  is  equivalent  to  83.5  foot-pounds 
of  energy  per  second,  and  is  the  value 
used  by  Sir  William  Thomson  in  deter- 
mining the  probable  density  of  the 
flBther4  Lat^  determinations  of  the 
value  of  the  solar  constant  by  MM.  Soret, 
Crova,  and  Yiolle  have  made  it  as  high  as 
2.2  to  2.5  calories.    But  the  most  recent, 


*  Profetsor  Mlohelson  foxmd  the  yeiooity  of  Itffht  to 
be  t80«740  meters  per  second  in  air,  and  8W,886  meters 
In  a  yaooom.  gtrlng  an  index  of  refraoti<m  of  1,000JM6. 
**  Journal  of  Arts  and  Science/*  1879,  vol.  xyiU.,  p. 
190. 

t  Oomftt$  Mendut^  1888,  tom.  yIL  pp.  84-86. 

X  **  Trans.  Boy.  Soa  of  Bdinhnrsrh,"  vol.  zzi.  part  1. 
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as  well  as  the  most  reliable,  determina- 
tion is  by  Professor  S.  P.  Langley,  who 
brought  to  his  service  the  most  refined 
apparatus  yet  used  for  this  purpose,  and 
secured  his  data  under  favorable  condi- 
tions ;  from  which  the  value  is  found  to 
be  2.8  i:  calories  *  with  some  uncertainty 
still  remaining  in  regard  to  the  first  figure 
of  the  decimal  We  will  consider  it  as 
exactly  2.8  in  this  analysis,  according  to 
which,  there  being  7,000  grains  in  a  pound 
and  15.432  grains  in  a  gramme,  we  have 
for  the  equivalent  energy 

2.8x15.432     9     772x144  _ 
7,000      ^5^0.155x60"*   ' 
133  foot-pounds 

per  second  for  each  square  foot  of  surface 
normally  exposed  to  the  sun's  rays,  which 
value  we  will  use.  Beyond  these  facts, 
no  progress  can  be  made  without  an  as- 
sumption. Computations  have  been  made 
of  the  density,  and  also  of  the  elasticity, 
of  the  sether  founded  on  the  most  arbi- 
trary, and  in  some  cases  the  most  ex- 
travagant, hypotheses.  Thus,  Herschel 
estimated  the  stress  (elasticity)  to  ex- 
ceed 

17x10*= (17,000,000,000)  pounds 

per  square  inch ;  f 
and  this  high  authority  has  doubtless 
caused  it  to  be  widely  accepted  as  ap- 
proximately correct  But  his  analysis 
was  founded  upon  the  assumption  ihai 


/  4111.  JiNini.  «r  ^f<f  and  iSUmM,  Maroh,  1888,  p.  196. 
Also  dnnptes  Bendm. 

t  *'  Familiar  Lectures,**  p.  888. 
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the  density  of  the  sether  was  the  same  as 
that  of  air  at  sea  level,  which  is  not  only 
arbitrary,  but  so  contrary  to  what  we 
should  expect  from  its  non-resisting  quali- 
ties, as  to  leave  his  conclusion  of  no 
value.  That  author  also  erred  in  assuming 
that  the  tensions  of  gases  were  as  the 
wave-velocities  in  each,  instead  of  the 
mean  square  of  the  velocity  of  the  mole- 
cules of  a  self-agitated  gas ;  but  this  is 
unimportant,  as  it  happens  to  be  a  matter 
of  quality  rather  than  of  quantity.  Her- 
Bchel  adds,  "Considered  according  to 
any  hypothesis,  it  is  impossible  to  escape 
the  conclusion  that  the  aether  is  under 
great  stress."  We  hope  to  show  that  this 
conclusion  is  not  warranted ;  that  a  great 
stress  necessitates  a  great  density;  but 
that  both  may  be  exceedingly  small.  A 
great  density  of  the  sether  not  only  pre- 
sents great  physical  difficulties,  but,  as 
we  hope  to  show,  is  inconsistent  with  the 
uniform  elasticity  and  density  of  the 
sether  which  it  is  believed  to  possess; 
and  every  consideration  would  lead  one 
to  accept  the  lowest  density  consistent 
with  those  qualities  which  would  enable 
it  to  perform  functions  producing  known 
results. 

In  a  work  on  the  "  Physics  of  iEther," 
by  S.  Tolver  Preston,  it  is  estimated  that 
the  probable  inferior  limit  of  the  tension 
of  the  aether  is  500  tons  per  square  inch, 
a  very  small  value  compared  with  that  of 
Herschers.  But  the  hypothesis  upon 
which  this  author  founded  his  analysis 
was — ^The  tension  of  the  sether  exceeds 
the  force  necessary  to  separate  the  atoms 
of  oxygen  and  hydrogen  in  a  molecule  of 
water ;  as  if  the  atoms  were  forced  to- 
gether by  the  pressure  of  the  sether,  as 
two  Magdeburg  hemispheres  are  forced 
together  by  the  external  air  when  there 
is  a  vacuum  between  them.  This  assump- 
tion is  also  gratuitous,  and  is  rejected  for 
want  of  a  rational  foundation. 

Young  remarks:  "The  luminiferous 
sether  pervading  all  space  is  not  only  high- 
ly elastic,  but  absolutely  soHd."*  We  are 
not  certain  in  what  sense  this  author  con- 
sidered it  as  solid;  but  if  it  be  in  the 
sense  that  the  particles  retain  their  rela- 
tive positions,  and  do  not  perform  excur- 
sions as  they  do  in  Uquids,  it  is  a  mere 
hypothesis,  which  may  or  may  not  have  a 
real  existence.  If  it  be  in  the  sense  that  the 


'*  Young's  Works,"  voL  1.  p.  416. 


particles  suffer  less  resistance  to  a  trans- 
verse than  to  a  longitudinal  movement, 
there  are  some  grounds  for  the  state- 
ment, as  shown  in  circularly-polarized 
light.  Bars  of  soHds  are  more  easily 
twisted  than  elongated,  and,  generally, 
the  shearing  resistance  is  less  uian  for  a 
direct  stress.  It  certainly  cannot  be 
claimed  that  the  compressibility  of  the 
sether  (in  case  we  could  capture  a  quan- 
tity of  it)  is  less  than  that  of  solids. 

Sir  William  Thomson  made  a  more 
plausible  hypothesis,  by  assuming  that 
^'the  maximum  displacement  of  the  mole- 
cules of  the  sether  in  the  transmission 
of  heat  energy  was  -^ota  wave  length  of 
light,  the  average  of  which  may  be  taken 
as  jjrhnF  ^^  *^  inch."  Hence  the  dis- 
placement was  assumed  to  be  ^pali^to  ^^ 
an  inch ;  by  means  of  which  he  found  the 
weight  of  a  cubic  foot  to  be  JxlO— •"* 
of  a  pound.*  We  also  notice  that  one 
Belli  estimated  the  density  of  the  sether 
to  be  iXlO-"  of  a  pound  ;t  but  M. 
Herwitz,  assuming  this  value  to  be  too 
small  and  Thomson's  as  too  large,  arbi- 
trarily assumed  it  as  10-"  of  a  pound  per 
cubic  foot;  but  arbitrary  values  are  of 
small  account  unless  checked  by  actual 
results. 

We  propose  to  treat  the  aether  as  if  it 
conformed  to  the  Kinetic  Theory  of 
Gases,  and  determine  its  several  proper- 
ties on  the  conditions  that  it  shall  trans- 
mit a  wave  with  the  velocity  of  186,300 
miles  per  second,  and  also  transmit  133 
foot-pounds  of  energy  per  second  per 
square  foot.  This  is  equivalent  to  consid- 
ering it  as  gaseous  in  its  nature,  and  at 
once  compels  us  to  consider  it  as  molec- 
ular ;  and,  indeed,  it  is  difficult  to  con- 
ceive of  a  medium  transmitting  light  and 
energy  without  being  molecular.  The 
Electromagnetic  Theory  of  Light  sug- 
gested by  Maxwell,  as  well  as  the  views 
of  Newton,  Thomson,  Herschel,  Preston, 
and  others,  are  all  in  keeping  with  the 
molecular  hypothesis.  If  the  properties 
which  we  find  by  this  analysis  are  not 
those  of  the  sether,  we  shall  at  least  have 
determined  the  properties  of  a  substance 
which  might  be  substituted  for  the  sether, 
and  secure  the  two  results  already  named. 
It  may  be  asked.  Can  the  Kinetic  theory, 
which  is  applicable  to  gases  in  whidi 


*  PhU,  Mag,,  1866  [4]  ix.  p.  89. 
t  CUForUchritUdgrPhytik,  1860. 
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waves  are  propagated  by  a  to-and-fro 
motion  of  the  particles,  be  applicable  to  a 
medium  in  which  the  particles  have  a 
transYerse  movement,  whether  rectilinear, 
circular,  elliptical,  or  irregular  ?  In  favor 
of  such  an  application,  it  may  be  stated 
that  the  general  formulae  of  analysis  by 
which  wave  motion  in  general,  and  re- 
fraction, reflection,  and  polarization  in 
particular,  are  discussed,  are  fundament- 
ally the  same ;  and  in  the  establishment 
of  the  equations  the  only  hypothesis  in 
regard  to  the  path  of  a  particle  is — It  will 
move  along  the  path  of  least  resistance. 
The  expression  \*cce-*-6  is  generally 
true  for  all  elastic  media,  regardless  of 
the  path  of  the  individual  molecules.  In- 
deed, granting  the  molecular  constitution 
of  the  aether,  is  it  not  probable  that  the 
Kinetic  theory  applies  more  rigidly  to 
it  than  to  the  most  perfect  of  the  known 
gases?* 

The  133  foot-pounds  of  energy  per  sec- 
'ond  is  the  solai*  heat  energy  in  a  prism 
whose  base  is  1  square  foot  and  altitude 
186,300  miles,^  the  distance  passed  over 
by  a  ray  in  one  second ;  hence  the  energy 
in  1  cubic  foot  will  be 


^footpounds .  (1) 
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186,300x6,280"*  3x10 

Where  results  are  given  in  tenth-units 
of  high  order,  as  in  the  last  expression, 
it  seems  an  unnecessary  refinement  to 
retain  more  than  two  or  three  figures  to 
the  left  hand  of  the  tens ;  and  we  will 
write  such  expressions  as  if  they  were 
the  exact  results  of  the  computations. 

If  V  be  the  velocity  of  a  wave  in  an 
elastic  medium  whose  coefficient  of  elas- 
ticity, or  in  other  words,  its  tension,  is  e 
and  density  6^  both  for  the  same  unit,  we 
have  the  well-known  relation 

^  dd 
And  for  gases  we  have 

where  y^\A\  and  the  differential  of  the 
latter  substituted  in  the  former  gives 


T=f/E«. 


(2) 


The  tension  of  a  gas  varies  directiy  as 


the  kinetic  energr  of  its  molecules  per 
unit  of  volume.  If  v*  be  thelmean  square 
of  the  molecules  of  a  self-agitated  gas, 
we  have 


ex  (Jw',  or  v"=a5-^. 


(3) 


*  See  also  remarks  by  G.  J.  Stoney,  PhU,  Mag.,  1868 
[4]  xxxvl.  pp.  laa,  188.  1 


where  aj  is  a  factor  tolbe"^  determined. 
Equations  (2)  and  (3)  give 

t,«=?V.     ...         (4) 

Assuming,  with  Clausius,  that  the  heat 
energy  of  a  molecule  due  to  the  action  of 
its  constituent  atoms,  whether  of  rotation 
or  otherwise,  is  a  multiple  of  its  energy 
of  translation,  we  have  for  the  energy  in 
a  unit  of  volume  producing  heat, 

where  y  is  a  factor  to  be  determined.  If 
c  be  the  specific  heat  of  a  ffas,  w  its 
weight  per  cubic  foot  at  tiie  pkce  where 
^=32.2,  J.  Joule's  mechanical  equivalent, 
r  its  absolute  temperature;  then  the  es- 
sential energy  of  a  cubic  foot  of  the 
medium  will  be  cwrj ;  and  observing  that 
v)=:gdy  we  have 

^ydv'^cgSri,  .    .    (6) 

which,  reduced  by  (4),  gives 

J^cgyrS 
ay—      yi     ,      .     .     .     (b) 

the  second  member  of  which  is  constant 
for  a  given  gas.  To  find  its  value  we 
have  • 

Hydrogen.  Air.  Oxygen. 
Specific  heat*  .  .  8.4C®8  0.2876  0.2176 
Velocity  of  sound,) 

feet  per  second/-  4,168       1,090       1,040 

at  7=493.2**    .    .) 

and  ^=32.2,  ;^=1.4,  J=772.  These, 
substituted  in  the  second  member  of  (6), 
give 

xy  for  hydrogen 6.699 

''     air 6.706 

''     oxygen 6  696 


3)19.901 


Mean 6.63 

This  value,  which  is  nearly  constant  for 
the  more  perfect  gases,  we  propose  to 
call  the  modulus  of  the  gas,  and  represent 


♦  Stewart  on  "  Heat,**  p.  S29. 
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it  by  pi;   and  for  the  purposes  of  this 
paper  we  will  use 

/i=6.6. 

This  relation  of  the  product  ay  being 
a  constant,  has,  so  far  as  we  are  informed, 
been  overlooked  by  physicists,  and  is 
worthy  of  special  notice,  since  it  deter- 
mines the  value  of  one  of  the  factors 
when  the  other  has  been  found.  Kronig, 
Clausius,*  and  Maxwell  give  for  z  the 
constant  number  8,  but  variable  values 
for  i/.f 

We  are  confident  that  the  value  of  x  is 
not  strictly  constant;  or  if  it  is,  it  ex- 
ceeds 3,  since  the  effect  of  the  viscosity 
of  a  gas  would  necessitate  a  larger  veloc- 
ity to  produce  a  given  tension  than  if  it 
were  perfectly  free  from  internal  friction. 
For  our  purpose,  it  will  be  unnecessary  to 
find  the  separate  values  of  x  and  y  /  but 
if  we  have  occasion  to  use  the  former  in 
making  general  illustrations,  we  will  call 
it  3,  as  others  have  done  heretofore.  If 
the  correct  value  of  x  exceeds  3,  it  will 
follow  that  the  veloci4|r  of  the  molecules 
exceeds  the  values  hei^tofore  computed.]: 
According  to  Thomson,  Stokes  showed 
that  in  &e  case  of  circularly  polarized 
light  the  energy  was  half  potential  and 
half  kinetic ;  §  in  which  case  y=2,  and 
therefore  05=3.3. 

The  energy  in  a  cubic  foot  of  the  aether 
at  the  earth  being  given  by  (1)  and  (6), 
we  have,  by  the  aid  of  (4), 


iydv*=iM-Y'= 


..6= 


y         3x10' 
4x1.4x2 


(8) 


3  X 10'  X  e.exaSMOO  X  6280)«" 
2 


36x10* 


lb., 


(9) 


which  is  the  mass  of  a  cubic  foot  of  the 
aether  at  the  earth,  and  which  would 
weigh  at  the  place  where  ^=32.2  about 
2 


w?= 


10' 


of  a  pound. 


(10) 


♦  PkU.  Mag,,  1857  [4]  xiv.  p.  188. 

t  **  Theory  of  Heat,'*  pp.  814  and  817.  Maxwell  states 
that  the  value  for  y  is  probably  equal  to  1.884  for  air 
and  several  of  the  perfect  gases.  This  would  make 
2=4  nearly. 

X  Maxwell  jclyes  for  the  mean  square  of  the  veloci- 
tiee  (or.  In  other  words,  the  velocity  whose  square  is 
the  mean  of  the  squares  of  the  actual  velodUee)  of  the 
molecules,  in  feet  per  second  at  498JS<*  P.  above  abso- 
lute zero,  nydroffen  6,982,  oxygen  1,672,  carbonic  oxide 
1.872,  carbonic  acid  1,970.  FML  Mag.^  167B,  p.  88.  Our 
equation  (4)  gives  for  air  1,608. 

|iW.ifitV.1866[4]lx  p.  87. 


compared  with  which  Thomson's  value  is 
less  than  4,000  times  this  value.  Thom- 
son remarked  that  the  density  could 
hardly  be  100,000  times  as  small — a  limit 
so  generous  as  to  include  far  within  it 
the  value  given  in  (9).  According  to 
equation  (10),  a  quantity  of  the  aether 
whose  volume  equals  that  of  the  earth, 
would  weigh  about  ^j^^^  of  a  pound.  If  a 
particle  describes  the  circumference  of  a 
circle  in  the  same  time  that  a  ray  passes 
over  a  wavelength  A,  the  radius  of  the 
circle  will  be,  using  equation  (4), 

'^-2^=^7-^-2^=H^' 

or  the  displacement  from  its  normal  po- 
sition will  be  about  J-J  of  a  wave-length, 
or  about  g  nj^^  (^  ^  of  an  inch  at  the  eajrth. 
Eliminating  Y  between  (2)  and  (8) 
gives 


e= 


8 


3/iXlj'" 


4_ 
'lO- 


.     (11) 


for  the  tension  of  the  aether  per  square 
foot  at  the  earth,  and  is  equivalent  to 
about  1.1  of  a  pound  on  a  square  mile. 
The  tension  of  the  atmosphere  at  sea 
level  is  more  than  30,000,000,000  times 
this  value.  It  somewhat  exceeds  the 
tension  of  the  most  perfect  vacuum  yet 
produced  by  artificial  means,  so  far  as 
we  are  informed.  Crookes  produced  a 
vacuum  of  .02  millionth  of  an  atmos- 
phere* without  reaching  the  limit  of  the 
capacity  of  the  pumps;  and  Professor 
Rood  produced  one  of  soootoooo  ^\  ^^ 
atmospheref  without  passing  the  limit  of 
action  of  his  apparatus.  The  latter 
gives  a  pressure  per  square  foot  of 
14  7  X 144 

390000000  =^"^°^'^P°°°^  '^'^ 
in  round  numbers,  is  140  times  the  value 
given  in  equation  (11).  Even  at  this 
great  rarity  of  the  atmosphere,  the  quan- 
tity of  matter  in  a  cubic  foot  of  the  air 
would  be  some  200  miUion  million  times 
the  quantity  in  a  cubic  foot  of  the  sether 
— such  is  the  exceeding  levity  of  the 
aether. 

Admitting  that  the  aether  is  subject  to 


*  *'On  the  Viscosity  of  Gases  at  Higb  Exhaustions,** 
by  William  Crookes,  P.  R.  8.,  "Phil.  'Httns.  Roy.  Soc.," 
part  ii.  (1881),  p.  400 :  **Goiiur  up  to  an  exhaustion  of 
08  millionth  of  an  atmosphere,  the  highest  point  to 
which  I  have  carried  the  measurements,  although  by 
no  means  the  highest  exhaustion  of  which  the  pump 
to  capable."  *^*^ 

t  Jarnn,  qf  Arts  and  SeUnce,  1881,  toI.  xxil.,  p.  00. 
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attraction  according  to  the  Newtonian 
law,  and  of  compression  according  to  the 
law  of  Mariotte,  we  propose  to  find  the 
relation  between  the  density  of  the  cether 
at  the  isurface  of  an  attracting  sphere 
and  that  at  any  other ]x>int  in  space^  pro- 
Tiding  that  the  sphere  be  cold  and  the 
only  attracting  body,  and  the  gas  consid- 
ered the  only  one  inyolved. 

Let  d,,  e.,  w^  be  respectively  the  dens- 
ity, elasticil^  and  weight  of  a  unit  of  the 
mediom,  whether  aether,  air,  or  any  other 
gas  at  the  surface  of  the  sphere ;  6^  e,  w, 
the  corresponding  quantities  at  a  dis- 
tance z  from  the  surface  of  the  sphere ; 
r  the  radius  of  the  sphere,  g^  the  acceler- 
ation due  to  gravity  at  its  surface,  and  g 
that  at  distance  r  +  z  from  the  center  of 
the  sphere.     Then 


and 


d       e       w     w^ 


But 


v)^    g         to^      r*  ^     ^ 


de=—wdz=''g6dz      .     .  (13) 
Integrating  between  e  and  e^,  r-\-z  and 


-,cfo. 


r,  we  have 


e=:e^€ 


,  n 

r+Zy 

rz 


.     (U) 

d=(y^€-ir'H=i.  .  .   .   (15) 

Neglecting  the  attraction  of  the  earth 
for  the  sether,  and  considering  the  sun 
as  the  only  attracting  body,  we  have  g^ 
at  the  sun  28.6x*i2.2,  and  at  the  earth,  z 
=210r,  r=441,000  miles,  the  sun's  ra- 
dius; tf=:AxlO-'*,  equation  (9),  and  c 
=^^XlO-*;  and  these,  in  (J 4)  and  (16), 
give 

28.6^82.2x2x88x10'     210 
e:=ze^€         4x36xl0«*  ^211^ 

X  441,000X6280 


and 


1,000,000  , 

=6,    '  nearly, 


(16) 


for  the  tension  and  density  of  the  aether 
at  the  surface  of  the  sun  under  the  con- 
ditions imposed.  But  the  millionth  root 
of  £  is  practically  unity  ;  hence  the  elas- 
ticity and  density  at  the  sun  is  practically 
the  same  as  at  the  earth. 

Now,  starting  at  the  sun  with  this  re- 
sult, and  finding  the  density  at  a  distance 
z  from  it,  then  making  z  infinite,  we  shall 
get  about  the  995,000  root  of  f ,  the  value 
of  which  is  also  sensibly  equal  to  unity  ; 
hence  the  density  at  infinity  would  be 
sensibly  the  same  as  at  the  surface  of 
the  sun,  the  difference  in  the  densities  at 
the  sun  and  at  infinity  being  less  than 
ij)()^(^fl(^  part  of  that  at  the  sun.  In  or- 
der to  make  the  density  vary  sensibly 
with  the  distance,  the  attraction  of  the 
central  body  must  be  something  like  a 
million  times  as  great  as  that  of  the  sun, 
or  have  a  diameter  a  miUion  times  as 
large ;  but  there  being  no  such  known 
body,  therefore  the  density  and  tension 
of  the  (Bthermay  be  considered  unifortn 
throughout  spcu^e.  Such  has  been  our 
conception  of  it,  and  it  is  an  agreeable 
surprise  to  find  it  so  fully  confirmed  by 
analysis. 

If  the  density  were  uniform,  the  weight 
of  a  givei^  volume  of  it  would  vary  as  the 
force  of  gravity.  At  the  surface  of  the 
sun  a  cubic  foot  would  weigh  [equation 
(10)  multiplied  by  28.6,  or]  67x10-**; 
hence,  for  a  height  h  it  would  weigh 


_57    f^r' 
10"/   •(r+«)» 


57     rh 


(17) 


(y=(^,6^'^»^^  nearly,     .     .     (16') 


10"V  +  A' 

13 

which  for  A=oo  becomes  r^  of  a  pound, 

which  is  the  pressure  upon  a  square  foot 
of  the  sun  of  a  column  of  infinite  height 
under  the  conditions  imposed.  This  would 
compress  the  first  foot  of  the  column 
about  1(^0^000  ^^  i^s  length,  and  would 
cause  a  corresponding  increase  in  the 
density,  the  value  of  which,  after  this 
compression,  will  be  found  by  multiply- 
ing the  value  given  in  equation  (9)  by 
iVoVoV(n  which  will  leave  the  result  sens- 
ibly the  same  as  before.  Hence,  from 
this  standpoint,  we  again  -conclude  that 
the  density  of  the  aether  may  be  consid- 
ered as  sensibly  uniform  throughout 
space,  providing  its  temperature  be  es- 
sentially uniform. 

If  we  assume  that  the  law  of  the  re- 
sistance by  which  the  sether  opposes  the 
motion  of  a  body  varies  as  the  square  of 
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the  velocity  of  the  body,  we  are  still  un- 
able, to  assign  the  coefficient  which  will 
give  the  numerical  yalne ;  but  it  is  safe 
to  assume  that  the  entire  mass  of  the 
aether  occupying  the  path  of  a  body  mov- 
ing through  it,  will  not  have  a  velocity 
imparted  to  it  exceeding  that  of  the  body ; 
but,  to  be  on  the  safe  side,  we  will  as- 
sume that  it  imparts  a  v^ocity  equal 
to  itself.  The  energy  thus  imparted  will 
he  lost  to  the  body.  To  simplify  the 
case,  consider  a  planet  moving  in  a  cir- 
cular orbit :  r  the  radius  of  the  planet, 
d  its  distance  from  the  sun.  D  its  specific 
gravity  compared  with  water  as  unity,  v, 
tiie  velocity  in  its  orbit ;  then  the  mass 
of  aether  occupying  the  place  of  the 
planet  during  one  revolution  about  the 
sun  will  be,  using  equation  (9), 

o 

j;rr'x2;rf?. 


36X10' 


which,  multiplied  by  Jwf,  will  give  the 
energy  imparted  to  it.  The  kinetic  en- 
ergy of  a  planet,  neglecting  its  rotation, 
wUl  be 

Dividing  the  former,  after  multiplying  it 
by  Jw},  by  the  latter,  gives 

1         d 

7xio"Vd  •   •   •   •  (1^) 

for  the  fraction  of  the  energy  lost  during 
one  revolution  about  the  sun.  Applying 
this  to  the  earth,  we  have 

c7+rD= 93,000,000+3,912  X  5  J =43,000, 

and  (18)  becomes 

IQiT  nearly,      .     .     (19) 

for  the  fraction  of  the  energy  lost  in  one 
year ;  and  hence  at  this  rate  would  re- 
quire more  than  1,666,000  trillion  (1,666,- 
000,000,000,000,000,000)  years  to  bring 
it  to  rest. 

Equation  (18)  is  not  applicable  to  the 
resistance  offered  to  a  comet,  on  account 
of  the  elongated  orbit  of  the  latter ;  but 
some  idea  of  the  effect  of  the  resistance 
of  the  aether  to  the  movement  of  a  comet 
may  be  found  by  considering  what  it 
would  be  if  the  orbit  were  circular,  hav- 
ing for  its  radius  the  perihelion  distance. 
According  to  Professor  Morrison,   the 


perihelion  distance  of  the  great  comet 
(6),  1882,*  was  716,200  miles,  its  aphe- 
Hon  distance  will  be  6,000,000,000  miles, 
the  diameter  of  its  nucleus  shortly  be- 
fore disappearing  on  the  solar  disk  was 
7,600  miles,  the  velocity  at  perihelion 
296  miles  per  second,  and  at  aphelion  76 
feet  per  second.  But  little  is  known  in 
regard  to  the  density  of  comets ;  but,  to 
be  on  the  safe  side  we  will  assume  it  as 
YoW  *^**  ^^  water.  This  data  will  re- 
duce (18)  to  13X10-"  for  the  fraction  of 
energy  lost  during  one  of  its  revolutions 
about  the  sun ;  and  as  it  would  make  a 
revolution  in,  say,  20  hours,  it  would  lose 
in  one  of  our  years  about  67x10-**  of 
its  energy,  at  which  rate  it  would  go  on 
for  170  triUions  of  years.  Similarly,  at 
its  aphelion  its  rate  of  loss  would  be  less 
than  ^xlO-"  of  its  energy  in  more  than 
2,000  years — the  time  of  one  revolution 
in  its  orbit.  ^ 

The  most  careful  observations  and  cal- 
culations have  failed  to  detect  any  effect 
due  to  the  resistance  of  matter  in  space ; 
and  the  above  analysis  shows  that,  within 
historic  times,  it  has  in  any  case  scarcely 
amounted  to  an  infinitesimal,  certainly 
not  sufficient  to  be  measured.  And  when 
we  consider  that  our  assumptions  have 
been  very  largely  on  the  unfavorable  side, 
and,  further,  that  the  energy  imparted  to 
the  aether  may  partly,  at  least,  be  re- 
stored to  the  body,  we  assume  that  its 
resistance  never  can  be  ineasured.  Lap- 
lace, when  he  found  that  the  force  of 
gravitation,  if  propagated  by  an  elastic 
medium,  must  have  a  velocity  exceeding 
100  million  times  that  of  light,  concluded 
that  astronomers  might  continue  to  con- 
sider its  action  as  instantaneous  {Mecan- 
ique  Celeste,  B.  x.,  ch.  viii.,  p.  22,  9,035) ; 
so  may  we,  with  nearly  as  much  confi- 
dence, continue  to  consider  the  resist- 
ance of  the  aether  as  nt^. 

Equation  (6)  gives 

_6.6(186.300x5,280)-_ 

-  2x32.2x1.4x772  -^^xlO     (20) 

from  which  the  specific  heat  of  the 
aether  may  be  found  if  its  temperature 
were  known.  M.  Fourier,  the  first  to  as- 
sign a  value  to  the  temperature  of  space, 
assumed  it  to  be  somewhat  inferior  to 
the  temperature  at  the  poles  of  the  earth 

*  '*  Monthly  NoUoes  of  the  Boyal  Astronomioal  So- 
ciety," vol.  xllv.  S,  p.  64. 
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or  about  60°  0.  to  60**  0.  below  zero.* 
M.  Potiillet,  considering  the  atmosphere 
as  a  diathermanons  medium,  capable  of 
absorbing  in  different  degrees  the  ra- 
diant heat  from  the  sun  and  the  dark 
heat  from  the  earth,  deduced  for  the 
heat  of  space— ror,  as  he  and  Fourier 
called  it,  the  stellar  heat — approximate- 
ly—142°C.t  (- 287°  F.),  which  is  about 
174®  p,  above  absolute  zero.  It  is  well 
known  that  Pouillet's  data  were  imper- 
fect, seyeral  important  elements  being 
neglected,  notably  that  of  the"  humidity 
of  the  air ;  still,  it  is  not  only  the  first, 
but,  so  far  as  we  know,  the  only  attempt 
to  formulate  this  relation.  It  served  to 
show  what  has  since  been  indicated  by 
more  direct  experiments,  that  the  tem- 
perature of  space  is  very  low.  The  deli- 
cate experiments  of  Professor  Langley, 
before  referred  to,  show  a  great  differ- 
ence in  the  degree  of  absorption  by  our 
atmosphere  of  different  wave-lengths. 
The  mean  of  the  values  for  nine  differ- 
ent wave-lengths,  treated  by  M.  Pouillet's 
formula,  gives  139°  F.  above  absolute 
zero,  and  the  smallest  value  of  absorp- 
tion, which  was  for  the  infra-red,  gives 
only  71°  F.  above  absolute  zero  for  the 
heat  of  space. 

The  heat  of  space  may  be  considered 
as  composed  of  three  parts:  (1)  stellar 
heat,  (2)  the  heat  contained  in  the  dark 
matter  of  space,  (3)  the  essential  heat  of 
the  aether. 

1.  By  the  stellar  heat  we  mean  the 
heat  received  directly  from  the  stars.  It 
is  a  matter  of  easy  calculation  that,  if 
the  50,000,000  of  stars  supposed  to  be 
visible  with  the  most  powerful  telescopes 
were  all  at  the  distance  of  the  nearest 
fixed  star  (a  Oentauri),  or  221,000  as- 
tronomical units  from  the  earth,  and  if 
each  radiated,  the  same  amount  of  heat 
as  our  sun,  the  intensity  varying  as  the 
inverse  squares  of  the  distances,  the  earth 
would  receive  from  them  all  less  than 
YfftiF  *8  much  heat  as  it  now  receives  from 

♦  Ann.  der  Chemie,  tome  xvU.,  p.  166. 

t  (kmpU8  Smdw,  1888,  vol.  7,  p.  61.    Poulllet'8  for- 
mula is 

a  =1.235^,-0.489, 
a — o 

In  wbioh  fr'sthe  absorptive  power  by  the  atmosphere 
of  the  8an*B  heat, 
b  =the  absorptive  power  of  terrestrial  heat, 
t*=the  temperature  of  the  stellar  heat, 
a  =1.0077. 
If  ft=l,  its  maximum,  ft'=0.2,  we  find  ^'s-^fe*  C. 
<-SW*  P.),  or  71*  F.  above  absolute  zero. 


the  sun.  And  when  we  consider  that 
only  a  very  few  stars  are  within  measur- 
able distances,  and  that  the  remote  ones 
may  be,  when  compared  with  these,  well- 
nigh  infinitely  distant,  it  is  evident  that 
the  amount  of  heat  received  from  the 
stars  is  insignificant,  and  may  be  dis- 
carded at  the  earth. 

2.  It  is  certain  that  there  is  a  large 
amount  of  dark  matter  in  space,  since 
the  meteoric  dust  and  meteorites  must 
come  from  beyond  our  atmosphere. 
The  zodiacal  light  is  supposed  to  be  an 
evidence  of  meteoric  matter  between  the 
earth  and  sun.  The  tails  of  comets  are 
visible  by  some  action  of  light  upon 
some  kind  of  matter.  Matter  in  space 
not  exposed  to  the  rays  of  the  sun  will 
be  at  about  the  same  temperature  as  the 
aether ;  but  if  in  the  rays  of  the  sun  and 
destitute  of  an  atmosphere  at  the  dis- 
tance of  the  earth  from  the  sun,  its  tem- 
perature would  be  very  low.  If  present 
laws  can  be  extended  so  far,  and  the 
earth  were  without  an  atmosphere,  and 
the  heat  received  were  not  conducted 
away,  it  has  been  computed  that  the 
mean  temperature  at  the  equator  would 
be  about  -70°  C.  (-94°  F.) ;  and  at  the 
poles-221°  C*  or  114°  P.  above  abso- 
lute zero.  The  last  result  is  obtained  on 
the  supposition  that  the  poles  receive 
heat  directly  from  the  sun  a  part  of  the 
year;  it  is  further  shown  that  if  the 
poles  were  never  exposed  to  the  rays  of 
the  sun,  the  temperature  would  fall  to 
that  of  the  aether  of  space.  But  the 
data  is  not  uniform,  and  there  is  too 
large  an  extension  of  empirical  formulae 
to  satisfy  one  that  the  above  numerical 
results  are  reliable ;  still  they  point  more 
and  more  strongly  to  a  temperature  not 
many  degrees  above  absolute  zero. 

3.  By  the  essential  heat  of  the  aether 
we  mean  the  temperature  which  would 
be  indicated  by  a  thermometer  graduated 
from  absolute  zero  in  a  room  located  in 
space  beyond  our  atmosphere,  whose 
walls  were  impervious  to  the  passage  of 
external  heat  It  is  the  heat  due  to  the 
self  agitated  aether,  just  as  air  has  a  tem- 
perature when  not  exposed  to  the  rays  of 
the  sun.  If  the  aether  be  perfectly  dia- 
thermanons to  the  sun's  rays,  it  will  receive 
no  heat,  on  account  of  the  heat  of  the 
sun  flowing  through  it,  though  it  may  be 

♦  "Professional   Papers   of    the    Signal   Service, 
U.  S.  A.."  Washlnprton,  D.  C,  1884,  No.  xil.,  p.  64. 
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heated  from  other  sources.  As  direct 
evidence  of  an  extremely  low  temperature 
of  space,  we  cite  the  facts  in  regard  to 
the  meteorite  which  fell  at  Dharmsalla, 
India,  July  14,  I860.*  "  The  most  remark- 
able thing  about  it  was,  while  the  mass 
had  been  inflamed  and  melted  at  the  sur- 
face, the  fragments  gathered  immediately 
after  the  fall  and  held  for  an  instant  were 
80  cold  that  the  fingers  were  chilled.  This 
extraordinary  assertion,  which  is  con- 
tained in  the  report  with  no  expression 
of  doubt,  indicates  that  the  mass  of  the 
meteorite  retained  in  its  interior  the  in- 
tense cold  of  the  interplanetary  space, 
while  the  surface  was  ignited  in  passing 
through  the  terrestrial  atmosphere." 
Since  this  body  had  been  exposed  to  the 
rays  of  the  sun,  its  temperature  must 
have  exceeded  that  of  the  space  through 
which  it  passed,  as  well  as  been  warmed 
by  the  heat  developed  at  its  surface, 
from  which  it  may  be  inferred  that  it 
had  been  intensely  cold.  Direct,  inves- 
tigations, given  above,  indicate  that  this 
temperature  is  less  tiian  200**  F.  above 
absolute  zero ;  and  we  cannot  assert  that 
it  is  not  less  than  100°  F.  above,  or  even 
much  less. 

But,  however  low  be  the  temperature 
of  the  aether,  it  cannot  be  absolutely  cold, 
or,  in  other  words,  it  must  have  a  tem- 
perature above  absolute  zero,  for  other- 
wise it  would  be  destitute  of  elasticity, 
and  hence  incapable  of  transmitting  a 
wave.  This  is  shown  by  eliminating  V 
between  equations  (2)  and  (6),  giving 


^"=2^/'t 


.     (21) 


in  which  if  t=:0,  e  will  be  zero,  all  the 
other  factors  being  finite,  and  if  6=0, 
then  ¥=-0  in  (2).  Indeed,  this  principle 
is  so  well  recognized  in  physics,  that  a 
proof  in  this  place  seems  superfluous. 
Being  unable,  in  the  present  state  of  our 
knowledge,  to  do  more  than  assign  the 
probable  superior  limit  of  the  tempera- 
ture, we  will,  for  the  purposes  of  this 
analysis,  assume  t=20°  F.,  absolute,  be- 
ing confident   that  the  actual  value  is 

♦  CompUs  Bendvs,  1861.  tome  lili.,  p.  1018. 

t  We  note  that  this  equation  shows  that  the  specific 
heat  for  different  gases  under  the  same  tension,  e,  and 
temperature,  r,  varies  inversely  as  the  density;  and 
for  the  same  temperature  and  density  the  specific 
heats  c  -will  be  directly  as  the  tension  e.  The  more 
perfect  gases,  as  hydrogen,  oxygen,  and  air,  conform 
nearly  to  this  law. 


between  ^  of  and  10  times  this  value. 
This  value  in  equation  (20)  gives 

c=46  X 10" =4,600,000,000,000     (22) 

for  the  specific  heat  of  the  sether,  that  of 
water  being  imity.  This  number  so 
vastly — ^we  might  say  infinitely — exceeds 
that  for  any  known  gas,  as  to  justify  one, 
at  first  thought,  in  looking  with  suspicion 
upon  the  applicability  of  the  above  analy- 
sis to  this  n^edium.  Assimiptions  in  re- 
gard to  the  absolute  temperature  will 
scarcely  improve  the  appearance  of  this 
number.  If  it  be  assumed  that  the  abso- 
lute  temperature  be  only  one  degree,  the 
number  in  equation  (22)  would  be  only 
twenty  times  as  large ;  and  if  the  absolute 
temperature  be  assumed  at  1,000,000°  F., 
the  resulting  specific  heat  would  still  be 
more  than  a  million  times  as  large  as  for 
hydrogen.  A  few  considerations  of  other 
properties  of  the  aether  may  aid  one  in 
being  reconciled  to  this  paradoxical  re- 
sult. Is  the  result  any  more  incredible 
than  the  fact,  everywhere  admitted,  that 
every  particle  of  the  aether,  in  transmit- 
ting a  wave  of  light,  continually  makes 
690,000,000,000,000(6x10"  nearly)  com- 
plete cycles  of  movements  every  second, 
for  a  wave-length  of  -^^-^  of  an  inch  T 
The  number  of  such  complete  movements 
in  air  for  the  fundamental  c  is  only  264 ; 
and  hence  the  ratio  of  the  former  to  the 
latter  of  these  numbers  is  nearly  2  X 10". 
The  ratio  of  the  specific  heat  given  in 
(22)  to  that  of  hydrogen  is  nearly  IJX 
10",  which  is  not  so  different  from  that 
just  given  for  the  ratio  of  cyclical  move- 
ments in  a  second  of  the  aether  and  air. 
The  velocity  of  sound  in  air  at  493°  F. 
above  absolute  zero  is  about  1,090  feet 
per  second ;  but  if  the  temperature  could 
be  reduced  to  20°  F.,  absolute,  the  law 
being  extended  so  far,  the  velocity  would 
be  only 

V=109i/^=217feet; 

but  the  velocity  of  light  is  982,000,000 
feet  per  second,  a  number  about  4^  mil- 
lion times  the  former,  and  near  a  nullion 
of  times  that  of  the  velocity  in  air  under 
ordinary  conditions.  The  ratio  of  the 
mass  of  air  in  a  cubic  foot  at  sea-level  to 
that  of  a  cubic  foot  of  the  sether  as  com- 
puted, far  exceeds  any  of  these  ratios. 
The  fact  is,  the  known  qualities  of  the 
aether  in  transmitting  light  and  heat  so 
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far  transcend  those  of  any  known  terres- 
trial substance,  that  we  might  anticipate 
the  fact  that,  in  regard  to  magnitude,  all 
its  properties  will  be  extremely  excep- 
tional when  compared  with  such  sub- 
stances. We  must  accept  substantially 
the  number  in  equation  (22),  or  subject 
this  medium  to  different  laws  than  those 
of  gases. 

We  may  deduce  this  result  by  another 
process ;  thus,  since  the  specific  heats  of 
different  gases  are  as  the  squares  of  the 
waye-yelocities  in  the  respectiye  sub- 
stances, the  other  elements  being  the 
same,  if  the  specific  heat  of  air  be  0.23, 
we  shoidd  have  for  the  specific  heat  of 
the  sether 


c=0.23( 


186300x5280 
217 


j  =46x10", 


as  before.  The  correct  value  of  the  spe- 
cific heat  of  air,  0.2375,  would  give  over 
47x10",  and  nearly  48x10"  ;  but  these 
differences  are  quite  immaterial  in  this 
connection,  the  object  being  to  check  the 
former  result,  and  find  chiefly  qualitative 
values. 

On  the  other  hand,  in  order  that  com- 
mon air  might  be  able  to  transmit  a  wave 
of  the  known  velocity  of  light,  its  specific 
heat  being  taken  constantly  at  0.23,  its 
temperature  would  be,  according  to  equa- 
tion (20), 

r=  -^^=4x10"  degrees  F. 

(=400,000,000,000,000°  F.). 

If  the  sun  were  composed  of  a  sub- 
stance having  such  specific  heat,  it  could 
radiate  heat  at  its  present  rate  for  more 
than  a  himdi-ed  millions  of  centuries 
vrithout  its  temperature  being  reduced 
1**  F.,  exclusive  of  any  supply  from  exter- 
nal sources,  or  from  a  contraction  of  its 
volume.  We  know  only  such  substancea 
in  the  sun  as  we  are  able  to  experiment 
with  in  the  laboratory ;  and  if  there  be 
an  exceptional  substance  in  it,  we  have 
no  means  at  present  of  determining  its 
physical  properties.  It  is,  moreover,  a 
question  whether  the  aether  constitutes 
an  essential  part  of  bodies.  We  conceive 
of  it  only  as  the  great  afifent  for  trans- 
mitting light  and  heat  throughout  the 
universe. 

On  account  of  the  enormous  value  of 
the  specific  heat,  it  will  require  an  incon- 
ceivably large  amount  of  heat  (mechani- 


cally measured)  to  increase  the  tempera- 
ture of  one  pound  of  it  perceptibly. 
Thus,  if  heat  from  the  sun,  by  passing 
through  a  pound  of  water  at  ihe  earth, 
would  raise  the  temperature  100**  F.  and 
maintain  it  at,  say,  600®  F.,  absolute,  it 
would,  under  similar  conditions,  raise  the 
temperature  of  one  pound  of  the  aether, 
if  its  power  of  absorption  be  the  same  as 
that  of  water,  igoooUoooo  o^  »  degree. 

The  distance  of  tJie  earth  from  the  sun 
being  210.  times  the  radius  of  the  latter, 
the  amount  of  heat  passing  a  square  foot 
of  spherical  surface  at  the  sim  will  be 
about  45,000  times  the  heat  received  on 
a  square  foot  at  the  earth  normally  ex- 
posed to  its  rays,  so  that,  under  the  con- 
ditions imposed,  the  temperature  would 
not  be  a  billionth  of  a  degree  F.  higher 
at  the  sun  than  at  the  earth.  This,  then, 
is  a  condition  favorable  to  a  sensibly  uni- 
form temperature,  even  if  heated  by  the 
sun's  rays.  We  are  now  inclined  to  ad- 
mit that  the  aether  is  not  perfectly  dia- 
thermanous  to  the  sun's  rays,  but  that  its 
temperature,  however  small,  may  be  due 
directly  to  the  absorption  of  the  heat  of 
central  suns ;  for  we  begin  to  reahze  the 
fact  that  the  aether  may  possess  many  of 
the  qualities  of  gases,  such  as  a  molecular 
constitution,  and  hence  also  mass,  elasti- 
city, specific  heat,  compressibili^,  and 
expansibility,  although  the  magnitude  of 
these  properties  is  anomalous.  We  have 
already  considered  its  compressibility  at 
the  surface  oi  the  sun,  due  to  the  weight 
of  an  infinite  column,  and  found  it  to  be 
exceedingly  small ;  now,  it  may  be  possi- 
ble that  the  expansion  due  to  the  excess 
of  temperature  of  a  small  fraction  of  one 
degree  at  the  surface  of  the  sun  over  that 
at  remote  distances  will  diminish  the 
density  as  much,  or  about  as  much,  as 
pressure  increased  it,  thereby  making  the 
density  even  more  exactly  uniform  than 
it  otherwise  would  be.  According  to 
what  we  know  of  refraction,  it  is  impos- 
sible for  a  ray  of  light  to  be  refracted  in 
passing  through  the  aether  only — at  least, 
not  by  a  measurable  amount;  for  not 
only  are  the  density  and  elasticity  practi- 
cally uniform,  but  their  ratio  is,  if  possi- 
ble, even  more  constant  as  shown  by 
equations  (16)  and  (16').  But  the  free- 
dom of  the  aether  molecules  may  be  con- 
strained, or  their  velocity  impeded,  by 
their  entanglement  with  gross  ma^+'^r 
such  as  the  gases  and  transparent  so  id 
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in  which  case  refraction  may  be  produced 
in  a  ray  passing  obliquely  tiirough  strata 
of  varying  densities.  Neither  is  it  be- 
lieved that  the  aether  does,  or  can,  reflect 
light ;  for  if  it  did,  the  entire  sky  would 
be  more  nearly  luminous.  The  rays  in 
free  space  move  in  right  lines. 

The  masses  of  the  molecules  in  differ- 
ent gases  being  inversely  as  their  specific 
heats,  and  as  the  specific  heat  of  hydro- 
gen is  3.4,  and  the  computed  mass  of  one 
of  its  molecules  |^xlO-«»*  of  a  pound, 
we  have  for  the  computed  mass  of  a 
molecule  of  the  luminiferous  aether, 


_      11  3.4 

'^~18xl0"^46xld^'' 


"22x10 


5lb.  (23) 


The  mass  of  a  cubic  foot  of  the  aether, 
equation  (9),  divided  by  the  mass  of  a 
molecule,  gives  the  number  of  molecules 
in  a  cubic  foot,  which  will  be 

which  call  10'*.  This  number,  though 
large,  is  greatly  exceeded  by  the  estimat- 
ed number  of  molecules  in  a  cubic  foot 
of  air  under  standard  conditions,  which, 
according  to  Thomson,  does  not  exceed 
17x10",  a  number  nearly  17,000,000,000 
times  as  large  as  that  in  equation  (24) ; 
and  yet,  at  moderate  heights,  the  number 
of  molecules  in  a  given  volume  of  air  vdll 
be  less  than  that  of  the  aether. 


*  Stoney  concludes  that  **it  Is  therefore  probable 
that  there  are  not  fewer  than  somethinfir  like  a  unit 
eighteen  dO*")  of  molecules  in  a  cubic  millimeter  of  a 
gas  at  ordinary  temperature  and  pressure  "  (PhU.  Mag. 
1868  [4]  xxxvi.  p*  141).  According  to  the  Kinetic  theory 
the  number  of  molecules  In  a  given  volume  tmder  the 
same  pressure  and  temperature  is  the  same  for  all 
gases.  The  weight  of  a  cubic  foot  of  hydrogeUiat  the 
temperature  of  melting  Ice  and  under  constauif  press- 
ure oelng  0.005692  of  a  pound,  and  as  a  cubic  foot 
equals  28,815,000  cubic  millimeters,  the  probable  mass 
or  a  molecule  of  hydrogen  will  be 


11 


;n:lb. 


Maxwell  gives  j^^  of  a  gramme=,;^7^g  lb.,  which  is 


82.2X28,815,000  X  10«»    18XlO'» 

46      ,  8 

.  j^,  of  a  gramme=^^^, 

about  8/5  the  value  given  above  {PhU,  Mag,  1878  [4] 
xlvi  p.  468). 

The  difference  in  these  results  arises  chiefly  from 
the  calculated  number  of  molecules  in  a  cubic  foot  of 
gas  under  ordinary  conditions.  Thomson  gives  as  ihe 
approximate  probable  number  17X10^'^,  which  is  about 
8/5  the  value  given  by  8toney.  Thomson's  value 
would  make  the  mass  of  a  molecule  of  sBther  about 

^- Xl0~**  of  a  pound,  which  la  not  much  different  from 

18 

that  found  above. 


Assuming  that  air  is  compressed  ac- 
cording to  Boyle's  lavr,  and  is  subjected 
to  the  attraction  of  the  earth,  equation 
(15)  will  give  the  law  of  the  decrease  of 
the  density.  Taking  the  density  of  air  at 
sea-level  at  j^  of  a  pound  per  cubic  foot, 
6,,=14.7  lbs.  per  square  inch,  r=20,687,- 
000  feet,  equation  (16)  becomes 

<^Xi^XlO-*^4i.  .     .     (26) 

If  2=00 ,  (y=rkXlO-w«,  which  would 
be  the  limit  of  the  density,  and  it  is  a 
novel  coincidence  that  this  limit  is  nearly 
identical  with  the  value  found  for  the 
density  at  the  height  of  one  radius  of  the 
earth  according  to  the  ordinary  exponen- 
tial law,  wherein  gravity  is  considered 
uniform.* 

If  the  number  of  the  molecules  in  a 
cubic  foot  follows  the  same  law,  then  at 
the  height  z  there  will  be 


17x10 


-845-=- +25 


(26) 


molecules  per  cubic  foot.  Similarly,  the 
value  of  the  length  of  the  mean  free  path 
would  bet 

2x10®*^"®  inches.    .    (27) 

By  means  of  these  values,  the  table 
which  appears  on  the  following  page 
may  be  formed. 

The  numbers  in  the  third  column  mul- 
tiplied by  -^  will  give  the  density  (or 
mass  per  cubic  foot)  at  the  respective 
altitudes;  and  the  same  numbers  multi- 
plied by  16  (or,  more  accurately,  14.7) 
will  give  the  tension  per  square  inch. 
According  to  this  law,  at  an  elevation  of 
300  miles  the  density  of  the  atmos- 
phere vTill  be  somewhat  less  J^han  the 
density  of  the  sether  as  given  by  equa- 
tion (9). 

To  find  the  height  at  which  the  ten- 
sion of  the  atmosphere,  according  to  the 
above  law  will  be  the  same  as  that  of  the 


*  The  ordinary  exponential  law  results  from  drop- 
pinsT  -|  compared  with  unity  in  equation  (15),  giving 
z  _  gft.  _g  miles 

J=V-26221=(J  10     60387=^^x10       ".44, 
in  the  last  of  which,  If  2=:8956,  the  exponent  becomes 
845. 

t  PhU,  Mag.  1878  [4]  xlvl.  p.  468. 
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Height. 

Density  or  ten- 
sion, that  at 

the  earth 
being  anity. 

Number  of 

molecales  in  a 

cubic  foot. 

Length  of  the 

mean 

free  path. 

Fractional 

parts  of 

earth's  radios. 

Approximate 
in  miles. 

0 

50 

100 

200 

282 

895 

800 

8956 

7912 

00 

0 

v. 

I 

B 
1 

2 

00 

1                 <     17X10^ 
10-4.8           17X10*^-^ 
10-8.4       :     17X10^^'® 
10-164          17X10®-^ 
10-88             17X10* 
10-81             17X10-® 
10-67            17X10-^ 
10-172        ,      17x10-^47 

10-«80           17X10"^ 

10-845              17X10-^ 

i 

2X10"®   iJic*i- 

2X10-1-7    '' 

2X10^'*       ** 

792,000  miles. 

Sixio"       »* 

81X10^*       *» 

31x10^*^       " 

31X10**^      - 

31X10^^®      " 

31X10*^     ** 

sether,  we  haye,  by  means  of  equations 
(11)  and  (25),  substituting  in  the  latter 
2116  for  ^, 

_L      4 
2116xl0""^«=i0"«' 

which  solved  gives 

«=3j^=126.6miles, 

so  that  at  the  height  of  127  miles  the 
tension  would  be  less  than  that  of 
the  aether,  the  temperature  being  uni- 
form. 

The  mean  free  path,  according  to  the 
above  law,  in  which  gravity  varies  as  the 
inverse  squares  is  less,  and  for  great 
heights  much  less,  than  would  be  found 
according  to  the  ordinary  exponential 
law.  Thus  Orookes  states  that  the  mean 
free  path  of  a  molecule  at  the  height  of 
200  miles  is  about  10,000,000  miles*; 
but  according  to  the  above  law  it  be- 
comes about  792,000  miles. 

If  a  cubic  inch  of  air  at  sea-level  were 
carried  to  the  height  of  ^  the  radius  of 
the  earth,  and  then  allowed  to  expand 
freely,  so  as  to  become  of  the  computed 
density  of  the  atmosphere  at  that  point. 


*  *'Ffail.  Trans.  Boy.  Soc  **  London,  1881,  Part  n. 
p.  380. 


it  would  fill  a  space  of  4x10""  cubic 
miles,  or  a  sphere  whose  radius  is  %d98,- 
000,000  miles,  which  is  nearly  equal  to 
the  distance  of  the  planet  Neptune  from 
the  sun;  and  there  would  be  less  than 
one  molecule  to  the  mile.  Such  are  some 
of  the  results  of  extending  a  law  to  ex- 
treme cases  regardless  of  physical  limita- 
tions or  of  the  imperfection  of  the  data 
on  which  it  is  founded.  For  instance,  a 
imiform  temperature  is  assumed,  and,  im- 
pliedly, an  unlimited  divisibility  of  the 
molecules.  The  latter  is  necessary  in  or- 
der to  maintain  a  law  of  continuity. 
But  modem  investigations  show  that  not 
only  air,  but  all  the  gases,  are  composed 
of  molecules  of  definite  magnitudes  whose 
dimensions  can  be  approximately  deter- 
mined ;  and  hence  if  there  be  only  a  few 
molecules  in  a  cubic  foot,  and  much  less 
if  there  be  but  one  molecule  in  a  cubic 
mile,  it  cannot  be  claimed  that  the  gas 
will  be  governed  by  the  same  laws  as  at 
the  surface  of  the  earth. 

To  find  the  Height  of  the  Atmos- 
phere.— The  atmosphere  will  terminate 
at  that  height  where  the  vertical  repul- 
sive force  equals  the  weight  of  the  parti- 
cles in  the  topmost  layer.  As  a  first  ap- 
proximation, conceive  that  the  molecules 
are  arranged  in  horizontal  layers  and  ver- 
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tical  columns  in  a  prism  whose  base  is 
one  square  foot,  and  whose  height  ex- 
tends to  the  height  of  the  atmosphere; 
the  base  of  each  column  of  molecules  be- 
ing one  of  the  molecules  in  the  base  of 
the  prism.  Considering  the  number  of 
molecules  in  a  cubic  foot  of  air  at  stand- 
ard conditions  as  17x10'*,  and  the 
weight  of  the  same  as  .08  of  a  pound, 
we  have  for  the  weight  of  one  molecule 
of  air 

=rriw*  •  •  •  <=^«> 

The  number  of  molecules  along  one 
edge    of    the    bottom    layer    will    be 

y^lTxlO"  nearly;  and  the  number  in 
the  bottom  layer  the  square  of  this 
number  or  170*  X 10'*,  which,  accord- 
ing to  the  hypothesis,  will  be  the  number 
in  the  top  layer ;  and  this  multiplied  by 
the  weight  of  one  molecule  will  give  e, 
the  weight  in  the  top  layer ;  and  equation 
(14)  w^  give  (the  temperature  of  the 
column  being  considered  uniform) 


"=23736=^^^ '^''• 


(29) 


But  the  temperature  is  far  from  being 
uniform.  In  regard  to  a  definite  mass  of 
a  gas,  we  have  tiie  well-known  relation 

-^= -^  =a  constant=^,     (29') 

where />=e= the  pressure  on  the  base  of 
a  prism,  and  t;=the  volume. 

The  value  of  6  from  this  equation  sub- 
stituted in  (13)  gives 

1=-'^-'^     .     .     (80, 

But  with  r  an  unknown  variable  this 
cannot  be  integrated.  If  r=r^  we  at 
once  have  equation(14).  The  relation  be- 
tween r  and  z  is  unknown,  if  indeed  there 
be  any  algebraic  relation  between  them. 
It  is,  however,  known  that,  as  a  general 
fact,  the  temperature  decreases  with  the 


♦  This  may  be  used  as  a  unit  for  measuring  the  mass 
of  a  cublo  foot  of  the  fetber.  Thus,  dividing  the  value 
in  equation  (10)  bv  that  in  (28)  jrives  4260 ;  or  the  mass 
of  lether  in  a  cubic  foot  is  4260  times  the  mass  of  one 
molecule  of  air. 


elevation ;  although  local  causes  and  air- 
currents  often  cause  this  law  to  be  re- 
reversed  for  moderate  heights.  The  best 
that  can  be  done,  in  this  case,  is  to  find 
an  expression  that  will  represent  approxi- 
mately, the  mean  values  of  the  tempera- 
ture. It  is  usually  assumed  that  the 
average  temperature  at  the  earth  is  about 
69**  F.  or  60  F.,  and  that  for  latitudes  of, 
say,  40°  N.  to  40°  S.  the  perpetual  frost- 
line  is  from  14,000  to  16,000  feet  above 
sea-level ;  and  observations  indicate  that 
the  rate  of  decrease  of  temperature  de- 
creases with  the  height.  The  last  fact  is 
suggestive  of  an  exponential  law ;  hence 
assuming 

r=v-T,    .     .     .     (31) 

and  making  r=493°  F.,  absolute,  at  the 
height  2=16,840  feet  and  r,=520°  F., 
absolute,  we  find  a= 296,000  (or  56  if  s 
be  in  miles),  and  our  equation  becomes 


g  miles 

r=620e — g^- . 


(32) 


This  gives 


Height, 

r 

Fahr. 

Glalsher's 

miles. 

absolute. 

scale. 

observaions.* 

0 

620  F. 

59°  F. 

59^  F. 

1-5 

518 

57 

2-6 

515 

54 

3-5 

513 

52 

4-5 

512 

51 

1 

510 

49 

41 

2 

501 

40 

82 

8 

493 

32 

18 

4 

481 

23 

8 

5 

475 

14 

-2 

6 

467 

6 

7 

458 

—    3 

— ii.8 

50 

212 

—249 

75 

136 

-325 

100 

87 

—374 

120 

65 

—396 

150 

86 

-425 

224 

9 

—452 

The  temperatures  given  in  twenty-five 
or  more  reports  of  balloon  ascensions, 
not  only  give  values  the  mean  of  which 
is  fairly  represented  by  the  celebrated 
seven  mile  ascent  of  Mr.  Olaisher,  but  his 

♦  "Travels  In  the  Air,"  by  James  Glalsher,  F.  R.  S. 
p.  60. 
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fignresy  given  in  the  f  onrth  column  of  the 
table,  represent  a  more  uniform  law  than 
is  common  in  such  reports.  Our  com- 
puted values  exceed  his  observed  values 
at  all  points  except  at  the  surface  of  the 
earth,  where  they  agree.  In  this  ascent 
he  reached  the  point  of  freezing  at  the 
height  of  two  miles,  which  is  lower  than 
the  average,  as  determined  by  miwy  ob- 
servations; and,  therefore,  it  appears 
that  equation  (81)  probably  represents 
the  general  law  better  than  this  single 
set  of  observations.  The  effect,  however, 
of  the  exponential  law  is  scarcely  percep- 
tible within  the  limits  of  observation  ;  for 
the  exponent  of  6  is  so  small  for  eleva- 
tions under  seven  miles,  that  it  makes 
the  law  of  decrease  of  temperature  nearly 
uniform  with  equal  increments  of  eleva- 
tion. Thus,  omitting  fractions,  the  com- 
puted decrease  for  the  first  mile  is  10°, 
and  the  average  for  seven  miles  is  nearly 
9° ;  but  to  assume  a  uniform  decrease 
throughout  the  column  limits  its  height 
independentiy  of  pressure  or  other  con- 
ditions, for  it  coidd  not  extend  beyond 
the  point  of  absolute  zero.  There  is  no 
obiection  to  applying  such  a  law,  pro- 
vided it  can  be  shown  to  be  true — a 
condition  which,  at  present,  is  not  ac- 
cepted. 

Substituting  r  from  (31)  in  (30),  and 
integrating  between  the  limits  of  z  and 
«=0,  gives 


(33) 


which  ultimately  will  equal  the  weight  of 
the  molecules  in  the  top  layer.  Hence, 
substituting  numbers,  we  have 


2116= 


8  X  170t  X  10»* 


17X10' 


.296000X.08,  jTg.  -. 
^""2116 ^«^^^^ 


which  gives 


6=86  miles. 


..(34) 


It  is  evident  that  the  hypothetical  col- 
umn of  uniform  temperature  will  be  very 
much  shortened  by  the  very  low  tem- 
perature of  the  higher  regions ;  but  there 
are  other  conditions  wmch  will  modify 
the  preceding  analysis.  The  assumptions 


in  regard  to  layers  and  columns  would 
not  be  realized  even  under  statical  con- 
ditions, and  much  less  for  the  conditions 
in  nature.  Statically,  the  molecules 
would  arrange  themselves  more  like  shot 
in  a  pile,  each  being  over  the  space  be- 
tween the  molecules  in  the  layer  below, 
instead  of  being  directly  over  a  molecule. 
This  arrangement  would  give  a  less  num- 
ber in  the  horizontal  layers  than  assumed 
above.  But  the  hypothesis  of  constancy 
in  the  number  of  molecules  in  the  layero 
is  open  to  greater  objections.  For  the 
distance  between  them  will  increase 
with  the  elevation  on  account  of  the 
diminution  of  the  pressure  of  that  part 
of  the  column  above  the  point  consid^ 
ered,  and  the  elastic  force  will  be  cor- 
respondingly diminished ;  while,  horizon- 
tally, in  the  plane  of  a  layer  of  the  mole- 
cules, the  elastic  force  would  remain 
constant.  In  other  words,  in  the  medium 
arranged  as  assumed  the  tension  would 
not  be  the  same  in  all  directions,  and 
hence  would  be  in  imstable  equilibrium. 
As  a  refinement,  we  notice  that  in  every 
heavy  fluid  the  downward  pressure  at 
every  point  exceeds  the  upward  by  the 
weight  of  a  molecule. 

Considering,  now,  that  the  molecules 
in  the  hypothetical  layers  are  distributed 
uniformly  throughout  the  spaces  immedi- 
ately beneath  tJ^em,  the  number  in  the 
new  top  layer  will  be  less  than  in  the 
former  case,  and  the  colnnm  will  rise  to  a 
greater  height^  and  hence  will  exceed  86 
miles ;  and,  in  turn,  the  new  colunm 
would  need  another  correction,  and  so 
on.  Assuming  that  the  number  in  the 
top  layer  is  10",  and  that  the  vertical 
component  of  the  elastic  forces  follows 
the  law  of  equation  (33),  we  find 

2=95  miles ; 

and  if  the  number  in  the  top  layer  be  10^ 
we  find  2=104  miles,  and  for  ont  mole- 
cule, 2=110  miles.  Li  a  similar  manner 
it  would  be  legitimate  to  assume  that  the 
column  was  capped  by  a  fraction  of  a 
molecule,  for  that  would  be  equivalent  to 
one  molecule  at  the  top  of  a  column  hav- 
ing a  base  of  several  square  feet  We 
are  unable  to  determine  where  this  pro- 
cess would  end  in  nature ;  and  hence  this 
analysis  fails  to  fix  definitely  the  extreme 
height  of  the  atmosphere,  even  for  stat- 
ical conditions. 

Assuming  that  the  distance  between 
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the  conidgaoos  molecules  woald  be  in- 
yersely  as  the  third  root  of  the  densities 
of  the  medium,  as  they  would  be  with 
sufficient  accuracy  where  the  number  of 
molecules  in  a  cubic  foot  is  immense,  we 
have,  after  substituting  ^  equation  (33), 
and  r,  equation  (31),  in  (29'), 

where  d^  is  the  distance  between  contigu- 
ous molecules  at  sea-level  and  d  the  cor- 
responding distance  at  the  height  z. 
Hence 


d=d,. 


(^ 


??io(  ^.i)^f 


a  \t 


(36) 


If  d,=-—B ,  ?^«=11.19;  we  have 

|/170X10«      «. 

for  2—  86  miles,     d=-^  of  an  inch, 
'*  2=  95       "        d=  4.6  inches, 
«  2=104      "        rf=11.4      " 

These  values  of  d  are  greatly  in  excess  of 
the  distances  between  contiguous  mole- 
cules in  the  horizontal  layers,  according 
to  assumed  conditions.  Thus,  at  the 
height  of  104  miles,  it  was  assumed  that 
there  were  10*  molecules  on  the  side  of  a 
square  foot,  in  which  case  the  distance 
between  contiguous  molecules  would  be 
about  i  of  an  inch  instead  of  11  inches 
as  above.  These  results  ought  not  to 
agree  exactly,  for  one  analysis  assumes 
that  the  atmosphere  terminates  with  each 
assumed  number  of  molecules,  while  the 
other  assumes  that  the  law  is  continuous 
to  any  height.  It  is  apparent  that  the 
laws  represented  by  equations  (33)  and 
(36)  hoih  become  practically  discontinu- 
ous at  a  height  at  or  less  than  96  miles. 
For  the  sake  of  giving  definiteness  to 
the  following  remarks,  we  will  assume 
that  the  mean  height  for  statical  condi- 
tions is  96  miles.  But  the  conditions  in 
nature  are  not  statical.  The  changes  in 
temperature  in  the  column  will  be  con- 
tinually increasing  or  decreasing  its 
height:  the  air-currents  also  operate  to 
change  it,  first  by  increasing  or  decreas- 
ing tiie  temperature  from  the  mean  at 
considerable  heights,  and,  secondly,  by 
operating  dynamically  to  push  the  top  of 


the  column  upward ;  the  aerial  tides  may 
operate  to  raise  the  colimm  still  higher, 
and  the  molecules  themselves  are  sup- 
posed to  be  flying  with  great  rapidity  in 
all  directions.  An  increase  of  tempera- 
ture of  one-tenth  the  mean  value,  which, 
at  the  earth's  surface  would  be  about  49* 
F.,  would  elongate  the  column  about  ten 
miles,  and  a  corresponding  decrease  would 
shorten  it  about  the  same  amount,  mak- 
ing it  106  miles  in  the  former  case  and 
86  miles  in  the  latter.  The  effect  of  air- 
currents  and  aerial  tides  cannot  be  so 
definitely  calculated ;  but  it  is  safe  to  as- 
sume that  they  may  produce  a  much 
greater  increase  of  height  above  the  mean 
than  they  will  depression  below  the 
mean  ;  just  as  in  a  highly  agitated  sea,  the 
depressions  below  the  mean  surface-level 
may  be  small  compared  with  the  height 
above  the  same  level  to  which  the  spray 
from  the  top  of  a  wave  may  be  thrown. 
It  seems  possible,  therefore,  that  when 
the  temperature,  air-currents,  and  aerial 
tides  conspire  to  depress  the  column,  the 
extreme  height  of  the  atmosphere  may  be 
reduced  to  less  than  86  miles ;  and  when 
they  conspire  to  elevate  it,  it  may 
possibly  rise  to  a  height  exceeding  120 
miles. 

If  it  be  certain,  as  is  assumed,  that 
meteors  are  rendered  incandescent  by  at- 
mospheric friction,  and  the  extreme 
height  at  which  they  are  visible  could  be 
determined  by  direct  observation,  it 
would  fix  a  height  less  than  the  extreme 
height  of  the  atmosphere,  independent  of 
other  physical  considerations;  but  the 
movement  of  these  bodies  is  so  extremely 
rapid  that  it  is  impossible  to  determine 
their  height  with  astronomical  precision. 
Still,  computations  by  Professor  Herschel 
give  a  height  of  about  118  miles,*  and 
Professor  Newcomb  estimates  it  to  be 
about  100  miles.f  It  is  possible  that  a 
meteor  would  sometimes  become  inflamed 
by  penetrating  the  atmosphere  only  a 
few  miles,  for  fdthough  the  atmosphere  in 

•  Professor  A.  S.  Herftohel  gives  the  height  of  20 
meteors  y&rying  from  40  to  118  milei.— Nature^  vol.  Iv. 
p.  604. 

t  Newoomb  says :  **  The  lightning-like  rapidity  with 
which  the  meteors  darted  through  their  course  ren 
dered  it  impossible  to  observe  them  with  astronom- 
ical precision ;  but  the  general  result  was  that  they 
were  first  seen  at  an  average  height  of  75  miles  and 
disappeared  at  a  height  of  56  miles.  There  was  no 
positive  evidence  that  any  meteor  commenced  at  a 
neigbt  greater  than  100  miles.  These  phenomena  seem 
to  indicate  that  our  atmosphere  really  extends  to 
a  height  of  100  and  110  miles."— "  Popular  Astronomy," 
1878,  p.  889. 
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the  upper  regions  is  extremely  rare,  yet 
the  actual  number  of  molecules  in  a  cubic 
foot  is  large.  Thus,  according  to  our 
analysis,  for  statical  conditions,  the  top- 
most cubic  foot  of  the  104-mile  column 
would  contain  about  1,000,000  molecules ; 
and  at  the  height  of  95  miles  it  would 
contain  about  1,000,000,000,000,000  mole- 
cules ;  SO  that  if  the  relatiye  yelocities  of 
the  meteor  and  air  be  20  miles  per  sec- 
ond, the  meteor  would  encounter  an 
enormous  number  in  the  twentieth  or 
even  the  himdredth  part  of  a  second, 
after  first  entering  the  atmosphere. 

The  height  of  the  auroral  arch — sup- 
posed to  be  within  our  atmosphere— has 
Deen  computed  to  be  fr9m  33  to  1,000 
miles  (see  article  Aurora,  "  Encyclopoedia 
Britannica  *').  But  it  has  been  shown  by 
experiment,  that  a  vacuum  may  be  pro- 
duced through  which  an  electrical  dis- 
charge cannot  be  passed,  and  yet  the  at- 
mosphere at  the  height  of  150  miles 
under  the  most  favorable  condition,  that 
of  uniform  temperature,  is  vastly  more 
rare  than  the  most  perfect  vacuum  ever 
produced  by  the  most  perfect  Sprengel 
pump;  and  at  the  height  of  200  miles 
under  the  same  conditions  the  vacuum 
would  be  some  10,000,000  times  as  great 
as  the  most  perfect  vacuum  yet  made; 
while,  according  to  the  probable  law  of 
the  decrease  of  temperature  with  the 
elevation,  and  in  accordance  with  the 
probable  mass  of  a  molecule  of  air,  the 
extreme  height  falls  far  short  of  150 
miles.  It  is  evident,  therefore,  that  the 
assumed  determination  of  the  height  of 
the  atmosphere  by  means  of  the  auroral 
arch  is,  to  say  the  least,  unreliable.'*' 

We  have  pursued  this  digression  in 
regard  to  the  atmosphere  pcuily  for  its 
own  sake  and  partly  to  show,  by  way  of 
contrast  and  accumulative  evidence,  that 
the  aether  is  a  substance  entirely  distinct 
from  that  of  the  atmosphere, — ^that  the 
former  cannot  be  considered  as  the  latter 
greatly  rarefied,  as  some  have  supposed. 
Admitting  the  validity  of  the  preceding 
discussion,  some  of  the  distinctive  prop- 
erties are : 

1.  The  different  modes  of  the  move- 
ments of  the  molecules  in  the  two  sub- 
stances in  the  propagation  of  a  wave ;  in 
one  the  motion  being  a  to-and-fro  move- 

*  Some  writers  isoUne  to  the  view  that  the  aurora 
Is  due  to  a  oosmfo  rather  than  a  terrestrial  origin. 
-aeUnee,  1866,  p.  886. 


ment  and  in  the  other  a  transverse  move- 
movement.  These  are  distinctions  rec- 
ognized by  the  best  writers  upon  the 
subject,  and  are  especially  noticed  by 
Maxwell  in  an  article  on  £!ther  in  the 
"  Encyclopoedia  Britannica." 

2.  It  is  impossible  for  a  wave  to  be 
transmitted  in  air  with  the  known  veloc- 
ity of  light,  unless  its  temperature  be 
increased  millions  of  millions  of  degrees 
Fahrenheit  above  the  standard  tempera- 
ture ;  but  such  a  wave  is  transmitted  in 
the  aether  although  its  temperature  is  far 
less  than  has  ever  been  produced  by  arti- 
ficial means. 

3.  The  ratio  of  the  elasticity  to  the 
density  in  the  sether  is  exceedingly  large 
compared  with  the  same  ratio  in  air.  The 
temperature  of  air  being  taken  at  60^  F., 
and  the  sether  at  20°  F.,  absolute,  the 
ratio  is,  with  sufficient  accuracy. 


C-^^^)'-x:o... 


4.  The  specific  heat  of  the  sether  is, 
at  least,  many  million  times  that  of  air, 
or  of  any  other  known  gas. 

5.  The  atmosphere  is  of  variable  dens- 
ity, elasticity,  and  temperature,  while  the 
sether  is  weU-nigh  isometric  throughout 
space  in  regard  to  each  of  these  ele- 
ments. 

6.  A  molecule  of  aether  is  well-nigh 
infinitesimal  compared  with  one  of  air. 

7.  Air  is  attracted  to  a  planet  with 
such  a  relative  force,  that  its  extreme 
height  is  only  a  few  miles. 

8.  The  ratio  of  the  density  to  the  elas- 
ticity of  the  sether  is  constant;  but  in 
the  atmosphere,  on  account  of  the  de- 
crease of  temperature  with  the  elevation, 
the  density  decreases  less  rapidly  than 
the  elasticity,  as  may  be  seen  by  compar- 
ing the  first  part  of  equation  (35)  with 
equation  (33),  we  have 

z 

6       a  e 

On  this  account  a  wave  would  be  propa- 
gated with  less  velocity  in  the  higher  re- 
gions of  the  atmosphere  than  in  the 
lower,  while  a  wave  in  the  sether  has  a 
sensibly  uniform  velocity  throughout 
space. 

The  question  may  arise.  May  not  the 
resistance  of  the  setiier  drag  away  the  re- 
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mote  molecules  of  the  atmosphere,  and  so 
scatter  them  in  space  along  the  path  of 
the  earth's  orbit?  Assuming  that  the 
atmosphere  is  moying  with  the  earth 
through  space  at  the  rate  of  20  miles  per 
second  (which  exceeds  the  actual  Teloc- 
ity), and  that  the  resistance  of  the  aether 
is  measured  in  the  same  manner  as  for 
fluids,  we  have  for  the  resistance 

^9 

where  v  is  the  velocity  of  a  molecule  of  air 
a  its  meridian  section,  w  the  weight  of  a 
unit  of  Tolume  of  the  aether,  and  k  a  co- 
efficient depending  upon  the  form  of  the 
body.  Making  A;=l,  which  is  greater  than 

its  actual  value,  and  a ==^  feet,  which, 

again,  is  in  excess  of  the  true  area,  to  the 
value  in  equation  (10),  we  find  that 

R=l|nX^X(20x5,280)'. 

of  a  pound  nearly. 
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The  attractive  force  of  the  earth  for  a 
molecule  of  air  is  given  in  equation  (28), 
and  hence  the  attraction  of  the  earth  for 
a  molecule  of  air  will  exceed  500,000 
times  the  resistance  of  the  aether ;  hence 
the  molecules  of  air  accompany  the 
earth  in  its  orbit  as  certainly  as  does  the 
moon,  and  are  more  rigidly  bound  to  it 
than  is  its  satellite. 

The  kinetic  energy  of   a  molecule  of 
air  at  standard  conditions  is  about 


8 


2*32.2X17X10' 


r  1,600*= 


10" 

foot-pound ; 

and  of  the  aether,  according  to  our  re- 
sults, about 

foot-pound; 

which  results  are  nearly  the  same ;  but 
in  a  pound  of  the  aether  there  is  some 
100,000,000,000  times  the  kinetic  energy 
of  a  pound  of  air. 

Ck)nsidering  the  terrestrial  atmosphere 
as  equivalent  to  one  of  uniform  density 
and  61  miles  high,  each  of  whose  mole- 
cules nas  a  mean  square  velocity  of  1,600 


feet  per  second,  and  the  aether  of  uni- 
form density,  each  of  whose  molecules 
has  the  mean  square  velocity  of  286,000 
miles  per  second,  a  rough  approximation 
shows  that  the  kinetic  energy  of  the 
aether  in  a  sphere  whose  radius  is  92,- 
000,000  miles  (nearly  the  distance  of  the 
earth  from  the  sun)  will  be  only  about 
100,000  times  that  in  our  atmosphere. 

The  mean  free  path  of  a  molecule  of 
gas,  as  given  by  Loschmidt,  is 

.__  combined  volume  of  the  molecules 
""volume  of  the  gasxj  the  diam- 
eter of  a  molecule, 

and  by  Maxwell, 

lz=z^  1=3^   — . 
p'v      p'  yV' 

(the  last  member  of  which  we  have  add- 
ed), in  which  p  is  the  density  of  the  gas, 
pi  the  coefficient  of  internal  friction,  and 
V  the  velocity  whose  square  is  the  mean 
of  the  squares  of  the  actual  velocities  of 
the  molecules.  In  regard  to  the  aether, 
these  equations  contain  at  least  three 
unknown  quantities,  Z,  //,  and  the  diameter 
of  a  molecule,  and  hence  they  cannot  be 
completely  solved.  Comparative  results, 
however,  may  be  found  by  assuming  that 
the  density  of  the  molecules  of  aether 
equals  those  of  hydrogen,  or  is  any  mul- 
tiple thereof ;  for  then  the  diameter  of  a 
molecule  of  the  aether  might  be  found 
(that  of  hydrogen  being  5.6x10-**  of  a 
meter) ;  and  the  combined  volume  in  a 
cubic  foot  will  equal  the  number  of  mole- 
cules in  a  cubic  foot  multiplied  by  the 
volume  of  one  molecule,  and  hence  will 
be  found  the  length  of  the  mean  free 
path  and  the  coefficient  of  internal  fric- 
tion. 

We  conclude,  then,  that  a  medium 
whose  density  is  such  that  a  volume  of 
it  equal  to  about  twenty  volumes  of  the 
earth  would  weigh  one  pound,  and  whose 
tension  is  such  that  the  pressure  on  a 
square  mile  would  be  about  one  pound, 
and  whose  specific  heat  is  such  that  it 
would  require  as  much  heat  to  raise  the 
temperature  of  one  pound  of  it  1°  P.  as 
it  would  to  raise  about  2,300,000,000 
tons  of  water  the  same  amount,  will  sat- 
isfy the  requirements  of  nature  in  being 
able  to  transmit  a  wave  of  Ught  or  heat 
186,300  miles  per  second,  and  transmit 
133  foot-pounds  of  heat-energy  from  the 


THE  8UEVEY   OF  INDIA. 


65 


8U11  to  the^earth  each  second  per  square 
foot  of  snrface  normally  exposed,  and 
also  be  everywhere  practically  non-resist- 


ing and  sensibly  uniform  in  temperature, 
density  and  elasticity.  This  medium  we 
call  the  Luminiferous  Miher. 


THE  SURVEY  OF  INDIA. 

By  General  J.  T.  WALKER,  C.  B.,  LL.  D.,  F1  H;  8. 
Abstract  of  Address  before  Geographical  Section  of  British  Association. 


SoiENTipro  geography  embraces  a  wide 
range  of  subjects,  wider  than  can  be 
claimed  for  any  other  department  of  sci- 
ence. Thus  the  president  of  this  Section 
has  a  vast  field  from  which  to  gather 
subjects  for  his  opening  address.  I  shall, 
however,  restrict  my  address  to  the  sub- 
ject with  which  I  am  most  familiar,  and 
give  you  some  account  of  the  survey  of 
India,  and  more  particularly  of  the  labors 
of  the  trigonometrical  or  geodetic  branch 
of  that  survey,  in  which  the  best  years  of 
my  life  have  been  passed. 

I  must  begin  by  pointing  out  that  the 
survey  operations  of  India  have  been  very 
varied  in  nature,  and  constitute  a  blend- 
ing together  of  many  diverse  ingredients. 
Their  origin  was  purely  European,  noth- 
ing in  the  shape  of  a  general  survey  hav- 
ing been  executed  under  the  previous 
A^tic  governments;  lands  had  been 
measured  in  certain  locaUties,  but  merely 
with  a  view  to  acquiring  some  idea  of  the 
relative  areas  of  properties,  in  assessing 
on  individuals  the  share  of  the  revenue 
levied  on  a  community ;  but  other  factors 
than  area — such  as  richness  or  poverty  of 
soil,  and  proximity  or  absence  of  water — 
influenced  the  assessment,  and  often  in  a 
greater  degree,  so  that  very  exact  meas- 
urements of  area  were  not  wanted  for 
revenue  purposes,  and  no  other  reason 
then  suggested  itself  why  lands  should 
be  accurately  measured.  The  value  of 
acc.urate  maps  of  individual  properties, 
with  every  boundary  clearly  and  exactly 
laid  down,  was  not  thought  of  in  India 
in  those  days,  and  indeed  has  only  of  late 
years  begun  to  be  recognized  by  even  the 
British  Government.  The  idea  of  a  gen- 
eral geographical  survey  never  suggested 
itself  to  the  Asiatic  mind.  Thus,  when 
Englishmen  came  to  settle  in  India,  one 
of  tiieir  first  acts  was  to  make  surveys  of 
the  tracts  of  country  over  which  their  in- 
fluence was  extending,  and  as  that  in- 
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fluence  increased,  so  the  survey  became 
developed  from  a  rude  and  rapid  primary 
delineation  of  the  broad  facts  of  general 
geography,  to  an  elaborately  executed 
and  artistic  delineation  of  the  topography 
of  the  country,-  and  in  some  provinces  to 
the  mapping  of  every  field  and  individual 
property.  Thus  there  have  been  three 
orders  or  classes  of  survey,  and  these 
may  be  respectively  designated  geograph- 
ical, topographical,  and  cadastrsu;  all 
three  have  frequently  been  carried  on 
pari  passu,  but  in  different  regions,  de- 
manding more  or  less  elaborate  survey, 
according  as  they  happened  to  be  more 
or  less  under  British  influence.  There  is 
also  the  Great  Trigonometrical  or  Geo- 
detic Survey,  by  which  the  graphical  sur- 
veys are  controlled,  collated,  and  co- 
ordinated, as  I  will  presently  explain. 

Survey  operations  in  India  began 
along  the  coast  lines  before  the  com- 
mencement of  the  seventeenth  century, 
the  sailors  preceding  the  land  surveyors 
by  upwards  of  a  century.  The  Directors 
of  the  East  India  Company,  recognizing 
the  importance  of  correct  geographical 
information  for  their  mercantile  enter- 
prises, appointed  Richard  Hakluyt,  Arch- 
deacon of  Westminster,  their  histori- 
ographer and  custodian  of  the  journals 
of  East  Indian  voyages,  in  the  year  1601, 
within  a  few  weeks  of  the  establishment 
of  the  company  by  royal  charter.  Hak- 
luyt gave  lectures  to  the  students  at 
Oxford,  and  is  said  by  Fuller  to  have 
been  the  first  to  exhibit  the  old  and  im- 
perfect maps  and  the  new  and  revised 
maps  for  comparison  in  the  common 
schools,  ''to  the  singular  pleasure  and 
great  contentment  of  his  auditory."  The 
first  general  map  of  India  was  published 
in  1762  by  the  celebrated  French  Geog- 
rapher D'Anville,  and  was  a  meritorious 
compilation  from  the  existing  charts  of 
coast  lines  and  itineraries  of  travelers. 
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But  the  Father  of  Indian  Geography,  as 
he  has  been  called,  was  Major  Bennel, 
who  landed  in  India  as  a  midshipman  of 
the  Royal  Navy  in  1760,  distinguished 
himself  in  the  blockade  of  Pondicherry, 
was  employed  for  a  time  in  making  sur- 
veys of  the  coast  between  the  Paumben 
Passage  and  Calcutta,  was  appointed 
Surveyor  of  the  East  India  Company's 
dominions  in  Bengal  in  1764,  was  one  of 
the  first  officers  to  receive  a  commission 
in  the  Bengal  Engineers  on  its  formation, 
and  in  1767  was  raised  to  the  position  of 
Surveyor-General.  Bengal  was  not  in 
those  days  the  ^tranquil  country  we  have 
known  it  for  so  many  years,  but  was  in- 
fested by  numerous  bands  of  brigands 
who  professed  to  be  religious  devotees, 
and  with  whom  Rennel  came  into  colli- 
sion in  the  course  of  one  of  his  surveying 
expeditions,  and  was  desperately  wound- 
ed ;  he  had  to  be  taken  300  miles  in  an 
open  boat  for  medical  assistance,  the 
natives  meanwhile  applying  onions  to  his 
wounds  as  a  cataplasm.  His  labors  in 
the  survey  of  Bengal  lasted  over  a  period 
of  nineteen  years,  and  embraced  an  area 
of  about  300,000  square  miles,  extending 
from  the  eastern  boundaries  of  Lower 
Bengal  to  Agra,  and  from  the  Himdayas 
to  the  borders  of  Bandelkand  and  Chota 
Nagpur.  HI  health  then  compelled  him 
to  retire  from  the  service  on  a  small  pen- 
sion and  return  to  England;  but  not 
caring,  as  he  said,  to  eat  the  bread  of 
idleness,  he  inmiediately  set  himself  to 
the  utilization  of  the  large  mass  of  ge- 
ographical materials  laid  up  and  perish- 
ing in  what  was  then  called  the  India 
House;  he  published  numerous  charts 
and  maps,  and  eventually  brought  out 
his  great  work  on  Indian  Geography,  the 
"  Memoir  of  a  Map  of  Hindostan,"  which 
went  through  several  editions ;  this  was 
followed  by  his  Geographical  System  of 
Herodotus,  and  various  other  works  of 
interest  and  importance.  His  labors  in 
England  extended  over  a  period  of  thirty- 
five  years,  and  their  great  merits  have 
been  universally  acknowledged. 

Rennell's  system  of  field  work  in  Ben- 
gal was  a  survey  of  routes  checked  and 
combined  by  astronomical  determinations 
of  the  latitude  and  the  longitude,  and  a 
similar  system  was  adopted  in  all  other 
parts  of  India  until  the  commencement 
of  the  present  century.  But  in  course  of 
time  the  astronomical  basis  was  found  to 


be  inadequate  to  the  requirements  of  a 
general  survey  of  all  India,  as  the  errors 
in  the  astronomical  observations  were 
liable  materially  to  exceed  those  of  the 
survey,  if  executed  with  fairly  good  in- 
struments and  moderate  care.  Now  this 
was  no  new  discovery,  for  already  early 
in  the  eighteenth  century  the  French 
Jesuits  who  were  making  a  survey  of 
China,  with  the  hope  of  securing  the  pro- 
tection of  the  Emperor,  which  they  con- 
sidered necessary  to  favor  the  progress 
of  Christianity,  had  deliberately  aban 
doned  the  astronomical  method  and  em 
ployed  triangulation  instead.  Writing 
in  the  name  of  the  missionaries  who  were 
associated  with  him  in  the  survey.  Fere 
Begis  enters  fully  into  the  relative  ad- 
vantages of  the  two  methods,  and  gives 
the  trigonometrical  the  preference,  as 
best  suited  to  enable  the  work  to  be 
executed  in  a  manner  worthy  the  trust 
reposed  in  them  by  a  wise  prince,  who 
judged  it  as  of  the  greatest  importance 
to  his  State.  "  Thus,"  he  says,  "  we  flat- 
ter ourselves  we  have  followed  the  surest 
course,  and  even  the  only  one  practicable 
in  prosecuting  the  greatest  geographical 
work  that  was  ever  performed  according 
to  the  rules  of  art." 

What  was  true  in  those  days  is  true 
still ;  points  whose  relative  positions  have 
been  fixed  by  any  triangulation  of  mod- 
erate accuracy  present  a  more  satisfactory 
and  reliable  basis  for  topographical  sur- 
vey than  points  fixed  astronomically. 
Though  the  lunar  theory  has  been  greatiy 
developed  since  those  days  by  the  labors 
of  eminent  mathematicians,  and  the  ac- 
curacy of  the  lunar  tables  and  star  cata- 
logues is  much  increased,  absolute  lon- 
gitudes are  still  not  susceptible  of  ready 
determination  with  great  exactitude; 
moreover,  all  astronomical  observations, 
whether  of  latitude  or  longitude,  are 
liable  to  other  than  intrinsic  errors,  which 
arise  from  deflection  of  the  plumb-line 
under  the  influence  of  local  attractions, 
and  which  of  themselves  materially  exceed 
the  errors  that  would  be  generated  in  any 
fairly  executed  triangulation  of  a  not 
excessive  length,  say  not  exceeding  500 
miles. 

Thus  at  the  close  of  the  last  century 
Major  Lambton,  of  the  33d  Eegiment, 
drew  up  a  project  for  a  general  triangu- 
lation of  Southern  India.  It  was  strongly 
supported  by  his  commanding    officer, 
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Colonel  Wellesley,  afterwards  the  Dxxke 
of  Wellington,  and  was  readily  sanctioned 
by  the  Madras  Government;  for  a  large 
accession  of  territory  in  the  center  of  the 
peninsula  had  been  recently  acquired,  as 
the  result  of  the  Mysore  campaign,  by 
which  free  communication  had  been 
opened  between  the  east  and  west  coasts 
of  Coromandel  and  Malabar,  and  the  pro- 
posed triangulation  would  not  merely 
furnish  a  ba^s  for  new  surreys,  but  con- 
nect together  various  isolated  surveys 
which  had  already  been  completed  or 
were  then  in  progress.  The  Great  Trig- 
onometrical Survey  of  India  owes  its 
origin  as  such,  and  its  simultaneous  in- 
ception as  a  geodetic  survey,  to  Major 
Lambton,  who  pointed  out  that  the 
trigonometrical  stations  must  needs  have 
their  latitudes  and  longitudes  determined 
for  future  reference  just  as  the  discarded 
astronomical  stations,  not,  however,  by 
direct  observation,  but  by  processes  of 
calculation  requiring  a  knowledge  of  the 
earth's  figure  and  dimensions.  But  at 
that  time  the  elements  of  the  earth's  fig- 
ure were  not  known  with  much  exactitude, 
for  all  the  best  geodetic  arcs  had  been 
measured  in  high  latitudes,  the  single 
short  and  somewhat  questionable  arc  of 
Peru  being  the  only  one  situated  in  the 
vicinity  of  the  equator.  Thus  additional 
arcs  in  low  latitudes,  as  those  of  India, 
were  greatly  needed  and  might  be  fur- 
nished by  Lambton.  He  took  care  to  set 
this  forth  very  distinctly  in  the  pro- 
granune  which  he  drew  up  for  the  con- 
sideration of  the  Madras  Government, 
remarking  that  there  was  thus  something 
still  left  as  a  desideratum  for  the  science 
of  geodesty,  which  his  operations  might 
supply,  and  that  he  would  rejoice  indeed 
should  it  come  within  his  province  "to 
make  observations  tending  to  elucidate 
so  sublime  a  subject." 

Lambton  commenced  operations  by 
measuring  a  base  line  and  a  small  meridi- 
onal arc  near  Madras,  and  then,  casting 
a  set  of  triangles  over  the  southern  pen- 
insula, he  converted  the  triangles  on  the 
central  meridian  into  a  portion  of  what  is 
now  known  as  the  Great  Arc  of  India, 
measuring  its  angles  with  extreme  care, 
and  checking  the  triangulation  by  base 
lines  measured  at  distances  of  two  to 
three  degrees  apart  in  latitude.  His 
principal  instruments  were  a  steel  meas- 
uring chain,  a  great  theodolite,  and  a  zen- 


ith sector,  each  of  which  had  a  history  of 
its  own  before  coming  into  his  hands. 
The  chain  and  zenith  sector  were  sent 
from  England  with  Lord  Macartney's 
Embassy  to  the  Emperor  of  China,  as 
gifts  for  presentation  to  that  potentate, 
who,  unfortunately,  did  not  appreciate 
their  value  and  declined  to  accept  them ; 
they  were  then  made  over  to  Doctor  Din- 
widdie,  the  astronomer  to  the  embassy, 
who  took  them  to  India  for  sale.  The 
theodolite  was  constructed  in  England 
for  Lambton,  on  the  model  of  one  in 
use  on  the  Ordnance  Survey ;  on  its  pass- 
age to  India  it  was  captured  by  the 
fbrench  frigate,  the  Fiemontaise^  and 
landed  at  Mauritius,  but  eventually  it  was 
forwarded  to  its  destination  by  the  chival- 
rous French  Governor,  De  Caen,  with  a 
complimentary  letter  to  the  Governor  of 
Madras. 

Lambton  was  assisted  for  a  short  time 
by  Captain  Eater,  whose  name  is  now 
best  known  in  connection  with  pendulum 
experiments  and  the  employment  of  the 
seconds  pendulum  as  a  standard  of 
length,  but  for  many  years  afterwards  he 
had  no  officer  to  assist  him.  At  first  he 
met  with  much  opposition  from  advo- 
cates of  the  diB(»urded  astronomical 
method,  who  insisted  on  its  being  suf- 
ficiently accurate  and  more  economical 
than  the  trigonometrical.  But  he  was 
warmly  supported  by  Maskelyne,  the 
Astronomer-Royal  in  England,  and  soon 
had  an  opportunity  of  demonstrating  the 
astronomical  method  to  be  fallacious,  for 
its  determination  of  the  breadth  of  the 
peninsula  in  the  latitude  of  Madras  was 
proved  by  the  triangulation  to  be  forty 
miles  in  error.  Still,  for  several  years  he 
never  received  a  word  of  sympathy,  en- 
couragement, or  advice  either  from  the 
Government  or  from  the  Boyal  Society. 
A  foreign  nation  was  the  first  to  recog- 
nize the  importance  of  his  services  to 
science,  the  French  Institute  electing  him 
a  corresponding  member  in  1817.  After 
this,  honors  and  applause  quickly  fol- 
lowed from  his  own  count^men.  In 
1818  the  Governor-General  of  India,  then 
the  Marquis  of  Hastings,  decided  that 
the  survey  should  be  withdrawn  from  the 
supervision  of  a  local  Government  and 
placed  under  the  Supreme  Government, 
with  a  view  to  its  extension  over  all  India, 
remarking  at  the  same  time  that  he  was 
"  not  aware  that  with  minds  of  a  certain 
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order  he  might  lay  himself  open  to  the  idle 
imputation  of  vainly  seeking  to  partake 
of  the  gale  of  public  favor  and  applause 
which  the  labors  of  Colonel  Lambton  had 
recently  attracted;"  but  as  the  survey 
had  reached  the  northern  limits  of  the 
Madras  Presidency,  its  transfer  to  the 
Supreme  Government,  if  it  was  to  be 
further  extended,  had  become  a  neces- 
sity. He  directed  the  transfer  to  be 
made,  and  the  survey  to  be  called  in 
future  the  Great  Trigonometricd  Survey 
of  India.  Noticing  that  the  intense 
mental  and  bodily  labor  of  conducting  it 
was  being  performed  by  Lambton  alone, 
that  his  rank  and  advancing  age  demanded 
some  relief  from  such  severe  fatigue,  and 
further  that  it  was  not  right  that  an  un- 
dertaking of  such  importance  should 
hang  on  the  life  of  a  single  individual, 
the  Governor-General  appointed  two 
ofSibers  to  assist  him,  Captain  Everest,  as 
chief  assistant  in  the  geodetic  operations, 
and  Dr.  Yoysey,  as  surgeon  and  geologist. 
Five  years  afterwards  Lambton  died,  at 
the  age  of  seventy.  The  happy  possessor 
of  an  unusually  robust  and  energetic 
constitution  and  a  genial  temperament, 
he  seems  to  have  scarcely  known  a  day's 
illness,  though  he  never  spared  himself 
nor  shrank  from  subjecting  himself  to 
privations  and  exposure  which  even 
Everest  thought  reckless  and  unjustifi- 
able. These  he  accepted  as  a  matter  of 
course,  saying  little  about  them,  and  de- 
voting his  life  calmly  and  unostenta- 
tiously to  the  interests  of  science  and  the 
service  of  his  country. 

Everest's  career  in  the  survey  com- 
menced disastrously.  He  was  deputed 
by  Lambton  to  carry  a  triangulation  from 
Hyderabad,  in  the  Nizam's  territory,  east- 
ward to  the  coast,  crossing  the  forest- 
dad  and  fever-haunted  basin  of  the 
Godavery  river,  a  region  which  he  de- 
scribed as  '^  a  dreadful  wilderness,  than 
which  no  part  of  the  earth  was  more 
dreary,  desolate,  and  fatal.''  Indignant 
at  being  taken  there,  his  escort,  a  detach- 
ment of  the  Nizam's  troops,  mutinied, 
and  soon  afterwards  he  and  his  assistants 
and  almost  all  the  men  of  his  native  es- 
tablishment were  stricken  down  by  a 
malignant  fever ;  many  died  on  the  spot, 
and  the  survivors  had  to  be  carried  into 
Hyderabad,  whence  litters  and  vehicles  of 
all  descriptions,  and  the  whole  of  the 
public    elephants,    were    dispatched    to 


their  succor.  To.  recover  his  health 
Everest  was  compelled  to  leave  India  for 
a  while  and  proceed  to  the  Cape  of  Good 
Hope,  where  he  remained  for  three  years. 
He  availed  himself  of  the  opportunity  to 
inspect  Lacaille's  meridional  arc,  which, 
when  compared  with  the  arcs  north  of 
the  equator,  indicated  that  the  opposite 
hemispheres  of  the  globe  were  seemingly 
of  different  ellipticities.  He  succeeded 
in  tracing  this  anomaly  to  an  error  in  the 
astronomical  amplitude  of  the  arc,  which 
had  been  caused  by  deflection  of  the 
plumb-line  at  the  ends  of  the  arc,  under 
the  influence  of  the  attraction  of  neigh- 
boring mountains.  Thus  he  became 
aware  of  the  necessity  of  placing  the  as- 
tronomical stations  of  the  Indian  arcs  at 
points  where  the  plumb-line  would  not 
be  liable  to  matconal  deflection  by  the 
attraction  of  neighboring  mountain 
ranges.  Shortly  after  his  return  to  Indiii 
Lambton  died,  and  Everest  succeeded 
him,  and  immediately  concentrated  his 
energies  on  the  extension  of  the  Great 
Arc  northwards.  He  soon  came  to  the 
conclusion  that  his  instrumental  equip- 
ment, though  good  for  the  time  when  it 
was  procured,  and  amply  sufficient  for 
ordinary  geographical  purposes,  was  in- 
adequate for  the  requirements  of  geodesy, 
and  generally  inferior  to  the  equipments 
of  the  geodetic  surveys  then  in  progress 
in  Europe.  He  therefore  proceeded  to 
Europe  to  study  the  procedure  of  the 
English  and  French  surveys,  and  also  to 
obtain  a  supply  of  new  instruments  of 
the  latest  and  most  improved  forms. 
The  Court  of  Directors  of  the  Honorable 
East  India  Company  accorded  a  most 
liberd  assent  to  all  his  proposals,  and 
gave  him  carte  blanche  to  provide  him- 
self with  whatever  he  considered  desira- 
ble to  satisfy  all  the  requirements  of 
science. 

Everest  returned  to  India  with  his  new 
instrumental  equipment  in  1830,  a  year 
that  marks  the  transition  of  the  character 
of  the  operations  from  an  order  of  ac- 
curacy which  was  sufficient  as  a  basis  for 
the  graphical  delineation  of  a  compara- 
tively small  portion  of  the  earth's  sur- 
face, to  the  higher  precision  and  refine- 
ment which  modem  geodesists  have 
deemed  essentially  necessary  for  the  de- 
termination of  the  figure  and  dimensions 
of  the  earth  as  a  whole.  He  immediately 
introduced  an  important  modification  of 
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the  general  design  of  the  principal  tri- 
angolation,  which  np  to  that  time  had 
been  thrown  as  a  network  over  the  coun- 
try on  either  side  of  the  Great  Arc,  as  in 
the  English  survey  and  many  others; 
bat  he  abandoned  this  method,  and, 
adopting  that  of  the  French  survey  in- 
stead, he  devised  a  system  of  meridional 
chains  to  be  carried  at  intervals  of  about 
1°  apart,  and  tied  together  by  longitu- 
dinal chains  at  intervals  of  about  5°,  the 
whole  forming,  from  its  resemblance  to 
the  homely  culinary  utensil  with  which 
we  are  all  familiar,  what  has  been  called 
the  gridiron  system  in  contradistinction 
to  the  network  The  entire  triangulation 
was  to  rest  on  base  lines  to  be  measured 
with  the  new  Colby  apparatus  of  compen- 
sation bars  and  microscopes  which  had 
been  constructed  to  supersede  the  meas- 
uring chain  the  Emperor  of  China  had  re- 
jected ;  the  base  hues  were  to  be  placed 
at  the  intersections  of  the  longitudinal 
chains  of  triangles  with  the  central 
meridional  or  axial  chain,  and  also  at  the 
further  angles  of  the  gridirons  on  each 
side.  Latitudes  were  to  be  measured  at 
certain  of  the  stations  of  the  central 
chain,  with  new  astronomical  circles  in 
place  of  the  old  zenith  sector,  to  give  the 
required  meridional  arcs  of  amplitude. 
Two  radical  improvements  on  all  previous 
procedure  were  introduced  in  the  meas- 
urement of  the  principal  angles,  one 
affecting  the  observations,  the  other  the 
objects  observed.  The  great  theodolites 
were  manipulated  in  such  a  manner  as 
not  merely  to  reduce  the  effects  of  acci- 
dental errors  by  numerous  repititions  in 
the  usual  way,  but  absolutely  to  eliminate 
all  periodic  errors  of  graduation  by  sys- 
tematic changes  of  the  position  of  the 
azimuthal  circle  relatively  to  the  teles- 
cope, in  the  course  of  the  complete  series 
of  measures  of  every  angle.  The  objects 
formerly  observed  had  been  cairns  of 
stones  or  other  opaque  signals ;  for  these 
Everest  substituted  luminous  signals, 
lamps  by  night,  and,  by  day,  heliotropes 
which  were  manipulated  to  reflect  the 
sun's  rays  through  diaphragms  of  small 
aperture,  in  pencils  appearing  like  bright 
stars,  and  capable  of  penetrating  a  dense 
atmosphere  through  which  distant  opaque 
objects  could  not  be  seen. 

Everest's  programme  of  procedure  fur- 
nished the  gui&ig  principles  on  which 
the  operations  were  carried  out  during 


the  period  of  half  a  century  which  inter- 
vened between  their  commencement  un- 
der his  superintendence  and  the  comple- 
tion of  the  principal  triangulation  under 
myself.  The  external  chains  have  neces- 
sarily been  taken  along  the  winding 
course  of  the  frontier  and  coast  lines,  in- 
stead of  the  direct  and  more  symmetrical 
lines  of  the  meridians  and  the  parallels 
of  latitude.  The  number  of  the  internal 
meridional  chains  has  latterly  been  dim- 
inished by  widening  the  spaces  between 
them,  and  in  two  instances  a  principal 
chain  has  been  dispensed  with,  because, 
before  it  could  be  taken  in  hand,  a  good 
secondary  triangulation  had  been  carried 
over  the  area  for  which  it  was  intended 
to  provide.  But  these  are  departures 
from  the  letter  rather  than  the  spirit  of 
Everest's  programme  which  has  been 
faithfully  followed  throughout,  first  by 
his  immediate  successor,  Sir  Andrew 
Waugh,  and  afterwards  by  myself,  thus 
affording  an  instance  of  the  impress  of  a 
single  mind  on  the  work  of  half  a  cen- 
tury, which  is  probably  unique  in  the 
annals  of  India,  for  here,  as  is  well 
known,  changes  of  personal  administra- 
tion are  frequent,  and  are  not  uncom- 
monly followed  by  changes  of  proced- 
ure. 

The  physical  features  of  a  country  ne- 
cessarily exercise  a  considerable  influence 
on  the  operations  of  any  survey  that  may 
be  carried  over  it,  and  more  particularly 
on  those  of  a  geodetic  survey,  of  which 
no  portion  is  allowed  to  fall  below  a  cer- 
tain standard  of  precision.  Every  variety 
of  feature,  of  scenery,  and  of  climate  that 
is  to  be  met  with  anywhere  on  the  earth's 
surface  between  the  equator  and  the 
arctic  regions  has  its  analogue  between 
the  highlands  of  Central  Asia  and  the 
ocean,  which  define  the  limits  of  the  area 
covered  by  the  Indian  survey.  Thus  in 
some  parts  the  operations  were  accom- 
plished with  ease,  celerity,  and  enjoy- 
ment, while  in  others  they  were  very  dif- 
ficult and  slow  of  progress,  always  entail- 
ing great  exposure,  and  at  times  very 
deadly.  In  an  open  country,  dotted  with 
hills  and  commanding  eminences,  they 
advanced  as  on  velvet ;  in  close  country, 
forest-clad,  or  covered  with  other  obsta- 
cles to  distant  vision,  they  were  greatly 
retarded,  for  there  it  became  necessary 
either  to  raise  the  stations  to  a  sufficient 
height  to  overlook  all  surrounding  ob- 
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stacles,  or  to  render  them  mutually  visi- 
ble by  clearing  the  lines  between  them, 
and  both  these  processes  are  mor^  or  less 
tedious  and  costly.  There  are  many 
tracts  of  forest  and  jungle  which  greatly 
impeded  the  operations,  not  merely  be- 
cause of  the  physical  difficulties  they 
presented,  but  because  they  teemed  with 
malaria,  and  were  very  deadly  during  the 
greater  portion  of  the  year,  and  more 
particularly  immediately  after  the  rainy 
season,  when  the  atmosphere  is  usually 
clearest  and  most  favorable  for  distant 
observations.  At  first  tracts  of  forest, 
covering  extensive  plains,  were  considered 
impracticable ;  thus  Lambton  carried  his 
network  over  the  open  country,  and 
stopped  it  whenever  it  reached  a  great 
plain  covered  with  forest  and  devoid  of 
hills;  but  Everest's  system  would  not 
permit  of  any  break  of  continuity,  nor 
the  abandonment  of  any  chain  which  was 
required  to  complete  a  gridiron  ;  it  has 
been  carried  out  in  all  its  integrity,  often 
with  much  sacrifice  of  life,  but  never  with 
any  shrinking  on  the  part  of  the  survey 
officers  from  carrying  out  what  it  had  be- 
come a  point  of  honor  with  them  to  ac- 
complish, and  the  accompHshment  of 
which  the  Gbvemment  had  come  to  re- 
gard as  a  matter  of  course.  We  have 
already  seen  how  the  progress  of  Ever- 
est's first  chain  of  triangles  was  suddenly 
arrested  because  he  and  all  his  people 
were  struck  down  by  malaria  in  the  pes- 
tilential regions  of  the  Godavery  basin. 
That  chain  remained  untouched  for  fifty 
years ;  it  was  then  resumed  and  com 
pleted,  but  with  the  loss  of  the  executive 
officer,  Mr.  George  Shelverton,  who  suc- 
cumbed when  he  had  not  yet  reached, 
but  was  within  sight  of,  the  east  coast  line, 
the  goal  toward  which  his  labors  were 
directed.  Many  regions,  as  the  basin  of 
the  Mahanaddi,  the  valley  of  Assam,  the 
hill  ranges  of  Tipperah,  Chittagong,  Ar- 
racan,  and  Burma,  and  those  to  the  east 
of  Moulmein  and  Tennasserim,  which 
form  the  boundary  between  the  British 
and  the  Siamese  territories,  are  covered 
with  dense  forest,  up  to  the  summits  of 
the  peaks  which  had  to  be  adopted  as  the 
sites  of  the  survey  stations.  As  a  rule 
the  peaks  were  far  from  the  nearest  hab- 
itation, and  they  could  not  be  reached 
until  pathways  to  them  had  been  cut^ 
through  forests  tangled  with  a  dense 
undergrowth  of  tropical  jungle ;  not  un- 


frequently  large  areas  had  to  be  cleared 
on  the  summits  to  open  out  the  view  of 
the  surrounding  country.  Here  the 
physical  difficulties  to  be  overcome  were 
very  considerable,  and  they  were  in- 
creased by  the  necessity  that  arose,  in 
almost  every  instance,  of  importing  la- 
borers from  a  great  distance  to  perform 
the  necessary  islearances.  But  the  broad 
belt  of  forest  tract  known  as  the  Terai, 
which  is  situated  in  the  plains  at  the  feet 
of  the  Nepalese  Himalayas,  was  the  most 
formidable  region  of  all,  because  the  cli- 
mate was  very  deadly  for  a  great  portion 
of  the  year,  and  more  particularly  during 
the  season  when  the  atmosphere  was 
most  favorable  for  the  observations, 
though  the  physical  difficulties  were  not 
so  great  as  in  the  hill  tracts  just  men- 
tioned, and  labor  was  more  easily  pro- 
curable. Lying  on  the  British  frontier, 
at  the  northern  extremities  of  no  less 
than  ten  of  the  meridional  chains  of  tri- 
angles, it  had  necessarily  to  be  operated 
in  to  some  extent,  and  Everest  wished  to 
carry  the  severed  chains  across  it,  on  to 
the  outer  Himalayan  range,  and  then  to 
connect  them  together  by  a  longitudinal 
chain  running  along  the  range  from  east 
to  west,  completing  the  gridiron  in  this 
quarter.  But  the  range  was  a  portion  of 
the  Nepalese  territories,  and  all  Euro- 
peans— excepting  those  attached  to  the 
British  embassy  at  Ehatmandu — ^were 
debarred  from  entering  any  part  of 
Nepal,  by  treaty  with  the  British  Gov- 
ernment. Everest  hoped  that  the  rulers 
of  Nepal  might  make  an  exception  in  his 
favor  for  the  prosecution  of  a  scientific 
survey  ;  and  when  he  found  they  would 
not,  he  urged  the  Government  to  compel 
them  to  give  his  surveyors  access,  at 
least,  to  their  outlying  hills;  but  he 
urged  in  vain,  for  the  Government  would 
not  run  the  risk  of  embarking  in  a  war 
with  Nepal  for  purely  scientific  purposes. 
Thus  the  connecting  chain  of  tnangles — 
now  known  as  the  N.  E.  Longitudinal 
Series — had  to  be  carried  through  the 
whole  length  of  the  Terai,  a  distance  of 
about  500  miles,  which  involved  the  con- 
struction of  over  100  towers,  raised  to  a 
height  of  about  30  feet  to  overlook  the 
earth's  curvature,  and  the  clearance  of 
about  2,000  miles  of  line  through  forest 
and  jungle  to  render  the  towers  mutually 
visible.  It  required  no  small  courage  on 
Everest's  part  to  plunge  his  surveyors 
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into  this  region ;  he  endeavored  to  min- 
imize the  risks  as  muoh  as  possible  by 
taking  np  the  longitudinal  chain  in  sec- 
tions, bit  by  bit,  on  the  completion  of 
the  successive  meridional  chains,  and  thus 
apportioning  it  between  several  survey 
parties^  each  operating  in  the  Terai  for  a 
short  time,  instead  of  assigning  it  to  a 
single  party  to  execute  continuously  from 
end  to  end,  as  all  the  other  chains  of  tri- 
angles. Bat  notwithstanding  these  pre- 
cautions, the  peril  was  great,  and  the 
mortality  among  both  officers  and  men 
was  very  considerable ;  greater  than  in 
many  a  famous  battle,  says  Mr.  Clements 
Markham,  in  an  eloquent  passage  in  his 
Memoir  of  the  Indian  Surveys,  in  which 
he  claims  for  the  surveyors  who  were 
employed  on  tliese  operations — with  no 
hope  of  reward  other  than  the  favor- 
able notice  of  their  immediate  chief 
and  colleagues — merit  for  more  per- 
ilous and  honorable  achievement  than 
much  of  the  military  service  which  is 
plentifully  rewarded  by  the  praises  of 
men  and  prizes  of  all  kmds. 

Everest  retired  in  1843,  and  was  suc- 
ceeded by  Waugh,  who  appHed  himself 
energetically  to  the  completion  of  the 
several  chains  of  triangles  exterior  to  the 
Great  Arc,  for  which  he  obtained  a  sub- 
stantial  addition  to  the  existing  equip- 
ment of  great  theodolites.  It  was  under 
him  that  the  formidable  longitudinal 
series,  through  the  Terai,  which  had  been 
begun  by  Everest,  was  chiefly  carried 
out.  He  personally  initiated  the  deter- 
mination of  the  positions  and  heights  of 
the  principal  snow  peaks  of  the  Himalayan 
ranges ;  and  he  did  much  for  the  ad- 
vancement of  the  general  topography  of 
India,  which  had  somewhat  languished 
under  his  predecessor,  who  had  devoted 
himself  chiefly  to  the  geodetic  operations. 
He  retired  in  1861,  and  I  succeeded  to 
the  charge  of  the  Great  Trigonometrical 
Survey.  The  last  chain  of  the  principal 
triangulation  was  completed  in  1882, 
shortiy  before  my  own  retirement. 

On  the  general  character  of  the  opera- 
tions, it  may  be  asserted  without  hesita- 
tion that  a  degree  of  accuracy  and  pre- 
cision has  been  attained  which  has  been 
reached  by  few  and  surpassed  by  none 
of  the  great  national  surveys  carried  out 
in  other  parts  of  the  world,  and  which 
leaves  nothing  to  be  desired  even  for  the 
requirements  of  geodesy;    a  very  con- 


siderable majority  of  the  principal  angles 
have  been  measured  with  the  great  24- 
inch  and  36-inch  theodolite,  and  their 
theoretical  probable  error  averages  about 
a  quarter  of  a  second ;  of  the  linear  meas- 
urements the  probable  error,  so  far  as 
calculable  may  be  taken  as  not  exceeding 
the  two-millionth  part  of  any  measured 
length.  And  as  regards  the  extent  of 
the  triangulation,  if  we  ignore  the  pri- 
mary network  in  Southern  India,  and  all 
secondary  triangulation,  however  valu- 
able for  geographical  purposes,  we  still 
have  a  number  of  principal  chains — me- 
ridional, longitudinal,  and  oblique — of 
which  the  aggregate  length  is  17,300 
miles,  which  contain  9,230  first-class 
angles  all  observed,  and  rest  on  11  base 
lines  measured  with  the  Colby  apparatus 
of  compensation  bars  and  microscopes. 
This  prodigious  amount  of  field  work 
furnishes  an  enormous  mass  of  inter- 
dependent angular  and  linear  measures, 
and  each  of  these  is  fallible  in  some  de- 
gree, for,  great  as  was  the  accuracy  and 
care  with  which  they  had  severally  been 
executed,  perfect  accuracy  of  measure- 
ment is  as  yet  beyond  human  achieve- 
ment; thus  every  circuit  of  triangles, 
every  chain  closing  on  a  base  line,  and 
even  every  single  tnangle,  presented  dis- 
crepancies the  magnitude  of  which  was 
greater  or  less  according  as  derived  from 
a  combination  of  many,  or  only  of  a  few, 
of  the  faUible  facts  of  observation.  Thus, 
when  the  field  operations  were  approach- 
ing their  termination,  the  question  arose 
as  to  how  these  facts  were  to  be  harmon- 
ized and  rendered  consistent  throughout, 
which  was  a  very  serious  matter  consid- 
ering their  great  number.  The  strict 
appUcation  of  mathematical  theory  to  a 
problem  of  this  nature  requires  the  ad- 
justment to  be  effected  by  the  applica- 
tion of  a  correction  to  every  fact  of  ob- 
servation, not  arbitrarily,  but  in  such  a 
manner  as  to  give  it  its  proper  weight, 
neither  more  nor  less,  in  the  final  investi- 
gation, and  in  this  the  whole  of  the  facts 
must  be  treated  simultaneously.  That 
would  have  involved  the  simultaneous 
solution  of  upwards  of  4,000  equations 
between  9,230  unknown  quantities,  by 
what  is  called  the  method  of  minimum 
squares,  and  I  need  scarcely  say  that  it  is 
practically  impossible  to  solve  such  a 
number  of  equations  between  so  many 
unknown   quantities  by  any  method  at 
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all  Thus  a  compromise  had  to  be  made 
between  the  theoretically  desirable  and 
the  practically  possible.  It  would  be  out 
of  place  here  to  attempt  to  describe  the 
method  of  treatment  which  was  eventu- 
ally adopted,  after  much  thought  and 
deliberation ;  I  will  merely  say  that  tlie 
bulk  of  the  triangulation  was  divided 
into  five  sections,  each  of  which  was 
treated  in  succession  with  as  close  ap- 
proximation to  the  mathematically  rigor- 
ous method  as  was  practically  possible ; 
but  even  then  the  mass  of  simultaneous 
interdependent  calculation  to  be  per- 
formed in  each  instance  was  enormous, 
I  believe  greatiy  exceeding  anything  of 
the  kind  as  yet  attempted  in  any  otiier 
survey.  But  the  happy  result  of  all  this 
labor  was  that  the  final  corrections  of  the 
angles  were  for  the  most  part  very 
minute,  less  than  the  theoretical  probable 
errors  of  the  angles,  aud  thus  fairly  ap- 
plicable without  taking  any  liberties  with 
the  facts  of  observation.  If  the  attribute 
of  beauty  may  ever  be  bestowed  on  such 
things  as  small  numerical  quantities,  it 
may  surely  be  accorded  to  these  notable 
results  of  very  laborious  calculations, 
which,  while  in  themselves  so  small,  were 
so  admirably  effective  in  introducing 
harmony  and  precision  throughout  the 
entire  tiiangulation. 

If,  now,  we  turn  once  more  to  what 
Lambton  calls  **  the  sublime  science  of 
geodesy,"  which  was  held  in  such  high 
regard  by  both  him  and  Everest,  we  shall 
find  that  the  great  meridional  arc  be- 
tween Cape  Comorin  and  the  Himalayas, 
on  which  they  labored  with  so  much  en- 
ergy and  devotion,  is  not  the  only  con- 
tribution to  that  science  to  which  the  In- 
dian triangulation  is  subservient,  but 
every  chain  of  triangles — meridional, 
longitudinal,  or  oblique — may  be  made 
to  throw  light  either  on  geodesy,  the 
science  of  the  figure  of  the  earth,  or  on 
geognosy,  the  science  of  the  earth's  in- 
terior structure,  when  combined  with 
corresponding  astronomical  arcs  of  am- 
plitude. Thus,  each  of  the  several  me- 
ridional chains  of  triangles  may  be  util- 
ized in  this  way,  as  their  prototype  has 
been,  by  having  latitude  observations 
taken  at  certain  of  their  stations  to  give 
meridional  arcs ;  and  the  several  longi- 
tudinal chains  of  triangles  may  also  be 
utilized — in  combination  with  the  main 
lines  of  telegraph — by  electro  telegraphic 


determinations  of  differential  longitudes 
to  give  arcs  of  parallel.  When  tiie  sta- 
tions of  the  triangulation  which  are  re- 
sorted ^to  for  the  astronomical  observa- 
tions are  situated  in  localities  where  the 
normal  to  the  surface  coincides  fairly 
with  the  corresponding  normal  to  the 
earth's  figure,  the  result  is  valuable  as  a 
contribution  to  geodesy ;  when  the  nor- 
mal to  the  surface  is  sensibly  deflected  by 
local  attraction,  the  result  gives  a  meas- 
ure of  the  deflection  which  is  valuable  as 
a  contribution  to  geognosy. 

Having  regard  to  tiiese  circumstances, 
I  moved  the  Government  to  supply  the 
Trigonometrical  Survey  with  the  neces- 
sary instruments  for  the  measurement  of 
the  supplemental  astronomical  arcs ;  and 
as  officers  became  available  on  the  grad- 
ual completion  of  the  successive  chains 
of  triangles,  I  employed  some  of  them 
in  the  required  determinations  of  lati- 
tude and  differential  longitude.  It  so 
happened  that  about  the  same  time  geo- 
desists  in  Europe  began  to  recognize  the 
advantages  to  science  to  be  acquired  by 
connecting  the  triangulations  of  the  dif- 
fercDt  nationalities  together,  and  supple- 
menting them  with  arcs  of  amplitude. 
The  "International  Geodetic  Association 
for  the  Measurement  of  degrees  in  Eu- 
rope," was  formed  in  consequence,  and 
it  has  been,  and  is  still,  actively  employed 
in  carrying  out  this  object;  in  India, 
however,  the  triangulation  was  complete 
aDd  connected  throughout,  so  that  only 
the  astronomical  amplitudes  were  want- 
ing. They  are  still  in  progress,  but  al- 
ready meridional  chains,aggregating  1,840 
miles  in  length,  and  lying  to  the  west  of 
the  Great  Arc,  have  been  converted  into 
meridional  arcs ;  and  the  three  longitu- 
dinal chains  from  Madras  to  Mangalore, 
from  Bombay  to  Vizagapatam,  and  from 
Kurrachee  via  Calcutta  to  Chittagong,  of 
which  the  aggregate  length  is  2,600 
miles,  have  been  converted  into  arcs  of 
parallel.  In  the  former  the  operations 
follow  the  meridional  course  of  tiie  chains 
of  triangles;  in  the  latter  they  follow 
the  principal  lines  of  the  electric  tele- 
graph, which  sometimes  diverge  greatiy 
from  the  direction  of  the  longitudinal 
chains  of  triangles,  the  two  only  inter- 
secting at  occasional  points ;  the  astro- 
nomical stations  are  therefore  placed  at 
trigonometrical  points  which  may  hap- 
pen to  be  nearest  the  telegraph  lines 
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whether  on  the  meridional  or  on  the 
longitudinal  chains,  and  their  positions 
are  invariably  so  selected  as  to  form  self- 
verificatory  circuits  which  are  usually  of 
a  triangular  form,  presenting  three  dif- 
ferentia arcs  of  longitude ;  each  of  these 
arcs  is  measured  independently  as  re- 
gards the  astronomical  work — though, 
for  the  third  arc,  there  is  usually  no  in- 
dependent telegraph  line,  but  only  a 
coupling  of  the  lines  for  the  first  and 
second  arcs — and  this  has  been  proved 
to  give  such  ar  excellent  check  on  the 
accuracy  of  the  operations  that  it  is  not 
too  much  to  say  that  no  telegraphic 
longitude  operations  are  entirely  reliable 
which  have  not  been  verified  in  some 
such  manner. 

Through  the  courtesy  of  Colonel  Stot- 
herd,  Director-General  of  the  Ordnance 
Survey,  I  am  enabled  to  exhibit  two 
charts,  one  of  the  triangulation  of  India, 
the  other  of  that  of  Europe,  which  have 
recently  been  enlarged  to  the  same  scale 
in  the  Ordnance  Survey  OflSce  at  South- 
ampton for  purposes  of  comparison.  The 
first  is  taken  &om  the  official  chart  of 
the  Indian  Survey,  and  shows  the  great 
meridional  and  longitudinal  chains  and 
Xiambton's  network  of  principal  tri- 
angles, the  positions  of  the  base  lines 
measured  with  the  Colby  apparatus,  the 
latitude  and  the  differential  longitude 
stations,  the  triangular  circuits  of  the 
longitudinal  arcs,  the  stations  of  the  pen- 
dulum, and  the  tidal  operations  which 
will  be  noticed  presently,  and  the  sec- 
ondary triangulations  to  fix  the  peaks  of 
the  Himalayan  and  SuKmani  ranges,  and 
the  positions  of  Bangkok  in  Siam,  and 
Kandahar  in  Afghanistan,  the  extreme 
eastern  and  western  points  yet  reached. 
The  chart  of  the  European  triangulation 
has  been  enlarged  from  one  published  by 
the  International  Geodetic  Association  of 
Europe ;  in  it  special  prominence  is  given 
to  the  Russian  meridional  arc,  which  ex- 
tends from  the  Danube  to  the  Arctic 
Ocean,  and  is  26''  20'  in  length,  and  to 
the  combined  English  and  French  me- 
ridional arc,  22*^  10'  in  length,  which  ex- 
tends from  the  Balearic  Island  of  For- 
mentera  in  the  Mediterranean,  to  Saxa- 
vord  in  the  Shetland  Islands.  The  ag- 
gregate length  of  the  meridional  arcs  al- 
ready completed  in  India  is  about  equal 
to  that  of  the  English,  French,  and  Eus- 
sian  arcs  combined ;  but  the  longest  in 


India  is  about  l^'^  shorter  than  the  Rus- 
sian. As  regards  longitudinal  arcs,  I 
believe  the  two  which  were  first  meas- 
ured  in  India,  and  were  employed  shortly 
afterwards  by  Colonel  Clarke  in  his  last 
investigation  ;of  the  figure  of  the  earth, 
are  the  only  ones  which  have  as  yet  been 
deemed  sufficiently  accurate  to  be  made 
use  of  in  sucl;i  investigations,  though  arcs 
of  much  greater  length  have  been  meas- 
ured in  Europe.  It  would  be  interesting, 
if  timer  permitted,  to  set  forth  the  salient 
points  of  divergence  between  the  sys- 
tems of  the  Indian  and  the  European 
surveys ;  I  will  only  mention  that  in  the 
southern  part  of  the  Russian  arc,  for  a 
space  of  about  8®  from  the  Duna  to  the 
Dneister,  a  vast  plain,  covered  with  im- 
mense and  almost  impenetrable  forests, 
presented  great  obstacles  to  the  prosecu- 
tion of  the  work;  the  difficulty  was  over- 
come by  the  erection  of  a  large  number 
of  lofty  stations  of  observation,  wooden 
scaffoldings  which  were  120,  and  even  as 
much  as  146,  feet  high,  to  overlook  the 
forests.  In  Indian  forests,  as  the  Terai, 
on  the  borders  between  British  and  Ne- 
palese  territories,  the  stations  were  rare- 
ly raised  to  a  greater  height  than  30  feet, 
or  just  sufficient  to  overtop  the  curva- 
ture, and  all  trees  and  other-  obstacles 
were  cleared  away  on  the  lines  between 
them ;  this  was  found  the  most  expedi- 
tious and  economical  process.  The  sta- 
tions wei*e  very  substantial,  with  a  cen- 
tral masonry  pillar,  for  the  support  of  a 
great  theodolite,  which  was  isolated  from 
the  surrounding  platform  for  the  sup- 
port of  the  observer.  The  lofty  Russian 
scaffoldings  only  sufficed  for  small  the- 
odolites, and  they  were  so  liable  to  shake 
and  vibration  that  the  theodolites  had  to 
be  fitted  with  two  telescopes  to  be  point- 
ed simultaneously  by  two  observers  at 
the  pair  of  stations,  the  angle  between 
which  was  being  measured. 

All  the  modern  geodetic  data  of  the 
Indian  survey  that  were  available  up  to 
the  year  1880  were  utilized  by  Colonel 
A.  R.  Clarke,  C.  B.  of  the  Ordnance  Sur- 
vey,  in  the  last  of  the  very  valuable  in- 
vestigations of  the  figure  of  the  earth 
which  he  has  undertaken  from  time  to 
time.  It  will  be  obvious  that  new  data 
tend  to  modify  in  some  degree  the  con- 
clusions derived  from  previous  data,  for 
the  figure  of  so  large  a  globe  as  our 
earth  is    not  to  be  exactly  determined 
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from  measaremerits  carried  over  a  few 
narrow  belts  of  its  superficies.  Thus, 
thirty  years  ago  it  was  inferred  that  the 
equator  was  sensibly  elliptic — and  not 
circular,  as  had  been  generally  assumed 
— with  its  major  axis  in  longitude  15**  34' 
east  of  Greenwich,  but  later  investiga- 
tioos  indicate  a  far  smaller  ellipticity, 
and  place  the  major  axis  in  west  longi- 
tude 8*^  15'.  More  significant  evidence 
of  the  influence  of  new  facts  of  observa- 
tion in  modifying  previous  conclusions 
is  furnished  by  the  French  national 
standard  of  length,  the  meter,  which  was 
fixed  at  the  ten-millionth  part  of  the 
length  of  the  earth's  meridional  quadrant, 
as  deduced  from  the  best  geodetic  data 
available  up  to  the  end  of  the  last  cen- 
tury ;  but  it  is  now  found  to  be  nearly 
j^^th  part  less  than  the  magnitude 
wbich  it  is  supposed  to  represent,  the 
difference  being  about  a  hundred  times 
greater  than  what  would  now  be  consid- 
ered an  allowable  error  in  an  important 
national  standard  of  measure. 

The  Indiiftn  survey  has  also  made  valu- 
able contributions  to  geodesy  and  geog- 
nosy in  an  elaborate  series  of  pendulum 
observations  for  determining  variations 
of  gravity,  which  throws  light  both  on 
the  grand  variation  from  the  poles  to  the 
equator  that  governs  the  ellipticity,  and 
on  the  local  and  irregular  variations  de- 
pending on  the  constitution  of  the  inte- 
rior of  the  earth's  crust.  They  were 
commenced  in  1865  by  Captain  J.  P. 
B  isevi,  on  the  recommendation  of  Gen. 
Sabine  and  the  Council  of  the  Royal  So- 
ciety, with  two  pendulums,  one  of  which 
the  General  had  swung  in  his  notable  op- 
erations which  extend  from  a  little  below 
the  equator  to  within  10**  of  the  pole. 
Captain  Basevi  had  nearly  completed  the 
operations  in  India,  and  had  taken  swings 
at  a  number  of  the  stations  of  the  Great 
Arc,  and  at  various  other  points  near 
mountain  ranges  and  coast  lines,  when  he 
died  of  exposure  in  1871  at  a  station  on 
the  high  table-lands  of  the  Himalayas, 
while  investigating  the  force  of  gravity 
under  mountain  ranges.  Major  Heavi- 
side  swung  the  pendulums  at  the  re- 
maining Indian  stations,  then  at  Aden 
and  Ismailia  on  the  way  back  to  Eng- 
land, and  finally  at  the  base  station,  the 
Kew  Observatory.  Afterwards  they  and 
a  third  pendulum  were  swung  at  Kew 
and    Greenwich    by   Lieutenant-Colonel 


Herschel,  who  took  all  three  to  America, 
swung  them  at  Washington,  and  then 
handed  them  over  to  officers  of  the 
United  States  Coast  Survey,  by  whom 
they  have  been  swung  at  San  Francisco, 
Auckland,  Sydney,  Singapore,  and  in 
Japan. 

The  pendulum  operations  in  India 
have  been  successful  in  removing  from 
the  geodetic  operations  the  reproach 
which  had  latterly  been  cast  on  them,  that 
their  value  has  become  much  diminished 
since  the  discovery  that  the  attraction  of 
the  Himalayan  mountains  is  so  much 
greater  than  had  previously  been  sus- 
pected, that  it  may  have  materially  de- 
flected the  plumb-line  at  a  large  number 
of  the  astronomical  stations  of  the  Great 
Arc,  and  injuriously  influenced  the  ob- 
servations. Everest  considered  the  ef- 
fects of  the  Himalayan  attraction  to  be 
immaterial  at  any  distance  exceeding 
sixty  miles  from  the  feet  of  the  moun- 
tains ;  but  in  his  days  the  full  extent  and 
elevation  of  the  mountain  masses  was 
unknown,  and  their  magnitude  was 
greatly  underestimated.  Afterwards, 
when  the  magnitude  became  better 
known.  Archdeacon  Pratt,  of  Calcutta,  a 
mathematician  of  great  eminence,  calcu- 
lated that  they  would  materially  attract 
the  plumb-line  at  points  many  hundred 
miles  distant ;  he  also  found  that  every- 
where between  the  Himalayas  and  the 
ocean,  the  excess  of  density  of  the  land 
of  the  continent,  as  compared  with  the 
water  of  the  ocean,  would  combine  with 
the  Himalayan  attraction  and  increase 
the  deflection  of  the  plumb-line  north- 
wards, towards  the  great  mountain 
ranges,  and  that  under  the  joint  influence 
of  the  Himalayas  and  the  ocean  the  level 
of  the  sea  at  Kurrachee  would  be  raised 
560  feet  above  the  level  at  Cape  Como- 
rin. 

But,  as  a  matter  of  fact,  the  Indian 
arc  gave  a  value  of  the  earth's  ellipticity 
which  agreed  sufficiently  closely  with 
the  value  derived  from  the  arcs  measured 
in  all  other  quarters  of  the  globe,  to 
show  that  it  could  not  have  been  largely 
distorted  by  deflections  of  the  plumb- 
line  ;  thus,  it  appeared  that  whereas  Ev- 
erest might  have  slightly  underestimated 
the  Himalayan  attraction,  Pratt  must 
have  greatly  overestimated  it.  His  cal- 
culations were,  however,  based  on  reliable 
data,  and  were  indubitably  correct.    For 
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some  time  the  contradiction  remained 
nnezplained,  but  eventually  Sir  George 
Airy  put  forward  the  hypothesis  that  the 
influence  of  the  Himalayan  masses  must 
be  counteracted  by  some  compensatory 
disposition  of  the  matter  of  the  earth's 
crust  immediately  below  them,  and  in 
which  they  are  rooted;  he  suggested 
that  the  bases  of  the  mountains  had 
sunk  to  some  depth  into  a  fluid  lava 
which  he  conceived  to  exist  below  the 
earth's  crust,  and  that  the  sinking  had 
caused  a  displacement  of  dense  matter 
by  lighter  matter  below,  which  would 
tend  to  compensate  for  the  excess  of 
matter  above.  Now,  Pratt's  calculations 
had  reference  only  to  the  visible  moun- 
tain and  oceanic  masses,  and  their  at- 
tractive influence— the  former  positive, 
the  latter  negative — ^in  a  horizontal  di- 
rection ;  he  had  no  data  for  investigat- 
ing the  density  of  the  crust  of  the  earth 
below  either  tiie  mountains,  on  the  one 
hand,  or  the  bed  of  the  ocean,  on  the 
other.  The  pendulum  observations  fur- 
nished the  first  direct  measures  of  the 
vertical  force  of  gravity  in  diflFerent  lo- 
calities which  were  obtained  and  these 
measures  revealed  two  broad  facts  re- 
garding the  disposition  of  the  invisible 
matter  below :  first,  that  the  force  of 
gravity  diminishes  as  the  mountains  are 
approached,  and  is  very  much  less  on  the 
summit  of  the  highly-elevated  Himalayan 
table-lands  than  can  be  accounted  for 
otherwise  than  by  a  deficiency  of  matter 
below ;  secondly,  that  it  increases  as  the 
ocean  is  approached,  and  is  greater  on 
islands  than  can  be  accounted  for  other- 
wise than  by  an  excess  of  matter  below. 
Assuming  gravity  to  be  normd  on  the 
coast  lines,  the  mean  observed  increase 
at  the  island  stations  was  such  as  to 
cause  a  seconds  pendulum  to  gain  three 
seconds  daily,  and  the  mean  observed  de- 
crease in  the  interior  of  the  Continent 
would  have  caused  the  pendulum  to  lose 
2^^  seconds  daily  at  stations  averaging 
1,200  feet  above  the  sea  level,  5  seconds 
at  8,800  feet,  and  about  22  seconds  at 
15,400  feet — the  highest  elevation  reached 
— in  excess  of  the  normal  loss  of  rate  due 
to  height  above  the  sea. 

Pratt  was  strongly  opposed  to  the  hy- 
pothesis of  a  substratum,  or  magma,  of 
fluid  igneus  rock  beneath  the  mountains; 
he  assumed  the  earth  to  be  solid  through- 
out, and  regarded  the  mountains  as  an 


expansion  of  the  invisible  matter  below, 
which  thus  becomes  attenuated  and 
lighter  than  it  is  under  regions  of  less 
elevation,  and  more  particularly  in  the 
depressions  and  contractions  below  the 
bed  of  the  ocean.  And  certainly  we 
seem  to  have  more  reason  to  conclude 
that  the  mountains  emanate  from  the 
subjacent  matter  of  the  earth's  crust 
than  that  they  are  as  wholly  independent 
of  it  as  if  they  were  formed  of  stuff 
shot  from  passing  meteors  and  asteroids; 
any  severance  of  continuity  and  associa- 
tion between  the  visible  above  and  the 
invisible  below,  appears,  on  the  face  of 
it,  to  be  decidedly  improbable. 

The  hypothesis  of  sub-continental  at- 
tenuation and  sub-oceanic  condensation 
of  matter,  is  supported  by  the  two  arcs 
of  longitude  on  the  parallels  of  Madras 
and  Bombay ;  for,  at  the  extreme  points 
of  these  arcs,  which  are  situated  on  the 
opposite  coast  lines,  the  horizontal  attrac- 
tion has  been  found  to  be  not  landwards, 
as  might  have  been  anticipated,  but  sea- 
wards, showing  that  the  deficient  density 
of  the  sea,  as  compared  with  the  land,  is 
more  than  compensated  by  the  greater 
density  of  the  matter  under  the  ocean 
than  of  that  under  the  land. 

While  on  the  subject  of  the  constitu- 
tion of  the  earth's  crust,  I  may  draw  at- 
tention to  the  circumstance  that  the  tidal 
observations  which  have  been  carried  on 
at  a  number  of  points  on  the  coasts  of 
India,  as  a  part  of  the  operations  of  the 
Survey,  tend  to  show  that  the  earth  is 
solid  to  its  core,  and  that  the  geological 
hypothesis  of  a  fluid  interior  in  unten- 
able. They  have  been  analyzed  by  Prof. 
G.  H.  Darwin,  with  a  view  to  the  deter- 
mination of  a  numerical  estimate  of  the 
rigidity  of  the  earth,  and  he  has  ascer- 
tained that  while  there  is  some  evidence 
of  a  tidal  yielding  of  the  earth's  mass, 
that  yielding  is  certainly  small,  and  the 
eff'ective  rigidity  is  very  considerable,  not 
so  great  as  that  of  steel,  as  was  at  first 
surmised,  but  sufficient  to  afford  an  im- 
portant confirmation  of  the  justice  of  Sir  _ 
WilHam  Thomson's  conclusion  as  to  the 
great  rigidity. 

The  Indian  pendulum  observations 
have  been  employed  by  Colonel  Clarke, 
in  combination  with  those  taken  in  other 
parts  of  the  globe,  to  determine  the 
earth's  ellipticity.  Formerly  there  was 
wont  to  be  a  material  difference  between 
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the  elliptioities  wfiich  were  respectively 
derived  from  pendulum  observations  and 
direct  geodetic  measurements,  the  for- 
mer being  somewhat  greater  than  7^, 
the  latter  somewhat  less  than  7^ ;  but 
as  new  and  more  exact  data  became 
available,  the  values  derived  from  these 
two  essentially  independent  sources  be- 
came more  and  more  accordant,  and  they 
now  nearly  agree  in  the  value  ^is- 

As  a  part  of  the  pendulum  operations, 
a  determination  of  the  length  of  the  sec- 
onds pendulum  was  made  at  Kew  by 
Major  Heaviside,  with  the  pendulum 
which  had  been  employed  for  the  same 
purpose  by  Kater  early  in  the  present 
century,  when  leading  men  of  science  in 
England  believed  that  in  the  event  of  the 
national  standard  yard  being  destroyed 
or  lost,  the  length  might  be  reproduced 
at  any  time  with  the  aid  of  a  reversible 
pendulum.  In  consequence  of  this  be- 
lief, an  Act  of  Parliament  was  passed  in 
1824  which  defined  the  relations  between 
the  imperial  and  the  seconds  pendulum, 
the  length  of  the  former  being  to  that  of 
the  latter — swung  in  the  latitude  of  Lon- 
don, in  a  vacuum,  and  at  the  level  of  the 
sea — ^in  the  proportion  of  36  inches  to 
39.1393  inches.  Thus,  while  the  French 
took  for  their  unit  of  length  the  ten  mil- 
lionth part  of  the  earth's  meridional 
quadrant,  the  English  took  the  pendulum 
swinging  seconds  in  the  latitude  of  Lon- 
don. In  case  of  loss,  the  yard  is  obvi- 
ously recoverable  more  readily  and  inex- 
pensively by  reference  to  the  pendulum 
than  the  meter  by  reference  to  the  quad- 
rant ;  it  is  also  recoverable  with  greater 
accuracy ;  still  the  accuracy  is  not  nearly 
what  would  now  be  deemed  indispensable 
for  the  determination  of  a  national  stand- 
ard of  length,  and  it  is  now  generally 
admitted  that  every  pendulum  has  cer- 
tain latent  defects,  the  influence  of  which 
cannot  be  exactly  ascertained.  Thus,  the 
instrument  cannot  be  relied  on  as  a  suit- 
able one  for  determinations  of  absolute 
length ;  but,  on  the  other  hand,  so  long 
as  its  condition  remains  unaltered,  it  is 
the  most  reliable  instrument  yet  discov- 
ered for  differential  determinations  of  the 
variations  of  gravity.  In  truth,  bow- 
ever,  the  pendulum  is  a  very  weari- 
some instrument  to  employ  even  for  this 
purpose,  for  it  has  to  be  swung  many 
days,  and  with  constant  care  and  atten- 
tion to  give  a  single  satisfactory  deter- 


mination ;  thus,  if  such  a  thing  can  be 
invented  and  perfected  as  a  good  differ- 
ential gravity  meter,  light  and  portable, 
with  which  satisfactory  results  can  be  ob- 
tained in  a  few  hours,  instead  of  many 
days,  the  boon  to  science  will  be  very 
great. 

The  trigonometrical  operations  fix  with 
extreme  accuracy  two  of  the  co-ordinates 
— the  latitude  and  longitude — which  de- 
fine the  positions  of  the  principal  sta- 
tions ;  but  the  third  co-ordinate,  the 
height,  is  not  susceptible  of  being  deter- 
mined by  such  operations  with  anything 
like  the  same  degree  of  accuracy,  be- 
cause of  the  variations  of  refraction  to 
which  rays  of  light  passing  through  the 
lower  strata  of  the  atmosphere  are  li- 
able, as  the  temperature  of  the  surface 
of  the  ground  changes  in  the  course  of 
the  day.  In  the  plains  the  apparent 
height  of  a  station  ten  to  twelve  miles 
from  the  observer  has  been  found  to  be 
upwards  of  100  feet  greater  in  the  cool 
of  the  night  than  in  the  heat  of  the  day, 
the  refraction  being  always  positive 
when  the  lower  atmospheric  strata  are 
chilled  and  laden  with  dew,  and  nega- 
tive when  they  are  rarified  by  the  heat 
radiated  from  the  surface  of  thie  ground. 
At  hill  stations  the  rays  of  light  usually 
pass  high  above  the  surface  of  the 
ground,  and  the  diurnal  variations  of  re- 
fraction are  comparatively  immaterial, 
and  very  good  results  are  obtained  by 
the  expedient  of  taking  the  vertical  ob- 
servations between  reciprocating  stations 
at  the  same  hour  of  the  day,  and  as 
nearly  as  possible  at  the  time  of  mini- 
mum refraction ;  but  in  the  plains  this 
expedient  does  not  usually  suffice  to  give 
reliable  results.  The  hill  ranges  of  cen- 
tral and  those  of  northern  India  are  sep- 
arated by  a  broad  belt  of  plains,  which 
embraces  the  greater  portion  of  Sind, 
the  Punjab,  Rajputana,  and  the  valley  of 
the  Ganges,  and  is  crossed  by  a  very 
large  number  of  the  principal  chains  of 
triangles,  on  the  lines  where  the  chart 
shows  stretches  of  comparatively  small 
triangles,  which  are,  in  most  instances,  of 
considerable  length.  Thus  it  became 
necessary  to  run  lines  of  spirit  levels 
over  these  plains,  from  sea  to  sea,  to 
check  the  trigonometrical  heights.  The 
opportunity  was  taken  advantage  of  to 
connect  all  the  levels  which  had  been 
executed  for  irrigation  and  other  public 
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works,  and  reduce  them  to  a  common 
datnm;  and  eyentaally  lines  of  level 
were  carried  along  the  coast  and  from 
sea  to  sea  to  connect  the  tidal  stations. 
The  aggregate  length  of  the  standard 
lines  of  level  executed  up  to  the  present 
time  is  nearly  10,000  nules,  and  an  ex- 
tensive series  of  charts  of  the  levels  de- 
rived from  other  departments  of  the  pub- 
lic service  and  reduced  to  the  survey  da- 
tnm has  already  been  published. 

The  survey  datum  which  has  been 
adopted  for  aU  heights,  whether  deduced 
trigonometrically  or  by  spirit  leveling,  is 
the  mean  sea  level  as  determined,  either 
for  initiation  or  verification,  by  tidal  ob- 
servations at  several  points  on  the  coast 
lines.  At  first  the  observations  were  re- 
stricted to  what  was  necessary  for  the- 
requirements  of  the  survey,  and  their 
duration  was  limited  to  a  lunar  month 
at  each  station.  In  1872  more  exact  de- 
terminations were  called  for,  to  ascertain 
whether  gradual  changes  in  the  relative 
level  of  land  and  sea  were  taking  place 
at  the  head  of  the  Gulf  of  Cutch,  as  had 
been  surmised  by  the  geological  survey- 
ors, and  observations  were  taken  for 
over  a  year  at  three  tidal  stations  on  the 
coasts  of  the  gulf,  to  be  repeated  here- 
after when  a  s^cient  period  had  elapsed 
to  permit  of  a  measurable  change  of 
level  having  taken  place.  Finally,  in 
1875,  the  Government  intimated  that,  as 
''  the  great  scientific  advantages  of  a  sys- 
tematic record  of  tidal  observations  on 
Indian  coasts  had  been  frequently  urged 
and  admitted,"  such  observations  should 
be  taken  at  all  the  principal  ports  and  at 
such  points  on  the  coast  lines  as  were 
best  suited  for  investigations  of  the  laws 
of  the  tides.  In  accordance  with  these 
instructions,  five  years'  observations  have 
been  made  at  several  points,  and  new 
stations  are  taken  up  as  the  operations 
at  the  first  ones  are  completed. 

The  initiation  of  the  latter  and  more 
elaborate  operations  is  due,  in  great 
measure,  to  the  recommendations  of  the 
Tidal  Committee  of  the  British  Associa- 
tion, of  which  Sir  William  Thomson  was 
President.  The  tidal  observations  liave 
been  treated  by  the  method  of  harmonic 
analysis  advocated  by  the  committee. 
The  constants  for  amplitude  and  epoch 
are  determined  for  every  tidal  compon- 
ent, both  of  long  and  of  short  periods, 
andf  with  their  aid,  tide-tables  are  now 


prepared  and  published  annually  for  each 
of  the  principal  ports;  and,  further,  it 
is  with  them  that  Professor  G.  H.  Dar- 
win made  the  investigation  of  the  effect- 
ive rigidity  of  the  earth,  which  I  have  al- 
ready mentioned.  The  very  remarkable 
waves  which  were  caused  by  the  earth- 
quake on  December  31,  1881,  in  the  Bay 
of  Bengal,  and  by  the  notable  volcanic 
eruptiouH  in  the  Island  of  Krakatoa  and 
the  Straits  of  Sunda,  on  August  27  and 
28, 1883,  were  registered  at  several  of  the 
tidal  stations,  and  thus  valuable  evidence 
has  been  furnished  of  the  velocities  of 
both  the  earth- wave  and  the  ocean-wave 
which  are  generated  by  such  disturbances 
of  the  ordinarily  quiescent  condition  of 
the  earth's  crust. 

I  must  not  close  this  account  of  the 
non-graphical,  or  more  purely  scientific, 
operations  of  the  great  Trigonometrical 
Survey  of  India  without  saying  some- 
thing of  the  officers  who  were  employed 
thereon,  under  the  successive  superin- 
tendence of  Everest,  Waugh,  and  my- 
self. A  considerable  majority  were  mili- 
tary, from  all  branches  of  the  army — the 
cavalry  and  infantry,  as  well  as  the  corps 
of  engineers  and  artillery;  the  remain- 
der were  civilians,  mostly  promoted  from 
the  subordinate  grades.  Prominent 
shares  in  the  operations  were  taken  by 
Lieutenant  Benny,  Bengal  Engineers, 
afterwards  well  known  in  this  neighbor- 
hood as  Colonel  Benny  Tailyour,  of  Bor- 
rowfield,  in  Forfarshire,  of  whom  and 
his  contemporary,  Lieutenant  Waugh, 
Everest  retiring,  reported  in  terms  of  the 
highest  commendation;  by  Beginald 
Walker,  of  the  Bengal  Engineers,  George 
Logan,  George  Shelverton,  and  Henry 
Beverley,  all  of  whom  fell  victims  to 
jungle  fever ;  by  Strange,  F.  B.*S.,  of  the 
Madras  Cavalry,  whose  name  is  associ- 
ated with  the  construction  of  the  mod- 
em geodetic  instruments  of  the  Suryey ; 
by  Jacob — afterwards  Government  As- 
tronomer at  Madras — Bivers  and  Haig, 
all  of  the  Bombay  Engineers ;  Tennant, 
C.  I.  E.,  F.  B.  S.,  Bengal  Engineers,  after- 
wards Master  of  the  Mint  in  Calcutta ; 
Montgomerie,  F.  B.  S.,  of  the  Bengal  En- 
gineers, whose  name  is  best  remembered 
in  connection  with  the  Trans  Himalay- 
an geographical  operations ;  James  Bas- 
evi,  of  the  Bengal  Engineers,  who  so 
sadly  died  of  exposure  while  engaged  on 
the  pendulum  operations  in  the  higher 
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Himalayas ;  BranfiU,  of  the  Bengal  Gay- 
airy  ;  Thuillier,  Carter,  Campbell,  Trot- 
ter, Heaviside,  Rogers,  Hill,  and  Baird, 
F.  R.  S.,  all  engineer  officers ;  also  Hen- 
nessey, C.  I.  E.,  F.  R.  S.,  M.  A.,  Herschel, 
F.  R.  S.,  and  Cole,  M.  A.,  whose  names 
are  intimately  associated  with  the  col- 
lateral mathematical  investigations,  and 
the  final  reduction  of  the  principal  tri- 
angulation. 

The  Trigonometrical  Survey  owes 
very  much  to  the  liberal  and  even  gener- 
ous support  which  it  has  invariably  re- 
ceived from  the  Supreme  Government, 
with  the  sanction  and  approval,  first  of 
the  Directors  of  the  East  India  Com- 
pany, and  afterwards  of  the  Secretary  of 
State  for  India.  In  times  of  war  and 
financial  embarrassment  the  scope  of  the 
operations  has  been  curtailed,  the  estab- 
Hshments  have  been  reduced,  and  some 
of  the  military  officers  sent  to  join  the 
armies  in  the  field ;  but,  whatever  the 
crisis,  the  operations  have  never  been 
wholly  suspended.  Even  duiing  the 
troubles  of  1857-58,  following  the  mu- 
tiny of  the  native  army,  they  were  car- 
ried on  in  some  parts  of  the  country, 
though  arrested  in  others ;  and  the  then 
Viceroy,  Lord  Canning,  on  receiving  the 
reports  of  the  progress  of  the  operations 
during  that  eventful  period,  immediately 
acknowledged  them  to  the  Surveyor- 
General,  Colonel  Waugh,  in  a  letter  from 
which  the  following  e:diract  is  taken : 

"I  cannot  resist  telling  you  at  once 
with  how  much  satisfaction  I  have  seen 
these  papers.  It  is  a  pleasure  to  turn 
from  the  troubles  and  anxieties  with 
which  India  is  still  beset,  and  to  find  that 
a  gigantic  work,  of  permanent  peaceful 
usefulness,  and  one  which  will  assuredlv 
take  the  highest  rank  as  a  work  of  sci- 
entific labor  and  skill,  has  been  steadily 
and  rapidly  progressing  through  all  the 
turmoil  oi  the  last  two  years." 

The  operations  have  been  uninfluenced 
by  changes  of  personnel  m  the  adminis- 
tration of  the  Indian  Empire,  as  Gov- 
ernor-Generals and  Viceroys  succeeded 
each  other,  but  have  met  with  uniform 
and  consistent  support  and  encourage- 
ment. It  may  well  be  doubted  whether 
any  similar  undertaking,  in  any  other 
part  of  the  world,  has  been  equally  fa- 
vored and  as  munificently  maintained. 

In  conclusion,  I  must  state  that  I  have 
purposely  said  nothing  of  the  graphical 


operations  executed  in  the  Trigonomet- 
rical and  other  branches  of  the  Survey 
of  India,  because  they  are  more  general- 
ly known,  their  results  appear  in  maps 
which  speak  for  themselves,  and  time 
would  not  permit  of  my  ttempting  to  de- 
scribe them  also.  They  comprise,  ^r«^, 
the  general  topography  of  all  India, 
mostly  on  the  stsmdard  scale  of  1  inch 
to  the  mile ;  secondly y  geographical  sur- 
veys and  explorations  of  regions  beyond 
the  British  frontier,  notably  such  as  are 
being  carried  on  at  the  present  time  on 
the  Russo-Afghan  frontier  by  Major 
Holdich  and  other  officers  of  the  Sur- 
vey ;  thirdly^  the  so-called  Revenue  Sur- 
vey of  the  British  districts  in  the  Ben- 
gal Presidency,  which  is  simply  a  topo- 
graphical survey  on  an  enlarged  scale — 
4  inches  to  the  mile — showing  the  bound- 
aries and  areas  of  villages  for  fiscal  re- 
quirements; Skiidy  fourthly y  the  Cadastral 
Survey  of  certain  of  the  British  districts 
in  the  Bengal  Presidency,  showing  fields 
and  the  boundaries  of  ail  properties,  on 
scales  of  16  to  32  inches  to  the  inile. 
There  are  also  certain  large-scale  surveys 
of  portions  of  British  districts  in  the 
Madras  and  Bombay  Presidencies, 
which,  though  undertaken  originally  for 
purely  fiscal  purposes,  by  revenue  and 
settlement  officers  working  independent- 
ly of  the  professional  survey,  have  latter- 
ly been  required  to  contribute  their 
quota  to  the  general  topography  of  the 
country.  And  of  late  years  a  survey 
branch  has  been  added  to  the  Forest  De- 
partment, to  provide  it  with  working 
maps  constructed  for  its  own  require- 
ments on  a  larger  scale  than  the  stand- 
ard topographical  scale,  but  on  a  trigo- 
nometrical basis,  and  in  co-operation 
with  the  Survey  Department.  But  this 
brief  capitulation  gives  no  sort  of  idea 
of  the  vast  amount  of  valuable  topo- 
graphical and  other  work  for  the  re- 
quirements of  the  local  administrations 
and  the  public  at  large— always  toilsome, 
often  perilous — ^which  has  been  accom- 
plished, quite  apart  from  and  in  quantity 
far  exceeding  the  non-graphical  and  more 
purely  scientific  work  which  I  have  been 
describing.  Its  magnitude  and  variety  are 
such  that  a  mere  list  of  the  officers  who 
have  taken  prominent  shares  in  it,  from 
first  to  last,  would  be  too  long  to  read  to 
you.  Three  names,  however,  I  must 
mention :    JF^irsty    that    of  General    Sir 
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Henry  Thmllier,  who  became  Surveyor- 
General  on  the  same  day  that  I  succeed- 
ed to  the  superintendence  of  the  Great 
Trigonometrical  Survey,  and  with  whom 
I  had  the  honor  of  co-operating  for  many 
years ;  under  his  administration  a  much 
larger  amount  of  topography  was  exe- 
cuted than  under  any  of  his  predecessors, 
and  a  great  impetus  was  given  to  the 
lithographic,  photographic,  engraving, 
and  other  offices  in  which  the  maps  of 
the  survey  are  pubHshed ;  secondly^  that 
of  Colonel  Sconce,  who  became  Deputy 
Surveyor- General  soon  after  my  acces- 
sion in  1878  to  the  Surveyor-Gteneralship, 
and  with  whom  I  was  associated  for 
some  years,  much  to  my  gratification  and 
advantage  in  various  matters,  but  more 
particularly  in  the  establishment  of  cad- 
astral surveys  on  a  professional  basis  at 
a  moderate  cost,  to  render  them  more 
generally  feasible,  which  was  a  matter  of 
the  utmost  importance  for  the  adminis- 
tration of  the  more  highly  populated 
portions  of  the  British  provinces ;  and, 
thirdly^  that  of  Lieut-Colonel  Water- 
house,  who  has  for  many  years  superin- 
tended the  offices  in  wluch  photography 
is  employed,  in  combination  with  zincog- 
raphy and  lithography  for  the  speedy  re- 


production en  masse  of  the'^maps  of  the 
Survey,  and  has  done  much  to  develop 
the  art  of  photogravure,  whereby  draw- 
ings in  brushwork  and  mezzotint  may  be 
reproduced  with  a  degree  of  excellence 
rivaling  the  best  copperplate  engraving, 
and  almost  as  spee<£ly  and  cheaply  as 
drawings  ink  pen  and  in  work  are  repro- 
duced by  photo  zincography. 

Mr.  Clements  Markham's  '^  Memoir  on 
the  Indian  Surveys  '*  gives  the  best  ac- 
count yet  published  of  the  several 
graphical  surveys  up  to  the  year  1878. 
In  that  year  the  Trigonometrical,  Topo- 
graphical, and  the  Bevenue  branches, 
which  up  to  that  time  had  constituted 
three  separate  and  almost  independent 
departments,  were  amalgamated  together 
into  what  is  now  officially  designatad 
"the  Survey  of  India."  In  the  same 
year  the  chronicle  so  well  conmieHced  by 
Mr.  Markham  came  to  an  end  on  his  re- 
tirement from  the  India  office — unfortu- 
nately, for  it  is  a  work  of  excellence  in 
object  and  in  execution,  and  most  en- 
couraging to  Indian  surveyors,  who  find 
their  labors  ^recorded  in  it  with  intelli- 
gent appreciation  and  kindly  recogni- 
tion. 
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The  time-honored  question  of  the  util- 
ization of  hydro-carbons  for  steam-raising 
purposes  has  been  once  more  brought 
prominentiy  forward  in .  this  country  by 
the  practical  application  of  a  new  system 
for  effecting  that  object.  This  system  is 
the  invention  of  Mr.  Percy  F.  Tarbutt, 
and  it  has  been  applied  to  the  furnaces 
of  an  800-ton  steamship  which  has  re- 
eentiy  made  a  very  satisfactory  run  from 
London  to  Leith  and  back.  The  success 
of  this  run,  taken  in  conjunction  with 
certain  collateral  circumstances  to  which 
we  shall  presently  more  fully  refer,  points 
to  the  possibility  of  the  use  of  liquid  fuel 
in  the  present  connection  becoming  an 
accomplished  fact  at  no  distant  period  in 
this  country.  In  other  countries  where 
the  oil  is  a  natural  and  plentiful  product, 


its  practical  application  for  steam-raising 
purposes  has  long  been  common.  In 
Great  Britain,  however,  any  success  in 
adapting  it  to  this  use  has  generally  been 
followed  by  an  inordinate,  and,  therefore, 
prohibitory  rise  in  the  price  of  the  fuel, 
which  has  extinguished  the  furnace  and 
the  hopes  of  the  inventor  at  one  and  the 
same  time.  We  have  said  that  the  ques- 
tion is  a  time-honored  one,  and,  before 
proceeding  to  describe  Mr.  Tarbutt's 
method  of  solving  it,  it  may  be  as  well  if 
we  glance  back  at  what  has  been  attempt- 
ed or  accomplished  in  the  past  in  utiliz- 
ing liquid  fuel.  So  long  ago  as  1830, 
Mr.  H.  Pinkus  claimed  to  have  used  hy- 
dro-carbons in  conjunction  with  streams 
of  vapor  for  steam-raising  purposes,  and 
from  that  time  down  to  the  present,  en- 
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gineers  and  inventors  have  not,  for  any 
lengthened  period,  ceased  to  labor  in  the 
same  direction.  Bichardson's  petroleum 
furnace,  as  well  as  that  of  Bridges  Adams, 
have  both  come  under  our  personal  ob- 
servation in  the  past,  and  they  were  for 
many  years  under  the  constant  notice  of 
the  officials  in  Woolwich  Dockyard.  In 
1868  the  Government  permitted  Wise, 
Field,  and  Aydon's  system  of  using 
petroleum  by  the  aid  of  an  induced  cur- 
rent to  be  applied  to  a  marine  boiler  on 
board  a  steam  yacht.  The  same  system 
had  also  been  previously  applied  to  a 
Cornish  boiler,  at  some  large  works  in 
London,  which  we  saw  giving  good  re- 
sults. The  Admiralty  also  tried  at  Sheer- 
ness  a  somewhat  similar  plan,  invented 
by  Mr.  S.  E.  Crow,  but,  as  in  the  Wool- 
wich trials,  without  anything  practical 
resulting.  In  the  same  year,  which  ap- 
pears to  have  been  marked  by  a  sudden 
outbreak  of  inventive  activity  in  connec- 
tion with  the  subject  of  liquid  fuel.  Dor- 
sett's  petroleum  furnace  was  fitted  under 
the  boiler  of  the  steamship  Hetriever^  of 
90  horse-power  and  50u  tons  burden,  and 
some  very  successful  runs  were  made 
with  her,  at  which  we  were  present.  The 
excellent  results  obtained  in  the  Metriever 
led  Mr.  Dorsett  to  apply  the  system  to 
reheating  furnaces,  and  a  furnace  of  this 
class  was  fitted  up  at  the  works  of  Messrs. 
Camroux  &  Co.,  of  Deptford,  and  we  be- 
lieve, successfully  run  for  a  considerable 
length  of  time. 

In  the  same  year  corresponding  atten- 
tion was  paid  to  the  subject  of  hquid  fuel 
in  France,  one  system  tried  there  being 
that  of  M.  Yerstraet,  a  chemist,  in  the 
development  of  whose  invention  M. 
Sainte-Claire-Deville  took  an  active  part. 
The  Emperor  of  the  French  also  took  a 
personal  interest  in  the  question  of  liquid 
fuel.  M.  Verstraet's  system,  which  con- 
sisted in  conducting,  or  rather  inducting, 
the  gases  of  the  oil  to  the  furnace  by  a 
current  of  air  was  applied  to  a  locomotive 
on  the  Eastern  of  France  Bailway,  and 
upon  the  occasion  of  the  Emperor  visit- 
ing the  camp  at  Chalons,  the  train  was 
drawn  by  the  engine  thus  fitted.  His 
Majesty  rode  on  the  footplate  of  the  en- 

Sine  in  company  with  MM.  Sauvage,  Dieu- 
onne,  and  Sainte-Clcdre-Deville.  In  the 
same  year,  His  Majesty  also  made  a  run 
in  the  Pueblo^  a  steamer  in  which  mineral 
oil  was  employed  to  raise  the  steam  for 


the  engines.  In  America,  liquid  fuel  has 
been  used  both  on  locomotives  and  in 
steamers,  at  one  time,  we  believe,  to  a 
considerable  extent.  But,  notwithstand- 
ing the  advantages  offered  in  the  way  of 
cheap  and  plenteous  liquid  fuel,  it  would 
seem  to  have  but  a  very  limited  applica- 
tion in  practice  for  steam-raising  pur- 
poses. In  Bussia,  a  very  different  condi- 
tion of  matters  exists,  inasmuch  as  for 
several  years  past  petroleum  refuse  has 
been  used  as  fuel  in  the  locomotives  on 
the  Grazi  and  Tsaritsin  Bailway  in  South- 
east Bussia,  the  first  trials  on  that  line 
having  been  made  in  1874.  Besides  this, 
numbers  of  steamers  are  now  running  on 
the  Caspian  Sea  which  are  using  liquid 
fuel.  As  far  as  the  practical  adoption  of 
the  principle  in  Great  Britain  and  France 
has  gone  nothing  further  appears  to  have 
resulted.'  The  reason  for  this  we  believe 
to  be  that  which  we  have  already  indi- 
cated, namely,  that  directly  a  demand 
was  created  for  the  class  of  liquid  fuel 
used,  and  which  at  that  time  was  a  drug 
on  the  market,  the  prices  went  up  to  a 
prohibitive  extent.  But  we  appear  to  be 
within  a  measurable  distance  of  a  change 
for  the  better  in  this  respect,  inasmuch  as 
— and  this  is  the  collateral  circumstance 
to  which  we  have  already  alluded — ^in 
consequence  of  the  comparative  scarcity 
and  deamess  of  petroleum  in  this  coun- 
try, a  fleet  of  large  tank  steamers  is  now 
being  built  by  the  Bussian  Black  Sea 
Navigation  Company  to  bring  regular 
supphes  of  the  Bussian  oil  to  Europe  in 
bulk.  Given  constant  and  adequate  sup- 
plies, and  an  efficient  means  of  utilizing 
them  in  boiler  and  other  furnaces,  and 
the  question  of  liquid  fuel  would  appear 
to  be  solved,  other  things,  of  course,  being 
equal. 

To  bring  the  question  of  liquid  fuel 
down  to  the  present  time,  we  must  now 
refer  to  the  system  of  Mr.  Tarbutt  (of 
the  firm  of  Tarbutt  &  Quentin,  of  75 
Lombard  Street,  London),  which  we  re- 
cently inspected  as  fitted  on  board  the 
steamship  Himalaya,  This  vessel  is  a 
trader  of  100  horse-power,  nominal,  and 
800  tons  burden.  She  is  210  feet  long, 
with  28  feet  beam,  and  is  fitted  witti 
compound  engines,  driving  a  screw  pro- 
peller. The  boilers  have  three  fumaoeSy 
each  of  which  has  an  openwork  fire- 
brick lining  on  the  principle  of  the  Sie- 
mens regenerative  system.    At  the  end 
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of  eaoh  famape  is  a  fire-brick  baffle,  hav- 
ing aD  aperture  througli  which  the  heat 
passes  to  the  tubes  from  the  furnace, 
or,  as  it  may  more  correctly  be  called, 
the  combustion  chamber.  In  this  cham- 
ber is  a  coil  of  iron  pipe,  one  end  of 
which  is  connected  with  the  steam  space 
of  the  boiler,  and  the  other  opens  out  at 
the  door  of  the  chamber.  This  coil  is 
for  the  purpose  of  superheating  steam 
taken  from  the  boiler,  and  by  which  an 
induced  current  is  set  up,  which  carries 
the  petroleum  forward  into  the  combus- 
tion chamber.  In  order  to  enable  it  to 
do  this  the  petroleum  nozzle  is  placed 
within  the  steam  pipe  at  the  opening 
where  it  delivers  its  jet,  so  that  an  annu- 
lar space  is  formed,  through  which  the 
steam  rushes,  and,  combining  with  the 
small  but  regular  flow  of  the  oil,  pro- 
duces a  large  volume  of  flame  within 
the  chamber.  The  oil  is  stored  in  tanks 
on  the  main  deck,  whence  it  flows  by 
gravity  to  the  delivery  nozzles  at  the  fur- 
naces. The  whole  apparatus  is  very 
simple,  and  easily  adjustable.  One  im- 
portant feature  is  that,  in  the  event  of 
oil  not  being  obtainable  at  any  port 
where  fuel  is  required,  the  oil-burning 
fitting  can  be  removed,  and  the  fire-bars 
for  burning  coal  be  replaced  in  a  very 
short  time.  Another  important  feature 
of  the  system,  which  we  must  not  omit 
to  mention,  is  the  method  of  starting  the 
furnace,  which  is  effected  by  a  very 
simple  arrangement,  whereby  sufficient 
steain  is  quickly  raised  to  start  and  main- 
tain combustion  until  the  steam  press- 
ure in  the  boiler  is  sufficient  for  that 
purpose.  The  Himalaya  belongs  to 
the  Marahu  Petroleum  and  Oil-produce 
Company,  of  Suffolk  House,  Gannon 
Street,  Liondon,  and  by  them  has  been 
fitted  with  the  apparatus  we  have  de- 
scribed in  order  to  practically  and  com- 
mercially test  the  system.  She  will,  how- 
ever, eventually  be  renamed  the  Marahu^ 
after  her  owners,  the  Marahu  Company. 
The  coal-carrying  capacity  of  this  vessel 
is  about  240  tons,  and  her  consump- 
tion of  this  fuel  is  stated  to  be  ten  tons 
per  day.  She  will  now  require  to  carry 
only  110  tons  of  oil,  her  consumption  of 
liquid  fuel  being  put  at  4^  tons  per  day, 
thus  giving  a  great  increase  of  cargo  ca- 
pacity. It  is  intended  to  employ  her  for 
trading  purposes  along  the  coast  of  Bra- 
zil, where  her  supply  of  liquid  fuel  will 
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be  regalarly  obtained  from  the  works  of 
the  company  to  which  she  belongs.  We 
recently  inspected  the  furnaces  and  oil 
equipment  of  the  Himalaya  while  in 
dock,  and  witnessed  a  demonstration  of 
the  satisfactory  working  of  the  appara- 
tus, combustion  being  nearly  perfect,  as 
evidenced  by  the  very  smaU  amount  of 
smoke  that  issued  from  the  funnel  A 
fairly  steady  steam  pressure  of  66  lbs. 
per  square  inch  was  maintained,  the 
steam,  of  course,  being  blown  off  as 
made.  On  her  return  journey  from 
Leith,  the  Himalaya  arrived  several 
hours  sooner  than  was  expected,  having 
made  the  quickest  voyage  ever  performed 
by  her,  and  this  in  spite  of  the  circum- 
stance that  one  of  her  propeller  blades 
was  broken  off  in  a  collision  with  a  barge 
in  port  It  is  stated  that  the  vessel  is 
very  much  under-boilered,  but  that  with 
the  Uquid  fuel  she  made  more  steam  than 
she  ever  had  made  with  coal. 

Taking  the  circumstances  of  the  case 
generally,  including  the  attempt  now  be- 
ing made  by  Russian  enterprise  to  se- 
cure a  regular  and  full  supply  of  oil  to 
this  country,  it  would  appear  as  though 
the  solution  to  the  liquid-fuel  problem 
was  at  hand.  That  solution  would  mean 
an  enormous  saving  in  our  sohd  fuel, 
coal,  whilst  our  ste^ships  would  be  re- 
lieved of  some  60  per  cent,  of  their  fuel 
weight,  which  could  either  be  assigned 
to  cargo,  or,  where  long  voyages  had  to 
be  made,  to  a  double  supply  of  liquid 
fuel. 


REPORTS  OF  ENGINEERING  SOCIETIES. 

ENGINEEB8'  GlUB  OF  PHILADELPmA — ^ReOOBD 
OF  Regulab  Meeting,  Kovembbb  21,  1885. 
— Past  President  Rudolph  Heiing  in  the  chair. 
The  Secretary  presented,  for  Mr.  W.  S. 
Church,  a  large  number  of  photographs,  trac- 
ing,  pamphlets,  and  other  documents,  illustrat- 
ing the  design  and  progress  of  the  New  Croton 
Aqueduct,  and  read  two  communications  from 
Mr.  Church.  He  says :  **  The  *  ground '  through 
which  the  tunnel  is  advancing,  is  largely  gneiss 
with  considerable  limestone,  felspar,  and  occa> 
sional  quartz  seams.  The  dips  are  so  vertical 
that  much  roof  rock  comes  away.  This  trouble 
is  increased  by  the  too  free  use  of  high  explo- 
sives near  the  perimeter  of  the  vertical  section, 
so  that  the  area  excavated  runs  from  25  to  6(> 
per  cent,  in  excess. 

**  A  most  careful  system  of  measuring  and 
recording  just  what  is  excavated  is  being  car- 
ried out.  A  vertical  dial,  which  the  boys  call 
*The  Sun  Flower,'  is  set  up  every  10  ft,  and 
oftener  if  necessary,  and  radial  measurements 
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taken  to  all  the  inequalities  of  the  section; 
these  measures  are  plotted  on  the  diagrams,  and 
the  areas  estimated  with  the  planimeter 

**  The  principal  difficulty  that  the  line  has  yet 
encountered,  is  the  Gould  Swamp  It  has 
finally  been  decided  to  under-run  this  in  solid 
rock  with  a  siphon,  making  a  blow-off  below 
grade,  and  drsoning  by  an  adit  out  into  Uie 
Hudson  River. 

**  In  Vol.  v..  No.  1,  page  18,  in  a  discussion  of 
Mr.  A.  Harvey  Tyson's  paper  on  *  Pollution  in 
Storage  Reservoirs,'  I  notice  that  Mr.  Charles 
G.  Darrach  says,  '  I  would  call  attention  to  the 
fact  that  in  the  proposed  Quaker  Bridge  Dam 
for  the  New  Croton  Aqueduct  no  provision 
seems  to  have  been  made,  as  far  as  can  be 
learned  from  published  plans,  for  draining  off 
the  water  from  the  lower  levels.  As  this  dam 
will  be  of  almost  unprecedented  depth,  the 
same  trouble  may  be  expected  as  in  Baltimore 
and  Reading,  unless  this  precaution  is  taken.' 
The  Club  will  observe,  from  the  drawing  sent, 
that  this  criticism  is  fully  met,  and  that  me  biff 
reservoir  of  the  Croton  will,  when  constructed 
according  to  present  desi^s,  have  the  best  dr- 
eulatian  of  any  reservoir  m  the  world." 

Mr.  Jno.  S.  Elliott  presented  a  paper  on 
*'  Specifications  as  Affecting  the  Dimensions  of 
Iron  Railroad  Bridges."  As  closely  as  harmon- 
ize theory  and  practice  in  bridge  engineering, 
and  notwithstanding  the  agreement  amonest 
builders  there  still  remain  mfferences  and  in- 
consistencies  in  matters.  Example  ffiven  of 
two  spans,  built  by  Detroit  Bridge  Con  Co., 
one  154  ft.,  the  other  162  ft.,  in  length,  the  first 
has  80  per  cent  more  metal  in  it,  showing  to 
what  extent  different  rolling  load,  requirements 
and  dimension  formulae  may  affect  metal 
amounts.  The  author  reviewed  some  departures 
from  the  usual  methods  of  distributing  the  load 
for  purposes  of  calculating  the  strains,  showing 
them  to  be  unnecessary  refinements.  The  sul^ 
ject  of  wind  bracing  was  taken  up,  and  one 
important  principle  mvolved  in  the  dimension- 
ing of  the  chord  members  for  wind  stresses 
shown  to  be  applicable  to  double  track  through 
trusses — making  a  saving  of  between  15  and 
20  per  cent,  m  material.  It  is  this:  No 
addition  to  chord  members  for  wind  stresses  is 
made,  unless  the  combined  wind  and  load 
stresses  cause  a  strain  in  the  member  over  and 
above  a  certain  proportion  of  the  maximum 
dead  and  live  load  stresses.  In  other  words, 
as  it  is  but  seldom  the  case  that  all  possible 
stresses  combine,  no  addition  to  chord  members 
will  be  made  unless  a  certain  strain  limit  is 
passed.  The  same  principle  should  hold  good 
for  a  double  track  through  span,  where  any  one 
of  the  two  trusses  but  seldom  is  reoirired  to 
resist  all  possible  attacking  forces.  Wohler's 
law  with  Launhardt's  and  Weyrauch's  deduc- 
tions then  treated  and  examples  given  of  varia- 
tions in  dimensions  of  existing  bridges  caused 
by  using  them.  Economy  to  use  these  formulse 
in  long  spans  and  to  the  best  of  the  author's  be- 
lief,  the  firm  of  Wilson  Bros.,  members  of  the 
Club  to  be  the  first  to  use  them  in  this  country 
scientifically. 

A  discussion  followed  upon  the  paper  of  Mr. 
James  Christie,  upon  the  **  Adaptation  of  Steel 
to  Structmul  Work."    Mr.  Thos.  M.  Cleemann 


thought  the  use  of  steel  instead  of  iron  by  en- 
gineers was  dependant  principally  on  the  manu- 
lacturers  producing  a  perfectiy  uniform  and 
reliable  product,  which  at  present  they  do  not 
seem  to  do.  He  thought  that  the  advantage  of 
usinff  a  cast  metal  was  in  favor  of  steel,  by 
whidi  struts  could  be  made  of  a  hollow  circular 
section,  requiring  least  material,  and  the  punch- 
ing of  holes  for  fastening  pieces  together  by 
riveting,  which  especially  weakens  steel  of  a 
hiffh  grade,  could  be  dispensed  with. 

Mr.  James  Christie  said  in  reply,  that  it  was 
very  improbable  that  struts  would  ever  acain 
be  made  directiy  from  castings.  Aside  from 
the  difficulty  of  maintaining  a  uniform  thick- 
ness of  metal,  the  cost  of  construction  would  be 
greater  than  by  the  present  method  of  building 
up  rolled  material. 

Professor  Wm.  H.  Burr  said  the  steel  ques- 
tion presents  itself  to  engineers  under  two  en- 
tirely different  aspects.  The  first  Involves  the 
character  of  the  metal  per  se ;  and  the  second 
is  based  upon  the  consideration  of  the  influence 
of  this  metal  on  structural  design.  In  the  first 
place,  although  improvements  in  the  uniformity 
of  production  can  yet  be  made,  steel  mkkers,  by 
either  the  Bessemer  or  open-hearth  processes, 
are  ready  to  work  under  any  physical  specifica- 
tions affecting  uniformity  that  may  be  demanded 
by  the  best  engineering  practice  of  the  present 
time;  and  it  may  be  safely  asserted  that  in- 
creased uniformity  will  keep  pace  with  any  de- 
mand. 

Unfortunately,  however,  there  seems  to  be 
considerable  diversity  in  the  results  of  experi- 
ences with  the  many  and  varied  shop  manipu- 
lations necessary  to  the  completion  of  the 
structural  member.  Mr.  Christie  tells  us  that 
in  supplementing  his  most  admirable  t^ts  on 
angle-iron  struts,  by  those  on  composite  riveted 
columns,  he  found  the  ultimate  unit  of  stress  in 
the  latter  essentially  equivalent  to  that  realized 
in  the  former.  On  the  other  hand,  I  am  cred- 
ibly informed  by  the  chief  inspector  of  an  ex- 
tensive railway  system,  that  some  full-sized  high 
Bessemer  steel  latticed  columns  built  for  a  large 
bridge  ffdled«  when  tested  to  destruction,  to 
give  much,  if  any,  excess  over  corresponding 
wrought  iron  columns  These  and  other  similar 
results  suggest  the  possibility,  or  even  proba- 
bility, that  the  known  sensitiveness  of  high 
steel  demands  a  more  extensive  experimental 
experience  with  finished  bridge  members  be- 
fore the  general  use  of  such  metal  in  columns 
can  be  considered  satisfactory.  Low  structural 
steel  of  60,000  to  65,000  pounds  ultimate  tensile 
resistance,  is  capable  of  any  duty  in  the  finished 
structure  in  the  most  satisfactory  manner,  and 
high  steel  of  80,000  to  90,000  pounds  ultimate 
tensile  resistance  will  eventually  be  equally  re- 
liable, but  there  are  serious  reasons  for  much 
care  in  its  present  use.  The  effect  of  the  intro- 
duction of  steel  on  structural  design  has  not  yet 
received  the  same  consideration  as  that  of  con- 
structive processes.  With  the  increased  work- 
ing stresses  allowed  in  steel,  the  coefficient  of 
elasticity  remains  essentially  the  same  as  for 
wrought  iron,  with  its  lower  allowable  stresses. 
With  the  same  design  in  both  metals,  the  result 
is  an  Increase  of  strains  for  steel  in  direct  pro- 
portion to  the  unit  stresses,  and  precisely  the 
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same  proportional  increase  of  deflections.  The 
present  and  increasing  requirements  for  rapidly 
moving  loads  make  this  a  very  serious  aspect 
of  the  question,  and  ^ve  rise  to  a  correspond- 
ing modification  of  design,  so  that  proper  stiff- 
ness as  well  as  strength  may  be  maintained.  A 
comparison  of  the  deflections  of  the  Niagara 
and  St.  John's  cantilevers,  shows  very  clearly 
the  effect  of  a  constant  coefficient  of  elasticity 
with  an  increased  working  stress.  The  principal 
dimensions  of  these  structures  are  siifficiently 
near  in  value  to  afford  a  very  interesting  com- 

girison.  The  greatest  deflection  of  the  Niagara 
ridge,  with  its  high  steel  compression  mem- 
bers, with  workinff  stresses  that  cannot  be  far 
from  9,000  to  10,000  pounds,  in  combination 
with  wrought  iron  tension  members,  was  7^^ 
inches;  while  that  of  the  St  John's  Bridge, 
with  all  members  of  about  60,000  pound  steel 
and  corresponding  working  stresses,  was  4 
inches.  A  proper  allowance  fortlie  compres- 
sion of  the  steel  piers  of  the  former  leaves  a  re- 
maining difference  of  over  2  inches  Again,  the 
effect  of  alternate  stresses  of  opposite  kinds  on 
the  design  of  steel  members,  is  <till  a  matter  in 
almost  a  purelv  conventional  state.  The  ex- 
periments of  Weyrauch  and  Spargenberg  are 
of  the  right  kind,  and  constitute  a  lone  step  in 
the  right  direction  ;  but  it  must  be  Dorne  in 
mind  that  these  experimenters  treated  speci- 
mens and  not  structural  members.  The  ulti- 
mate physical  condition  of  steel  furnishes  strong 
reasons  for  believing  that  its  fatigue  under  com- 
pression will  be  considerably  less  than  that  of 
wrought  iron. 

Mr.  (George  8.  Strong  presented  an  illustrated 
description  of  Rack  l&il  Appliances  for  rail- 
roads with  very  heavy  grades. 

Mr.  J.  Foster  Crowell  presented  an  illustrated 
paper  upon  Masonry  Arches,  treating  mathe- 
matically the  determination  of  dimensions  of 
voussoirs  in  difficult  cases,  and  giving  tlie  re- 
sult of  his  experience  as  to  methods  of  with- 
drawing centers. 

Mr.  A.  R.  Roberts  exhibited  an  appliance  for 
fastening  the  Floor  Timbers  of  Highway 
Bridges  to  the  iron  I-l>eams  of  the  floor  system. 
It  consists  of  a  piece  of  flat  wrought  iron  cut  from 
the  ends  toward  the  middle,  the  divided  por- 
tions beinif  bent  at  right  angles  to  the  piece,  so 
that  one  opposite  pair,  after  being  ragged,  can 
be  driven  in  the  wood,  and  the  other  pair  bent 
under  the  flange  of  the  iron  beam. 

Mr  Kenry  G.  Morris  introduced  Mr.  P. 
Oestburg,  who  exhibited  specimens  of  and  de- 
scribed the  Mjtis  Metal  Castings,  which  are 
made  from  wrought  iron,  and  have  a  very  high 
ducting 

Mr.  Wm.  H  Dechant  presented  a  description 
of  a  Movable  Dam  and  Caisson  Operating 
Truck,  illustrated  by  a  small  model  and  photo- 
lithograph  plates.  He  claims  a  number  of  ad- 
vantages in  the  system  over  the  French  or 
Chanoine  system  of  movable  dam,  constructed 
by  the  United  States  Government  at  Davis* 
Island,  below  Pittsburgh,  namely — a  wicket  of 
more  simple  construction,  having  a  less  num- 
ber of  wearing  parts,  and  more  positive  action; 
less  liability  of  being  damaged  by  ice,  snags, 
or  any  other  body  passing  over  them  when 
down ;  a  simple  appliance  to  throw  the  wickets 


down  either  separately  or  collectively ;  a  cws- 
son  operating  truck,  to  enable  one  wicket,  or  a 
certain  number  of  them,  to  be  quickly  and  ef- 
fectually enclosed  from  the  water  above  the 
dam,  to  allow  repairs  to  be  m<ide,  and  also  to 
enable  the  attendants  to  get  immediately  over 
the  wickets  and  dam,  so  as  to  make  careful  ex- 
aminations, and  be  in  a  positive  position  to 
raise  the  wickets,  making  it  practicable,  wher- 
ever necessary,  to  use  steam  power  to  operate 
the  dam,  instead  of  depending  upon  manual 
labor.  The  system  also  applies  to  flush  strips 
on  top  of  permanent  dams,  and  they  are  in 
practical  use  on  several  of  the  dams  on  the 
Schuylkill  Navigation ;  where  the  flush  strips 
from  10  to  18  inches  in  height  are  used,  they 
are  operated  directly  by  a  man  walking  out 
along  the  comb  of  the  dam,  one  man  being 
able  to  raise  or  lower  such  a  wicket  10  feet 
long  with  ease. 

AMBKiOAN  Society  of  Civil  Enoinebrs — 
NovBBfBBR  4th,  1886.— Vice-President  G. 
S    Greene,  Jr.,  in  the  chair. 

The  following  candidates  were  elected  as 
members :  Edward  Sherman  Gould,  Yonkers, 
N.  Y. ;  Benjamin  Dwight  Green,  Oswego, 
N.  Y. ;  Simpson  Clark  Heald,  Worcester, 
Mass. ;  Thomas  Franklin  Richardson,  El  Paso, 
Texas ;  and  as  Fellow  of  the  Society,  Codding- 
ton  Meyer,  New  York  City. 

The  following  amendment  to  the  by-laws  was 
regularly  proposed : 

To  amend  section  24,  5tli  clause,  by  substi- 
tuting the  word  ** December"  for  the  word 
••November" 

The  Board  of  Direction  was  requested  to 
issue  a  circular  calling  the  attention  of  mem- 
bers to  the  desirability  of  adding  to  the  num- 
ber of  junior  members,  and  of  exercising  their 
persond  influence  with  young  men  towards  in- 
ducing them  to  make  application  in  the  ordi- 
nary way  for  junior  membership. 

A  paper  read  by  Mr  F.  Collingwood,  M. 
Am.  Soc.  C.  E.,  on  **The  Behavior  of  Cement 
Mortars  imder  Various  Contingencien  of  Use, 
with  a  Brief  Discussion  of  Several  Tests,"  was 
read.  This  paper  calls  attention  to  tlie  desira- 
bility of  securing  observations  upon  the  expan- 
sion and  contraction  of  mortars  when  setting, 
and  also  of  the  compression  at  various  ages 
under  loads  up  to  disintegration,  at  successive 
periods,  both  with  pure  cement,  with  various 
mixtures  of  sand,  with  concrete  and  with  lime 
mortars,  and  also,  in  addition,  to  make  ob- 
servations of  the  same  nature  upon  various 
building  materials.  Attention  was  also  called 
to  the  importance  of  measuring  actual  com- 
pressions in  walls  and  masses  of  masonry,  and 
also  as  to  the  setting  of  mortars  if  placed  wet, 
and  the  best  method  under  such  circumstances. 
Suggestion  were  made  as  to  desirable  methods 
of  securing  these  observations.  Changes  in 
dimensions  of  masonry  by  changes  of  temper- 
ature were  also  referred  to.  This  general  sub- 
ject, in  its  various  relations,  will  be  consid- 
ered by  a  committee,  which  has  been  appointed 
in  pursuance  of  the  action  at  the  last  annual 
meeting. 

NovKMBKB  18th,  1885— Vice-President  G.  S. 
Greene,  Jr.,  in  the  chair. 
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Discussions  were  presented  on  **Wind 
Strains  in  Bridges,"  on  **Fonnul»  for  the 
Weight  of  Iron  and  Steel  Railway  Bridges,"  on 
"  Canals  and  Railways,"  **  Ship  Canals  and 
Ship  Railways." 

An  ingenious  instrument  for  the  accurate 
drawing  of  curves  for  railways  and  other  pur- 
poses was  exhibited  and  explained  by  Mr.  A. 
Marischal,  C.  E.  In  connection  with  the  work 
of  the  Committee  on  Uniform  Standard  Time,  a 
new  clock-dial  was  exhibited.  The  arrange- 
ment of  this  dial  is  such  that,  by  a  simple  at- 
tachment, the  figures  representing  the  hours 
are  automatically  changed  at  the  proper  times, 
so  that  they  represent  the  morning  and  after- 
noon hours  consecutively. 

ST.  Louis  Enginebks*  Club— November  18* 
1885. — ^Executive  Committee  recommended 
that  the  meetings  be  held  on  the  first  and  third 
Wednesdays  of  each  month  during  the  session. 
On  motion  the  recommendation  was  adopted. 

The  Secretary  then  read  a  programme  for  the 
Winter:— -Dec.  2-^.  M.  Woodward,  "  Theory 
of  Ammonia  Refrigerators;"  Dec.  16— Thos. 
J.  Whitman,  History  of  the  St.  Louis  Water 
Works;"  Jan.  6-nJ.  A.  Seddon,  *' Cross  Sec- 
tions of  Uniform  Flow  in  River  Physics ; "  Jan. 
30— P.  M.  Bruner,  **  The  Use  of  Hydraulic  Ce- 
ments ; "  Feb.  8— Chas.  C.  Brown ;  Feb.  17— 
Chas.  W.  Melcher,  **  The  Theory  of  the  Sus- 
taining Power  of  an  Air  Jet ;  "  March  8— Rob- 
ert E.  McMath,  *'The  Future  drainage  of  St. 
Louis;"  March  17— A.  P.  Man,  "The  Deter- 
mination of  Openings  for  Bridges  and  Cul- 
verts; "  April  7— W.  Paxil  Gerhardt,  **  Disposal 
of  Household  Waste ;  "  April  21— Geo.  EC.  Pe- 
gram ;  May  5— S.  Bent  Russel,  "  Water  Supply 
for  Fire  Service ; "  May  19— W.  H.  Allderdice ; 
June  2— Report  of  Committee  on  Smoke  Pre- 
vention. 

Prof.  J.  B.  Johnson  read  a  paper  on  the  Solar 
Azimuths  by  Transit  Attachments  and  Base 
Line  Measurements  by  the  Steel  Tape.  Gen- 
eral discussion  followed. 

To  the  Editor  of  Van  Ifostrand's  Engineering 
Magatine: 

Sib — ^The  undersigned  committee  of  the  En- 
gineers* Club,  of  St.  Louis,  would  respectfully 
callyour  attention  to  the  following  action : 

Wherea9,  The  Engmeers'  Club,  of  St.  Louis, 
did,  on  March  18,  1885,  appoint  a  Committee 
to  "Consider  and  report  on  the  best  means  of 
improving  the  status  of  civU  engineers  in  the 
service  of  the  general  government,"  and 

Whereas,  Said  committee,  after  due  delibera- 
tion, decided  that  this  subject  was  not  of  suffi- 
cient general  interest  or  importance  to  justify 
the  Club  in  initiating  or  supporting  a  movement 
tending  to  simplv  legislate  in  the  interest  of  a 
certain  class,  and 

Whereas.  The  committee,  in  accordance  with 
these  views,  reported  to  the  Club,  on  May  13, 
1885,  that  it  "  regrets  to  see  the  discussion  of 
the  subject  turning  aside  from  the  broad  ques- 
tion of  creating  an  organization  for  the  conduct 
of  public  works."  And,  furthermore,  that  "to 
this  question,  personal  matters,  past,  present, 
or  future,  the  value  of  the  different  schools  and 
modes  of  training,  or  the  honesty  and  truthful- 
nes<«  inculcated  through  certain  associations,  arc 


alike  foreign.  There  seems,  therefore,  to  be 
need  for  conservative  influence  lest  the  utter- 
ances  of  individuals  be  taken  as  expressing  the 
views  and  wishes  of  the  engineering  profession, 
and  lest  a  discussion  of  a  pure  question  of  pub- 
lic policy  degenerate  into  a  controversy  about 
matters  of  no  consequence."    And 

Wher«i%^  The  committee  was  continued  to 
consider  this  broader  question  and  make  an 
effort,  through  *•  correspondence  and  confer- 
ence "  with  other  societies,  to  reach  some  com- 
mon ground  of  action  ultimatelv  terminating  in 
a  convention  to  formulate  a  plan  for  creating 
an  organization  to  conduct  our  public  works, 
and  to  consider  all  questions  relating  thereto. 
Therefore  be  it 

Besolved,  That  this  committee  does  not  deem 
it  expedient  to  send  a  representative  to  the  con- 
vention called  to  meet  in  Cleveland  for  the  pur- 
pose of  promoting  class  legislation,  a  matter 
foreign  to  the  declared  purposes  for  which  this 
committee  was  continued. 

Hewlved  That  copies  of  these  resolutions  be 
furnished  the  several  engineering  societies  of 
the  country. 

Robert.  E  McMath, 
j.  a.  ookebson, 
J.  B.  Johnson, 
H.  S.  PBrroHBTT, 

Committee. 
St.  Louis,  Mo.  Nov.  19,  1886. 


ENGINEERING    NOTES. 

ANonENT  Tunnels  and  Abohes. — ^Mr.  Baker 
in  his  address  to  the  British  Association, 
said :  **  I  have  no  doubt  that  as  able  and  enter- 
prising engineers  existed  prior  to  the  age  of 
steam  and  steel  as  exist  now,  and  their  work 
was  as  beneficial  to  mankind,  though  different 
in  direction.  In  the  important  matter  of  water 
supply  to  towns,  indeed,  I  doubt  whether,  hav- 
ing reference  to  facility  of  execution,  even 
greater  works  were  not  done  2.000  years  ago 
than  now.  Herodotus  speaks  of  a  tunnel  8  ft. 
square,  and  nearlv  a  mile  long,  driven  through 
a  mountain  in  order  to  supply  the  city  of  Samos 
with  water;  and  his  statement,  though  long 
doubted,  was  verified  in  1882  through  the  abbot 
of  a  neighboring  cloister  accidentally  unearth- 
ing^ some  stone  slabs. 

The  German  Archaeological  Society  sent  out 
Ernst  Fabricius  to  make  a  complete  survey  of 
the  work,  and  the  record  reads  like  that  of  a 
modem  engineering  undertaking.  Thus,  from 
a  covered  reservoir  in  the  hills  proceeded 
an  arched  conduit  about  1,000  yards  long, 
partly  driven  as  a  tunnel  and  partly  ex- 
ecuted on  the  "cut  and  cover"  system 
adopted  on  the  London  underground  railway. 
The  tunnel  proper,  more  than  1,100  yards  m 
length,  was  hewn  by  hammer  and  chisel  through 
the  solid  limestone  rock.  It  was  driven  from 
the  two  ends  like  the  ^reat  Alpine  tunnels, 
without  intermediate  sh^ts,  and  the  engineers 
of  2,400  years  ago  might  well  be  conersSulated 
for  getting  only  some  dozen  feet  out  of  level  and 
little  more  out  of  line.  From  the  lower  end  of 
the  tunnel  branches  were  constructed  to  supply 
the  cit}*^  mains  and  fountains,  and  the  explorers 
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found  Yentilating  shafts  and  side  entrances, 
earthenware  socket-pipes,  with  cement  joints, 
and  other  interesting  detaUs  connected  with  the 
water  supply  of  towns. 

In  the  matter  of  masonry  bridges,  as  great 
works  were  undertaken  some  centuries  ago 
as  in  recent  times.  Sir  John  Rennie  stated, 
in  his  presidential  address  at  the  Institute  of 
Civil  Engineers,  that  the  bridge  across  the  Dee 
at  Chester  was  the  *' largest  stone  arch  on  rec- 
ord." That  is  not  so.  The  Dee  Bridge  con- 
sists of  a  single  segmental  arch  200  ft.  span  and 
42  ft.  rise ;  but  across  the  Adda,  in  Northern 
Italy,  was  built,  in  the  year  1377— more  than 
500  years  ago — a  similar  segmental  arch  bridge 
of  no  less  than  287  ft.  span  and  68  ft.  rise. 
Ferario  not  lonj^  since  published  an  account  of 
this,  for  the  penod,  colossal  work,  from  which 
it  would  appear  that  its  life  was  but  thirty-nine 
years,  the  bridge  having  been  destroyed  for 
military  reasons  on  December  21,  1416.  I  be- 
lieve our  American  cousins  claim  to  have  built 
the  biggest  existing  stone  arch  bridge  in  the 
world— that  across  the  Cabin  Johns  Creek ;  but 
the  span,  after  all,  is  only  '^15  ft.,  or  10  per 
cent,  smaller  than  the  500-year-old  bridge.  In 
timber  bridges,  doubtless,  the  Americans  will 
ever  head  the  list,  for  the  bridge  of  840  ft  span 
built  across  the  Schuylkill  three-quarters  of  a 
century  ago,  will  probably  never  be  surpassed. 
Our  ancestors  were  splendid  workers  in  stone 
and  timber,  and  if  they  had  been  in  possession 
of  an  unlimited  supply  of  iron  and  steel,  I  fear 
there  would  have  been  little  left  for  modern 
bridge  builders  to  originate. 


IRON  AND  STEEL  NOTES. 

SILICON  IN  Cast-ibon.— Mr.  Thomas  Turner 
draws  the  following  conclusions  from  some 
recent  experiments : 

1.  That  a  suitable  small  addition  of  silicon  to 
cast-iron  almost  entirely  free  from  silicon  is 
capable  of  producing  a  considerable  improve- 
ment in  the  mechanical  properties  of  the  metal 

2.  That  in  these  experiments  the  maximum 
values  are  probably  reached  with  the  following 
amount  of  silicon: 

Per  cent. 

Crushing  strength about  0.80 

ModTilus of  elasticity *'      1.00 

Relative  density  (in  mass) **     1.00 

Tensile  strength "      1.80  - 

Softness  and  working  qualities..     *'      2.50 

3.  That  when  general  strength  is  required,  the 
amount  of  silicon  should  not  vary  much  from 
about  1.4  per  cent. ;  but  that  when  special  soft- 
ness and  fluidity  are  desirable,  about  2.5  per 
cent  may  be  added.  Even  in  the  latter  case, 
however,  any  increase  upon  8  per  cent,  niust 
be  dangerous. 

These  conclusions  are  only  strictly  true  un- 
der the  circumstances  of  the  author*s  experi- 
ments, but  he  hopes  shortly  to  bring  forward 
evidence  from  independent  investigations  to 
support  his  results.  The  cause  of  these  re- 
suits  is  discussed.  The  author  is  decidedly  of 
the  opinion  that  the  production  of  graphitic 
carbon  is  not  the  only  cause  of  these  oiffer- 
ences,  but  that,  in  addition  to  the  indirect  ef- 
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feet  owing  to  the  production  of  gray  iron,  the 
suitable  addition  of  silicon  has  a  direct  and 
beneficial  influence  upon  the  mechanical  prop- 
erties of  the  metal. 

Ew  Peookss  of  Steel  Manitfaotube.— Dur- 
ing the  last  few  months  works  specially  laid 
out  for  a  new  process  of  steel  manufacture  have 
been  established  at  Manchester  by  Messrs.  Bott 
&  Hackney.  This  is  termed  a  direct  process, 
and  may  be  described  as  a  compromise  between 
the  Bessemer  and  the  crucible  processes.  An 
important  advantage  secured  is  that  baked 
moulds  are  dispensed  with,  the  castings  being 
made  in  green  sand,  so  that  the  many  severe 
internal  strains  caused  by  hard  moulds  at  the 
time  of  cooling  are  avoided.  The  firm  are  thus 
enabled  to  produce  steel  castings  which  are 
practically  free  from  blowholes  and  shrinkage, 
notwithstanding  that  metal  out  of  one  ladle 
can  be  indiBcriminately  poured  into  elevator 
bucket  moulds  less  than  }  inch  thick,  or  into 
moulds  for  heavy  crank  shafts.  We  have  had 
an  opportunity  of  inspecting  a  number  of  steel 
castings  produced  by  this  process  which,  under 
any  ordinary  method,  would  probably  be  con- 
sidered impossible  of  production.  Amongst 
these  were  mule  sickles  which  had  been  twisted 
cold,  then  forged  and  hardened  that  they  could 
be  ground  to  a  razor  edge ;  and,  as  an  example 
of  intricate  work,  a  pulsometer,  with  all  its  m- 
temal  parts,  has  been  successfully  cast,  which 
is  probably  the  first  time  that  a  complicated 
apparatus  of  this  description  has  been  produced 
in  a  steel  casting.  There  were  also  pulsometer 
valves,  which,  after  turning,  were  hardened, 
and  complicated  lever  castings  perfectly  soft 
and  ductile,  which,  after  being  machined,  were 
free  from  any  defects,  and  were  afterward  hard- 
ened at  the  point  where  friction  would  require 
a  wearing  surface.  ^  The  process  enables  malle- 
able steel  castings*  to  be  produced  which  are 
perfectly  sound  and  reliable,  and  which  can  be 
ersily  forged,  and  hardened  as  required,  either 
in  oU  or  water. 


RAILWAY  NOTES 

AN  Eleotrioal  Tramway  Ekoine. — Trials 
of  a  new  electrical  tramway  engine  are 
shortly  to  be  made  at  Stratford,  the  engine  being 
the  invention  of  Mr.  C.  P.  Elieson.  This  engine 
has  for  some  time  past  been  tested  and  run  at 
the  works  of  the  ^orth  Metropolitan  Tram- 
way  Company,  London,  England.  The  elec- 
trical and  mechanical  part  has  been  con- 
structed by  the  Electric  Locomotive  and  Power 
Company.  It  appears  that  an  extension  will 
shortly  be  made  of  the  tramway  from  Stratford 
down  the  Ilford  Road,  and  that  arrangements 
will  be  made  later  on  to  work  this  portion  en- 
tirely by  electric  engines.  Meanwhile  an  engine 
of  greater  power  is  being  constructed  with  the 
view  of  showing  what  can  be  done  on  a  rail- 
way. It  is  stated  that  the  maximum  of  speed 
developed  in  the  engine  under  notice  is  about 
eight  miles  an  hour,  but,  if  necessary,  an  engine 
can  be  constructed  to  run  as  fast  as  may  be  re- 
quired for  all  practical  purposes.  The  power  is 
derived  from  50  cells,  containing  about  280 
amperes,  and   the  current  used  varies   from 
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about  60  amperes  per  hour  at  starting  to  about 
35  amperes  per  hour  when  running. 

AN  Engine's  Great  Record. —The  Boston 
and  Albany  Railroad  Company  has  been 
much  interested  m  the  performances  of  its  loco- 
motive passenger  engine  No.  187,  which  was 
built  at  the  company's  own  shops.  The  follow- 
ing are  the  principal  dimensions  of  the  ma- 
chme :  Weight,  42  tons ;  cylinders.  18  by  22 
in. ;  wheels,  68  in.  diameter ;  boiler,  62  in.  di- 
ameter ;  number  of  2-in.  tubes,  221 ;  pressure, 
160  lbs.  This  engine  came  out  of  shop  April 
23,  1883,  and  was  taken  in  for  general  repairs 
October  30,  1885,  having  run  daily  30  months 
and  7  days,  or  921  days,  making  a  total  of  184,- 
726  mUes.  During  this  time  the  engine  lost  12 
days  for  repairs,  and  deducting  this  from  the 
total  number  of  days  run,  the  average  number 
of  miles  run  per  day  is  203.  No  repairs  were 
made  until  April  27,  1884,  when  the  engine  had 
run  78,812  miles.  During  portions  of  the 
months  of  Apiil  and  June  and  the  whole  of  the 
month  of  May,  1885,  the  engine  ran  400  miles 
per  day,  makine  (with  extra  trips  Sundays) 
10,910  miles  in  May,  and  a  total  of  26,740  miles 
in  the  above-named  months,  an  average  of 
8,913  miles  per  month.  The  12  days  lost  and 
the  causes  were  as  follows :  April,  1884,  1  day, 
broken  equalizer;  July,  1884,  4  days,  tires 
turned,  one  broken  driving-box  replaced  and 
throttle  ground;  July,  18&,  4J  days,  broken 
piston-rod ;  May,  18»5,  i  day,  broken  piston- 
rod,  front  cylinder-head  and  casing ;  Septem- 
ber, 1885,  2  days,  broken  driving-box.  The 
driving-boxes  were  of  cast  iron.  Steel  is  now 
being  used,  and  no  more  trouble  is  expected 
from  that  source. 


ORDNANCE  AND  NAVAL 

THE  New  Naval  Guns.— A  long  series  of 
experiments  have  been  made  by  the  Ord- 
nance Committee  with  the  new  breech-loading 
^uns  now  in  course  of  issue  for  the  latest  of  the 
ironclads,  the  Imp^rieuse  and  the  Warrior,  and 
much  useful  information  has  been  gained  re- 
specting the  behavior  and  requirements  of  breech 
loading  steel  ordnance,  the  action  of  modern  gun- 
powders, and  collateral  subjects.  The  particular 
gun  designed  for  this  service  is  known  as  the 
9. 2-in.,  of  22  cwt.,  and  fires  a  projectile  of  380 
lbs.  The  first  thing  required  was  to  determine 
the  description  of  powder  best  adapted  to  the 
size  and  construction  of  the  gun,  and  next  the 
quantity  calculated  to  give  the  maximum  im^ 
petus  to  the  shot  within  the  stipulated  strain 
upon  the  gun,  for  which  it  was  decided,  as  a 
preliminary  condition,  that  the  pressure  should 
not  exceed  17^  tons.  Cocoa  powders  were 
chiefly  employed  in  the  trials,  previous  experi 
ments  having  conclusively  demonstrated  the 
superiority  of  these,  the  brown,  powders  over 
all  descriptions  of  the  black  gunpowders  of  the 
past,  but  a  few  rounds  of  prismatic  and  **  rifle 
large  grain  "  were  fired  by  way  of  comparison. 
The  methods  of  restraining  the  action  of  the 
powders  by  increase  of  moisture  and  other  de- 
vices, which  have  been  carefully  studied  of  late 
years,  were  closely  observed  and  recorded,  the 
result  being  the  production  of  a  brown  powder 
at  the  government  works,   Waltham  Abbey, 


which  seems  to  have  given  complete  satisfac- 
tion. A  favorable  peculiarity  of  the  brown 
powders  is  found  to  be  the  small  quantity  of 
smoke,  and  even  this  dissipates  immediately, 
but  these  powders  also  have  a  liquid  residue, 
which  is  so  hot  that  it  will  fire  gunpowder  after 
20  or  80  seconds*  exposure,  and,  therefore,  a 
cause  of  danger  when  the  gun  is  reloaded,  the 
accident  on  board  the  Canada  last  November 
having  probably  had  some  such  origin.  Such 
misfortunes  are  hereafter  to  be  guarded  against 
by  cooling  the  gun,  and  using  a  close-fitting 
sponge  to  clean  out  the  chamber.  Rottweil  and 
Westphalian  cocoa  powders  have  also  been 
fired  from  the  gun,  and  have  exhibited  similar 
qualities,  and,  after  some  defects  in  the  rotating 
range  of  the  projectiles  had  been  amended,  the 
gun  was  found  to  make  excellent  practice,  the 
errors  up  to  about  4,000  yards  being  remarkably 
slight.  The  breech  action  opened  and  closed 
with  great  facility,  and  without  the  necessity  of 
using  the  ratchet  gear,  and  the  fitting  of  metal 
disks  on  the  obturator  answered  admirably  in 
saving  the  obturator  and  confining  the  powder 
gases.  The  carriage  also  is  reported  favorably 
upon  by  the  committee,  the  recoils  being  regu- 
lar and  well  under  control.  The  new  veloci- 
meter  invented  by  Colonel  Sebert  for  register- 
ing recoils,  pressure  on  buffers,  and  velocity  of 
projectiles  through  the  gun,  was  used  in  these 
trials  with  good  effect.  Two  of  these  instru- 
ments have  been  purchased  by  the  War  Depart- 
ment, and  are  now  employed  in  most  of  the 
experiments  at  Woolwich.  The  results  of  these 
observations,  and  frequent  inspections  of  the 
experimental  gun,  have,  however,  shown  that 
there  is  someming  yet  to  learn  on  the  subject 
of  steel  arlUlery,  for,  after  firing  166  rounds, 
mostly  with  excessive  charges,  the  gun  had  to 
be  relined,  and  a  tendency  is  displayed  by  all 
the  guns  of  similar  manufacture  to  enlarge  the 
bore.  The  increase  is  almost  infinitesim^.  and 
no  gun  has  yet  been  rendered  unserviceable 
from  this  cause,  but  it  has  been  thought  advisa- 
ble, pending  some  further  modifications  in  the 
gun  or  projectiles,  that  the  firing  of  these  heavy 
breechloaders  shall  be  restricted  as  far  as  prac- 
ticable to  reduced  charges.  It  is  doubted 
whether  under  the  present  conditions  it  will  be 
possible  to  prolong  the  life  of  a  gun  without 
relining  for  more  than  20  battering  charges. 
It  will  seldom  be  necessary  for  the  Imperieuse 
or  the  Warrior  to  fire  the  full  charge,  and  the 
imposition  of  the  rule  will  therefore  be  attended 
with  no  practical  inconvenience.  With  half 
charges,  which  are  usual  at  practice,  the  guns 
will  remain  undeteriorated  from  probably  1,000 
rounds. 

MESSRS.  Frbdrich  Krupp  &  Co.  are  at 
present,  a  correspondent  says,  manu- 
facturiug  for  the  Italian  Government  four  guns 
for  a  shore  battery,  which  will  be  larger  than 
any  in  the  world.  Each  will  weigh  120  tons, 
whilst  a  charge  of  600  lbs.  of  gunpowder  will 
be  required  for  the  firing  of  the  projectile  of 
one  ton.  The  guaranteed  range  is  five  miles. 
The  first  of  these  monsters  will  be  tested  at 
Meppen  on  the  firm's  firing  grounds,  and  trans- 
ported to  Italy  on  special^^-built  cars  with  six- 
teen axles,  bridges  and  viaducts  having  to  be 
strengthened  in  order  to  stand  the  weight. 
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A  K  important  addition  has  been  made  to  the 
i\  Swedish  navy  by  the  completion  of  the 
corvette  Freja,  built  at  the  Eockum  Engineer- 
ing Works,  Malmo.  Her  dimensions  are — 
Length  over  all,  221  ft :  width,  41  ft. ;  and 
depSi  in  the  hold,  29  ft.  She  draws  19  ft.  of 
water  aft,  and  16  ft.  forward.  The  vessel  is 
built  throughout  of  soft,  Swedish-Bessemer 
steel,  and  c^ed  with  a  8-in  layer  of  teak  and 
and  a  2^.in.  one  of  fir.  Her  engines  are  of 
2,000  horse-power,  and  manufactm^  in  Swe- 
den. She  will  be  full-ri^ed,  the  masts  of 
iron,  having  been  made  in  England,  and  armed 
with  ten  '  12-centimeter  guns  on  the  'tween 
deck,  and  two  15-centimeter  on  the  upper 
deck.    The  cost  of  the  vessel  is  X85,000. 

THB  following,  from  the  Railvxty  Register,  Is 
given  by  flie  JoumcU  of  RaU'nay  AppU- 
anee$  as  *'A  St.  Louis  Bull.*'  "Many  iron 
boilers  now  in  use  have  a  record  for  efficient 
and  continuous  service  extending  over  periods 
of  time  varjring  from  a  quarter  to  a  third  of  a 
century.  Iron  can  afford  to  stand  by  such  a 
record  as  this.  Are  there  any  steel  .boilers 
with  records  that  will  compare  favorably  with 
these  iron  boilers  ?  "  As  a  comment,  the  Jour- 
fuU  adds :  *'  Show  us  the  building  of  the  pres- 
ent day,"  sa3r8  the  Hibernian  orator,  **  which 
has  lasted  as  long  as  those  of  antiqui^."  We 
may  add  that  a  quarter  of  a  century  of  antiquity 
may  be  found  in  a  steel  fire-box  in  a  boat  on  a 
Westmoreland  lake,  and  described  in  TTie  En- 
gineer,  August  18th,  1880. 
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BVLLBTiKB  of  the  United  States  Geological 
Survey.    Nos.y7tol4. 

No.  7.— A  Catalogue  of  Geological  Maps 
r3    tive  to  North  and  South  America. 

No.  8. — Report  of  work  done  in  Washington 
Laboratory  during  fiscal  year  1888-4. 

No.  9.— On  Secondary  Enlargements  of  Min- 
eral Fn^ments  in  certsdn  rocks. 

No.  10.— On  the  Cambrian  Faunas  of  North 
America. 

No.  11.— On  the  Quaternary  and  Recent 
Mollusca  of  the  Great  Basin. 

No.  12.— A  Crystallographic  study  of  the 
Thinolite  of  Lake  Lahonton. 

No.  18.— Boundaries  of  the  United  States,  and 
of  the  several  States  and  Territories,  with  a 
historical  sketch  of  the  territorial  changes. 

No.  14.— On  the  Ph3r8ical  Characterktics  of 
the  Iron-carburets,  more  particularly  on  the 
^vanic  thermo-electric  and  magnetic  proper- 
ties of  wrought  iron  and  steel. 

Washington :  Government  Printing  Office. 

THS  Pbospbotob's  Hand-book.    By  J.  W. 
AsDBBsoN,  M.  A.  London :  Crosby,  Lock- 
wood  &  Co. 

This  is  designed  to  be  an  aid  to  the  out-door 
seeker  after  useful  minerals.  It  can  hardly  be 
more  than  a  suggestion,  however,  to  a  learner 
of  right  instincts,  to  prompt  him  to  look  up 
better  sources  of  knowledge.  The  book  is  so 
small  that  everything  is  presented  in  too  brief  a 


manner  to  be  of  use  to  a  novice  in  mineralogy 
or  geology. 

As  a  guide  to  the  ieamer,  directing  him  to 
the  proper  studies  in  acquiring  skill  in  prospect- 
ing It  may  not  be  amiss. 

STATISTICS   OP    HtDEAULIO   WoEKS   AlID  HY- 
DBOLOGT    OF    EKOLAND,    C  AN  AD  A,    EGVPT 

AND  India.  By  Lewis  d*  A.  Jackson.  London : 
W.  Thacker  &  Co. 

This  work  contains  valuable  information  re- 
garding completed  works.  A  lar^e  portion  of 
It  is  in  the  form  of  tabulated  statistics. 

Rivers,  canals,  sewage  irrigation,  storage  of 
water,  with  cost  of  construction,  cost  of  main- 
tenance, and  productive  value  are  the  chief 
topics  upon  which  the  text  of  the  book  is 
based. 

The  work  must  prove  particularly  serviceable 
to  engineers  who  undertake  hydraulic  worlds  in 
either  of  the  four  specified  countries,  and  of 
some  value  in  any  country  where  such  works 
are  in  operation. 

The  book  is  well  printed,  but  is  without  maps 
or  diagrams. 

APbimeb  of  Obthogbaphio  Pbojeotion. 
By  Major  G.  T.  Plunkett.  London : 
Sampson  Low  &  Company. 

This  is  a  book  for  beginners  in  mechanical 
or  architectural  drawing,  and  will  suit  tJie 
wants  of  learners  without  teachers. 

The  diagrams  are  interspersed  throughout  the 
text,  and  the  exercises  are  traded  with  skill. 
The  treatise  is  an  easy  ^ide  to  the  more  ad- 
vanced problems  of  descnptive  geometry. 

Mbchanioal  Intbgbatobs.  Van  Nostrand's 
Science  Series,  No.  83.  By  Professor 
Hbnby  S.  H.  Shaw.  New  York:  D.  Van 
Nostrand. 

We  are  by  no  means  certain  that  the  title  of 
this  unique  treatise  will  convey  to  the  general 
reader  an  adequate  idea  of  the  scope  of  the 
work.  To  have  called  it  an  essay  on  planim- 
eters  would  have  only  partially  explained  the 
author's  design,  but  would  not  have  proven  to 
a  great  extent  misleadii^. 

Professor  Shaw  has  ^ven  complete  analyses 
of  a  large  number  of  mechanical  measuring 
machines;  classifying  them,  describing  their 
construction,  and  expounding  the  principle  of 
action. 

As  a  record  of  inventions  of  a  peculiar  kind, 
the  work  is  very  interesting,  and  as  affording 
illustrations  of  mechanical  solutions  of  complex 
computations,  it  is  very  instructive. 

ARbpobt  on  thb  Tebminal  FAOiLrms  fob 
handling  Freight  by  the  Railroads  enter- 
ing  the  port  of  New  York,  especially  of  those 
Railroaas  having  direct  Western  connections. 
Written  and  prepared  for  the  Railroad  Oaeette 
by  Gbatz  Mobdeoai.  New  York:  Railroad 
OatetU, 

A  preliminary  analysis  of  railroad  work  and 
accounts,  and  an  investigadon  of  the  general 
subject  of  terminal  work  as  it  is  illustrated  at 
New  York,  closing  with  a  general  summary 
and  conclusions  derived  from  the  information 
given,  which  consists  of  the  detailed  plans  of, 
and  the  methods  and  approximate  cost  of  oper- 
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ating,  the  several  yards  and  freight  houses,  and 
including  a  partial    industrial    map  of   New 
York. 
Octavo  pamphlet,  68  pages  text  and  6  large 
lates.    In  flexible  cloth,  $1.50. 


MISCELUNEOUS. 

THE  proportion  of  organic  matter  present  in 
the  water  supplied  from  the  rivers  to  Lon- 
don during  the  month  of  October,  though 
slightly  in  excess  of  that  characterizing  the 
supply  of  the  past  three  months,  was  found  to 
be  very  small,  and  exceptionally  small  in  view 
of  the  year  and  of  the  swollen  state  of  the 
river.  The  report  of  Mr.  William  Crookes, 
F.  R.  S.,  Dr.  William  Odling,  and  Dr.  C.  Mey- 
mott  Tidy,  states  that  the  average  proportion 
of  organic  carbon  in  the  Thames-derived  sup- 
ply of  the  month  was  .128  part,  and  the  maxi- 
mum proportion  in  any  one  sample  .145  part  in 
100,000  parts  of  the  water,  as  against  an  aver- 
age of  .119  part,  and  a  maximum  of  .146  part, 
for  the  preceding  three  months.  In  resp^t  to 
state  of  aeration,  and  degree  of  freedom  from 
color,  and  from  any  trace  of  turbidity,  the  qual- 
ity of  the  water  supplied  by  all  the  seven  com- 
panies was  unexceptionable. 

ALLOYS  of  copper  with  cobalt  are  readily  ob- 
tained by  melting  the  two  metals  together 
under  a  flux  of  boric  acid  and  wood  charcoal, 
or  by  melting  copper  with  an  alloy  of  copper 
and  cobalt,  which  is  formed  in  the  process  of 
copper-smelting.  The  alloy  used  by  M.  Guil- 
lemm  for  this  purpose  had  the  composition  Co, 
48.28 ;  Ni,  1.0 ;  Cu,  50.26 ;  Fe,  0.46=100.  The 
alloys  investigated  contained  from  1  to  6  per 
cent  of  cobalt  They  have  a  red  color,  and  a 
fine  silky  fracture,  resembling  that  of  pure  cop- 
per. They  have  remarkable  ductility,  mallea- 
bility ana  tenacity,  and  can  be  worked 
and  rolled  in  the  cold,  but  they  cannot 
be  tempered.  They  break  under  a  tensile 
strain  of  from  25  to  86  kilos,  per  square  milli- 
meter, with  an  elongation  of  28  to  15  per 
cent.  An  alloy  containing  5  per  cent,  of  co- 
balt, after  for^ng  and  rouing,  broke  under  a 
strain  of  40  kilos,  per  square  millimeter,  with 
an  elongation  of  10  per  cent.  This  particular 
alloy,  the  Joumai  of  the  Chemical  Scciety  says, 
is  as  malleable  and  as  little  liable  to  oxidation 
as  copper,  and  is  as  ductile  and  tenacious  as 
iron. 

THE  supply  of  potable  water  in  the  Roman 
Campagna  is  one  of  the  most  urgent  ne- 
cessities in  the  improvement  of  this  vast  dis- 
trict In  order  to  provide  one  of  the  forts  re- 
cently constructed  for  the  defence  of  Rome 
with  water,  a  boring  was  made  by  the  military 
authorities  for  this  purpose.  This  fort  is  situ- 
ated near  the  tomb  of  Cecilia  Metilla,  on  the 
Appian  Way,  about  2J  miles  beyond  the  city 
walls,  and  at  70.80  meters— 230.58  ft.— above 
the  level  of  the  sea.  The  results  (Proc.  Inst 
C.  E.)  are  most  interesting,  and  show  the  ad- 
vantage that  may  be  derived  from  boring,  as 
water,  both  for  irrigation  and  potable  uses, 
may  be  obtained  by  Uiis  means,  for  at  a  depth 
of  42.12  meters— 188.15  ft— or  28.18  meters— 


92.38  ft.— above  the  level  of  the"  sea,  the  first 
water-bearing  stratum  was  found  in  the  vol- 
canic deposits,  whilst  a  second  was  reached  at 
a  depth  of  83.30  meters— 273.22  ft— or  13  me- 
ters—42.64  ft.— below  the  level  of  the  sea.  in 
the  quartertiary  formation.  The  bore  hole, 
which  was  82  centimeters— 12.6  in.— in  diam- 
eter, was  carried  down  to  the  depth  of  90  me-, 
ters— 293.2  ft.— below  the  surface.  Kind's 
percussion  boring  apparatus  was  used. 

ANEW  process  for  smoothing,  polishing  and 
fluting  stone  by  machine  power  without 
the  use  of  edge  tools — the  invention  of  Messrs. 
W.  and  T.  Bnndle,  of  Upholland,  near  Wigan 
— is  now  being  developed  by  them  in  conjunc- 
tion with  Messrs.  M.  Powis,  Bale  &  Co.,  of 
Appold  Street,  Finsbury.  This  process  con- 
sists essentially  in  causmg  a  revolving  or  re- 
ciprocating surface  of  iron  to  alternately  bear 
against  the  surface  of  the  stone  to  be  worked, 
and  then  parted  from  it  suflSciently  to  receive  a 
layer  of  fresh  sand  and  water  between  the  rub- 
bing surface  and  the  rubbed.  The  rubbing 
surface  is  held  down  by  a  spring,  but  at  inter- 
vals is*^  raised  from  the  rubbed  surface  by  an 
eccentric  cam.  For  fluting  and  similar  opera- 
tions a  series  of  round  bars  of  wrought  iron 
are  mounted  in  bearings  and  made  to  revolve ; 
at  the  same  time  they  are  given  a  reciprocating 
movement.  The  block  of  stone  to  be  fluted  is 
placed  on  a  trolly  and  run  under  the  bars. 
Sand  is  sprinkled  automatically  over  the  bars 
or  rollers  as  they  revolve.  For  recessing,  edge 
moulding,  and  similar  purposes,  rubbing  disks 
are  mounted  on  vertical  spindles  arranged  to 
lift  automatically  for  about  half  a  revolution 
in  every  four.  Several  different  types  of  ma- 
chines are  now  in  active  operation.  An  advan- 
tage claimed  for  this  process  of  working  over 
hand  labor  with  hammer  and  chisel,  or  ma- 
chine work  where  cutters  are  forced  into  the 
stone,  is  that  the  surface  of  the  stone  is  left 
perfectly  smooth  and  "unstunned."  and  better 
capable  of  withstanding  atmospheric  influences. 
It  is  stated  that  fluted,  recessed,  and  ornament- 
al stone  is  now  being  sold  by  the  inventors  at 
75  per  cent,  less  than  similar  work  produced 
by  hand. 

THE  Deepest  Well.- Probably  the  deepest 
well  in  the  world  is  one  at  Homewood, 
Pennsylvania,  owned  by  Mr.  George  Westing- 
house,  jun.  The  average  depth  of  the  Home- 
wood  wells  is  about  1,850  ft.  In  the  well  now 
drilling  everything  found  of  the  nature  of  gas 
or  water  at  a  depth  of  2,000  ft.  was  cased  ofTas 
unimportant,  and  the  drill  at  present  is  said  to 
be  a  little  over  6,000  ft.  below  the  surface, 
which  would  make  it  the  deepest  well  in  the 
world.  A  careful  record  is  being  kept,  and 
portions  of  each  formation  encountered  pre- 
,served.  Since  it  would  necessarily  have  to  be 
a  very  prolific  gas  vein  to  justify  such  deep 
drilling,  it  is  a  diflScult  matter  to  conjecture  the 
object  that  prompts  such  a  work,  unless  it  be 
purely  to  satisfy  curiosity.  There  are  in  Wash- 
mgton  County  some  wefls  drilled  to  a  depth  of 
4,000  ft.,  and  the  only  others,  so  far  as  known, 
approaching  the  depth  reached  by  Mr.  West- 
inghouse,  is  an  artesian  well  in  France,  at 
which  a  depth  of  5,000  ft  was  reached. 
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ON  A  CASE  OF  THE  RAPID  EXTERIOR  CORROSION  OF  AN 

IRON  WATER-MAIN. 

Bt  PHILIP  D.  BORDEN,  Jr.,  and  W.  RIPLEY  NICHOLS,  Members  of  the  Boston  Bodety  of  a^ll  Bnfflneers. 
Journal  of  the  Association  of  Engineering  Societies. 


I.  Statement  op  the  Case,  bt  Mr.  Borden. 

During  the  summer  of  1884,  unmistak- 
able signs  of  a  leak  presented  themselves 
on  the  line  of  a  six-inch  main  on  the 
premises  of  the  Fall  Kiver  Iron  Works, 
situated  upon  the  shore  of  Mount  Hope 
Bay,  where  the  pressure  upon  the  main 
was  one  hundred  and  twenty  pounds  per 
square  inch. 

On  uncovering  the  pipe  it  was  found 
that  a  change  had  taken  place  in  the  ma- 
terial of  which  it  had  been  composed. 
The  pipe  was  soft,  being  easily  cut  with 
a  knife ;  was  smooth  and  greasy,  having 
the  appearance  of  plumbago.  Investiga- 
tion proved  that  six  pipes,  or  seventy-two 
feet,  had  been  more  or  less  affected.  In 
some  places  the  change  extended  nearly 
through  the  pipe,  while  at  others,  but  a 
short  distance  from  the  first,  the  change 
was  much  less  marked.  The  inner  side 
of  the  pipe  was  perfect  as  when  laid,  the 
coating  of  "  coal-tar  varnish "  remaining 
intact  The  pipe  had  been  in  the  ground 
about  nine  years. 

Following  is  a  section  of  the  specifica- 
tions relating  to  the  quality  of  material 
of  which  the  pipe  should  be  composed, 
and  there  has  never  been  any  reason  to 
suppose  the  pipe  was  not  up  to  the 
stcmdard  as  called  for. 

'^Quality  of  Metal.— The  metal  shall  be 
strong,  tough  and  coarse-grained,  with 
the  carbon  combined  and  not  in  the  form 
Vol.  XXXIV.— No.  2—7 


of  graphite,  and  as  hard  as  the  case  will 
admit,  but  not  too  hard  to  be  readily  cut 
and  drilled,  and  shall  be  re-melted  from 
pigs  of  gray  iron  in  a  cupola  or  air-fur- 
nace, witiiout  any  admixture  of  cinder 
iron  or  other  inferior  metal,  and  shall 
have  a  tensile  strength  of  at  least  16,000 
pounds  per  square  inch.'* 

The  corrosion  has  not  been  the  same 
on  all  sides  of  the  pipe,  nor  has  the 
change  followed  any  rule  as  to  posi- 
tion. In  some  places  it  was  most  on 
the  top  of  the  pipe,  as  it  lay  in  the 
ground,  in  others  on  one  side,  again 
on  the  other  side,  and  in  other  places 
on  the  bottom. 

Although  the  outside  of  the  pipe  was 
soft  when  taken  out  of  the  ground  it  has 
since  become  quite  hard.  On  the  prem- 
ises of  the  iron  works  there  are  about 
800  feet  of  pipe  made  and  laid  apparently 
under  the  same  circumstances  and  subject 
to  the  same  conditions,  yet  only  this 
piece  has  undergone  the  change. 

A  sluice-way  forming  an  outlet  from 
Grab  Pond  to  Mount  Hope  Bay,  and  one 
from  works  of  the  American  Printing 
Company,  through  which  are  discharged 
the  spent  liquors  from  that  establishment 
might  appear  to  afford  an  explanation  .of 
the  whole  matter,  but  on  noting  that  the 
pipe  was  taken  from  points  not  within 
one  hundred  feet  of  the  sluice-way,  while 
the  pipe  over  the  sluice-way  is  intact,  it 
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seems  as  if  some  other  cause  would  hare 
to  be  ifound. 

At  the  northwesterly  corner  of  the 
nail  mill  is  a  point  used  for  at  least 
twenty-fiye  years  by  a  large  number  of 
men  as  a  urinal.  At  first  it  seemed 
probable  that  this  might  have  had  some 
effect  upon  the  pipe,  but  it  is  found  that 
a  hydrant  within  five  feet  of  the  said 
comer  was  not  affected.  This  leads 
us  to  suspect  this  is  not  the  cause  sought 
for. 

When  the  wharf  was  built  the  Vail  was 
laid  up  and  a  portion  back  of  it  (shown  by 
dotted  lines  on  the  plan  (was  not  filled 
for  several  years.  Into  this  pond  hole  the 
drip  from  the  rolls  of  the  iron  works,  and 
the  drainage  from  the  wheel  pit  of  the 
engine  was  discharged  until  the  hole  was 
filled  up,  and  it  is  even  a  question  if  it  is 
not  now  allowed  to  discharge  there,  and 
find  its  way  to  the  Bay  through  the  fill- 
ing, which  it  could  readily  do.  The  fact 
that  this  is  where  the  pipe  had  undergone 
the  greatest  change  leads  us  to  look  at 
this  with  some  suspicion.  The  drip  from 
the  rolls  would,  of  course,  be  warm. 
The  main  here  is  a  "  dead  end,"  intended 
simply  for  fire-protection,  consequently 
the  water  might  remain  therein  some 
time  without  being  renewed,  and  become 
quite  warm,  keeping  the  pipe  in  the  best 
condition  to  be  acted  upon  by  salt  water. 
It  is  conceded  hereabout  that  warm  salt 
water  is  damaging  to  cast  iron,  more  es- 
pecially if  oil  or  other  grease  is  present. 

Some  years  since  the  condenser  of  an 
engine,  so  located  that  the  tide  reached 
it,  was  affected  the  same  way,  and  it  was 
then  thought  to  have  been  caused  by  the 
combined  action  of  heat  and  salt  water. 
At  that  time  it  was  stated  that  the 
wrought  iron,  though  sul^ected  to  the 
same  influences,  was  not  affected. 

The  whole  of  this  pipe  is  laid  on  made 
land,  most  of  the  filling  being  cinders, 
iron  slag  from  puddling  furnaces,  and 
such  other  refuse  as  is  usually  found 
a\K>ut  an  '*  iron  works."  The  soil  is  of 
such  a  nature  that  the  water  from  the 
bay  would  readily  find  its  way  to,  and 
even  beyond  the  pipe,  covering  it  with 
salt  water  twice  in  twenty-four  hours, 
leaving  it  more  or  less  immersed  from 
six  to  eight  hours  out  of  the  twenty-four. 
One  would  hardly  suppose  that,  with  a 
thickness  of  but  one-eighth  of  an  inch, 
the  pipe  would  stand  the  pressure  of  one 


hundred  and  twenty  pounds  per  square 
inch,  but  such  was  the  case. 

An  attempt  has  been  made  to  charge 
the  change  to  poor  material,  but  of  the 
56.6  miles  of  pipe  in  the  city,  this  is  the 
first  and  only  thing  of  the  kind  found. 
Again,  the  pipes  taken  out  were  not  all 
of  one  lot.  Of  the  six,  one  was  made  by 
R.  D.  Wood  &  Co.,  three  by  the  Glouces- 
ter Iron  Works,  and  one  by  the  Warren 
Foundry  and  Machine  Company.  The 
remaining  pipe  was  so  badly  broken  in 
taking  out  that  it  was  not  identified. 

II.     Chebocal  Study  op  the  Corrosion, 
By  Professor  Nichols. 

Some  time  ago,  I  received  from  my 
colleague,  the  President  of  this  Society, 
a  specimen  of  the  corroded  pipe  referred 
to  by  Mr.  Borden  in  the  earlier  part  of 
this  paper.  Since  then  I  have  received 
other  specimens  from  Mr.  Borden,  t6- 
gether  with  samples  of  the  material  in 
which  the  pipe  lay,  and  other  objects 
which,  it  was  thought,  might  throw  light 
upon  the  cause  of  the  corrosion. 

The  specimen  first  received  by  me  was 
a  ring  cut  from  a  pipe  on  which  the  cor- 
rosion was  very  marked.     An  inspection 
of  the  cat  surface  showed  three  tolerably 
well  defined  layers :  within,  a  ring  of  ap- 
parently unaltered  iron ;  without,  a  ring 
of  a  brown  substance  bearing  no  resem- 
blance to  the  original  iron,  being  easily 
cut  with  a  knife  and  having  a  greasy  feel; 
between  the  two,  a  layer  full  of  black, 
metallic-looking  particles,  and  easily  re- 
duced to  a  brown  powder.     I  speak  of 
these  layers  as  tolerably  well  defined, 
because,  while  they  appeared  distinct  on 
casual     observation,     closer    inspection 
showed  that  they  ran  into   each  other 
and  could  not  be  separated,  one  from 
the  next  overlying  or  underlying  layer. 
In  other  specimens   of    the  pipe   only 
two    layers    could    be    made    out,    the 
inner    apparently    unaltered    iron,   the 
outer    corresponding    in    character    to 
the  middle  layer  of  the  specimen  first 
received.    The  corrosion  had  not  taken 
place  uniformly,  so  that  the  bounding 
suiiaces  of  the  layers  were  not  concen- 
tric, but  a  section  through  the  pipe  had 
the  appearance  indicated  in  the  figure 
given  by  Mr.  Borden.     In  some  cases, 
owing  to  lack  of  homogeneousness  in  the 
pipe,  the  corrosion  assumed  the  form  of 
pitting,  the  pits  being  filled  with  a  mate- 
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rial  oorresponding  to  the  outer  layer  of 
the  first  specimen  described.  This  outer 
layer,  where  the  corrosion  wad  complete 
and  where  no  iron  remained  in  the  me- 
tallic condition,  is  perhaps  the  most  in- 
teresting. It  is  light  brown,  almost  yel- 
lowish in  color,  but  is  full  of  shining 
black  particles.  "When  heated,  it  gives 
off  some  white  fumes  and  the  odor  of 
acrolein,  glows,  and  what  remains  is  of  a 
darker  color,  almost  black.     The  black 


particles  scattered  through  the  mass  are 
somewhat  magnetic  before  and  after 
heating.  When  the  substance  is  treated 
with  hydrochloric  acid  it  gives  off  sul- 
phuretted hydrogen  gas ;  the  residue  is 
black,  but  becomes  white  on  ignition. 
The  results  of  the  analytical  determina- 
tions are  as  follows,  the  second  column 
merely  presenting  the  statement  in 
slightly  different  form,  calculated  from 
the  same  data : 


Moisture 

Oil,  etc.,  before  hydrochloric  acid 

Oil,  etc.,  after  hydrocWoric  acid 

Sulphur 

Sulphur  calculated  as  sulphide  of  iron 

Phosphorus 

Phosphorus  calculated  as  phosphoric  acid  (PbO,) 

Graphite 

Non-graphitic  carbon 

Silicon 

Silicon  calculated  as  silica  (Si  Og) 

Iron 

Iron  calculated  as  oxide  of  iron  (FejOg)* 

Copper 

Manganese 

Manganese  calculated  as  oxide  (Mn804) 

Alumina,  chromium,  lime,  magnesia,  chlorine,  sulphates 


Per  cent. 

6.62 

6.62 

0.96 

0.96 

0,61. 

0.61 

0.41 

i.i2 

2.20 

... 

5.04 

14.75 

14.75 

undet. 

undet. 

9.94 

21.80 

82.73 

.    . . 

45.75 

0.22 

0.22 

0.53 

... 

0.74 

traces. 

97.10 

*  After  deduotinflr  the  amount  contained  in  the  sulphide  of  iron.    Calculated  as  the  oxide 
Vos  O4  the  amount  would  be  44.8S  per  cent. 


As  these  figures  may  meet  the  eyes  of 
chemists,  it  is  necessary  to  make  a  few 
remarks  which  will  be  of  more  interest  to 
them  than  to  civil  engineers.  In  the  first 
place,  no  two  samples  precisely  alike 
could  be  taken  from  such  a  mass,  and  the 
results  of  examinations  made  by  different 
persons  would,  no  doubt,  vary  on  this 
account  The  moisture  was  determined 
by  drying  the  substance  at  110**  0.,  until 
a  practically  constant  weight  was  ob- 
tained. The  "oil,  etc.,  before  hydro- 
chloric acid"  represents  what  was  ex- 
tracted by  ether  from  the  dried  substance. 
This  was  dried  at  100°  0.,  but  a  perfectly 
constant  weight  could  not  be  obtained. 
When  heated,  it  partly  volatilized  and 
partly  burned  with  an  odor  of  acrolein, 
and  left  no  mineral  residue.  This  oil  or 
grease  is  partly  due  to  the  remains  of  the 
coating  (coal-tar  and  linseed  oil)  with 
which  the  pipes  were  originally  covered, 


and  partly,  probably,  to  hydrocarbons  in 
the  iron  or  formed  during  the  corrosion ; 
partly  also,  in  all  probability,  to  oil  from 
the  tool  used  to  cut  the  pipe ;  but  I  be- 
lieve that  this  is  not  all.  In  fact,  I  found 
that  ether  would  extract  similar  oil  or 
grease  from  the  different  samples  which 
I  had  of  the  slag,  or  cinder,  in  which  the 
pipe  was  bedded,  and  no  doubt  this  comes 
from  the  greasy  waste  water  from  the 
rolling-mill,  which,  as  Mr.  Borden  says, 
used  to  drain  into  this  locality.  After 
treatment  with  hydrochloric  acid,  the 
residue  yielded  an  additional  quantity  of 
oil  when  extracted  with  ether.  This  may 
be  due  to  the  presence  of  an  oleate  or 
other  fatty  salt  in  the  mixture ;  but  oleate 
of  copper  or  iron  were  not  identified.  I 
propose  to  study  this  matter  further  with 
another  sample,  which  has  not  been 
touche<>  with  a  tool,  and  which  cannot, 
therefore,  have  any  oil  from  this  source. 
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The  sulphur  is  present  as  sulphide  of 
iron,  without  much  doubt.  The  phos- 
phorus appears  to  exist  to  a  slight  extent, 
even  in  the  outside  layer,  as  phosphide  of 
iron — ^mainly,  however,  as  a  (basic)  phos- 
phate of  iron ;  and  I  am  inclined  to  think 
that  this  compound,  which  is  readily  dis- 
solved out  by  dilute  hydrochloric  acid,  is 
what  gives  the  brown  color  to  the  mass. 
The  carbon  is  probably  there  partly  as 
graphite,  and  partly  in  the  form  of  car- 
bide of  iron,  which  is  formed  when  gray 
cast  iron  is  corroded  or  dissolved  slowly 
in  dilute  acids,  and  to  which  the  formula 
of  FcC,  has  been  assigned  by  Karsten. 
This  would  count  as  graphitic  carbon  in 
the  analysis.  The  non-graphitic  carbon 
was  not  deternfined,  as  it  would  have 
been  impossible  to  distinguish  between 
that  left  from  the  original  iron  and  that 
due  to  the  protective  coating,  which  is 
not  simply  a  coating,  but  is  absorbed  by 
the  iron. 

The  siUcon  is  mainly,  if  not  wholly, 
present  in  the  form  of  the  oxide,  silica, 
but  whether  it  is  combined  with  the  ox- 
ide of  iron  forming  silicate  of  iron,  or 
whether  the  oxide  of  iron  and  the  silica 
are  simply  mixed  together  mechanically, 
is  a  problem  which  it  would  be  difficult, 
if  not  impossible,  to  solve.  The  material 
does  not  gelatinize  with  hydrochloric 
acid,  and  caustic  potash  dissolves  some 
of  the  silica  (perhaps  about  one-half). 

The  condition  in  which  the  iron  exists 
is  an  unsolved,  if  not  insoluble,  problem. 
Some  is  there,  no  doubt,  as  sulphide, 
some  as  phosphide,  some  as  silicide,  some 
as  phosphate,  perhaps  some  as  silicate. 
As  the  material  does  not  precipitate  cop- 
per from  a  solution  of  the  sulphate,  I  do 
not  think  there  is  any  metallic  iron  ;  as 
the  carbide  of  iron  is  magnetic,  I  do  not 
feel  sure  of  the  presence  of  magnetic  ox- 
ide, although  it  is  probably  there.  It 
was  impossible  to  determine  how  much 
iron  was  in  the  ferrous  condition,  on  ac- 
count of  the  presence  of  sulphide  of  iron 
and  of  organic  reducing  substances. 
Some  of  the  iron  may  be  in  the  form  of 
a  hydroxide  like  limonite,  and  the  brown 
color  of  the  mass  may  be  due  io  this, 
rather  than  to  a  basic  phosphate.  These 
conjectures  may  be  taken  for  what  they 
are  worth.  If  asked  to  state  intelligibly 
to  one  not  much  versed  in  chemistry, 
what  the  corroded  material  was,  I  should 
say  that  it  is  mainly  oxide  of  iron  and 


silica,  possibly  in  combination  as  silicate 
of  iron,  together  with  some  15  per  cent, 
of  graphite  or  plumbago,  some  6^  per 
cent,  of  moisture,  and  some  2  per  cent, 
of  phosphorus,  which  is  probably  there 
as  phosphate  of  iron,  and  which  corre- 
sponds to  about  15  per  cent,  of  the 
phosphate.  It  having  been  stated  else- 
where that  a  considerable  percentage  of 
alumina  exists  in  the  corroded  material, 
I  will  say  that  I  have  been  unable  to  dis- 
cover more  than  mere  traces. 

As  to  the  cause  of  the  very  rapid  cor- 
rosion, various  theories  have  been  pro- 
posed or  have  suggested  themselves. 
With  reference  to  the  general  matter  of 
the  corrosion  of  cast  (and  wrought)  iron 
in  salt  (and  fresh)  water,  the  classic  ex- 
periments are  those  of  Mallet,  recorded 
in  the  British  Association  Reports  for 
1838,  1840,  and  1843.  From  his  experi- 
ments, extending  over  a  period  of  387 
days.  Mallet  calculated  the  amount  of 
corrosion  which  would  take  place  at  the 
same  rate  in  a  century,*  and  found  that, 
with  different  varieties  of  cast  iron,  the 
average  loss  of  weight  per  superficial 
foot  in  a  century  would  vary  from  11.58 
pounds  to  16.34  pounds,  and  the  average 
depih  of  corrosion  from  0.306  inch  to 
0.431  inch  in  the  same  time.  This  cal- 
culation of  from  three  to  four-tenths  of 
an  inch  in  a  century  as  the  depth  of  cor- 
rosion in  cast  iron,  was  found  to  be  some- 
what low  by  the  examination  of  guns 
taken  from  the  wreck  of  the  JSdgar^ 
which  had  been  upward  of  129  years 
under  water.  Here  the  corrosion  was 
found  to  be  about  seven-eighths  of  an 
inch  on  the  average.  Iron  from  the 
Royal  George  was  found,  after  an  im- 
mersion of  59  years,  to  be  corroded  from 
one-half  to  three-fourths  of  an  inch  in 
depth. 

Mallet  found  that  in  foul  sea- water  the 
corrosion  took  place  more  rapidly  than 
in  clean  sea-water,  but  with  nothing  like 
the  rapidity  of  the  case  before  us.  His 
experiments  were  on  specimens  of  iron 
wholly  and  continuously  submerged ;  the 
alternate  exposure  to  air  and  sea- water, 
or  to  water  as  salt  as  that  at  Fall  River,! 
we  should  expect  to  cause  an  increased 
corrosion,  but  this  certainly  cannot  be  the 
sole  cause  here,  because  beyond  the  por- 


*  Report  of  the  British  Association  for  the  Advanoe- 
ment  of  Science,  x.  (1840),  p.  299. 
t  See  farther  on,  next  paire> 
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idon  of  pipe  affected,  there  is  other  pipe 
which  has  been  likewise  alternately  ex- 
posed and  submerged  without  being  cor- 
roded. It  has  been  thought  that  the 
corrosion  has  been  caused  by  the  mate- 
rial in  which  the  pipe  was  bedded ;  that 
some  add  or  corrosive  substance  was  de- 
veloped by  the  decomposition  of  the 
slag,  or  cinder.  Some  probability  at- 
taches to  this  view,  because  cases  have 
been  kno¥m  where  steam-pipes  have 
been  corroded  by  the  escape  of  steam 
in  the  slag-wool  in  which  they  were 
packed.  This  Prof.  Egleston*  ascribes 
to  the  formation  of  sulphuric  acid  from 
the  sulphur  in  the  s^g-wool.  I  must 
confess  that  I  cannot  quite  see  how  an 
acid  should  be  developed  under  the  ex- 
isting conditions,  and  I  kept  for  a  long 
time  some  of  the  finely-powdered  cinder 
in  contact  with  water  taken  from  the 
spot,  without  being  able  to  discover  the 
development  of  any  acid.  I  have  an  ex- 
periment in  progress  which  may  throw 
some  light  upon  the  matter.  "In  two 
glass  jars  I  buried  small  weighed  bars  of 
cast  iron  (portions  of  the  same  casting) 
in  powdered  cinder  (two  different  sam- 
ples), and  in  another  jar  buried  a  piece 
of  the  same  iron  in  clean  sand.  These 
jars  were  filled  with  water  from  Fall 
River;  every  morning  the  water  is  drawn 
off  and  every  evening  replaced,  so  that 
the  iron  is  alternately  covered  with  water 
and  exposed  wet  to  the  action  of  air. 
After  the  experiment  had  gone  on  for 
about  four  weeks,  the  pieces  of  iron  were 
removed,  cleaned,  and  weighed.  It  was 
found  that  the  iron  buried  in  clean  Berk- 
shire sand,  aod  which  originally  weighed 
87.49  grams,  had  lost  0.15  gram  in 
weight  The  pieces  buried  in  the  slag 
weighed  the  same  as  at  first.  I  feared 
the  slag  might  have  been  too  finely  pow- 
dered, so  that  the  water  did  not  drain 
away  thoroughly,  and  the  experiment  is 
now  going  on  with  more  coarsely  pow- 
dered slag.  Meanwhile  the  water  has 
developed  no  acid  reaction. 

Another  difiSculty  in  the  way  of  con- 
sidering the  slag  as  the  cause  of  the 
trouble  is  that  some  of  the  uncorroded 
pipe  lies  in  similar  material.  Mr.  Bor- 
den sent  me  three  samples  of  filling  from 
the  pipe  trench  :  No.  1,  from  the  west 
end  of  the  decayed  pipe,  where  the  pipe 

•TnuB.  Am.  Soo.  Ciy.  Bngr's.    Xn.  (1888),  p.  868- 


was  good;  No.  2,  from  the  middle 
ground,  where  the  pipe  was  bad ;  No.  3, 
£rom  the  east  end,  where  the  pipe  was 
good.  The  sample  No.  1  was  a  clayey 
gravel,  but  Nos.  2  and  3  were  essen- 
tially the  same  slag,  and  there  seemed 
no  reason  why,  if  No.  2  was  corrosive, 
No.  3  should  not  be  so  likewise.  Sam- 
ples of  water  were  also  sent  at  the  same 
time  from  the  three  localities.  They 
proved  to  be  alike  in  their  salinity,  as  ap- 
pears from  the  following  statement : 

4 — Percentage  of — . 
Combined  Total 
chlorine.        soUds. 

No.1 1.48  2.86 

2 1.48  2.86 

8 1.49  2.82 

Samples  of  the  three  materials  in  which 
the  pipe  was  bedded  at  these  different 
points  were  then  taken  and  placed  in 
separate  beakers,  ^id  each  covered  with 
water  from  its  own  locality.  The  water 
was  poured  off  every  evening  and  poured 
on  again  every  morning,  for  about  a 
fortnight.  The  total  solid  material  con- 
tained in  the  water  after  this  treatment 
was  then  determined : 

r-Percentage  of  total  solids.-^ 
After 
Originally,  treatment. 

No.l 2.86         2.96 

2 2.86         8.74 

8 2.88        8.24 

This  would  also  indicate  the  similarity 
of  the  two  samples,  Nos.  2  and  3. 

The  cinder  in  which  the  pipes  are  bed- 
ded contains  a  small  amount  of  copper, 
which  might  be  looked  upon  as  an  agent 
of  corrosion.  Undoubtedly,  if  the  cop- 
per was  dissolved  out  from  the  slag  by 
the  salt  water,  the  iron  would  be  corrod- 
ed by  the  solution,  and  copper  would  be 
left  on  the  iron.  The  amount,  however, 
even  in  the  outside  layer,  is  so  trifling 
that  it  does  not  seem  as  if  this  could  be 
concerned  in  the  action,  and  copper  oc- 
curs in  the  slag  in  which  the  non-cor- 
roded pipe  lay  as  well  as  in  that  around 
the  corroded  pipe. 

It  is  known*  that  iron  structures  im- 
mersed partly  in  salt  and  partly  in  fresh, 
or  brackish,  water  are  corroded  some- 
what rapidly,  on  account  of  galvanic  ac- 
tion between  the  portions  of  iron  im- 
mersed in  the  Hquids  of  different  densi- 
ties. It  suggested  itself  that  the  fresher 
water    draining   from   the    rolling  mill 

*  MaUet,  Br.  Assoc.  Bep.,  X.  (1840),  p.  SS7. 
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might  overlie  the  Salter  water  below  and 
bring  aboat  this  condition,  but  samples 
of  water  which  were  taken  for  me  by 
Mr.  Borden  at  different  stages  of  the 
tide,  proved  to  be  of  essentia^y  the  same 
sahnity ; 

Total  solid 
matter. 
Per  oent. 

No.     L  FuUtide 2.59 

No.    IL  Tide  falling  when  at  top 

of  pipe 2.64 

No.  IIL  Tide  lishig 2.61 

It  has  been  further  suggested  that  the 
fault  was  in  the  original  iron;  but,  as 
Mr.  Borden  remarks,  this  can  hardly  be 
the  case,  as  pipes  furnished  by  three 
different  makers  were  corroded.  I  pro- 
cured a  piece  of  the  spigot  end  of  one  of 
the  pipes,  this  end  being  naturally  pro- 
tected from  corrosion,  and  made  a  par- 
tial analysis,  which  appears  in  the  table 
below.  I  have  had  no  experience  with 
the  iron  generally  used  for  such  water 
mains,  but  see  no  reason  to  suppose  the 
iron  at  fault. 

The  most  serious  part  of  the  problem 
before  us  is  not  to  determine  why  the 
pipe  has  corroded,  but  why  it  has  cor- 
roded here  so  much  more  rapidly  than  on 
either  side  of  the  72  feet  length,  most 
of  the  conditions  seeming  to  be  the 
same.  I  may  say  that  I  have  been  un- 
able to  visit  the  locality,  and  it  is  within 
the  bounds  of  possibility,  although  not 
very  likely,  that  a  personal  visit  might 
s^gest  some  things  which  I  have  not 
considered.  It  is  also  possible  that  the 
cause  of  the  corrosion  is  one  that  has 
acted  in  the  past,  but  is  not  acting  at 
present.  This  we  cannot  know  until  the 
new  pipe  has  been  longer  in  position. 
With  what  light  I  have  at  present,  it 
seems  to  me  most  likely  that  the  corro- 
sion is  due,  not  to  any  one  single  cause, 
but  rather  to  a  combination  of  circum- 
stances which  happened  to  work  together 
to  produce  the  observed  result.  The 
pipe  is  bedded  in  a  very  porous  mate- 
rial, in  which,  as  the  water  recedes,  the 
air  must  circulate  freely,  but  which 
probably  retains  enough  moisture  to 
keep  the  pipe  wet  nearly  all  the  time, 
even  when  not  actually  covered  by  wa- 
ter. Now,  as  Mallet  states,*  "  the  con- 
ditions the  most  favorable  possible  for 
rapid  oxydation  of  iron  consist  in  its  ex- 

•  Br.  A8S00.  Hep.  (1840;,  p.  856. 


posure  to  '  wet  and  dry,'  or  to  air,  cov- 
ered with  a  film  of  water  constantly  re- 
newed." 

Moreover,  from  Mr.  Borden's  state- 
ment, it  appears  that  the  temperature  is 
such  as  to  favor  chemical  action.  Mal- 
let found  that  sea-water,  at  a  tempera- 
ture of  115^  Fahr.,  corroded  iron  rapid- 
ly. It  is  not  likely  that  the  Fall  River 
brackish  water  reaches  that  temperature, 
but  still  the  temperature  is  probably  a 
factor  in  the  matter.  "When  the  lociJity 
where  the  pipe  lies  was  being  filled,  cin- 
ders and  hot  slag  (sometimes  red-hot) 
were  dumped  within  from  12  to  15  feet 
of  the  pipe,  and  an  iron  pipe  now  carries 
the  hot  drip  from  the  rolls  over  and 
within  12  inches  of  this  pipe.  For  five 
or  six  years  the  pipe  was  used  only  for 
fire  purposes,  and  the  water  was  found 
tojbe  very  warm  whenever  a  hydrant  was 
opened.  Now,  however,  the  water  runs 
all  the  time  to  supply  a  drinking  foun- 
jtain.  It  remains  to  be  seen  whether 
i  corrosion  is  less  active  in  the  future  than 
I  in  the  past. 

It  is  very  possible  that  the  air  which 
comes  in  contact  with  the  moist  pipe  is 
(or  was)  such  as  to  act  upon  the  pipe 
more  rapidly  than  ordinary  air  would. 
It  appears  that  the  locaUty  has  been,  for 
a  long  time,  the  receptacle  of  drainage 
water  containing  much  organic  matter, 
and  is  even  now  freely  used  as  a  urinaL 
The  decomposing  organic  matter  beneath 
and  in  the  filling,  would  give  rise  to 
carbonic  acid  and  ammonia  gases,  both 
of  which  are  corrosive  agents. 

Whether  the  air  in  the  interstices  of 
the  filling  differs  from  ordinary  air,  ad- 
mits, of  course,  of  being  ascertained  ex- 
perimentally. At  this  season  of  the 
year  I  should  not  expect  as  much  dif- 
ference as  in  summer,  when  the  warmer 
weather  would  make  the  decomposition 
of  the  organic  matter  take  place  more 
rapidly.  However,  I  suggested  to  Mr. 
Borden  a  somewhat  crude  method  by 
which  samples  of  the  air  might  be  taken, 
and  on  three  different  days  he  took  sam- 
ples ;  those  marked  "  E "  are  from  a 
point  about  15  feet  east  of  the  west  line 
of  the  Nail  Mill.  Those  marked  "  W 
are  from  a  point  midway  between  the 
points  A  and  B  on  the  plan,  where  the 
corrosion  was  greatest.  The  results  of 
the  examination  (for  which  I  am  indebted 
to  Mrs.  Professor  Richards)  are  as  follows : 
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Cabbohio  Aon>  nr  10,000  Yolb.  Aib. 

Vols. 

April  1,1885 E.  4.82 

W.  4.99 

April8,1885 E.  4.94 

W.  4  89 

April  4, 1886 E.  4.15 

W.4.95 

Outer  air  uBually  contains  about  3  vols, 
in  10,000,  and  ground  air  usually  more 
than  the  samples  above.  The  results  are 
not,  therefore,  very  convincing,  but  I 
should  like  to  repeat  the  experiment  in 
warmer  weather. 

Of  the  single  suggested  causes,  I  have 
looked  with  most  suspicion  upon  the 
**  grease  **  which  comes  from  the  rolls  of 
the  iron  works,  and  which  is  evidently 
present  in  the  slag  and  probably  in  the 
corroded  portion  of  the  pipa  Every  one 
of  several  samples  tried  showed  grease 
or  oil,  but  as  the  pipes  had  been  treated 
with  coal  tar  and  linseed  oil,  I  cannot 
assert  that  the  oily  matter  found  was  not 
derived  from  this  source.  It  is  well 
known  that  the  greasy  water  from  sur- 
fece  condensers  is  very  corrosive  to  boil- 
ers, and  this  is  partly  due  to  the  fact  that 
the  grease  is  decomposed  by  steam,  and 
&tty  acids  are  formed.  I  have  not  yet 
satisfied  myself  as  to  the  existence  of 
oleate  (or  other  fatty  salt)  of  iron  in  the 
corroded  pipe,  and  this  I  should  expect 
to  find  if  the  grease  were  the  prime 
cause.  I  tested  also  the  various  samples 
of  water  for  grease  with  negative  results ; 
but  this  of  itself  would  prove  little,  as 
the  samples  were  all  taken  the  same  day. 
Moreover,  it  appears  that  for  several 
years  the  pipes  were  exposed  to  warm 
and,  presumptively,  greasy  water  much 
more  freely  than  at  the  present  time. 

I  must  confess  that  one  of  the  most  in- 
explicable things  to  me  is  the  insufficient 
protection  afforded  by  the  coal-tar  coat- 
ing. Mallet  and  other  experimenters  found 
that  coal-tar  laid  on  Lot  was  one  of  the 
most  protective  coatings,  and  although 
there  are  some  tubercules  in  the  interior 
of  this  pipe,  the  coating  seems  to  have 
been  well  applied.  It  is  hard  to  believe 
that,  in  this  case,  an  unprotected  pipe 
could  have  dacayed  much  faster. 

The  table  on  the  next  page  contains 
the  results  of  the  chemical  examination  of 
the  three  layers  of  the  corroded  pipe  and 
also  of  iron  from  the  spigot  end  of  one 
of  the   pipes.     As  the   spigot  was  not 


from  the  identical  pipe  from  which  the 
corroded  ring  was  cut,  the  comparison 
must  not  be  pressed  too  closely,  but  it 
probably  represents  nearly  enough  the 
original  iron.  We  should  expect  that  as 
the  corrosion  proceeded,  the  iron  would 
be  partly  oxydized  and  partly  dissolved 
away  as  protocarbonate  or  otherwise,  and 
t^at  the  carbon,  the  silicon,  the  phos- 
phorus would  accumulate  to  form  a  larger 
proportion  of  the  mass.  Examination  of 
the  figures  in  the  table  shows  that  the 
graphite,  the  silicon  and  the  phosphorus 
do  increase  in  amount  from  the  center 
outward,  and  in  almost  identically  the 
same  proportion.  It  appears,  however, 
that  while  the  iron  decreases  in  the 
same  direction,  it  decreases  much  less 
rapidly. 

Some  surprise  has  been  expressed  at 
the  lightness  of  the  corroded  material, 
and  one  chemist  has  suggested  the  theory 
that  this  may  be  due  to  the  presence  of 
metallic  aluminum.  There  are  several 
objections  to  this  view.  In  the  first 
place,  it  is  quite  unnecessary.  A  frag- 
ment of  the  corroded  part  of  the  pipe 
(including  the  **  middle  "  and  "  outside  " 
layer,  as  designated  above)  was  found  to 
have  an  apparent  specific  gravity  of  2.38, 
bul  it  was  very  evident  that  the  lightness 
was  due  in  part  to  the  fact  that  the  ma- 
terial was  very  porous,  and  contained, 
therefore,  a  good  deal  of  air.  Moreover^ 
as  it  contained  oily  matter,  it  was  not 
readily  wet  by  water.  Small  lumps 
heated  in  water  to  the  boiling  point  and 
then  cooled  down  gave  a  specific  gravity 
of  2.73,  and  when  the  material  was  in 
the  form  of  a  moderately  fine  powder  the 
specific  gravity  rose  to  2.98. 

If  now,  we  take  the  mean  composition 
of  the  corroded  material  (middle  and  out- 
side layers)  to  be : 

Per  cent. 

Moisture 6.11 

Silica 17.50 

Sulphide  of  iron 1.04 

Phosphoric  acid 4.17 

Graphite 12.10 

Oxide  of  iron 53.25 

Oil,  water  of  hydration,  hydrocar- 
bons, etc 5.88 

*  - 

Total 100.00 

and  then  reckon  the  phosphate  of  iron  as 
corresponding  in  composition  and  specific 
gravity  with  the  native  mineral  dufrey- 
nite,  and  take  as  the  specific  gravities  of 
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Outside  layer. 


Middle  layer. 


Inside  layer. 


Spiicot  eM. 


Moisture 

Silicon 

Silicon  calculated  as  silica 

(SiO.) 

Phosphorus 

Phosphorus    calculated   as 

phosphoric  acid  (PgOj). . 

Graphite 

Iron        

Iron   calculated    as   oxide 

(Fe.Oa)* 

Sulphur 

Sulphur  calculated  as  iron 

sulphide  (PeS) 

Copper. 

Manganese 

Manganese    calculated    as 

oxide  (Mn,04) 

Oil,  etc. ,  before  hydrochloric 

acid 

Oil,  etc.,  after  hydrochloric 

acid     

Non-graphitic  carbon 


0.94 


2.20 


82.78 


0.41 


0.68 


6.62 


6.41 


21.80 


1.44 


5.04 

14.76 


46.74 


48.16 


1.12 
0.22 


0.74 

0.96 

0.61 
und. 


5.61 


18.74 


8.81 


8.80 
9.46 


72  97 


60.77 


0.19 


0.96 
trace, 
und. 


trace, 
und. 


0.08 


trace. 


97.10 


und. 


und. 


I 


und. 
7.09 


1.58 
und. 


und. 
1.77 

'6.89' 

8.79 

"2.' 68* 
98.18 

0.89 

0.09 


0.62 


trace. 
0.61 


0.77 


99.44 


I 

0.25 


*  After  deductinjT  the  amount  required  for  the  sulphide  of  iron. 


the  other  ingredients  the  observed  spe- 
cific gravities  of  the  corresponding  native 
minerals,  we  reach  the  following  basis  on 
which  to  calculate  a  possible  specific 
gravity  for  our  mixture : 

Per  cent.  Sp.  gr. 

Water,  oil,  etc 11.94  say  12  0  1.0 

Silica 17.60   "   17.6  2.6 

Sulphide  of  iron. .. .  1.04"     1.0  4.7 

Graphite 1210   *•   12.0  2.2 

Phosphate  of  iron...  15.16  "    16.2  8.2 

Oxide  of  iron 42.26   '•   42.8  5.2 

The  specific  gravity  of  such  a  mixture 
as  this  would  be  2.63.  This  claims  to  be 
nothing  more  than  a  rough  approxima- 
tion, but  it  shows  that  knowing  the  com- 
position and  character  of  the  substance, 
we  need  not  be  surprised  at  the  low  spe- 
cific gravity. 

Another  reason  why  I  cannot  accept 
the  aluminum  theory  is  that,  from  our 
knowledge  of  the  difficulty  with  which 
aluminum  is  reduced  from  its  compounds 
and  obtained  in  the  metallic  state,  I  can- 
not conceive  how  the  reduction  could 
take  place  when  the  tendency  of  all  the 
constituents  of  the  original  iron  is  to  be- 
come oxydized.  No  one  would  claim  that 
this  oxydation  could  be  effected  in  the 


wet  way  by  the  reduction  of  aluminum 
compounds. 

The  third  reason  for  rejecting  the 
aluminum  theory  is  that  there  is  only  the 
merest  trace  of  aluminum  present  in  any 
form. 

Since  this  paper  was  read  another 
sample  of  the  corroded  material  has  been 
submitted  to  partial  analysis.  This  speci- 
men came  from  near  the  bell  end  of  the 
same  pipe,  the  spigot  end  of  which  was 
taken  as  a  sample  of  the  original  iron. 
The  surface  here  showed  the  asphalt 
coating  still  remaining,  and  only  two 
layers  could  be  distinofaished.  The  inner 
layer  was  not  analyzed,  but  did  not  seem 
to  be  wholly  unaltered  iron ;  the  outer 
layer  was  harder  than  in  the  specimen 
described  above,  although  it  could  be  re- 
duced to  a  fine  powder  without  difficulty. 
The  results  of  the  partial  analysis  were 
as  follows: 

Corrosion.     Original  iron. 
Bell  end.        Spi^t  end. 

Moisture 8.87  Undet. 

Oil,  etc.,  extracted  by 

ether 0.40  Trace. 

Oil,  etc.,  after  hydro- 
chloric acid 0.22  0.00 

Iron 52.94  98.18 

Graphite 7.98  2.68 
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THE  THEORY  OF  GAS  ENGINES. 

From  "The  Bn^iiieer." 


Ik  the  case  now  pending,  Otto  t;.  Steel, 
much  importance  has  been  attached  to 
a  paper  by  a  French  savant^  M.  Beau  de 
Bochas,  entitled  *^  Nonvelles  Becherches 
BUT  les  Conditions  Pratiques  de  plus 
Grande  Utilisation  de  la  Chaleur  et  en 
Cteneral  de  la  Force  Motrice."  This 
paper  was  published  in  Paris  in  1862. 
We  give  a  translation  of  it,  not  only  in 
order  to  make  the  course  of  events  clear 
in  the  case  of  Otto  v.  Steel,  but  because 
it  is  really  a  very  valuable  contribution 
to  the  theory  of  heat-motor  engines : 

Combined  ga%  and  steam  motor, — 
When  we  examine  what  takes  place  in 
the  combustion  chamber  of  the  gas-fired 
boiler,  we  are  struck  with  the  enormous 
volume  which  gases  raised  to  a  high 
temperature  attain.  If  the  combustion, 
on  the  other  hand,  takes  place  at  con- 
stant volume,  the  dilation  will  be  re- 
placed by  an  equally  considerable  acces- 
sion of  elastic  force,  and  the  return  to 
the  original  pressure  by  means  of  expan- 
sion will  give  precisely  the  same  volume 
at  the  same  temperature  as  if  the  heat- 
ing had  originally  taken  place  under 
constant  pressure.  It  is  directly  evident 
from  this  that  in  the  mere  fact  of  com- 
bustion there  ma  be  a  production  of 
power  of  an  order  of  considerable  great- 
ness, and  completely  independent  of 
that  which  would  afterwards  result  from 
the  formation  of  steam  by  the  cooling  of 
the  burnt  gases,  from  which  we  conclude 
that  the  complete  utilization  of  the  phe- 
nomena of  combustion  requires  that  we 
should  at  the  same  time  profit  by  the 
elastic  force  which  gases  can  directly  ac- 
quire from  combustion  at  constant  vol- 
ume, and  the  elastic  force  which  they  can 
subsequently  communicate  to  steam  by 
giving  up  to  it  their  dilating  heat,  a  heat 
which  is  identically  the  same  as  if  they 
had  been  heated  without  producing  an 
excess  of  elastic  force  over  the  surround- 
ing pressures.  This  complete  utilization 
would  have  been  manifestly  impracticable 
with  the  use  of  solid  combustibles  alone. 
It  becomes  infallible  on  their  previous 
conversion  into  gases,  which  are  them- 


selves combustible.  And  such  is  the  im- 
mense final  result  of  the  invention  of 
gas  furnaces,  the  priority  in  which  be- 
longs to  Messrs.  Thomas  k  Laurens,  but 
in  respect  of  which  it  is  only  fair  to  af- 
ford considerable  recognition  to  the  sci- 
entific labors  of  Messrs.  Helman,  in 
France,  and  Faber  Dufaur,  in  Germany. 
We  must  henceforth,  then,  consider  as 
essentially  incomplete — and  so  consid- 
er from  our  knowledge  of  the  cause — all 
gas  engines  alone  and  steam  engines 
alone,  and  it  is  easy  to  demonstrate 
that  the  one  is  necessarily  the  normal 
complement  of  the  other.  The  action  of 
gases  as  vehicles  of  motive  force  assumes 
the  previous  starting  of  the  motor  appa- 
ratus, for  precisely  because  gases  exist 
already  formed  and  cannot  do  work  with- 
out expansion,  they  are  incapable  of  set- 
ting themselves  to  w^rk,  and  can  only 
act  as  active  agents  into  a  system  al- 
ready in  motion.  It  is  for  this  reason 
there  have  never  been,  and  there  never 
will  be,  gas  engines,  whatever  their  prin- 
ciple, which  can  be  applied  to  cases  in 
which  the  starting  requires  more  or  less 
powerful  or  rapid  effort  without  the  sim- 
ultaneous concurrence  of  some  external 
force.  Cku3  engines,  pure  and  simple,  are 
therefore,  essentially  engines  of  small 
powers.  Steam-engines,  on  the  contrary, 
are  capable  of  the  most  powerful  direct 
action,  but  at  the  price  of  an  excessive 
expenditure  of  heat.  That  is,  in  effect, 
how  M.  Regnault  expresses  himself  on 
this  point —  Comptea  henduSy  April  18th, 
1853:  "In  air-motors— allowance  being 
made  for  exterior  losses  and  for  me- 
chanical obstacles  which  may  present 
themselves  in  practice — all  the  heat  ex- 
pended is  utilized  for  working  power, 
while  in  the  best  steam-engine  the  heat 
utilized  in  mechanical  labor  is  not  the 
twentieth  part  of  the  heat  expended,  and 
it  is  even  much  less  in  most  casas."  This 
normal  inferiority  of  return  is  a  certain 
sign  that  steam  alone  cannot  be  a  truly 
economical  a^ent  for  the  transmission  of 
work,  but  the  very  mechanism  of  its 
formation    makes    it    the  indispensable 
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starting  agent.  Such,  then,  is  the  proper 
use  of  steam,  to  be,  if  not  the  prepon- 
derating expansive  power,  at  least  the  fin- 
ger always  ready  to  press  the  trigger. 
This  proposition  may  appear  in  contra- 
diction to  certain  facts  which  would  tend 
to  establish  that  it  is  difficult  to  obtain 
from  gases  a  great  power  of  expansion. 
The  permanent  gases  appear,  in  fact, 
perhaps  even  more  sensible  than  vapors 
to  the  various  causes  of  loss  of  heat 
But  we  must  distinguish  between  nor- 
mal losses  and  accidental  losses,  notably 
by  dispersion.  Permanent  gases  ought 
to  be  considered  as  vapors  infinitely  be- 
low their  point  of  saturation,  and  it  is 
impossible  that  they  can  restore  in  any 
ease  one  particle  of  their  specific  heat, 
and  it  follows  from  this,  they  ought,  in 
working,  to  cool  at  a  much  ^eater  rate 
than  vapors.  But  it  is  of  little  import- 
ance whether  the  curve  of  pressure  falls 
more  or  less  rapidly  on  expansion,  if  the 
useful  effect  is,  in  the  end,  more  consid- 
able.  As  for  the  accidental  losses,  if,  in 
combining  the  gas-engine  with  the 
steam-engine,  we  arrange  things  in  such 
a  way  that  these  losses  are  turned  more 
especially  to  the  profit  of  steam-raising  it- 
self, we  have  realized  the  maximum  prac- 
tical effect,  for  even  if  gases  are  really 
difficult  to  handle,  it  is  chiefly  by  reason 
of  their  great  dispersive  power,  and  if 
the  losses  accruing  under  this  head,  al- 
ready supposed  as  reduced  to  their  best 
possible  use  in  a  corresponding  produc- 
tion of  steam,  we  have  all  the  useful  ef- 
fect of  the  steam,  as  hitherto,  plus  that 
which  we  can  obtain  from  the  elastic 
force  of  the  gas  itself  In  conclusion,  it 
is  necessary  to  observe  that  among  the 
necessary  and  rational  conditions  of 
transmission  of  force  the  first  appears  to 
be  the  very  existence  of  a  mass  of  super- 
abundant heat,  and  the  limit  of  practical 
utilization  of  this  is  manifestly  arrived 
at  when  the  quantity  of  heat  necessary 
for  the  formation  and  maintenance  of 
this  mass  is  brought  to  its  lowest  point 
by  disposing  in  their  rational  order  the 
only  physical  agents  which  we  can  gen- 
erally use,  namely,  fuel,  air  and  water. 
This  is  the  leacUng  idea  of  the  mixed 
gas  and  steam-motor,  a  natural  conse- 
quence, also,  of  the  application  of  gas 
furnaces  to  the  heating  of  steam  boilers. 
The  simultaneous  utilization  of  the  ex- 
pansive force  of  gas  and  steam  will  gen- 


erally require  the  emplojrment  of  two  sets 
of  cylinders,  viz.,  those  in  which  com- 
bustion is  effected,  and  steam  cylinders. 
The  most  simple  arrangement  will  con- 
sist in  making  the  in-draught  of  gas 
from  the  cupola,  and  of  the  fresh  air  nec- 
essary, for  combustion  by  the  suction  of 
the  gas  cylinder  itself,  and  in  forcing  out, 
after  their  expansion  the  burnt  gases  in 
the  steam  boiler,  the  exhaust  of  the 
steam  cylinder,  will  then  serve  most 
readily  to  diminish  the  cushioning  of  the 
gas  cylinder  by  facilitating  the  expulsion 
of  the  burnt  and  cooled  air  out  of  the 
engine,  at  feast  unless  we  can  find  a 
more  useful  employment  of  the  steam  in 
condensing  it.  There  being  nothing  re- 
quiring modification  in  the  arrange- 
ment of  steam  cylinders,  the  prac- 
tical use  of  which  appears  to  have  fol- 
lowed close  upon  their  being  perfected 
in  each  particular  case,  we  will  only  oc- 
cupy ourselves  here  with  the  designing 
of  gas  cylinders,  the  practice  in  which  is 
much  less  advanced.  We  shall  distin- 
guish two  general  cases  according  as  the 
gas  to  be  burnt  is  taken  at  atmospheric 
pressure  or  is  previously  compressed. 

Arrangement  without  previous  com- 
pression.— Combustible  gas  and  fresh  air 
are  drawn  in  during  a  portion  only  of 
the  stroke  of  the  pistons  of  the  gas  cyl- 
inders. These  cylinders  thus  perform 
the  function  of  suction  bellows  by  draw- 
ing in  air  for  the  supply  of  the  cupola. 
Taps  and  valves  regulate  the  access  and 
proportions  of  the  two  descriptions  of 
gas.  The  mixture  is  effected  at  low  tem- 
perature, in  conduits  arranged  for  that 
purposes,  and  ignition  is  produced  by 
known  processes.  The  volumes  of  the 
gas  and  steam  cylinders  are  arranged  in 
accordance  with  the  expenditure  of  the 
two  fluids.  Nevertheless,  the  steam  cyl- 
inders ought  to  be  of  themselves  power- 
ful enough  to  start  the  whole  machine. 
It  could  then  be  arranged,  according  to 
circumstances,  that  the  steam-throttle 
valve  might  be  entirely  opened  for  the 
purpose  of  starting,  and  normally  more 
or  less  closed  during  working.  The 
high  temperature  produced  in  the  gas 
cylinder  by  direct  combustion  would  be 
a  cause  of  speedy  destruction  of  the  ma- 
chine, if  the  walls  were  not  maintained 
at  a  very  low  relative  temperature.  This 
low  temperature  would  be  an  energetic 
cause  of  cooling  in  the  gases,  if  it  could 
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not  be  met  by  other  arrangements.  Bat 
there  will  always  be  only  a  very  slight 
drawback  from  direct  utilization,  if  the- 
heat  thns  dissipated  gives  return  in  pro- 
ducing steam.  The  gas  cylinders,  as 
well  as  their  frames,  will  therefore  be 
surrounded  by  water,  and  placed,  by 
means  of  their  exterior  surfaces,  in  com- 
munication with  the  boiler  in  such  a  way 
as  to  ensure  the  circulation  of  the  water 
and  the  creation  of  steam.  The  eleva- 
tion of  temperature,  even  if  very  great, 
would  otherwise  cause  no  sensible  incon- 
venience with  the  walls  maintained  at  a 
constant  temperature.  It  must  be  un- 
derstood, in  fact,  that  the  metal  walls, 
even  though  we  suppose  them  to  be  very 
thick,  can  always  transmit  the  total  heat 
furnished  to  them  without  their  tempera- 
ture at  the  point  of  contact  with  the  hot 
air  being  ever  able  to  rise  to  an  appreci- 
able extent  above  that  of  the  boiler.  The 
coating  of  air  in  immediate  contact  with 
the  wall  will  always  then  be  in  instanta- 
neous equilibrium  of  temperature  with  it. 
The  propagation  of  the  cooling  through 
the  gaseous  mass  will  otherwise  always 
proceed  in  accordance  with  the  laws  of 
dispersion — that  is  to  say,  in  proportion 
to  time  and  to  distance.  An  analogous 
action  takes  place  in  the  piston  faces,  in 
the  castings  in  front,  and  in  the  piston 
rod,  for  these  surfaces  incessantly  ex- 
change radiated  heat,  and  cannot,  there- 
fore, differ  sensibly  in  temperatui'e.  The 
temperature  of  the  gaseous  mass,  for  a 
given  position  of  the  piston,  will  be  high- 
est then  in  those  parts  furthest  from  the 
cool  walls.  It  will  at  first  only  vary 
slowly,  and  will  only  commence  to  fall 
really    suddenly    at    a  small     distance 


we  attach  in  practice  a  greater  and 
greater  value  to  increase  of  pressure, 
and  with  reason,  for  in  pressure  alone 
lies  not  only  the  cause  of  motion,  but, 
above  all  things,  the  utilization  of  force. 
Pressure  being  in  inverse  ratio  to  the 
temperature  before  ignition,  it  is  im- 
portant that  the  gas  from  the  cupola 
should  be,  as  far  as  possible,  cooled  be- 
fore its  entry  into  the  cylinder.  WiUi 
this  object  the  boiler  will  be  furnished 
with  two  systems  of  tubes,  one  on  the 
side  of  the  cupola,  the  other  on  the 
side  of  the  exhaust,  in  such  a  way  as  to 
form  two  interior  compartments,  separ- 
ated, at  least,  by  a  partition  imperme- 
able to  air.  The  fireproof  jacket  of  the 
interior  cylinder  will  be  done  away 
with  as  useless  in  the  case  in  question. 
Consequently,  the  combustible  gas  will 
be  drawn  from  the  first  compartment, 
after  having  traversed  the  tubes  in  it,  and 
being  brought  to  the  temperature  of 
steam,  or  thereabouts.  The  burnt  gases 
will  be  driven  into  the  second  compart- 
ment, and  discharged  by  the  chimney 
after  being  equally  cooled.  The  condi- 
tion of  things  of  which  we  are  treating 
requires  that  the  steam  should  be  of  the 
lowest  pressure  possible.  It  must  not 
descend,  however,  below  the  point  at 
which  the  temperature  will  be  insufficient 
to  cause  the  precipitation  of  the  calcare- 
ous salts  in  the  purifying  apparatus, 
which  is  in^his  case  absolutely  indis- 
pensable. The  pressure  in  the  boiler, 
therefore,  should  never  exceed  six  or 
seven  atmospheres.* 

The  pressure  is,  moreover,  propor- 
tional to  the  temperature  of  combustion. 
This  temperature  will  be  highest  when 


from  the  same  walls.  The  conditions  of  I  we  only  admit  the  amoimt  of  fresh  air 
procedure,  then,  will  not  be  sensibly  dif  absolutely  necessary  for  combustion.  It 
ferent  in  gas  and  steam  cylinders ;  there  I  is  to  these  particular  conditions  of  air 


will  be  nothing  to  change  essentially  in 
the  pistons,  stuffing-boxes,  &c.,  the  lubri- 
cation of  which  can  be  effected  by  ordi- 
nary processes.  The  work  produced  be- 
ing in  proportion  to  the  pressure  pro- 
duced by  the  combustion,  it  is  desirable 
to  preserve  the  highest  possible  value  of 
this  factor,  for  we  can  always  regulate 
the  strength  of  the  machine  accordingly. 
Besides,  it  is  the  special  advantage  of 
gas-engines  that  they  admit,  without 
danger,  of  pressures  in  the  cylinders  in 
which  combustion  takes  place  which  would 
be  unattainable  in  a  steam  boiler.    Now, 


supply  that  the  maximum  effect  of  the  en- 
gine will  evidently  correspond.  The  ef- 
fect will  diminish  in  proportion  as,  in  ac- 
cordance with  the  work  required,  we  ad- 
mit a  greater  or  less  excess  of  air,  or, 
what  comes  to  the  same  thing,  we  more 
or  less  close  the  regulator  of  the  cupola. 
But  even  in  the  case  in  which  the  duty 
of  the  engine  is  smallest,  it  is  still  de- 
sirable to  work  with  the  maximum  useful 
effect.     Now,  for  a  combustion  tempera- 


*  Here  there  fs.  however*  a  qaestion  of  maximum 
for  the  total  work  of  the  eases  and  of  the  steam, 
which  we  can  only  indicate  in  passing. 
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ture  corresponding  to  a  given  proportion 
of  combustible  gas,  and  conseq^uently  to 
a  known  pressure  after  combustion,  there 
is  a  certain  length  of  suction  —  we 
should  say  ^' inlet"  in  case  of  a  steam 
cylinder — ^for  which  the  work  developed 
in  the  cylinder  is  a  maximum.  The  va- 
riation in  amount  of  suction  answering 
in  each  case  to  the  maximum  of  work, 
being  confined  within  narrow  limits,  the 
use  of  a  slide  will  perfectly  suffice  to  ob- 
tain the  greatest  variation  in  the  yield  of 
combustible  gas.  The  arrangement, 
therefore,  of  the  gas  cylinders  in  the 
case  in  question  can  be  made  in  the  sim- 
plest manner  with  a  common  slide-valve, 
modifying,  it  is  always  understood,  the 
forward  and  backward  movements  of  it, 
to  meet  this  particular  requirement 

Arrangement  with  previous  com- 
pression.— The  arrangement  before  de- 
scribed appears  certainly  the  simplest 
that  could  exist.  It  will  perhaps  be  the 
only  one  applicable  to  locomotives.  Then 
the  increase  of  utilized  power  resulting 
from  it  will  certainly  be  clear  gain  and 
without  any  doubt  oat  of  proportion  to 
the  cost  of  setting  up.  But  the  true  con- 
ditions of  the  best  employment  of  the 
elastic  force  of  gasen,  at  least  its  most 
important  conditions,  are  not  there  ob- 
served, and  simplicity  is,  perhaps,  only 
acquired  at  the  expense  of  utility.  These 
conditions,  in  fact,  are  four  in  number  — 

(1)  the  greatest  possible  cylinder  space 
with  the  leafit  possiblp  exterior  surface  ; 

(2)  the  greatest  possible  quickness  of  ac- 
tion ;  (3)  the  greatest  possible  expansion, 
and  (4)  the  greatest  possible  pressure  at 
the  commencement  of  the  expansion. 
The  dispersive  power  of  gases,  so  favor- 
able to  the  use  of  boiler  tubes,  is  evidently, 
on  the  contrary,  an  obstacle  to  the  util- 
ization of  elastic  force  developed  in  the 
gaseous  mass.  Now,  we  have  seen  that 
in  the  case  of  boiler  tubes  the  efficiency 
— that  is  to  say,  the  heat  transmitted — 
was  proportional  to  the  diameter  of  the 
tubes.  The  loss  would,  therefore,  be  in 
inverse  ratio  to  the  diameter  in  the  case 
of  cylinders.  But  that  is  only  applicable 
to  cylinders  of  very  small  diameter,  and 
the  loss  decreases  in  reality  in  a  more 
rapid  proportion  than  the  diameter  in- 
creases. Therefore,  an  arrangement 
which,  for  a  given  consumption  of  gas, 
will  give  cylinders  of  the  greatest  diam- 
eter will  be  that  with  which  the  greatest  di- 


rect utilization  of  heat  will  correspond  in 
this  respect.  We  equally  conclude  from 
this  that,  as  far  as  possible,  we  must  only 
employ  one  gas  cylinder  in  each  separate 
machine.  But  dispersion  depends  also 
upon  time.  Cooling,  then,  will  be  as 
much  greater,  other  things  being  equal, 
as  the  working  pace  is  uower.  Now,  a 
more  rapid  working  pace  seems  to  imply 
as  a  consequence  cylinders  of  a  smaller 
volume ;  but  this  contradiction  disappears 
when  one  reflects  that  the  lengtn  of 
stroke  is  not  necessarily  related  in  an  in- 
variable manner  to  the  cylinder  volume 
for  a  given  expenditure.  In  like  manner 
as  for  the  elastic  force  of  steam,  the  util- 
ization of  the  elastic  force  of  gases  re. 
quires  that  the  expansion  should  be  the 
most  prolonged  possible.  In  the  arrange- 
ment above  described  there  is  a  maximum 
of  expansion  for  each  particular  case. 
Thus  the  effect  is  necessarily  limited. 
The  advantage,  therefore,  rests  with  an 
arrangement  which  will  permit  of  giving 
back  to  the  machine  that  which  we  may 
call  the  free  play  of  the  expansion,  that 
is  to  say,  the  power  of  expanding  so  far 
as  we  may  think  it  convenient  within  the 
limits  only  imposed  by  the  nature  of 
things.  Finally,  the  utilization  of  the 
elastic  force  of  gases  still  depends  on 
one  element  which  is  entirely  their  own, 
but  which  is  at  bottom  intimately  con- 
nected with  the  utility  of  prolonged  ex- 
pansion. This  element  is  compression, 
which  should  be  the  greatest  possible  for 
the  greatest  effect.  It  can  be  easily  seen 
that  we  are  dealing  here  with  heated  ex- 
pansion obtained  after  cold  compression, 
which  is  a  way  of  prolonging  the  expan- 
sion in  some  sort  inverse  to  that  which 
consists  in  causing  a  vacuum,  a  way  to 
which  steam  could  not  adapt  itself,  it  being 
always  understood  that  all  compression 
causes  inevitably  an  equivalent  condensa- 
tion in  such  a  way  that,  even  supposing 
steam  to  be  combustible,  instantaneous 
heating  would  be  rendered  impossible 
by  reason  of  it.  We  can,  therefore,  the- 
oretically get  as  indefinite  a  utilization 
of  the  elastic  force  of  gases  by  com- 
pressing them  indefinitely  before  heating, 
as  we  can  get  an  indefinite  utilization  of 
the  elastic  force  of  steam  by  indefinitely 
prolonging  expansion.  But  practically 
we  soon  attain  an  impassable  limit.  It 
is  that  at  which  the  raising  of  tempera- 
ture due  to  previous  compression  brings 
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aboat  spontaneoas  ignition.  In  fact,  in 
their  continuing  compression  we  shall 
only  recover  from  the  expansion  up  to 
this  same  point  the  work  furnished  by 
compression,  less  the  loss  occasioned  by 
all  useless  action.  There,  then,  is  the 
limit  imposed  by  the  nature  of  things, 
and  the  final  advantage  in  respect  of  util- 
ization will  rest  with  an  arrangement 
which  will  permit  of  its  attainment.  The 
question  being  thus  propounded,  the  sole 
arrangement  really  practicable  consists 
evidently  in  forthwith  employing  but  one 
cylinder,  so  that  it  is  the  largest  possible, 
and  further  in  reducing  the  resisting 
movements  of  the  gases  to  their  absolute 
minimum.  Then,  and  for  the  same  side 
of  the  cylinder,  we  are  naturally  led  to 
execute  the  following  operations,  in  a 
period  of  four  consecutive  strokes :  (1) 
Suction  during  an  entire  stroke  of  the 
piston ;  (2)  compression  during  the  fol- 
lowing stroke ;  (3)  ignition  at  the  dead 
point  and  expansion  during  the  third 
stroke;  (4)  forcing  out  of  the  burnt 
gases. from  the  cylinder  on  the  fourth  and 
last  return  stroke.  The  same  operations 
being  reproduced  on  the  other  side  of 
the  cylinder  in  a  similar  number  of  strokes 
of  the  piston,  there  results  a  particular 
sort  of  single-acting  machine,  we  might 
say  of  half-power^  but  which  evidently 
satisfies  the  condition  of  largest  possible 
cylinder,  and  at  the  same  time  that  con- 
dition, which  is  still  more  important,  of 
previous  compression.  We  see  at  the 
same  time  that  the  velocity  of  the  piston 
is  the  greatest  possible  in  relation  to  the 
diameter,  since  we  do  in  a  single  stroke 
the  work  for  which  we  should  otherwise 
take  two,  and  we  evidently  cannot  do 
more.  The  temperature  of  the  gas  coming 
from  the  cupola  is  appreciably  constant. 
That  of  the  external  air  relatively  varies 
only  between  narrow  limits.  Then  the 
initial  temperature  of  the  mixture  at  the 
moment  of  the  suction  into  the  cylinder 


will  also  be  appreciably  constant.  It  will 
therefore  be  possible  to  determine  the 
limit  of  compression  at  which  ignition 
would  become  inevitable,  and  to  arrange 
the  machine  accordingly.  We  shall  thus 
constantly  have  the  absolute  maximum 
effect  for  each  proportion  of  combustible 
material.  We  shall  at  the  same  time  be 
freed  from  the  intervention  of  electricity, 
for,  the  starting  being  effected  by  the  ac- 
tion of  the  steam,  the  gases  need  never  be 
introduced  until  the  speed  shall  have  be- 
come sufficient  for  ignition  to  be  pro- 
duced with  certainty.  In  all  cases  com- 
pression will  favor  instantaneous  ignition 
by  helping  complete  mixture,  and  in  rais- 
ing the  temperature.  In  fine,  and  with 
an  initial  temperature  corresponding  to  a 
pressure  of  five  to  six  atmospheres  in  the 
boiler,  ignition  will  be  spontaneously 
produced  with  a  degree  of  compreEsion 
reaching  to  about  a  fourth  of  the  original 
volume — at  least,  if  we  neglect  the  effect 
of  dispersion.  Then  the  pressure  after 
ignition  would  attain  barely  thirty  atmos- 
pher0s,  ttud  as  we  are  dealing  here  with 
the  case  in  which  combustion  is  effected 
without  excess  of  air,  the  pressure  would 
necessarily  be  lower  in  all  other  cases. 
It  is,  therefore,  probable  that  in  many 
cases  we  can  really  attain  the  absolute 
limit  of  utilization.  To  sum  up,  while 
manifestly  lending  itself,  in  the  complet- 
est  possible  manner,  to  the  utilization  of 
elastic  force  developed  in  the  gaseous 
mass  by  combustion  under  constant  vol- 
ume, the  arrangement  now  in  question  is 
not  less  simple  than  the  preceding  one— 
at  least,  unless  we  consider  as  a  compli- 
cation the  necessity,  or  rather  the  conve- 
nience, of  employing  in  some  cases  dis- 
tribution by  clack  valves.  This  distribu- 
tion is  generally  the  most  advantageous, 
and  there  is  nothing  to  prove  that  it  is 
not  generally  applicable  even  to  loco- 
motives, and,  above  all,  to  the  casein 
question. 


The  Diamond  Drill  in  New  South 
Wales. — The  diamond  drill  is  doing  good 
work  in  discovering  or  proving  coal  in 
various  parts  of  the  colony,  the  most  im- 
portant recently  discovered  being  a  seam 
of  good  coal,  some  12  feet  thick,  in  the 
parish  ol  Heathcote,  28  miles  from  Syd- 
ney on  the  lUawarra  Bailway.    The  drill 


pierced  this  seam  at  847  feet  below  the 
surface.  Hitherto  all  attempts  to  find 
coal  near  r>ydney  have  been  unsuccess- 
ful. When  the  Illawarra  Railway  reaches 
Heathcote  it  will  be  possible  to  send  coal 
from  the  mine  to  Sydney  by  rail  at  a 
very  moderate  cost,  and  vessels  will  be 
able  to  coal  at  Port  Jackson. 
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WATER   SUPPLY. 

Bt  WILLIAM  POLE,  F.  R.  8.,  M.  Inst.  C.  B. 
A  Leotnre  delivered  before  the  Instltation  of  Civil  BBgineen; 


Mr.  Pbesidemt  and  Gentlemen, — It  was 
with  considerable  diffidence  that  I  under- 
took to  deliver  this  lecture  on  Water 
Supply.  You  all  know  that  we  have  in 
our  Institution  some  veterans  who  have 
acquired  world-wide  fame  in  this  depart- 
ment of  engineering ;  and  it  was  not  till 
I  had  been  assured  that  there  was  no 
hope  of  getting  any  of  them  to  undertake 
it  that  I  would  listen  to  the  application. 
I  am  not,  as  they  are,  renowned  for  the 
construction  of  water-works ;  but  it  hap- 
pens that,  during  almost  the  whole  of  a 
long  professional  life,  I  have  been  occu- 
pied, more  or  less,  in  the  study  and  dis- 
cussion of  matters  connected  with  water 
supply,  and  I  suppose  it  is  on  this  account 
that  the  Council  have  done  me  the  honor 
to  apply  to  me. 

Aiid,  in  reality,  my  task  is  not  a  very 
difficult  one;  for,  thanks  to  the  great 
ability  and  long  experience  of  the  masters 
of  the  craft,  the  modes  of  effecting  water 
supply  have  been  pretty  well  settled.  My 
chief  duty  is  to  give  a  very  general  view, 
without  much  detail,  of  the  principles 
and  practice  that  appear  to  have  been 
established  in  this  matter,  and  if  I  can 
succeed  in  doing  this  clearly,  it  is  all  I 
can  desire. 

The  prospectus  of  these  lectures  gives 
the  general  title  of  "The  Theory  and 
Practice  of  Hydromechanics."  I  have 
little  to  say  about  theory  here,  as  the 
problems  affecting  water-supply  works 
are  chiefly  the  same  as  for  mechanical 
and  structural  engineering  generaUy. 

In  regard  to  the  theory  of  hydrody- 
namics, I  may  refer  you  to  an  able  article 
lately  published  in  the  "Encyclopaedia 
Britannica,"  by  a  Member  of  'our  body, 
who  has  made  this  subject  specially  his 
own.  Professor  XJnwin ;  and  as  you  will 
shortly  have  the  pleasure  of  hearing  a 
lecture  by  this  gentleman,  he  will  prob- 
ably give  you  some  remarks  on  the  point. 
I  wHl  only  say  a  word  as  to  the  special 
problem  of  the  flow  of  water  along  chan- 
nels of  various  kinds. 

There  are   certain  simple    and  well- 


known  formulae  and  tables  which,  by 
long  experience,  have  been  found  fairly 
suitable  for  ordinary  purposes.  But  later 
researches  have  shown  that  in  many 
points  they  require  amendment  when  a 
greater  approach  to  accuracy  is  desired. 
These  researches  were  made  some  years 
ftgO)  1>J  ^wo  French  engineers,  MM. 
D'Arcy  and  Bazin ;  and  the  points  they 
chiefly  laid  stress  on  Were  two : 

In  the  first  place,  it  had  been  usually 
assumed  that  the  retarding  force  of  the 
friction  was  independent  of  the  nature  of 
the  surface  of  the  channel.  This  was 
found  to  be  an  error,  different  materials 
requiring  different  coefficients. 

And  then,  secondly,  it  was  discovered 
that  the  relations  between  the  velocities 
of  the  current  at  different  parts  of  the 
section  had  not  been  correctly  deter- 
mined, and  had  values  varying  greatly 
under  different  circumstances. 

I  am  not  going  further  into  these  mat- 
ters; they  can  easily  be  referred  to  if 
required.  And  having  said  this,  I  will 
proceed  to  the  more  practical  views  of 
water  supply. 

In  the  admirable  Introductory  Lecture 
we  have  heard  explained  the  general 
phenomena  by  which  the  great  element, 
water,  is  delivered  on  the  earth  for  our 
use.  We  have  now  to  enter  on  what  is 
more  strictly  the  province  of  the  engineer 
in  regard  to  water.  We  have  to  show 
how  the  stores  of  this  invaluable  sub- 
stance can  be,  and  are,  made  available  for 
the  use  and  convenience  of  man.  This 
is  done  in  many  ways.  The  engineer  has 
to  provide  and  distribute  supplies  of 
water  for  the  food  and  the  various  neces- 
sities of  congregated  populations.  He 
has  to  make  available  the  ample  natural 
stores  of  mechanical  water-power.  He 
has  to  direct  and  control  the  natural  flow 
of  surface  waters,  by  operations  of  drain- 
age and  river  regulation.  He  has  to  take 
advantage  of  the  fluid  mobility  of  water, 
by  using  it  to  form  highways  of  minimum 
traction  in  inland  navigation.  He  has, 
moreover,  to  design  floating  vessels  to 
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rayel  upon  water.  And  he  has  to  pro 
vide  for  the  safe  and  convenient  com- 
mnnioation  of  such  vessels  with  the  land, 
by  harbors,  docks,  and  piers. 

All  these  works  in  the  aggregate,  with 
their  almost  infinite  expanse  of  detail, 
constitute  the  great  branch  of  our  pro- 
fession called  hydraulic  engineering ;  and 
this  will  form  the  subject  of  the  remain- 
ing lectures  of  the  present  course. 

But  before  I  enter  on  my  humble  share 
of  the  work,  I  should  Hke  to  mention  an 
interesting  historical  fact,  which  I  think 
is  not  generally  known,  namely,  that  it  is 
eepecitdly  to  hydraulics  that  civil  engi- 
neers are  indebted  for  their  origin  and 
existence  as  a  separate  and  independent 
profession. 

The  term  "engineer"  was  originally 
applied  to  military  men.  Building- works 
in  civil  life  were  constructed  by  the  archi- 
tect, who  in  all  ages  has  been  a  well-rec- 
ognized practitioner. 

A  century  or  two  ago,  however,  a  new 
and  peculiar  demand  arose  in  this  wise. 
The  great  rivers  in  the  north  of  Italy  had 
relapsed,  by  neglect,  into  a  very  bad 
state,  giving  rise  to  disastrous  inunda- 
tions. The  nation  became  alarmed,  and 
the  most  learned  scientific  men  of  the 
day  were  consulted  as  to  what  should  be 
done.  This  gave  rise  to  a  series  of  valu- 
able theoretical  and  practical  studies, 
which  are  of  great  historical  interest,  as 
having  formed  the  basis  of  hydraulic  en- 
gineering. The  knowledge  spread  rap- 
idly throughout  Europe,  and  gave  a  great 
impulse  to  hydraulic  operations  generally. 

But  there  was  now  a  want  of  competent 
men  to  execute  them.  The  architects 
found  these  new  studies  foreign  to  their 
own  proper  business ;  and  so  a  new  class 
of  practitioners  sprang  up  for  hydraulic 
works ;  with  which  soon  became  associ- 
ated other  works  of  analogous  character. 
Such  a  class  required  a  new  name,  and 
this  was  easily  found.  It  was  noticed 
that  the  kind  of  work  undertaken  by 
these  new  practitioners  corresponded  to 
that  allotted  to  the  engineers  of  the  mili- 
tary service;  and  the  new  profession 
adopted  the  same  title,  prefixing,  how- 
ever, the  epithet  "  civil,'^  to  indicate  that 
they  were  civilians,  and  so  to  distinguish 
them  from  their  military  brethren. 

Hence  the  origin  of  the  present  term, 
"dvil  engineer,'*  an  origin  which,  as  I 
have  said,  was  due  entirely  to  the  cultiva- 


tion of  hydraulic  science,  and  its  applica- 
tion to  works  of  hydraulic  construction. 

The  expression,  "  water  supply,"  in  its 
general  sense,  may  have  a  wide  interpret- 
ation. It  may  refer  to  supplies  of  many 
kinds,  and  for  many  different  objects. 
But  there  is  one  kind  of  water  supply 
which  stands  pre  eminent  and  before  all 
others,  namely,  the  supply  to  the  inhab- 
itants of  towns.  It  was  this  that  was 
probably  in  the  minds  of  your  Coimcil 
when  they  drew  the  title  of  this  lecture, 
and  I  shall  not  err  in  directing  attention 
specially  to  it. 

I  need  hardly  enlarge  on  the  value  of 
water.  I  suppose  it  is  the  most  import- 
ant natural  substance  known,  and  the 
most  indispensable  for  maintaining  the 
present  order  of  things  in  organic  life. 
The  old  Greek  sentiment,  "AptOTov  /ifv 
vSopj  was  a  natural  prompting;  some 
ancient  philosophers  supposed  water  to 
be  the  primordial  element  of  which  every 
living  being  was  composed ;  and  this  is 
so  far  true,  that  water  forms  a  very  large 
part  of  the  bodies  of  plants  and  animals, 
and  constitutes,  either  simply  or  in  com- 
bination, the  greater  portion  of  their 
food.  The  need  of  water  for  the  life, 
health,  comfort,  and  occupations  of  man- 
kind, is  patent  to  everybody ;  and  hence 
the  provisions  for  a  due  supply  of  it,  of 
proper  quality,  in  ample  quantity,  and  in 
a  convenient  manner,  become  an  absolute 
necessity  of  civilization. 

HiSTOBT. 

In  the  earliest  times  people  helped 
themselves  from  the  nearest  brooks  or 
streams.  But  this  hand-to-mouth  process 
was  only  available  in  certain  places ;  and 
as  it  was  observed  by  unmistakable  signs 
that  the  superficial  strata  of  the  earth 
often  contained  water,  the  idea  occurred 
to  some  ingenious  person  that  this  water 
might  be  got  at  by  simply  making  a  hole 
in  the  ground,  or,  in  other  words,  "  sink- 
ing a  well.**  Wells  are  mentioned  as 
sources  of  water  supply  in  the  oldest 
records  we  have,  and  the  art  of  sinking 
and  working  them  had  arrived,  in  early 
ages,  at  great  perfection. 

But  still  even  wells  could  not  be  got 
everywhere,  and  as  populations  increased, 
some  further  extension  of  water  supply 
became  necessary.  The  simplest  plan  of 
meeting  this  want  was  to  carry  the  water 
in  suitable  vessels  from  the  stream  or  ttie 
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well  where  it  was  found  to  the  places 
where  it  was  required.  And,  primitiye  as 
this  plan  appears,  it  has  lasted  into  quite 
modem  days.  I  recollect,  when  I  lived 
as  a  boy  in  a  large  English  town,  seeing 
water  carried  about  for  sale,  in  cans  with 
a  yoke,  as  milk  is  often  carried  here ;  and 
even  a  few  years  ago,  being  in  a  fashion 
able  watering-place  for  my  health,  I  was 
advised  by  fiie  local  doctor  not  to  use 
the  town  supply,  but  to  drink  the  water 
of  a  neighboring  spring,  brought  round 
in  a  barrel  on  wheels  every  day. 

But  the  more  appropiiate  device  soon 
presented  itself  of  conveying  water  from 
distant  sources  by  means  of  conduits, 
slightly  inclined,  so  as  to  allow  the  liquid 
to  flow  along  them  by  its  own  gravity. 
This  was,  indeed,  only  a  direct  artificial 
imitation  of  natural  streams.  It  is  very 
old,  and  is  mentioned  by  Homer.  It  be- 
gan in  leading  streams  along  the  surface 
of  the  ground;  but  it  ultimately  devel- 
oped into  the  supply  of  towns  by  the 
ancient  aqueducts  with  which  you  are  all 
acquainted,  and  which  culminated  in  the 
magnificent  water  supply  of  the  Eternal 
City. 

These  aqueduct-conduits  usually  ter- 
minated in  public  fountains  within  the 
town,  from  which  the  inhabitants  could, 
without  much  trouble  or  inconvenience, 
get  the  water  carried  to  their  dwellings. 
Everybody  who  has  been  in  Rome  has 
admired  the  fountains  there,  and  they 
are  very  common  in  continental  cities 
generally. 

The  next  great  step  in  municipal  water 
supply,  namely,  that  of  delivering  the 
water  into  the  houses  of  the  inhabitants, 
is  of  comparatively  late  introduction.  It 
depended  on  a  considerable  degree  of 
mechanical  advancement ;  for  to  carry 
out  such  a  system  it  was  necessary  to 
convey  the  water  in  pipes  under  pressure. 
There  is  no  doubt  that  pipes  of  earthen- 
ware, of  wood,  and  of  lead,  were  used  by 
the  Romans  to  some  extent,  but  they 
were  very  imperfect,  and  nothing  existed 
in  the  shape  of  such  fitting  as  would  be 
necessary  for  house  supplies.  The  first 
application  of  the  house  supply  that  I 
can  hear  of  was  in  London,  brought 
about  by  the  historically  celebrated  water- 
works of  Peter  Morice,  the  Dutchman, 
established  at  London  Bridge,  in  1582. 
Here  water-wheels  were  erected  which 
pumped  the  water  from  the  Thames,  and 


forced  it  along  pipes  laid  through  the 
streets,  to  the  places  where  it  was  re- 
quired; and  it  is  clearly  stated  by  the 
well-known  antiquarian  authority,  Stowe, 
that  '^the  Thames  water  was  conveyed 
into  men's  houses  by  pipes  of  lead." 

When  this  convenient  system  was  once 
established,  it  was  easily  seen  that  the 
more  ancient  conduit  supplies  might  also 
be  adapted  to  it,  by  bringing  the  water 
into  a  reservoir  at  a  high  level,  the  hy- 
drostatic pressure  from  which  would  an- 
swer the  same  purpose  as  the  pumping 
pressure  in  the  former  case.  This  was 
done  in  the  New  River  supply,  brought 
into  London  in  1613. 

Here,  therefore,  we  have  the  two  types 
of  pumping  and  gravitation  suppHes  on 
which  all  succeeding  works  have  been 
modeled,  with  only  improvements  in  de- 
tail. 

The  original  London  street  pipes  were, 
if  small,  of  lead,  and,  if  large,  of  wood. 
About  the  middle  of  the  eighteenth  cen- 
tury cast-iron  pipes  were  used,  but  their 
high  price  prevented  their  general  adop 
tion  for  a  long  time ;  it  was  not  till  about 
1810  that  this  material  may  be  said  to 
have  come  into  common  use,  and  it  was 
only  after  that  date  that  the  water  sup- 
ply of  towns  could  take  any  great  devel- 
opment. This  development  did  follow, 
in  the  attainment  of  a  higher  pressure, 
and  generally  a  better  and  more  ample 
supply,  and  the  improvements  have  been 
continually  progressing  to  the  present 
day. 

Before  considering  the  various  modes 
of  effecting  the  water  supply  in  towns,  it 
is  necessary  to  say  a  few  words  on  two 
points  of  a  general  nature  which  bear 
alike  on  all  modes  of  supply.  These  are 
the  quality  of  the  water,  and  the  quan- 
tity of  it  which  is  likely  to  be  required. 

QuAMTY  OF  Water. 

The  quality  of  water  to  be  supplied  to 
a  town  is  a  matter  of  great  importance. 
This  is  a  subject  properly  belonging  to 
chemistry,  and  the  aid  and  advice  of  a 
professional  chemist  must  always  be 
called  in  upon  it.  But  still,  any  engi- 
neer concerned  in  a  water  scheme  woidd 
be  at  a  manifest  disadvantage,  if  he  did 
not  know  enough  of  the  matter  himself, 
to  enable  him  at  least  to  form  a  prelim- 
inary judgment  on  the  sources  of  supply. 

Rain-water,  as  distilled  in  the  doudis, 
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may  be  considered  as  practically  pure ; 
but  it  seldom  happens  that  it  can  be  col- 
lected and  stored  without  having  under- 
gone some  contamination.  However  di- 
rectly we  may  attempt  to  catch  it,  it  will 
be  liable  to  take  up  some  foreign  ingre- 
dient from  the  collecting  surfaces,  and  if 
it  percolates  through  the  earth  to  springs 
and  wells,  it  will  gather  a  still  greater 
amount  of  foreign  matters. 

The  impurities  taken  up  may  be  classed 
under  three  heads : 

I.  .Substances  mechanically  suspend- 
ed in  the  water. 

n.  Mineral  substances  chemicaUy  dis- 
solved in  the  water. 

m.  Dissolved  organic  impurities. 

This  classification  is  not  strictly  defin- 
ite in  a  chemical  sense,  but  it  is  conve- 
nient as  regards  the  importance  of  the 
impurities  in  the  view  of  the  engineer. 

I.  Suspe^ided  impurities  are  chiefiy 
found  in  the  water  of  rivers  and  streams. 
They  come  from  the  water  washing  over 
earth,  clay,  mud,  sand,  refuse,  etc,  the 
finer  particles  of  which  it  carries  away, 
and  holds  in  mechanical  suspension. 
*•  Dirty  water,"  *'  turbid  water,"  "  muddy 
water,"  are  only  other  names  for  water 
containing  matter  in  suspension.  This 
kind  of  impurity  is  of  the  least  import- 
ance to  the  engineer,  seeing  that  it  ad- 
mits of  thorough  removal  by  easy  means. 
Two  operations  are  used  for  this  purpose, 
viz.,  subsidence  and  filtration. 

Subsidence  is  simply  allowing  the 
water  to  rest,  when  the  grosser  and  heav- 
ier particles,  which  are  only  kept  in  sus- 
pension by  motion,  will  fall  down.  Every- 
body who  has  seen  the  Lake  of  Geneva 
will  remember  that  the  Bhone,  which 
flows  in  at  the  head  in  a  muddy  stream, 
issues  out  at  Geneva  as  clear  as  crystal 
The  lake  is  simply  a  vast  subsiding  res- 
ervoir. 

It  is  impossible  to  make  ordinary  sub- 
siding reservoirs  as  effective  as  Lac  Le- 
man,  but  they  will  do  a  great  deal  of 
good,  and  down  to  the  year  1829,  they 
were  the  only  means  used  for  purifying 
water  supplies.  The  defect  of  them  is, 
that  some  of  the  suspended  matters  are 
so  light  that  they  will  not  subside  with- 
out much  more  time  than  can  be  allowed, 
and  to  remove  these  matters,  an  addi- 
tional process  is  used,  namely,  filtration. 

This  is  exactly  analogous  to  ordinary 
filtration,  the  water  being  passed,  at  a 
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slow  rate,  through  a  porous  material,  of 
such  fine  texture  as  to  stop  the  suspend- 
ed particles,  and  allow  only  the  dear 
fluid  to  pass  through. 

This  contrivance,  as  applied  to  water 
supplies  on  a  large  scale,  originated  in 
London  in  1828.  A  Eoyal  Commission 
had  reported  that  the  Thames  water  sup- 
plied to  the  metropolis  was  very  dirty 
and  objectionable,  and  the  late  Mr.  James 
Simpson,  the  engineer  of  the  Chelsea 
water-works,  determined  to  try  what 
could  be  done  to  improve  it  It  was 
known  that  fine  sand  was  a  good  and  ef- 
ficient material  for  effecting  filtration ; 
but  the  difiiculty  was  how  to  apply  it  on 
a  large  scale,  so  as  to  render  the  cleans- 
ing of  the  filter  reasonably  }.  racticable. 
It  occurred  to  him  that  if  the  water  was 
allowed  to  pass  downwards  through  a 
bed  of  fine  sand,  held  up  by  underlying 
layers  of  coarse  gravel  and  stones,  the 
dirt  would  not  penetrate  into  the  mass, 
but  would  be  stopped  at  its  upper  sur- 
face, and  in  this  way  the  whole  cleaning 
operation  necessary  would  be  to  scrape 
this  surface  ofif  to  a  slight  thickness,  and, 
when  it  had  become  too  much  diminished, 
to  put  fresh  sand  on.  The  first  water- 
works filter  on  this  plan,  of  one  acre 
area,  was  set  to  work  by  Mr.  Simpson,  at 
the  Chelsea  water-works,  in  1829.  It  was 
found  to  work  well,  and  has  furnished  a 
model,  with^scarcely  any  material  change, 
for  all  subsequent  time. 

The  filtering  action  has  been  above  de- 
scribed as  purely  mechanical,  i.  e.,  as  ar- 
resting the  suspended  particles,  and 
nothing  further.  But  careful  observa- 
tions on  the  process  have  lately  led  to  a 
belief  that  it  exercises  some  chemical 
purifying  action  on  the  dissolved  organic 
matter.  The  nature  of  this  action  is  at 
present  obscure.  It  is  supposed,  how- 
ever, that  some  kind  of  oxydizing  process 
may  be  encouraged  in  the  passage 
through  the  pores  of  the  material ;  and 
it  is  certain  that,  by  the  expedient  of  in- 
termitting the  filtration,  so  as  to  allow  of 
the  aeration  of  the  material,  this  e£fect 
may  be  rendered  much  more  active. 

It  is  important  that  in  ordinary  sand 
filtration  the  process  should  not  be  hur- 
ried. Slowness  promotes  good  purifica- 
tion, and  the  rate  of  passage  through  can 
be  regulated  by  the  head  of  water  over 
the  sand.  The  result  of  experience  with 
London  water  is,  that  the  rate  of  pass- 
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age  should  sot  exceed  2^  gallons  per  hour 
through  each  square  foot  of  area.  At 
this  rate  each  million  gallons  a  day  will 
require  16,700  square  feet  of  filter  at 
work,  and  allowance  must  be  made  for 
one  filter  bed  being  always  out  of  use  for 
cleaning. 

In  some  peculiar  cases,  special  mate- 
rials have  been  used  instead  of  sand.  It 
has  been  found,  for  example,  that  cer- 
tain compounds  of  iron  haye  a  remark- 
able effect  in  destroying  organic  matter. 
The  town  of  Wakefield  has  been  for  a 
long  time  supplied  from  the  River  Calder, 
the  water  bemg  so  impure,  that  a  letter 
written  with  it  was  published  by  the 
Rivers  Pollution  Commissioners.  Yet 
the  unwholesomeness  of  this  was  checked 
by  filtration  through  a  magnetic  carbide 
of  iron.  Another  case  has  been  lately 
described  to  this  institution  by  Mr.  \Vm. 
Anderson,  where  the  water  supplied  to 
Antwerp  was  purified  by  BischoflTs 
spongy  iron  in  the  same  way. 

The  two  operations,  subsidence  and  fil 
tration,  are  usually  combined,  the  advan- 
tage being  that  the  previous  extraction 
of  the  grosser  particles  gives  the  filters 
less  to  do,  and  allows  them  to  work 
longer  without  cleaning. 

XL  But,  though  the  water  may  be 
clear  and  bright,  it  may  contain  a  differ- 
ent class  of  impurities,  namely,  mineral 
substances  chemically  dissolved  therein, 
that  cannot  be  removed  by  filtration. 

Such  dissolved  matters  exist  in  water 
sometimes  in  great  extent  and  variety, 
forming  what  are  called  mineral  or  me- 
dicinal waters.  These,  however,  are  alto- 
gether exceptional;  there  is  practically 
only  one  substance  which  affects  water 
likely  to  be  used  for  town  supplies,  and 
that  is  lime.  Calcareous  rocks  occupy, 
it  is  said,  four-fifths  of  the  earth's  sur- 
face, and  as  their  material  is,  to  a  certain 
extent,  soluble,  the  waters  percolating 
through  them  take  lime  up  in  their  pass- 
age. Hence,  lime  is  found  largely  in 
wells  and  springs,  and  as  superficial 
streams  are  almost  always  fed  partially 
by  springs,  rivers  contain  lime  also.  The 
river  Thames,  for  example,  after  perfect 
filtration,  contains  about  15  to  20  grains 
of  solid  matter  in  solution,  which  is  al- 
most entirely  composed  of  salts  of  lime. 

These  salts  communicate  to  the  water 
the  peculiar  quality  called  hardness  ;  soft 
water  makes  a  lather   freely,  but  hard 


water  has  a  disposition  to  decompose  or 
curdle  soap,  by  the  combination  of  the 
lime  with  the  alkali. 

There  has  been  a  great  deal  of  dis- 
cussion as  to  the  comparative  merits  of 
hard  and  soft  water  for  town  supplies, 
and  the  subject  was  thoroughly  investi- 
gated by  the  Royal  Commission  on  Water 
Supply  in  1869,  to  which  I  had  the 
honor  of  being  secretary.  I  may  give 
you,  in  a  few  words,  the  result  of  their 
inquiries. 

There  are  two  uses  of  water  to  be  con- 
sidered— for  drinking,  and  for  washing 
and  manufacturing  purposes. 

For  dinking,  there  have  been  contra- 
dictory opinions  as  to  the  effect  of  hard 
water  on  health.  iSome  say  it  causes 
calculous  diseases  ;  others  say  it  pro- 
motes the  formation  of  a  healthy  bony 
frame.  But,  when  the  evidence  is  ex- 
amined, there  is  no  reason  whatever  to 
suppose  that  a  moderate  hardness,  like 
that  in  London,  is  in  the  least  degree 
prejudicial. 

And  it  has  advantages  in  many  re- 
spects ;  the  water  is  pleasant  to  the 
taste,  and  by  its  less  solvent  power  it  is 
free  from  action  on  lead,  which  is  often 
dangerous  with  very  soft  water.  It  is 
also  less  absorbent  of  gases  and  organic 
impurities,  and  it  keeps  better. 

For  washing  and  manufacturing  pur- 
poses, however,  the  advantages  of  soft 
water  are  undeniable,  and  in  towns  where 
the  uses  of  water  for  these  purposes 
largely  predominate,  every  effort  should 
be  made  to  procure  a  soft-water  supply. 
Glasgow  and  Manchester  are  striking  ex- 
amples of  how  this  may  be  done;  and 
it  is  fortunate  that  the  great  manufac- 
turing districts  of  England  are  so  situ- 
ated as  to  render  soft-water  supplies 
easily  available.  But  from  the  great 
prevalence  of  the  limestone  formations, 
this  is  not  possible  everywhere;  and 
where,  as  in  London,  a  supply  of  mod- 
erate hardness  is  close  at  hand,  it  is  a 
comfort  to  know  that  it  may  be  used 
without  material  disadvantage. 

1  say  of  moderate  hardness,  but  it 
often  happens  that  the  hardness  is  not 
moderate.  The  water  from  chalk  wells, 
for  example,  sometimes  contains  30  to  50 
grains  of  Hme-salts  per  gaUon,  when  the 
use  of  the  water  may  become  very  troub- 
lesome. 

But  nature  has  provided  a  remedy  for 
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this,  inasmuch  as  such  water  may  be 
malj  softened.  The  salts  of  lime  are 
generallj  carbonates  and  sulphates,  the 
former  predominating.  Now,  carbonate 
of  lime  is  very  slightly  soluble  in  pure 
water,  only  to  the  extent  of  about  two 
grains  in  a  gallon.  The  reason  why 
natural  water  often  contains  so  much 
more  is  the  presence  of  free  carbonic 
acid,  which  acts  as  a  solvent,  and  enables 
the  water  to  take  up  the  extra  quantity. 

If,  therefore,  we  can,  by  any  means, 
drive  away  this  carbonic  acid,  the  su- 
perfluous carbonate  of  lime  will  be  pre- 
cipitated, and  the  water  will  be  softened. 

This  may  be  effected  in  several  ways : 

1.  By  exposure  of  the  water  to  the  air, 
when  the  carbonic  acid  flies  off  spontane- 
ously. Open  channels  convejri ng  very  hard 
water  are  often  found  to  collect  deposit 
from  this  cause,  a  striking  example  of 
which  may  be  seen  in  the  celebrated  an- 
cient aqueduct  of  the  Pont  du  Gard, 
near  Nismes.  Stalactites  and  stalagmites 
in  limestone  caverns  are  formed  in  the 
same  way,  as  are  also  the  deposits  in 
what  are  called  petrifying  springs. 

2.  By  boiling.  Every  washerwoman 
knows  that  hard  water  may  generally  be 
softened  by  boiling,  which  drives  off  the 
carbonic  acid  rapidly.  The  deposit  in 
boilers,  so  well  known  and  so  trouble- 
some, is  a  result  of  this  action.  Many 
calcareous  waters  contain  other  salts  of 
lime  besides  the  carbonate,  and  these 
boiling  will  not  remove.  Hence  it  is  cus- 
tomary to  speak  of  the  temporary  as 
contrasted  with  the  permanent  hardness, 
the  latter  being  the  hardness  which  re- 
mains after  boiling. 

3.  Another  way  of  treating  hard  water 
is  by  adding  simple  lime  in  its  caustic 
state.  This  seizes  the  free  carbonic  acid 
in  the  water,  forming  a  carbonate,  when 
both  this  and  the  carbonate  already  in 
the  water  are  precipitated,  and  may  be 
removed.  It  is  curious  that  the  hardness 
of  water,  which  is  due  to  lime,  should  be 
diminished  by  adding  more  lime;  but 
the  explanation  is  very  clear. 

This  softeniog  process,  by  means  of 
Hme,  is  due  to  the  late  Dr.  Olark,  of  Ab- 
erdeen, who  urged  its  adoption  very 
warmly.  In  1850  I  assisted,  under  his 
direction,  at  some  trials  at  the  Chelsea 
water-works,  to  judge  of  its  applicability 
to  London  water.  We  found  it  could 
easily  be  done,  but  it  was  expensive,  and 


the  general  opinion  was  that  the  advan- 
tage was  not  worth  the  cost 

It  has,  however,  been  successfully  ap- 
plied elsewhere.  In  the  same  year  Mr. 
Homersham  adapted  it  to  some  large 
print  works,  and  he  afterwards  put  it  in 
practice  at  Plumstead,  at  Caterham,  and 
elsewhere.  One  of  the  latest  and  most 
successful  applications  has  been  made  by 
Mr.  Bateman  at  the  Colne  Valley  Works, 
near  Watford^  The  water,  which  comes 
from  chalk  wells,  has  naturally  about  18 
to  20  degrees  of  hardness,  and  is  softened 
down  to  5  degrees. 

Some  modifications  of  this  softening 
process  have  lately  been  contrived.  The 
most  important  one  has  been  devised  by 
Mr.  Porter,  with  the  view  of  doing  away 
with  the  deposition  in  reservoirs,  which 
is  not  only  expensive,  but  takes  a  long 
time.  He  agitates  the  mixture,  so  as  to 
produce  quickly  and  thoroughly  the  nec- 
essary chemical  change,  and  then  passes 
it  through  a  Altering  press,  which  retains 
the  precipitate,  and  allows  the  clear  water 
to  be  forced  tlirough.  It  is  also  worthy 
of  mention  that  Mr.  Hallett,  mayor  of 
Brighton,  has  shown  that  by  very  simple 
and  inexpensive  apparatus  a  softening 
process  maybe  adopted  in  private  houses, 
wherever  thought  desirable. 

III.  The  third  kind  of  impurity  is 
organic  impurity^  and  this  requires  very 
careful  consideration.  But  it  will  be  con- 
venient to  postpone  the  remarks  upon  it 
till  we  come  to  speak  of  river  supplies,  in 
which  it  chiefly  prevails. 

Quantity  op  Water  Bequibed. 

We  now  come  to  the  other  preliminary 
point.  Before  an  engineer  can  take 
proper  steps  for  the  supply  of  a  town  he 
must  form  an  estimate  of  the  quantity  of 
water  he  will  require. 

The  water  consumption  in  a  town  varies 
according  to  the  occupations  of  its  inhab- 
itants, and  the  nature  of  the  industries 
carried  on,  as  well  as,  in  some  degree,  on 
the  habits  of  the  people  in  regard  to  the 
use  of  water. 

The  quantity  actually  required  for 
domestic  consumption,  including  a  fair 
allowance  for  general  household  purposes, 
for  water-closets,  and  for  ordinary  ablu- 
tions, is  probably  not  more  than  about  10 
gallons  per  head  per  diem.  But  in  addi- 
tion to  domestic  consumption,  supplies 
have  to  be  provided  for  gardens  and 
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stables,  manufacturing  and  trade  pur- 
poses of  many  kinds,  baths  and  wash- 
houses,  public  fountains,  watering  streets, 
flushing  sewers,  and  extinguishing  fires. 
The  quantity  for  these  purposes  will  vary 
considerably,  say  from  5  to  10  or  more 
gallons  per  head  per  diem. 

As  a  general  rule,  however,  if  the  town 
contains  nothing  likely  to  make  the  con- 
sumption abnormal,  it  is  usual  to  estimate 
that  about  25  gallons  per  head  per  diem 
will  be,  or  at  least  ought  to  be,  a  sufficient 
supply  for  all  purposes. 

I  say  ought  to  be,  because  there  enters 
into  this  question  a  very  important  ele- 
ment, namely,  waste.  I  shall  have  to 
speak  about  this  hereafter,  but  I  may  say 
here  that  as  a  general  principle  the  supply 
of  more  water  in  a  town  than  is  reason- 
ably required  for  the  health,  comfort,  and 
occupations  of  its  inhabitants,  and  for 
the  general  sanitary  pubho  requirements, 
is  an  evil,  and  ought  to  be  discouraged 
and  repressed.  Water  is  a  very  expensive 
thing  to  provide,  and  its  excessive  use 
not  only  wastes  money,  but  does  positive 
mischief  by  increasing  the  difficulty  of 
carrying  it  away.  An  engineer,  there- 
fore, in  designing  water- works  has  a  right 
to  anticipate  that  reasonable  care  will  be 
exercised  to  keep  down  the  consumption 
to  what  is  actually  necessary. 

At  the  same  time,  he  must  not  stint  his 
preparations ;  for  in  designing  works  for 
water  supply,  provision  ought  always  to 
be  made  for  increase  of  population. 
There  are  few  towns  of  importance  that 
do  not  extend  their  limits  from  year  to 
year,  and  the  cases  where  difficulty  has 
occurred,  from  insufficient  water  provision 
being  made  for  these  extensions,  have 
been  frequent  and  troublesome. 

It  is  important  to  remember  that  the 
consumption  is  not  uniform.  It  has  a 
considerable  fluctuation  at  different  hours 
of  the  day,  and  also  at  different  parts  of 
the  year. 

The  daily  fluctuation  is  caused  by  the 
variations  in  the  demand  for  water  at  dif 
ferent  hours,  which  is  very  considerable. 
The  following  table  is  the  result  of  ob- 
servations carefully  taken  under  the  di- 
rection of  Mr.  Ayris,  who  has  kindly 
allowed  me  to  make  use  of  them  for  this 
lecture. 

It  is  not  easy  to  account  for  all  the 
irregularities,  but  the  general  result  is 
tha^  as  might  be  expected,  the  consump- 


tion in  the  day  time  much  exceeds  thai 
during  the  night,  amounting  at  one  time 
to  above  twice  the  average  rate.  Thia 
is  about  10  a.  m.,  when  the  domestic 
use  of  water  may  be  supposed  to  be  the 
most  active. 

PBOPOBnONATB    CONSUMPTION    OF    WaTEB    AT 

Different  Houbs  of  the  Day  in  a  Countrt 
Town  of  abottt  60,000  Inhabitants,  supplied 

UNDEB  THE  SYSTEM  OF  CONSTANT  SeBVIOE. 

AVEBAOB  OF  THE  SiX  WOBKINO  DaYS. 

Proportionate  Consumption 

in  tbe  Hour,  the  Average 
over  tbe  whole  day  being  100. 

From  6  to  7  A    Bi. 104 

**  7  **    8      '*     198 

"  8  **    9      •*     128 

**  9  **10      **     215 

••  10  *'ll       "     161 

**  11  **13      **     122 

*'  12  "    1   p.  M 104 

"  1  **    2      ♦*     102 

"  2  •*    8      **     166 

*'  8  **    4      '*     180 

"  4  •*    5  •    "     85 

**  6  **    6      **     74 

•*  6  **    7      **     102 

•*  7  **    8      **     78 

**  8  **    9      **     81 

'*  9  **  10      **     61 

•*  10  "  11      *♦     65 

"  11  '*12      "     64 

**  12  **    1  A.  M 66 

"  1  *•    2      **     62 

**  2  **    3      **     74 

"  8  **    4      **     62 

"  4  **    5      **     66 

♦«  5  "    6      **     74 

The  fluctuation  in  the  consumption  at 
different  periods  of  the  year  will  be 
shown  by  the  following  table,  taken  from 
Colonel  Sir  Francis  Bolton's  published 
Beports : 

Consumption  of  Wateb  in  London  dubino 
EAOH  Month  of  the  Yeab  1888. 

Millions  of  Oallona 
per  Diem. 

January 183.5 

February 180.8 

March 182.9 

April   189.0 

May 148.6 

June 159.5 

July 159.1 

August 1 69.8 

September 154.1 

October 146.6 

November. 142.7 

December 138.6 

Mean  of  the  year 146.0 

This  shows  an  excess,  over  the  ayerage, 
of  about  10  per  cent,   in    the  hottest 
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months,  and  a  deficiency  of  about  the 
same  in  the  coldest. 

Taking  these  two  tables  together,  it 
will  be  seen  that  it  is  necessary,  in  all 
towns  on  constant  supply,  to  proyide 
carrying  capacity  much  larger  than  is 
due  to  the  ayerage  consumption.  For 
example :  suppose  the  average  consump- 
tion over  the  whole  year  to  be  1,000,000 
gallons  a  day,  then  the  average  in  the 
summer  months  will  be  1,100,000  gallons. 
And  in  some  hours  of  each  day  in  those 
months  the  consumption  will  be  at  the 
rate  of  about  2,350,000  gallons  per  day, 
for  which  the  mains  must  accordingly  be 
prepared. 

General  Sourojes  of  Water  Supply. 

I  now  go  on  to  speak  of  the  various 
modesof  obtaining  water  supplies  >  There 
is  only  one  original  source,  rain;  but 
there  are  several  varieties  in  the  modes 
by  which  the  rainfall  is  made  available. 
These  are : 

1.  Direct  Collection.— We  may  catch 
the  rain-water  as  it  descends  close  to  the 
places  where  we  want  it,  storing  it  up  in 
suitable  receptacles. 

2.  GhUhering  Grounds, — ^We  may 
choose  a  surface  of  land,  and  collect  the 
rain-water  falling  thereon. 

3.  Jiivers.—We  may  take  water  by 
pumping  from  a  river  of  sufficient  mag- 
nitude, flowing  along  low  ground. 

4.  Wells  or  Springs. — We  may  draw 
upon  the  stores  of  water  contained  in 
subterranean  strata,  by  sinking  wells ;  or 
we  may  collect  the  same  water  as  it  issues 
spontfuieously  in  springs. 

We  may  say  something  on  each  of  these 
plans. 

DmBOT  COLLEOTION  OF  RaINFALL. 

First,  we  may  catch  the  rain  as  it 
descends,  on  the  spot  where  it  is  wanted. 
A  rain-water  butt,  collecting  the  rain 
from  the  roof  of  a  house,  by  gutters  and 
pipes,  is  a  very  common  thing  ;  and  the 
same  plan  is  often  advantageously  car- 
ried out  in  large  isolated  establishments, 
such  as  gaols,  unions,  asylums,  etc.* 

In  Venice,  the  greater  part  of  the 
water  supply  of  the  city  is  obtained  in 
this  way.  Many  people  will  recollect 
two  handsome  artistic  well-curbs  in  the 


*  1,000  square  feet  of  horizontal  roof  sorfaoe,  oatoh- 
iQff  M  inches  of  ratn  per  annum,  will,  If  none  of  the 
water  Is  lost,  yield  84  icallons  per  diem. 


court  of  the  Ducal  Palace.  These  are 
openings  into  imderground  reservoirs 
made  to  receive  and  store  the  whole  of 
the  rain  that  faUs  on  the  buildings ;  and 
there  is  an  ingenious  arrangement  by 
which  the  water  is  made  to  piss  through 
a  filter  before  it  gets  into  the  well. 

But  it  is  in  India  and  other  tropical 
climates  that  the  direct  collection  of  rain- 
fall has  the  widest  application.  In  these 
places  a  very  large  quantity  of  rain 
descends  during  the  monsoon,  i.  6.,  four 
months  of  the  year,  whereas  during  the 
other  eight  months  not  a  drop  falls. 
Rivers  are  only  available  in  their  inmiedi- 
ate  locality,  streams  become  in  the  dry 
season  mere  sandy  beds ;  wells  are  only 
locally  and  partially  efficient,  and  the 
great  trust  is  in  the  system  of  tanks. 
These  are  open  excavations  made  in  the 
ground  in  great  numbers  and  often  of 
large  size,  which  become  filled  by  direct 
rainfall  during  the  monsoon,  and  store 
up  the  water  for  use  during  the  rest  of 
the  year. 

Qatherino  Grounds. 

But  the  more  common  way  of  making 
a  direct  appropriation  of  rainfall  is  by 
collecting  it  on  the  surface  of  a  tract  of 
land,  which  is  called  a  gathering  ground. 

To  illustrate  how  this  is  done  we  will 
imagine  a  tract  of  land  lying  high  in  a 
hilly  district,  and  on  which  a  fairly  large 
quantity  of  rain  falls.  By  reason  of  liie 
natural  slope  of  the  various  portions  of 
this  area,  the  water  will  run  oflf  it  in  little 
rills  and  rivulets,  which  will  ultimately 
combine  into  one  principal  stream,  drain- 
ing the  whole  area.  Hence,  by  taking 
possession  of,  and  utilizing  this  streani, 
we  in  reality  collect  and  utilize  the  rain- 
water falling  over  the  whole  of  this  drain- 
age area. 

This  is  done  by  forming  a  reservoir  upon 
the  stream  in  question.  The  stream  will 
natui-ally  flow  in  a  little  valley,  and,  by 
choosing  a  convenient  place,  and  con- 
structing an  embankment  across  this  val- 
ley, the  waters  of  the  stream  will  be 
dammed  back  and  impounded  in  the 
trough  of  the  valley  above  the  embank- 
ment, and  so  will  form  a  reservoir,  con- 
taining a  store  of  water.  This  store  is 
made  available  for  the  supply  of  a  town, 
by  simply  laying  down  a  conduit  from 
the  reservoir  to  carry  it  to  the  place 
where  it  is  required.   When  the  reservoir 
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is  full,  the  superfluous  water  will  over- 
flow by  a  waste- weir  and  conduit  (called 
a  bye-wash)  down  to  its  original  chan- 
nel. 

This  mode  of  obtaining  water  supplies 
is  very  common  in  hilly  districts,  and 
numbers  of  large  towns,  particularly  in 
the  manufacturing  districts  of  Yorkshire 
and  Lancashire,  are  supplied  in  this 
way. 

The  formation  of  large  reservoirs  of 
this  kind  is  a  very  responsible  and  diffi- 
cult thing,  only  to  be  undertaken  by  en- 
^neers  of  great  experience  and  sound 
judgment.  The  first  object  is  to  secure 
the  absolute  safety  of  the  dam,  seeing  the 
frightful  consequences  that  must  ensue 
if  it  should  give  way,  suddenly  letting 
loose  such  an  enormous  mass  of  water, 
from  a  great  height,  down  upon  the 
country  below.  When  the  reservoir  is 
full  the  pressure  upon  the  dam  is  very 
great,  and  although,  considered  as  a 
mass,  it  may  be  stable  enough,  yet  the 
water  by  penetrating  among  its  loose 
materials  may  gradually  endanger  its 
cohesion  ;  or  the  natural  ground  against 
which  it  is  formed  may  be  treacherous, 
and  give  way. 

Such  failures  have  occasionally  hap- 
pened, one  of  the  most  disastrous  of  them 
being  the  bursting  of  the  dam  of  Dale 
Dyke  Reservoir,  above  Sheffield,  in  the 
year  1864.  By  this  accident  above  100,- 
000,000  cubic  feet  of  water  were  suddenly 
let  loose,  rushing  with  tremendous  vio- 
lence down  a  narrow  valley  and  through 
the  town  of  Sheffield,  and  causing  the 
loss  of  two  hundred  and  fifty  Hves,  with 
the  destruction  of  property  to  the  amount 
of  hundreds  of  thousands  of  poimds. 
No  wonder  that  the  inhabitants  of  valleys 
in  which  water-supply  reservoirs  are  situ- 
ate should  feel  anxious  about  their  con- 
struction, and  about  the  competence  and 
skill  of  their  builders. 

Then  the  reservoir  must  not  only  be 
safe  but  it  must  be  sound,  L  e.,  perfectly 
water-tight.  Leak^  must  be  prevented, 
not  only  in  the  artificial  dam,  but  also  in 
the  whole  interior  surface  of  the  reser- 
voir, the  strata  in  these  mountainous 
countries  being  often  fissured  and  treach- 
erous. 

It  is  impossible  for  me  to  offer  any  ex- 
planation of  how  an  engineer  is  to  pro- 
duce a  good,  safe  and  sound  reservoir, 
seeing  that  in  the  first  place  it  is  not  the 


purpose  of  these  lectures  to  enter  into 
engineering  details ;  and  secondly  that 
the  difficulties  to  be  encountered  are  so 
varied  in  their  nature,  and  depend  so 
much  on  local  circumstances,  as  not  to 
admit  of  any  such  notice  as  would  be 
practicable  here. 

Supplies  from  Lakes, — Some  large 
towns  are  supplied  fi'om  natural  lakes. 
This  mode  of  supply  is  in  reality  the 
same  as  that  just  described.  The  lake  is 
fed  by  streams  from  a  gathering  ground, 
and  it  is  in  fact  only  a  reservoir,  made  by 
nature  instead  of  by  art.  Or  to  put  the 
comparison  in  another  way,  a  reservoir  is 
only  a  lake  made  by  art  instead  of  by 
nature.  When,  however,  a  lake  is  used 
for  water  supply,  something  must  be 
done  to  it  artificially  to  fit  it  for  its  work* 

The  popular  notion  that,  given  a  lake, 
you  may  draw  water  without  limit  from 
it,  as  you  might  out  of  the  sea,  is  a  delu- 
sion. The  essence  of  a  reservoir  is  that 
it  is  a  store  of  varying  content :  it  can 
be  filled  when  the  supply  comes  to  it,  and 
when  there  is  no  supply  it  can  be  drawn 
down.  Now  a  natural  lake  has  usually  a 
level  pretty  nearly  uniform.  To  fit  it  for 
water  supply  this  must  be  altered;  it 
must  be  capable  of  being  drawn  down 
for  the  use  of  the  district  in  times  when 
there  is  no  rain.  This  being  done,  we 
may  consider  the  two  cases  identical. 

Yield  of  Gathering  Grounds.^The 
quantity  of  water  which  may  be  obtained 
from  gathering  grounds  is  a  very  compli- 
cated and  difficult  study.  At  the  same 
time  it  is  exceedingly  important,  for  on 
the  accuracy  of  its  determination  must 
depend  the  sufficiency  of  the  supply  to 
the  inhabitants  of  a  town.  Cases  have 
unfortunately  not  been  uncommon  where 
towns  supplied  from  gathering  grounds 
have  been  iii  great  distress  for  water.  In 
the  long  drought  of  1868,  Manchester, 
Bradford,  Halifax,  Sheffield,  Preston,  and 
many  other  towns,  suffered  severely,  and 
the  same  thing  occurred  again  last  year, 
almost  amounting  in  some  places  to  a 
water  famine. 

The  causes  lie  in  the  uncertainties  of 
the  meteorological  conditions  in  our  pre- 
eminently uncertain  English  climate,  and 
they  necessitate  a  most  careful  study  of 
the  problem  by  the  engineers  and  pro- 
moters of  water  undertakings. 

We  can  ascertain  the  area  of  the 
gathering  ground  with  the  greatest  ac- 
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curacy.  Bat  the  difficulties  arise  in  esti- 
mating the  quantity  of  rainfall  we  can 
get  off  it.  For  a  long  time  the  informa- 
tion gathered  about  this  most  important 
element  of  engineering  calculation  was 
Tery  scanty.  But  of  late  years,  thanks 
to  the  indefatigable  labors  of  Mr.  Symons, 
there  have  been  collected,  in  his  annual 
Beports  on  British  Rainfall,  a  series  of 
date  of  the  most  useful  and  Valuable 
character. 

The  rainfall  varies  exceedingly  at  dif- 
ferent times  and  in  different  places. 

As  to  the  variability  at  different  times, 
I  shall  have  hereafter  to  speak  more  fully. 

To  illustrate  the  variation  in  different 
places  I  may  refer  to  an  admirable  map 
of  the  rainfall  in  the  British  Islands, 
prepared  by  Mr.  Symons,  which  is  pub- 
lished in  the  Sixth  Report  of  the  Rivers 
Pollution  Commission,  1874.  This  shows 
that  the  annual  rainfall  in  different  parts 
of  the  country  varies  from  26  to  76 
inches.  But  the  extreme  variations  run 
much  higher.  For,  taking  single  stations 
in  1883,  the  rainfall  at  the  Stye,  in  Cum- 
berland, was  190  inches,  at  Clacton-on- 
Sea,  in  Essex,  it  was  only  18.7  inches — 
one  ten  times  greater  than  the  other. 

These  places  lie  wide  asunder,  but  even 
in  the  same  locality  the  rainfall  will  vary 
materially  in  sites  only  a  short  distance 
apart.  And  hence  it  is  always  desirable 
that,  before  any  important  proceedings 
are  taken,  the  rainfall  upon  a  tract  of 
ground  proposed  to  be  used  as  a  catch- 
ment area  should  be  ascertained,  as  far 
as  possible,  by  direct  observations  upon 
the  ground  itself. 

Suppose,  then,  we  have  taken  such  ob- 
servations, say,  for  a  year,  and  suppose, 
for  example,  we  find  that  the  total  an- 
nual rainfall  over  the  area  of  our  gather- 
ing ground  amounts  to  44  inches.  Our 
first  difficulty  is  that  we  cannot  gather, 
for  storage  and  use,  anything  like  the 
total  quantity  of  rain  that  falls.  There 
is  always  a  loss,  which  occurs  in  several 
ways. 

In  the  first  place,  a  part  of  the  water 
will  be  returned  to  the  heavens  by  evap- 
oration ;  then  another  portion  will  be  ab- 
sorbed by  the  vegetation  growing  on  the 
land ;  and,  thirdly,  another  portion  will 
percolate  through  pores  and  fissures  of 
the  earth,  to  enter  subterraneous  strata, 
and  find  its  way  out  at  a  distance  in 
springs. 


Now,  these  three  sources  of  loss  vary 
exceedingly  under  different  circumstances 
and  at  different  times.  They  are  natu- 
rally greatest  in  hot  and  dry  weather.  A 
shower  occurring  at  such  times  will  often 
contribute  nothing  at  all  to  the  reser- 
voir, whereas,  when  the  atmosphere  is 
cold  and  damp,  and  the  ground  already 
wet,  nearly  the  whole  may  become  avail- 
able. 

The  loss  by  percolation  wiU  vary  ma- 
terially according  to  the  nature  of  the 
geological  formation  of  the  district.  In 
chalk  districts,  for  example,  the  whole 
rainfall  is  often  absorbed  into  the  earth, 
there  being  no  surface  streams  whatever ; 
whereas,  on  compact  rock  formations, 
the  percolation  may  be  almost  nothing. 

And  then,  much  depends  upon  the  in- 
clination of  the  surface.  If  the  ground 
is  very  flat  the  water  will  run  off  slowW, 
and  will  have  more  time  to  evaporate.  Li 
steep  ground  it  will  rush  down  rapidly 
into  its  receptacle. 

In  the  face  of  those  irregularities  it 
would  be  impossible  to  give  any  accurate 
rules.  All  that  can  be  done  is  to  form 
some  general  notion  of  the  results  of  ex- 
perience. 

Dr.  Dal  ton,  an  eminent  meteorologist, 
estimated  that,  taking  the  whole  of  Eng- 
land, only  about  one-third  of  the  rain- 
fall found  its  way  into  the  sea,  and  this 
is  estimated  to  be  about  correct  as  re- 
gards the  Thames.  But  in  mountainous 
districts  the  proportion  of  the  rainfall 
flowing  down  the  streams  is  greater,  be- 
ing often  one-half  or  two  thirds,  and 
sometimes  even  more. 

It  is  usually  considered  more  correct 
not  to  assume  the  losses  as  proportionate 
to  the  rainfall,  but  to  estimate  them  at  a 
fixed  quantity,  whatever  the  rainfall  may 
be. 

This  quantity  will  vary  from  about  12 
to  18  incbes  per  annum,  according  to  the 
nature  of  the  ground.  Steep  ground  of 
compact  rock  will  give  the  minimum,  flat 
ground  of  more  permeable  rock  the  maxi- 
mum deduction,  as  in  the  basin  of  the 
Thames,  where  the  rainfall  is  about  27^ 
inches,  and  the  loss  is  about  18  inches. 

Hence,  out  of  our  44,  inches  assumed 
rainfall  we  must  make  this  deduction  be- 
fore we  can  estimate  the  quantity  of 
water  available.  For  the  sake  of  ex- 
ample, call  this  deduction  14  inches. 
This  will  leave    13  inches   in  the  year 
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available  for  use.  Having  got  this,  it  is 
only  a  matter  of  simple  arithmetic  to  cal- 
culate, knowing  the  area  of  the  catch- 
ment ground,  how  much  water  we  can 
get  in  that  year. 

There  is  a  very  simple  rule  for  this : 
If     B= rainfall    in   a   given  year   in 
inches ; 
E= estimated  loss  by  evaporation, 

etc.,  in  inches ; 
A = area  of  gathering  ground   in 
acres; 
then     Cubic  feet  of  water  per  annum = 

3,630  A  (R-E), 
or,        GktUons    of    water    per    diem  = 
63.15  A  (K-E). 
But  now  we  come  to  another  compli- 
cation, which  leads  us  to  consider  the 
use  of  the  reservoir. 

During  the  year  that  we  have  taken 
the  rain  will  fall  irregularly,  some  months 
will  be  wetter  and  some  will  be  drier. 
But  the  supply  must  be  uniform,  or 
nearly  so,  and  hence  the  reservoir  must 
be  of  such  size  as  to  equalize  the  quan- 
tity, storing  sufficient  water  in  the  wet 
months  to  tide  over  the  drier  ones.  To 
illustrate  this  I  may  take  an  example  out 
of  Mr.  Symon's  tables  : 

Rainfall  AT  Bbboknook,  in  South  Walks,  fob 
BVEBT  Month  in  thb  Ybab  1883. 

Inohes. 

January 7.06 

February 10.19 

March 1.67 

April 1.20 

M!ay 3.22 

June 5.14 

July 878 

August 1.25 

September 6.04 

October 5.81 

November 6.55 

December .' 1.88 


Total  for  the  year 51.74 


Mean  monthly  fall 4.81 

I  have  calculated  what  size  of  reser- 
voir would  be  required  to  equalize  these 
irregularities,  so  as  to  yield  day  by  day  a 

auantity  of  water  equal  to  the  average  of 
le  year,  and  I  find  for  this  purpose  no 
less  than  about  one  hundred  days'  stor- 
age room  would  be  required. 

But  there  is  another  and  a  greater 
complication.  In  our  simple  hypotheti- 
cal example  we  have  assumed  that  we  get, 
by  our  rain-gauges,  the  amount  of  rain 
falling  in  a  single  year.  But  this  in  only 
very  imperfect  information,  seein^sr  that 
the  rainfall  varies  materially  in  different 
years.     In  some  districts  the  variation  is 


enormous.  At  Windermere,  where  the 
average  of  twenty-two  years  gave  79.86 
inches,  it  sometimes  reached  116.26 
inches,  and  sometimes  went  down  to 
47.24  inches.  But  the  worst  feature  of 
the  variation  is  that  there  will  sometimes 
occur  several  consecutive  dry  years. 

Mr.  Symons,  in  his  report  for  1882, 
has  given  a  valuable  table  illustrating 
this.  He  has  collected,  with  vast  labor, 
the  records  of  rainfall  at  forty-five  sta- 
tions, during  43  years.  I  may  give  the 
following  as  an  example : 


Annual  Ratnfall 

AT    UOICFIELD,    IN 

8U88BZ, 

FOB  FOBTT-THRRS  YeABS. 

Inches. 

1840 

22.80 

41 

86.80 

42 

24.60 

" 

.s" 

4  years 

average 

22  in. 

43 
44 

30.09 
23.37 

il 

45 

23.03 

«  s 

46 

25.11 

47 

17.58 

Minimum. 

oa 

48 

38.03 

49 

29.38 

1850 

28.62 

51 

24.26 

52 

50.55 

Maximum. 

58 

81.70 

54 

23.15 

55 

23.80 

56 

83.59 

57 

31.74 

58 

19.86 

59 

83.48 

1860 

42.46 

61 

28.85 

62 

80.01 

63 

25.74 

64 

23.48 

65 

88.97 

66 

33.79 

67 

30.48 

68 

30.51 

69 

28.57 

1870 

24.99 

71 

25.64 

72 

38.64 

78 

80.06 

74 

24.65 

76 

29.02 

76 

33.37 

77 

39.58 

78 

31.25 

79 

33  00 

1880 

31.79 

81 

38.05 

82 

35  90 

Mean   ) 

of  the   ^ 
48  years. ) 

30.08 
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It  will  be  seen  that  while  the  average 
of  the  forty-three  years  is  a  little  over 
80  inches,  the  annual  fall  sometimes 
reaches  above  50  inches,  and  sometimes 
is  as  low  as  17^  inches.  Moreover,  there 
were  six  years  together  when  the  average 
annual  fsdl  was  only  24  inches,  and  four 
years  together  when  it  was  only  22 
inches. 

It  will  be  easily  inferred  from  this, 
that  a  single  year's  datum  of  rainfall, 
which  we  have  assumed  in  our  previous 
example,  will  be  of  no  use.  It  may  have 
been  a  wet  year  or  a  dry  year,  or  any- 
thing between.  We  must  have,  for  our 
gathering-ground,  data  of  the  rainfall 
over  a  large  number  of  years,  embrac- 
ing, if  possible,  all  the  variations  of  wet 
and  dry. 

How,  then,  are  we  to  treat  these  data 
when  we  get  them?  We  can,  of  course, 
deduce  from  them  an  average  rainfall  for 
the  whole  series  But  this,  also,  is  no 
proper  guide,  unless  upon  the  condition 
that  we  can  store  over  all  the  excesses  of 
the  wet  years,  to  supply  the  deficiencies 
of  the  dry  years. 

Now,  I  have  taken  some  trouble  to 
get  a  rough  notion  what  size  of  reservoir 
we  ought  to  have  to  equalize  the  forty- 
three  years'  rainfall  shown  in  the  above 
table,  and  I  find  it  would  require  a  store 
of  sometliing  hke  900  days'  supply.  It 
is  altogether  unreasonable  and  impos- 
sible that  a  water-works  undertaking 
could  be  burdened  with  such  a  monstrous 
construction. 

Mr.  Hawksley  has  often  urged  this 
with  great  force.  He  points  out  that, 
however  large,  in  reason,  the  reservoirs 
may  be  made,  in  wet  seasons  they  will  be 
full;  and,  as  floods  come  down  chiefly 
in  wet  seasons,  they  will  then  simply  run 
to  waste  down  the  bye-wash — they  can- 
not be  stored ;  and  as  these  floods  help 
materially  to  swell  the  average,  this  aver- 
age cannot  be  obtained  from  the  reser- 
voirs. 

Mr.  Hawksley  gives,  as  the  result  of 
his  long  study  of  the  question,  and  great 
experience,  that  it  is  impossible,  practi- 
caUy,  to  spread  the  equahzation  over  a 
longer  period  than  three  years.  And, 
for  the  sake  of  safety,  the  three  years 
taken  for  calculation  must  be  the  three 
driest  years  that  come  together. 

Mr.  Symons  has  deduced  from  his 
large  table  some  general  results  which 


appear  to  prevail,  and  they  agree  fairly 
well  with  data  laid  down  by  Mr.  Hawks- 
ley in  1868,  before  the  Duke  of  Rich- 
mond's Commission. 

It  is  found  tha^t  the  wettest  year  wiU 
have  a  rainfall  neacjy  half  as  much  again 
as  the  mean. 

The  driest  year  will  have  one-third  less 
than  the  mean. 

The  driest  three  consecutive  years 
will  each  have  one-fifth  less  than  the 
mean. 

Or,  more  exactly,  if  Bm=mean  an- 
nual rainfall  over  a  long  series  of  years, 
then 

Rainfall  in  the  wettest  vear 

=1.4tol.6xRm. 
Rainfall  in  the  driest  year 

=0.63  to  0.67  xRm. 
Mean  of  the  driest  three  consecutive  years 

=0.77  to  0.79  xRm. 

Thus,  if  Q= daily  quantity  in  gallons, 
for  all  purposes,  required  to  be  supplied 
from  the  reservoir,  then 

Q=62.16A.(|Rm-E), 

which  gives  the  relation  between  the  area 
of  gathering-ground  and  the  quantity  it 
will  supply. 

But  it  is  further  desirable  to  know  the 
size  of  reservoir  which  will  be  required 
to  equalize  the  rainfall  over  the  three 
years  selected.  For  this  it  is  impossible 
to  give  any  precise  rule,  it  being  so  en- 
tirely a  question  of  experience.  But  Mr. 
Symons  has  again  furnished  a  statement 
which  will  be  some  guide. 

The  necessary  storage  will  vary  in  dif- 
ferent districts,  for  this  reason,  that  in 
wet  districts,  the  extremes,  both  of  wet- 
ness and  dryne3S,  are  less  pronounced 
than  in  drier  districts.  Hence,  in  a  rainy 
country,  a  smaller  reservoir  will  suffice 
than  in  a  dry  one. 

The  general  judgment  of  experienced 
practitioners  appears  to  be  that,  for  large 
rainfalls,  a  storage  of  150  days*  supply, 
or  even  less,  will  suffice ;  but  in  drier  dis- 
tricts it  may  be  necessary  to  go  as  high 
as  200  days.  And  this  is  a  provision 
which  may  reasonably  be  borne. 

Compensation, — But  there  is  another 
point  that  the  engineer  has  to  consider 
in  laying  out  water  supplies  from  a  gath- 
ering ground. 
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The  essence  of  the  arrangement  is,  that 
he  takes  possesion  of  a  stream;  inter- 
cepts it  from  its  former  course,  and  turns 
its  water  away  in  a  different  direction  for 
the  supply  of  a  town.  But  there  will  be 
persons  residing,  or  haviog  property  on 
that  stream,  who  will  have  something  to 
say  about  this  arrangement;  and  engi- 
neers accustomed  to  such  things  know 
pretty  well  that  riparian  proprietors  in 
this  position  have  the  habit  of  making 
themselves  pretty  loudly  heard.  They 
demand  what  is  called  water-compensa- 
tion ;  and  a  few  words  will  explain  what 
this  means. 

Before  the  reservoir  is  made,  the 
stream  in  question  will  vary  exceedingly 
in  its  volume  at  different  periods.  In 
dry  weather  there  will  be  very  little  water 
in  it ;  while  in  heavy  rains  it  will  be  a 
torrent  swollen  to  a  flood.  This  variable 
state  of  things  is  very  inconvenient  for 
everybody  on  the  stream. 

Now  when  a  reservoir  is  put  in,  it 
gives  the  opportunity  of  remedying,  in  a 
large  measure,  these  evils ;  for  it  will  act 
as  an  equalizer  for  the  stream,  just  as  it 
acts  as  an  equalizer  for  the  town  supply. 
When  the  floods  come  down  they  are 
absorbed  in  the  reservoir,  and  in  return 
for  this,  the  reservoir,  in  addition  to  the 
supply  furnished  to  the  town,  may  be 
made  to  give  out,  also,  an  equalized  sup- 
ply to  the  stream  in  dry  seasons.  This 
is  called  compensation-water. 

The  quantity  of  compensation- water  to 
be  given  may  vary  according  to  special 
circumstances ;  but  in  the  manufacturing 
districts,  it  is  usual  to  allow  one-third  of 
the  total  supply  impounded  ;  leaving  the 
other  two- thirds  for  the  8upi)ly  of  the 
town.  'Vhe  quantity  Q  in  the  formula 
must,  of  course,  comprehend  both  sup- 
plies. 

It  is  usual  to  insert  in  Acts  of  Parlia- 
ment stringent  conditions  to  compel  this 
supply  of  the  compensation- water,  and 
explicit  provisions  for  determining  its 
quantity.  The  most  usual  mode  of  gaug- 
ing is  by  the  flow  over  a  weir,  or  through 
a  measured  orifice  under  a  given  head. 
But,  as  these  depend  on  calculation,  the 
riparian  owners  have,  in  some  cases,  de- 
manded a  more  positive  determination ; 
and  Mr.  Bateman  has  contrived  an  in- 
genious machine  for  this  purpose,  which 
actually  measures  the  water,  as  a  publican 
would  measure  a  pint  of  beer.    It  will  be 


foand  described  in  Mr.  Bateman's  magni- 
ficent work  on  the  Manchester  Water 
Supply,  p.  178  and  illustrative  figure. 

A  gauge-basin  is  prepared  of  exact 
known  dimensions,  into  which  the  com- 
pensation-stream can  be  turned  at  any 
time;  and  the  machine  consists  of  a 
tumbling  apparatus  by  means  of  which 
the  stream  can  be  turned  into  the  gauge- 
basin  instantaneously,  and  can  also  be 
diverted  from  it  with  equal  celerity.  By 
this  means  the  duration  of  the  flow  inta 
the  basin  can  be  exactly  known,  and  the 
quantity  flowing  in  a  given  time  can  be 
exactly  determined. 

Qwality  of  Water  from  Chtthering 
Orounda, — It  is  only  necessary  to  say  a 
word  or  two  on  this  point. 

If  the  grounds  lie  high,  in  hilly  coun- 
try, as  they  mostly  do,  the  water  is 
usually  very  pure  and  soft,  not  having 
much  opportunity  of  acquiring  contami- 
nation. If  the  lands  are  flatter  and 
lower,  the  water  flowing  over  them  will 
have  more  chance  of  taking  up  foreign 
matters,  and  in  these  cases  filtration  is 
sometimes  necessary. 

There  is,  however,  one  kind  of  effect  to 
which  water,  even  from  the  highest  land, 
is  liable,  namely,  to  discoloration  by  peat. 
Most  of  these  high  lands  contain,  in  cer- 
tain spots,  masses  of  decaying  vegetation, 
in  the  shape  of  morasses  or  peat-bogs. 
These  collect  the  rain-water  like  sponges, 
and  when  it  flows  away  from  them  it  car- 
ries with  it  small  particles  of  the  vege- 
table matter,  which  render  it  brown  in 
color.  This  is  no  great  detriment  to  the 
use  of  the  water ;  the  presence  of  these 
brown  particles  does  not  render  it  at  all 
unwholesome ;  but  still  it  is  objectionable 
to  look  at. 

It  is  said,  and  I  believe  with  truth, 
that  this  water  will  bleach  if  allowed  a 
long  run  in  an  open  conduit  exposed  to 
the  light  and  the  air. 

And  I  may  here  notice  an  ingenious 
arrangement  contrived  by  Mr.  Bateman 
for  diminishing  the  collection  of  brown 
water  in  districts  where  much  peat  exists. 
It  is  well  known  that  the  color  is  worse 
in  the  time  of  floods,  when  the  greater 
flow  of  water  through  the  peat  bogs 
washes  the  vegetable  particles  out  of 
them.  Mr.  Bateman  has  cleverly  taken 
advantage  of  this  fact  to  effect  his  object, 
by  a  '*  separating  weir,"  as  shown  in  his 
beforementioned  work  on  the  Manchester 
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Waterworks  (p.  128  and  illustrative  fig- 
ure). It  consists  simply  of  forming 
across  the  stream  channel  a  narrow  slit, 
which  communicates  below  with  the  clear- 
water  reservoir,  or  a  passage  leading  to 
it.  When  the  stream  is  clear  it  moves 
slowly  and  falls  through  this  slit;  but 
when  it  is  in  flood,  moving  with  a  higher 
velocity,  it  is  carried  over  the  slit  without 
faUing  into  it,  and  flows  away  by  the 
natural  course  of  the  river. 

Examples. — Towns  supplied  from  gath- 
ering grounds  are  very  common  in  hilly 
districts.  I  need  not  give  any  list,  or 
any  elaborate  descriptions,  but  I  will  just 
name  three  of  the  most  celebrated  cases. 

One  is  the  supply  of  Glasgow  from 
Loch  Katrine,  which  was  carried  out  by 
Mr.  Bateman,  in  1859.  The  loch,  lying 
867  feet  above  the  sea,  forms  a  large 
reservoir  for  the  catchment-basin  above 
it,  in  which  the  rainfall  is  very  large — 70 
to  90  inches  per  annum.  To  fit  the  lake 
for  supply  purposes,  its  level  was  raised 
4  feet,  and  arrangements  were  made  so 
that  it  could  be  drawn  down  7  feet  in  all. 
thus  giving  an  available  storage  of  5,600 
millions  of  gallons. 

The  conduit  from  the  lake  to  Glasgow 
is  26  miles  in  length,  of  which,  13  miles 
are  in  tunnel  imder  hills,  and  4  miles  are 
in  iron  pipes  across  valleys.  It  will  de- 
hver  about  50  million  gallons  per  diem. 

The  cost  of  the  works  was  about  £1,- 
000,000  sterling. 

ITie  two  other  large  supplies  I  will 
mention  have  rather  a  curious  history. 
About  the  year  1869,  there  was  a  good 
deal  of  discussion  as  to  the  water  supply 
of  London.  An  impression  was  prevalent 
that  the  Thames  ought  to  be  abandoned ; 
and  two  projects  were  proposed  for  sup- 
plying the  metropolis  from  distant 
sources.  One  was  by  Mr.  Bateman,  from 
the  head- waters  of  the  Severn,  in  North 
Wales;  the  other  by  Mr.  Hassard  from 
the  lake  district  of  Cumberland. 

In  both  these  places  the  rainfall  was 
large,  and  the  water  of  unimpeachable 
quality,  and  the  designs  were  both  excel- 
lent and  perfectly  practicable.  They 
were  referred  to  the  Duke  of  Richmond's 
Commission,  who,  however,  came  to  the 
conclusion  that,  for  the  present  at  least, 
the  metropolis  did  not  require  them ;  and 
they  ventured  a  prediction  that  the  fine 
sources  of  supply  in  these  districts  would 
probably  be  found  more  useful  for  the 


large  towns  nearer  to  them  in  the  north- 
west of  England. 

This  has  actually  occurred.  Manches- 
ter has  taken  possession  of  the  Cumber- 
land, and  Liverpool,  of  the  Welsh  supply. 

The  supply  of  Manchester  and  its  out- 
lying dependencies,  from  Longdendale, 
laid  out  by  Mr.  Bateman,  in  1847,  has 
proved  insufficient  for  the  growing  de- 
mand, and  in  1879  an  Act  was  obi^ned 
for  taking  water  from  Thirlmere  Lake, 
close  to  Hellvellyn. 

The  lake  is  but  a  small  one,  and  to  fit 
it  for  storage,  its  level  will  be  raised  60 
feet,  which  will  give  an  available  capacity 
of  1,300  millions  of  gallons.  The  rainfall 
is  high — some  75  inches  per  annum — 
which  at  present  is  all  wasted  in  useless 
and  mischievous  floods,  and  it  is  estimat- 
ed that  a  supply  of  50  miUion  gallons  per 
day  may  be  obtained. 

The  natural  outlet  of  the  lake  is  to  the 
north ;  but,  by  boring  under  Kirkstone 
Pass,  a  discharge  will  be  effected  at  the 
south  end,  and  this  will  be  brought  to 
Manchester  by  a  conduit  a  hundred  miles 
long.  It  will  also  supply,  if  necessary, 
towns  along  the  line. 

The  lake  is  533  feet  above  the  sea,  and 
the  height  gives  ample  fall. 

The  estimated  cost  of  the  work  is  £3,- 
500,000. 

Liverpool  has  been  supplied  for  many 
years,  partly  by  old  wells  in  the  sand- 
stone, but  chiefly  from  gathering  grounds 
at  Rivington,  laid  out  by  Mr.  Hawksley 
many  years  ago.  But  here  also  the  de- 
mand outgrew  the  supply,  and  larger 
sources  had  to  be  resorted  to.  The 
gathering  grounds  of  North  Wales  were 
fixed  on,  and  the  works  of  supply  are 
now  in  progress. 

The  River  Vyrnwy,  one  of  the  head- 
waters of  the  Severn,  is  embanked  in  a 
favorable  spot,  forming  a  great  artificial 
lake  of  1,100  acres  area. 

The  height  is  about  825  feet  above  the 
sea,  and  the  water  will  flow  to  Liverpool 
by  a  conduit  67  miles  long,  including  4 
miles  of  tunnel. 

The  quantity  to  be  obtained  is  estimat- 
ed at  40  milhon  gallons  per  diem. 
Rivets. 

The  third  mode  of  making  rainfall 
available  is  by  drawing  it  from  a  river  of 
some  magnitude,  flowing  through  low 
ground.  It  is  a  very  common  thing  to 
find  large  towns   situated  on   or  near 
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large  rivers.  Probably  one  of  the  mo- 
tived  for  establishing  them  there  may 
have  been  to  furnish  them  with  a  con- 
yenient  water  supply ;  but  at  any  rate, 
when  a  river  of  fresh  water  flows  close  to 
a  town,  it  offers,  prima  facit^  the  most 
obvious  source  for  this  purpose,  and 
many  towns  are  so  supplied. 

We  may  say  something  as  to  river  sup- 
plies, both  as  to  quantity  and  quality. 

In  the  first  place,  as  to  quantity.  The 
capability  of  rivers  in  this  respect  was 
investigated  at  some  length  by  the  Royal 
Commission  of  1869,  havinfg  reference 
specially  to  the  Thames.  They  pointed 
out  that  the  river  was  fed,  not  so  much 
by  the  drainage  of  rain  from  the  surface, 
as  by  the  delivery  of  water  through 
springs  from  the  large  stores  laid  up  in 
permeable  strata ;  and  that  this  fact  gave 
a  permanence  of  flow,  which  was  of  great 
importance  in  water  supply.  As  a  proof 
of  this,  it  was  remarked  that  during  long 
^droughts,  when  many  towns  depending 
on  catchment-supplies  were  in  great  dis- 
tress for  water,  the  Thames  and  the  Lee 
seemed  not  to  have  been  diminished  be- 
low the  ordinary  flow  of  dry  years,  a 
result  entirely  due  to  the  equalizing  effect 
of  the  great  subterranean  stores  contrib- 
uting to  them.  The  Royal  Commission 
reported  "That  the  abundance,  perma- 
nence, and  regularity  of  supply,  so  im- 
portant to  a  large  town,  are  secured  much 
more  efficiently  by  the  great  extent  and 
varied  geological  character  of  a  large 
hydrographical  basin,  than  by  the  very 
much  more  limited  collecting  areas  avail- 
able on  the  catchment  system."  And 
this  remark  will  apply  to  river  supplies 
generally. 

In  regard  to  quality,  however,  there  is 
much  more  to  be  said,  as  it  is  on  this 
ground  that  objections  are  usually  raised 
to  river  supplies.  We  may  exclude  from 
consideration  those  rivers  which  are  spe- 
cially fouled  by  manufacturing  operations, 
as  in  Lancashire  and  Yorkshire,  confin- 
ing our  attention  to  rivers  which  flow 
chiefly  through  open  country  and  agricul- 
tural lands. 

Referring  back  to  my  remarks  on  qual- 
ity generally,  I  mentioned  three  classes 
of  impurities ;  and  these  have  all  to  be 
considered  in  regard  to  rivers. 

First,  there  is  the  class  of  impurities 
held  in  mechanical  suspension.  All  rivers 
of  any  magnitude  are  liable  to  be  more 


or  less  turbid,  by  the  surface  drainage  of 
lands ;  but,  as  I  have  explained,  such  im- 
purity can  always  be  removed  by  efficient 
subsidence  and  filtration. 

Secondly,  as  to  mineral  matters  in  so- 
lution. A  river  will  almost  always  con- 
tain lime,  from  its  being  largely  fed  by 
springs ;  but  this  is  so  modified  by  the 
surface  drainage,  that  the  hardness  is 
usually  very  moderate ;  and  in  this  par- 
ticular, therefore,  no  great  objection  gen- 
erally arises. 

It  is  the  third  class  of  impurity,  namely, 
organic  contamination,  which  is  of  the 
most  importance.  And  I  have  purposely 
postponed  the  consideration  of  this  till 
now,  because  it  is  in  river  supplies  that 
this  kind  of  contamination  is  most  to  be 
feared. 

I  repeat  that  this,  like  all  other  points 
regarchng  quality,  is  a  matter  specially 
for  chemists,  and  that  the  best  profes- 
sional advice  must  always  be  called  in 
before  a  final  judgment  is  arrived  at  as 
to  the  propriety  of  using  a  river  supply. 
But  I  also  repeat  that  a  water-engineer 
is  bound  to  have  a  certain  general  knowl- 
edge of  the  subject;  and  taking  well- 
ascertained  data  as  his  guide,  he  is  ex- 
pected to  form,  by  careful  observation 
and  common-sense  reasoning,  at  least 
some  preliminary  judgment  on  the  case 
before  him.  All,  therefore,  I  profess  to 
do,  is  to  specify  a  few  points  that  may 
reasonably  occupy  the  engineer's  atten- 
tion in  regard  to  the  organic  contamina- 
tion of  river  water. 

In  the  first  place,  we  must  not  be 
frightened  at  the  name.  There  is  often 
a  horror  of  the  very  idea  of  "organic 
contamination  "  in  drinking  water.  But 
this,  taken  generally,  is  a  mere  foolish 
prejudice.  We  must  recollect  that  all 
our  sohd  food  is  organic,  and  almost  all 
our  drink,  except  water,  depends  on  or- 
ganic matters  for  its  pleasantness  and  its 
jisefulness.  Hence  the  mere  fact  of  water 
containing  organic  matter  means  nothing 
against  it.  We  must  discriminate  what 
kind  of  matter  it  is,  and  where  it  comes 
from. 

Water  washing  over  land  surfaces,  cov- 
ered with  vegetation,  must  necessarily 
collect  organic  particles.  But  these  will 
for  the  most  part  be  harmless,  and  when 
filtered  the  water  will  be  perfectly  whole- 
some. Even  decaying  vegetable  matter, 
though  it  may  be  offensive,  is  seldom 
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noxious.  There  is  a  very  common  ex- 
ample of  this  in  peaty  water,  which  really 
comes  from  decaying  yegetation,  but 
which  no  one  objects  to,  except  for  its 
color. 

The  contamination  to  be  guarded 
against  is  that  of  animal  origin.  Biver 
water  is  liable  to  be  polluted  with  the  ex- 
creta of  animals,  sometimes  in  the  worst 
form  of  concentrated  town  sewaga  No 
doubt  this  kind  of  coutamination  is  both 
disgusting  and  dangerous  ;  and  it  would 
oflfer  a  most  powerful  objection  to  the 
use  of  rivers  as  sources  of  water  supply, 
were  it  not  for  a  great  principle  of  na- 
ture that  tends  strongly  to  counteract  its 
evils. 

This  principle  has  been  fully  explained 
by  the  chemists.  The  noxious  substances 
forming  animal  excreta  are,  generally 
speaking,  exceeding  instable  in  their 
chemicad  composition ;  and  in  the  pres- 
ence of  oxygen  they  are  constantly  tend- 
ing to  change,  this  change  involving  a 
destruction  of  their  noxious  properties, 
and  their  conversion  into  inert,  harmless 
compounds.  This  change  or  oxydation 
will,  we  are  told,  be  certainly  brought 
about  by  exposure  to  the  air,  or  to  the 
action  of  water,  which  almost  always  con- 
tains free  oxygen  enough  to  produce  the 
effect  required. 

Nobody,  I  believe,  disputes  the  exist- 
ence of  this  purifying  influence  ;  indeed, 
if  it  did  not  work  daily,  the  civilized 
world  could  not  go  on.  The  only  points 
of  disagreement  are  as  to  the  extent  of 
its  action,  and  the  time  necessary  to  effect 
it  in  certain  cases. 

Now,  keeping  this  principle  in  view,  let 
us  consider  what  are  the  circumstances 
that  give  rise  to  the  organic  contamina- 
tion of  rivers. 

It  is  not  uncommon  to  hear  it  said  that 
a  river  must  be  necessarily  contaminated 
with  the  excreta  of  the  whole  of  the  in- 
habitants living  on  its  area  of  drainage. 
But  such  a  statement  is  a  gross  exagger- 
ation,  and  ignores  the  purification  princi- 
ple altogether.  What  is  the  position  of 
the  inhabitants  on  the  drainage  area? 
The  fact  is  that  a  very  large  proportion 
of  them  live  in  what  may  be  called  the 
country,  i,  e.,  widely  and  sparsely  dis- 
persed over  the  land,  and  not  collected  in 
towns.  In  the  basin  of  the  Thames,  for 
example,  above  the  tideway,  less  than 
one-fourth  live  in  towns  of  two  thousand 


inhabitants  and  upwards,  three-fourths 
being  spread  over  the  wide  surface  of 
the  country. 

Now,  everybody  who  has  seen  life  in 
these  country  districts  must  know  that 
the  excreta  both  of  the  human  and  of  the 
lower  animals  are,  as  a  matter  of  ordinary 
economy,  disposed  of  directly  upon  the 
land,  and  it  is  notorious  that  such  a  dis- 
posed is  the  most  favorable  for  their  com- 
plete oxydation,  and  for  the  speedy  de- 
struction of  their  noxious  properties. 

It  is  generally  admitted  that  by  the 
application  of  animal  excreta  to  land,  in 
the  manner  known  as  "sewage  irriga- 
tion," if  laid  out  and  managed  to  the 
best  advantage,  the  noxious  elements  will 
become  oxydized  and  destroyed.  It  fol- 
lows, therefore,  that,  so  far  as  regards 
all  these  country-produced  excreta,  the 
whole  drainage  area  forms  one  immense 
sewage-farm,  on  a  scale  of  eflSciency  suf- 
ficient to  purify  hundreds  of  times  the 
quantity  thus  put  upon  it.  Hence,  so 
far  as  this  element  of  pollution  is  con- 
cerned, no  great  fear  need  be  entertained 
as  to  any  dangerous  contamination  of  the 
river  water. 

Again,  we  often  hear  about  the  pollu- 
tion by  the  washings  from  manured 
lands ;  and  even  the  sheep,  cattle  and 
birds  are  accused  of  poisoning  the  river 
water.  But  here  again  the  same  principle 
applies;  the  excretal  matters  being  ex- 
posed to  oxydation  and  destruction  in  the 
most  favorable  way. 

That  this  reasoning  is  true  is  proved 
by  the  most  ordinary  common-sense  con- 
siderations. These  causes  of  organic 
contamination  have  been  at  work  for 
ages  ;  ever  since  the  lands  have  been  in- 
habited and  cultivated.  And  during  the 
whole  of  this  time  the  rivers  have  been 
used  as  sources  of  water  supply  to  the 
whole  country,  and  nobody  has  been 
poisoned ;  in  fact  we  may  say,  in  regard 
to  the  bugbear  of  universal  organic  pol- 
lution, in  the  words  of  one  of  our  most 
entertaining  poets— 

"  In  spite  of  aU  this  terrible  curse. 
No  one  has  seemed  a  penny  the  worse  I  '* 

We  must  not,  however,  forget  that  we 
have  the  other  fraction  of  the  population 
to  consider,  namely,  those  who  are  col- 
lected in  towns  lying  on  the  river  or  its 
tributaries  above  our  proposed  source  of 
supply.     For  if  these  towns  are  system- 
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aticallj  drained,  and  discharge  their  sew- 
age into  thie  stream,  there  is  undoubtedly 
introduced  thereby  an  element  of  con- 
tamination of  a  refidly  serious  character. 

This  cause  of  pollution  is,  it  must  be 
observed,  of  comparatively  recent  intro- 
duction. It  has  brought  in  elements  of 
offensiveness,  and  indeed  of  danger, 
which  have  not  existed  before.  While 
the  river  was  left  to  natural  pollution 
only,  it  worked  its  own  natural  purifica- 
tion. But  now  that  we  take  pains  arti- 
ficially and  purposely  to  damage  its 
quality,  it  is  by  no  means  certain  that  the 
same  result  will  follow. 

But  even  in  this  worst  of  all  contam- 
inations, the  case  is  not  hopeless.  In 
1876  an  Act  was  passed  to  prevent  the 
pollution  of  rivers;  and  it  is  provided 
that  no  sewage  shall  be  allowed  to  flow 
into  any  stream  until*  the  authorities  of 
the  place  have  used  the  best  practicable 
and  available  means  of  renderiog  it  harm- 
less. 

This  opens  the  very  large  question  of 
sewage  treatment,  which  I  cannot  pretend 
to  discuss  here.  I  will  only  allude  to  the 
two  modes  now  generally  practiced.  The 
best  is  what  I  have  alreaidy  mentioned, 
namely,  application  to  land — by  sewage 
irrigation  or  filtration.  If  this  process  is 
fully,  eflSdently,  and  carefully  carried  out, 
all  authorities  agree  that  the  noxious 
quahties  are  practically  destroyed,  and 
the  water  is  restored  to  a  state  closely 
approaching  its  original  harmlessness. 
The  other  process  is  by  chemical  precip- 
itation. By  this  the  worst  parts,  the 
suspended  solids,  are  removed,  and  so  a 
great  deal  of  good  is  done;  but  the 
effluent  will  still  be  impure. 

However,  we  must  not  leave  out  of 
sight  the  great  saving  element  of  the 
purifying  power  of  the  stream.  For  if, 
after  either  of  these  processes,  sewage 
contamination  is  still  introduced,  yet 
provided  a  sufficiently  long  run,  and  a 
sufficient  time,  are  given,  nature  will 
probably  do  what  is  necessary  to  com- 
plete the  purification. 

Several  processes  will  assist  in  this 
work.  In  the  first  place,  a  portion  of  the 
organic  matter  will  be  removed  by  fish 
and  other  animal  life.  A  further  portion 
will  be  absorbed  by  the  growth  of  aquatic 
vegetation.  Then  we  have,  finally,  the 
decomposing  power  of  the  fresh  water  in 
the  river,  which  always  contains  much 


free  oxygen,  eager  to  attack  the  instable 
organic  compounds  the  moment  they 
enter.  And  this  action  is  very  much 
facilitated  by  the  motion  of  the  stream, 
particularly  if  it  falls  over  weirs. 

Chemists  differ  as  the  extent  and  as  to 
the  speed  of  this  purifying  action,  but,  as 
a  matter  of  practical  observation,  its 
beneficial  effect  is  most  positive  and  un- 
questionable. In  many  cases  where  a 
mass  of  sewage  has  been  bodily  dis- 
charged, in  its  most  crude  state,  into  a 
running  stream,  no  trace  whatever  has 
been  found  of  any  deleterious  matter, 
either  by  chemical  tests  or  by  practical 
use  of  the  water,  a  few  miles  lower 
down. 

I  say  this,  however,  with  a  reservation 
as  to  what  is  called  the  "  germ ''  theory. 
Some  authorities  have  expressed  the 
opinion  that  if  the  germs  of  certain  zy- 
motic diseases  once  enter  town  sewage, 
they  cannot,  by  any  practicable  treat- 
ment, be  destroyed  or  removed,  and  that 
water  receiving  such  sewage  should  al- 
ways be  considered  as  dangerous,  and 
improper  to  be  used  for  drinking.  On 
the  other  hand,  there  are  many  authori- 
ties who  think  this  theory  merely  fanci- 
ful, and  unsupported  by  evidence.  It  is 
beyond  my  province  to  discuss  the  point. 
I  only  mention  it,  and  it  must  have  the 
consideration  it  deserves. 

On  the  whole,  however,  I  believe  it  to 
be  a  sound  conclusion  that,  although 
every  care  and  caution  should  be  used  in 
adopting  river  supplies  (which  are  often 
so  very  convenient),  they  ought  not,  by 
unreasoning  prejudice,  to  be  tabooed  as 
inehgible.  It  is  the  business  of  the  en- 
gineer to  make  the  great  powers  of  na- 
ture subservient  to  our  use  and  conveni- 
ence ;  and  the  purifying  power  of  nature 
is  certainly  one  that  he  should  take  ad- 
vantage of  if  he  can. 

It  is  worthy  of  remark  that  in  some 
cases  the  water  of  a  river  may  be  taken, 
not  out  of  the  river  itself,  but  out  of  the 
thoroughly  saturated  bed  in  which  it 
runs.  It  often  happens  that  the  ground 
through  which  the  river  forms  its  course 
is  gravel,  or  some  open  porous  alluvial 
stratum.  This  is  of  necessity  charged 
with  water,  and  a  plentiful  supply  may 
be  drawn  from  it,  which  has  undergone  a 
natural  filtration.  The  supply  of  Oxford 
is  obtained  chiefly  in  this  way,  and  the 
same  thing  has  been  lately  done  to  a  con- 
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fiiderable  extent  by  some  of  the  London 
water  companies,  who  find  a  fine,  clear, 
and  ample  supply  in  the  gravel  beds  near 
the  Thames  at  Hampton.  The  water  in 
these  cases  does  not  necessarily  come 
from  the  river ;  it  may  often  consist  of 
springs  and  subterranean  drainage  waters, 
which  are  flowing  towards  the  river,  and 
are  intercepted  on  their  way. 

Supposing  a  river  to  be  chosen  as  the 
source  of  a  town  supply,  the  operations 
of  taking  it  are  so  simple  as  not  to  re- 
quire any  detailed  description.  The 
water  is  first  allowed  to  deposit  its 
grosser  particles  by  subsidence  in  large 
tanks,  after  which  it  is  filtered,  in  the 
manner  I  have  already  described,  and  is 
then  pumped  up  to  the  town. 

Wells. 

The  modes  of  utihzing  the  rainfall 
which  we  have  hitherto  considered;  have 
all  been  founded  on  the  supposition  that 
we  take  the  water  on  the  surface  of  tbe 
ground.  But  some  portion  of  the  rain 
will  percolate  through  pores  and  fissures 
of  the  earth,  and  will  store  itself  subter- 
raneously  in  permeable,  or,  as  they  are 
termed,  water-bearing  strata.  In  some 
disti'icts  where  these  strata  form  the 
surface  beds,  the  rain  disappears  with 
marvelous  rapidity,  and  in  these  districts, 
consequently,  there  are  few  or  no  surface 
streams.  On  the  chalk  downs,  for  example, 
there  are  no  rivulets  in  the  valleys ;  the 
water  that  would  feed  them  has  all  gone 
below. 

The  water  is  stored  in  these  strata  in 
two  ways:  First,  in  the  pores  of  the 
rock  itself ;  and  when  the  material  is  of 
an  open  grain,  the  quantity  of  water 
held  in  it  is  much  more  than  one 
would  suppose.  But  this  storage  is 
largely  augmented  by  cracks,  fissures, 
and  hollows.  These  are  very  important, 
for  they  serve  not  only  as  reservoirs,  but 
as  drains  to  the  substance  of  the  rock 
generally.  And  it  is  by  tapping  these 
fissures  that  the  most  plentiful  supplies 
are  obtained. 

The  most  common  mode  of  making 
use  of  subtenanean  waters  is  by  the  old 
plan  of  sinking  wells. 

There  is  a  marked  distinction  to  be 
drawn  between  shallow  wells  formed  in 
superficial  ground,  and  deep  wells  sunk 
into  the  lower  subterranean  strata. 
Shallow  wells  are  exceedingly  common 


and  exceedingly  useful.  The  alluvial 
beds  lying  so  largely  on  the  surface  of 
the  earth  receive  water  very  readily,  and 
wells  sunk  therein  form  the  chief  sources 
of  supply  in  country  places  generally. 

Now,  although  the  water  of  surface 
wells  is  often  not  very  good,  yet,  if  the 
strata  are  not  hable  to  be  specially  con- 
taminated with  noxious  refuse,  it  may  be 
safely  used.  But  this  condition  is  not 
always  present.  Even  in  an  isolated 
farmhouse  or  country  residence,  there 
must  be  a  cesspool  or  similar  receptacle, 
and  there  is  danger,  unless  great  precau- 
tions are  taken,  of  liquid  from  this  pene- 
trating the  strata  and  getting  to  the 
well. 

In  towns,  this  kind  of  contamination 
is  much  more  probable,  and  surface 
wells  become,  consequently,  especially 
dangerous,  so  much  so  as  to  be  generally 
prohibited  for  drinking  purposes  by 
health  authorities.  The  alarming  out- 
break of  cholera  in  Soho,  some  years 
ago,  due  to  a  contaminated  surface  well 
in  Dean  Street,  will  long  be  remem- 
bered. 

But  deep  wells,  drawing  their  supplies 
from  strata  lying  low  in  the  earth,  are  in 
a  different  category,  and  form  excellent 
sources  of  water  supply. 

In  some  cases  a  deep  borehole  will 
tap  a  water-bearing  stratum  covered  by 
impervious  beds,  and  the  water,  being 
fed  from  higher  levels,  will  rise  up  the 
borehole,  sometimes  above  the  surface  of 
the  earth.  This  is  the  phenomenon 
called  an  Artesian  well,  with  which  all 
will  be  familiar.  But  wells  of  this  kind 
are  exceptional.  The  ordinary  well  is  a 
large  shaft  sunk  into  a  water-bearing 
stratum,  where  the  water  lies  at  a  low 
level,  and  has  to  be  pumped  up  to  the 
surface. 

The  two  most  important  water-bearing 
strata  in  England  are  the  chalk  and  the 
new  red  sandstone,  and  many  towns  are 
supplied  from  them. 

We  may  consider  a  httle  what  takes 
place  in  regard  to  the  water  in  subter- 
ranean strata.  It  is  not  stationary,  it 
tends  to  move  away  toward  low  points, 
where  it  can  find  an  exit  in  springs,  or 
into  low-lying  rivers,  or  into  the  sea. 
And,  as  a  consequence  of  this  motion,  it 
is  found  that  the  line  of  water  level 
vidthin  the  strata  is  always  slightly  in- 
clined   toward  the  points  of  discharge. 
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the  angle  of  inclination  representing  the 
head  necessary  to  force  the  water  through 
the  interstices  of  the  rock.  In  the  Pro- 
ceedinga  of  this  Institution,  vol.  ix.,  p. 
164,  will  be  found  an  instructive  section 
of  the  chalk  strata  near  London,  show- 
ing the  water-line,  inclined,  as  I  have 
described,  towards  the  Thames  and  the 
Colna  The  inclination  of  the  water- 
line  varies,  in  this  place,  from  about  13 
to  26  feet  per  mile,  according  to  the 
closer  or  looser  texture  of  the  material, 
but  in  many  other  places  it  is  more  rapid, 
sometimes  reaching  40  or  60  feet  per 
mile.  The  levels  of  the  water  in  these 
cases  are  known  by  careful  observations 
in  wells  sunk  into  the  strata  at  various 
points. 

It  is  instructive  to  note  the  eflfect 
that  will  be  produced  when  we  begin  to 
pump  out  of  a  well.  Before  the  pump- 
ing begins,  the  water  will  stand  at  its  nor- 
mal level ;  but  when  the  pumps  are  set  to 
work  the  surface  of  the  water  in  the  well 
will  immediately  descend.  The  reason 
of  this  is,  that  to  supply  the  well,  the 
water  must  flow  into  it  from  the  neigh- 
boring parts  of  the  strata,  and  to  enable 
it  to  do  this,  its  surface  must  have  an 
inclination  to  give  it  the  necessary  head 
to  overcome  the  friction  through  the  in- 
terstices. This  produces  a  conical  de- 
pression all  around,  the  depth  and  ex- 
tent of  which  will  adjust  itself  according 
to  the  quantity  of  water  pumped,  so  that, 
when  this  adjusted  level  is  attained,  the 
pumping  may  go  on  at  the  same  rate 
without  further  depressing  the  water 
level.  But,  if  the  rate  of  pumping  is 
increased,  the  water  will  be  further  de- 
pressed, till  it  finds  its  proper  level  as 
.  before,  at  which  it  will  remain.  There 
will  thus  be  found  a  stationary  level  of 
water  in  the  well  corresponding  to  every 
given  rate  of  pumping,  so  long  as  this 
does  not  exceed  the  possible  yield. 

At  the  same  time  as  the  water-level 
in  the  well  becomes  more  and  more  low- 
ered, the  area  of  the  cone  of  depression 
extends  farther  and  farther  around,  un- 
til it  may  reach  a  considerable  distance ; 
and  this  is  the  reason  why  a  certain  rate 
of  pumping  from  one  well  may  lower  the 
level  of  water  in  another  well  in  the 
neighborhood  ;  whi(!h  simply  means  that 
the  cone  of  depression  belonging  to  the 
first  well  has  extended  so  far  as  to  reach 
the  second  well.     Cases  of  this  kind  are 


very  common,  and  sometimes  give  rise  to 
a  good  deal  of  trouble. 

In  order  to  increase  the  facihty  of  get- 
ting the  water  out  of  the  strata,  it  is  cus- 
tomary to  drive  tunnels  from  the  well  in 
various  directions,  so  as  to  enlarge  the 
area  of  collection.  A  good  example  of 
this  is  found  in  the  Brighton  Water- 
works, of  which  an  account  has  been 
given  by  Mr.  Edward  Easton,  in  the 
Transcuitiom  of  the  Brighton  Heidth 
Congress,  1881,  p.  48. 

Brighton  is  surrounded  on  three  sides 
by  chalk  strata,  which  absorb  a  very 
large  quantity  of  water.  The  level  of  the 
water  can  be  easily  traced  by  wells,  and 
it  is  found  to  rise  gradually  from  the 
sea  at  the  rate  of  about  40  feet  per 
mile  ;  this  slope  representing  the  friction 
of  the  current  flowing  down  gradually 
into  the  sea,  as  it  is  replenished  by  fresh 
stores,  either  from  the  rain  above,  or 
the  chalk  strata  behind.  Two  wells 
were  sunk  to  the  depth  necessary  to  reach 
the  water  level,  but  these  alone  did  not 
furnish  sufficient  water,  and  tunnels  or 
adits  were  driven  to  increase  it.  It  was 
found  that  the  chalk  was  largely  fissured^ 
the  fissures  mostly  extending  longitudi- 
nally from  north  to  south,  indicative, 
probably,  of  the  erosion  of  the  rock  by 
the  subterranean  flow  of  water  in  that 
direction.  Advantage  was  then  taken 
of  this  fact  by  driving  the  tunnels  from 
east  to  west,  so  tapping  the  fissures  suc- 
cessively at  right-angles,  and  the  result 
was  a  very  copious  supply.  The  quantity 
pumped  is  about  3^  millions  of  gallons 
per  diem. 

In  regard  to  the  quantity  of  water 
which  may  be  got  out  of  a  well  no  rule 
can  be  given.  Some  people  have  fancied 
that  (as  I  have  said  in  regard  to  lakes) 
these  subterranean  reservoirs  contain  an 
unlimited  store,  and  may  be  pumped  off 
ad  libitum,  I  need  hardly  say  here  that 
this  is  a  delusion;  the  only  source  of 
supply  is  rain,  which  gets  into  these 
strata  from  their  exposed  surfaces,  and. 
the  yield  of  a  well  must  always  depend, 
first,  on  the  amount  of  rain  which  the 
strata  can  collect,  and,  secondly,  on  what 
portion  of  this  can  be  enticed  into  the 
borehole.  Neither  of  these  can  be  de- 
termined beforehand,  and,  therefore,  the 
quantity  to  be  got  must  be  a  matter  of 
experience. 

The  water  obtained  from  wells  is  usu- 
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ally  bright  and  dear,  and  free  from  or- 
ganic matter.  This  is  the  result  of  the 
natural  filtration  it  has  undergone.  Bat 
it  is  generally  rather  hard,  and  is  well 
adapted  to  &eatment  by  tiie  softening 
processes  I  have  described  in  a  former 
part  of  my  lecture. 

Sprxnos. 

Finally,  as  a  mode  of  obtaining  water, 
we  may  make  use  of  springs. 

The  nature  of  a  spring  is  familiar 
enough  to  those  who  haye  studied  geol- 
ogy. It  is  simply  a  place  where  the 
water  stored  in  a  subterranean  stratum 
finds  access  to  the  surface  of  the  ground 
at  such  a  low  level  that  the  head  of 
water  lying  above  it  keeps  up  the  dis- 
charge. 

There  isnot  much  to  say  about  sup- 
plies obtained  in  this  way.  The  springs 
are  simply  collected  and  conveyed  to  res- 
ervoirs for  distribution.  One  of  the 
most  magnificent  examples  is  the  New 
River,  a  conduit  40  miles  long,  construct- 
ed by  Hugh  Myddleton,  in  1613,  to  bring 
into  London  the  clear  waters  of  springs 
at  Ohadwell  and  Amwell  in  Hertford- 
shire. 

Lancaster  is  supplied  by  springs  in 
the  high  moorlandis  of  Wyresdale,  8  or 
10  miles  from  the  town,  the  waters  being 
intercepted  by  small  pipes,  and  brought 
down^  by  large  mains.  The  works  for 
this  purpose  were  originally  designed  in 
1862  by  Sir  Bobert  !^wlinson,  and  have 
since  been  extended  by  Mr.  Mansergh. 

Malvern  is  also  a  good  example.  A 
great  many  springs  were  found  to  be  is- 
suing from  the  sides  of  the  well-known 
hills  in  the  neighborhood,  and  have  been 
utilized  by  Mr.  Hawksley,  so  as  to  afford 
an  ample  supply  of  water  of  the  purest 
kind. 

In  regard  to  the  quantity  obtainable 
from  springs,  engineers  ought  to  be  very 
cautious,  for  there  is  no  means  of  deter- 
mining a  priori  how  their  flow  may  vary, 
and  in  dry  seasons  they  may  fail  alto- 
gether. 

Internal  Distbibution. 

Having  now  gone  over  the  several 
modes  of  obtaining  water  for  town  sup- 
plies, I  pass  on  to  a  branch  of  the  sub- 
ject wmch  applies  to  all  these  modes 
aUke,  namely,  the  distribution  of  the 
water  within  the  town. 
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The  first  step  in  this  usually  is  to  bring 
the  water  to  reservoirs  constructed  near 
the  town,  at  such  elevations  as  shall  al- 
low it  to  flow  by  its  own  gravity  through- 
out the  district  These  reservoirs  are 
called  "  service  "  reservoirs. 

If  the  water  is  obtained  from  a  gather- 
ing ground,  the  source  will  usually  lie  at 
such  an  elevation  that  the  water  may  flow 
down  along  a  conduit  from  the  catch- 
ment reservoir  into  the  service  reservoirs. 
But,  if  the  supply  is  obtained  from  a 
low-lying  river,  or  from  wells,  it  must  be 
forced  up  to  the  service  reservoirs  by^ 
pumping  power.  Such  is  the  case  in 
London,  where  steam-power  to  the 
amount  of  17,200  H.-P.  is  in  use. 

I  might  here  go  into  the  subject  of 
pumping-engines  and  pumping-machin- 
ery,  but  this  is  hardly  necessary,  as  the 
subject  has  often  been  discussed  before 
the  Institution.  I  will  only  make  twO' 
remarks  of  a  very  general  character. 

In  the  first  place,  in  pumping  through^ 
a  long  and  large  main,  it  is  most  desir- 
able to  keep  the  current  uniform  and  reg- 
ular, avoiding  shocks  or  sudden  changes 
of  velocity,  which  are  very  trying  to  the 
metal,  and  often  cause  bursts.  For  this 
reason  it  appears  to  me  that  double-act- 
ing engines,  regulated  by  a  fly-wheel,  are 
to  be  preferred  to  single-actmg  ones  of 
the  Cornish  type.  The  Cornish  engine 
had,  many  years  ago,  a  justly-earned  rep- 
utation for  superior  economy  ;  but  now 
that  the  use  of  steam  is  better  under- 
stood, this  no  longer  exists,  and  I  can- 
not see  any  other  motive  for  the  reten- 
tion of  this  form  of  engine.* 


*  The  history  of  the  application  of  the  Cornish  form 
of  engine  to  water- works  purposes  is  curious.  Some 
half  century  &go  the  engineent  of  the  center  and 
north  of  England  became  aware  of  the  reports  pub- 
lished from  lime  to  time  of  the  extraordinary  econ- 
omy of  the  pumping  engines  in  the  mines  of  Com- 
waU.  These  reports  at  first  obtained  no  credence, 
and  eyen  when  tbey  were  found  to  have  some  foun- 
dation, the  most  singular  attempts  were  made  to  ex- 
plain them  away.  In  the  midst  of  this  oontroyersy, 
Mr.  Thomas  Wioksteed,  the  Engineer  to  the  Bast  Lr»n- 
don  Waterworks  Company,  determined  to  throw  light 
on  the  question  by  buying  an  engine  in  Cornwall  and 
setting  it  up  to  work  on  his  own  premises,  where  it 
could  be  thoroughly  tested  and  examined.  The  re- 
sult was  fully  to  establish  the  truth  of  the  great 
economy  claimed,  and  so  arose  the  idea  of  the  su- 
periority of  the  Cornish  form  of  engine  for  pumping 
purposes. 

when,  howeyer,  the  working  of  the  engine  came  to 
be  inyestigated.  it  was  found  that  the  economy  was 
due  chiefly  to  the  large  amount  of  expansion  made 
use  of,  combined  with  some  other  modes  of  econo- 
mizing heat ;  and  there  appeared  no  reason  why,  by 
proper  measures,  these  might  not  be  as  efficiently  car- 
ried out  in  other  forms  of  engine.  Aocordliigly, 
when  the  new  Lambeth  Water-works  were  designed, 
in  1848,  Mr.  James  Simpson,  the  engineer,  commis- 
sioned Mr.  David  Thomson  and  myself  to  endeavor 
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The  same  principle  of  regularity  of 
motion  also  dictates  a  preference  for  a 
particular  form  of  double-acting  pump, 
called  the  "  bucket-and-plunger  "  pump. 
It  is  simply  a  lifting  bucket-pump,  the 
rod  of  which,  passing  through  a  stuffing 
box  at  the  top,  is  enlarged  to  one-half  the 
area  of  the  purap-barrel.  The  effect  of 
this  is  that  in  the  down  stroke  the  rod 
acts  as  a  plunger,  and  expels  an  equal 
quantity  of  water  to  that  effectively  lifted 
in  the  up  stroke.  I  do  not  know  who 
invented  this  ingenious  contrivance,  but 
it  was  made  for  the  Lambeth  Water- 
works pumping  engines  by  Messrs.  Simp- 
son &  Co.,  in  1848.  Its  advantage  is, 
that  although  the  pump  is  double-acting, 
the  motion  of  the  water  through  it  is 
always  in  the  same  direction ;  whereas, 
in  the  ordinary  double-acting  pump  it  is 
reversed  in  the  barrel  at  each  stroke. 
Owing  to  this  peculiarity  of  the  bucket- 
and-plunger  pump,  it  is  possible  that  the 
motion  of  the  water  may  continue,  to 
some  extent,  at  the  dead  points,  and  un- 
der certain  circumstances  I  believe  that 
the  ciu-ious  result  has  occurred  of  the 
pump  delivering  more  than  its  calculated 
quantity. 

There  is  another  point  in  regard  to 
pumping  machinery  worth  mentioning, 
that  is,  the  necessity  of  duplication. 
Everybody  knows  that,  in  spite  of  the 
utmost  care  in  the  manufacture,  accidents 
will  happen,  and  hence  a  duplicate  pro- 
vision of  engine  and  pumps  is  an  abso 
lute  necessity  where  the  supply  of  a  town 
is  at  stake.  Such  a  provision  is  also 
highly  expedient  and  economical,  in  order 
to  give  proper  intervals  of  rest  for  clean- 
ing and  repairs. 

It  sometimes  happens  that  a  town  lies 
in  such  flat  ground  that  no  elevated  site 
for  service  reservoirs  can  be  found.  In 
this  case  a  tower  may  be  built,  and  a  res- 
ervoir placed  on  the  summit,  forming 
what  the  French  call  a  '*  chateau  d'eau.'* 
Such  erections  are,  however,  expensive, 
and  in  some  cases  the  plan  is  adopted 
of  pumping  directly  into  the  distributing 


to  design  engines  In  whioh  this  should  be  done. 
The  result  was  the  oonstniotion  of  some  lar^e  en- 
irines  on  the  compound  or  double-oyltnder  principle, 
whioh  fully  realized  the  expectations  entertained  or 
them.  Since  that  time  the  compound  principle  has 
been  further  developed,  and  the  superiority  of  the 
Cornish  form  exists  no  longer.— See  wicksteed  on  the 
Cornish  Engine ;  Pole  on  tne  Cornish  Engine ;  and  a 
paper  in  the  Transactions  of  the  Institution  of  Me- 
chanical Engineers,  July,  1863. 


mains,  so  giving  the  necessary  pressure 
by  steam  power,  and  not  by  the  gravitat- 
ing head  from  a  high-service  reservoir. 

This,  however,  is  both  a  difficult  and  a 
disadvantageous  plan.  It  is  difficult  be- 
cause of  the  constantly  varying  consump- 
tion, which  renders  it  troublesome  to 
regulate  the  working  of  the  engines,  so 
as  to  adjust  the  quantity  pumped  to  the 
draught  on  the  mains.  It  is,  moreover, 
disadvantageous  to  supply  a  town  by  di- 
rect pumping,  because  this  plan  is  unfit- 
ted to  give  a  large  and  free  supply  on 
a  sudden  emergency  in  case  of  fire. 
High  reservoirs  will  do  this  naturally,  be- 
ing always  ready,  if  kept  properly  filled, 
as  careful  water-works  authorities  will 
take  care  they  always  are,  particularly  in 
the  night,  when  fires  are  most  likely  to 
occur.  It  is  obvious,  also,  that  they  pro- 
vide for  fluctuation  in  the  town  consump- 
tion, while  they  allow  the  engines  which 
supply  them  to  work  at  uniform  speed 
and  uniform  pressure,  the  most  advan- 
tageous conditions  in  every  way. 

Sometimes,  when  there  is  a  small  high- 
service  reservoir,  the  two  plans  are  com- 
bined. The  engines  pump  into  the  town 
at  the  same  time  as  they  pump  into  the 
reservoir,  which  then  acts  as  a  regulator, 
equalizing  both  pressure  and  quantity. 

The  size  of  the  service  reservoir  must 
be  sufficient  to  fit  it  for  the  double  duty 
before  named,  i.e.,  to  regulate  the  fluctua- 
tion of  the  demand,  and  to  hold  a  store 
for  sudden  emergencies.  It  is  found 
that  these  objects  will  be  attained  if  the 
reservoir  holds  from  one  to  one  and  a- 
half  day^s  supply. 

Service  reservoirs,  if  they  are  in  or 
near  the  town  (as  they  usually  are),  ought 
to  be  covered.  This  has  several  advan- 
tages. It  preserves  the  water  from  con- 
tamination by  soot  and  dirt  falUng  from 
the  air.  It  keeps  the  water  cool  in  sum- 
mer, and  will  go  far  to  prevent  it  freez- 
ing in  winter;  and,  by  excluding  the 
light,  it  is  said  to  discourage  the  growth 
of  vegetation,  to  which  some  waters  are 
very  liable.  The  London  Water  Acts  re- 
quire that  all  reservoirs  of  filtered  water 
within  five  miles  of  St.  Paul's,  shall  be 
covered. 

When  a  town  is  very  hilly,  it  is  neces- 
sary to  have  several  service  reservoirs  at 
different  levels,  in  order  to  avoid  too 
much  pressure  in  the  distributing  mains 
at  the  lower  parts  of  the  town.    For 
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this  purpofle  the  town  is  divided  into  tent "  system  of  supply.  It  was  a  great 
zones  of  different  levels,  each  having  its  convenience  to  the  companies,  as  it  not 
own  service  reservoir.  only  saved  them  from  the  waste,  but  (if 

From  the  service  reservoirs  the  water  |  the  town  was  supplied  by  pumping)  it 
is  made  to  flow  by  cast-iron  pipes  (or  |  enabled  them  to  regulate  the  action  of 
"  mains,"  as  they  are  termed),  which  j  their  engines  with  much  facility. 
ramify  in  all  directions  through  the!  But  then  arose  sanitary  difficulties, 
streets,  the  sizes  being,  of  course,  prop-  It  was  found  that  the  storage  of  water 
erly  proportioned  to  the  maximum  quan- 1  in  these  house  cisterns,  which  were  gen- 
tities  of  water  flowing  through  them. !  erally  very  badly  looked  after,  rendered 
From  these  mains  the  water  is  carried  by  ^  it  liable  to  contamination,  particularly 
communication  pipes  (usually  of  lead)  on  account  of  connections  with  water- 
into  the  houses.  I  need  not  go  into  any  closets  and  drains.  Hence,  when,  some 
description  of  this  system  of  pipes,  with  ^  thirty  or  forty  years  ago,  a  great  sani- 
all  their  various  connections,  valves,  and  i  tary  movement  took  pLice,  the  state  of 
appliances  ;  they  will  be  familiar  enough  !  the  water-supply  of  towns  served  on  the 
to  you.  j  intermittent      plan     was '  strongly    con- 

Constant  and  Intermittent  Supplies,  demned ;  and  it  was  demanded  by  sani- 
— I  must,  however,  say  something  of  the  '  tarians  that  the  house  storage  should  be 
two  systems  under  which  town  supplies ,  abolished,  and  the  water  served  direct 
are  given,  namely,  the  intermittent  and  from  the  mains.  It  was  proved  that  this 
the  constant-service  systems.  could  be  done,  and  that  the  objection  as 

The  most  natural  and  obvious  way  of  to  waste  could  be  got  over.  I  believe 
supplying  water  is  to  keep  all  the  supply  \  that  our  veteran  Past-President,  Mr. 
pipes  constantly  charged  under  pressure,  Hawksley,  was  the  first,  or  one  of  the 
so  that,  whenever  any  customer  wants  first,  to  show  this.  He  laid  out  the  sup- 
water,  he  has  only  to  open  a  cock  or  tap  ply  of  Nottingham  in  1831,  and  it  has 
to  get  it.  And,  no  doubt  this  must  have ,  never  had  any  other  than  a  constant  sup- 
been  the  mode  attempted  when  houso  I  ply — so  constant  that  the  water  has  never 
supplies  were  first  given.  But  a  difficulty ,  been  shut  off  since,  except  for  a  few 
would  soon   arise.     The   cocks  and   fit- '  hours  at  a  time.     Many  other  towns  were 


tings  in  the  houses,  after  being  in  use 
some  time  would  begin  to  leak,  and  there 
would  be  a  waste  of  water,  which,  if  it 
beciune  large,  would  overtax  tbe  powers 
of  the  water- works  to  supply.  This  evil 
was  so  serious,  and  so  very  difficult  to 
remedy,  that  it  led  to  the  introduction 
of  an  ingenious  device  to  evade  it.  The 
water-works  people  said  to  the  consumer, 
"  We  cannot  afford  to  give  you  a  con- 
stint  supply  of  water  which  you  allow  to 
run  to  waste.  You  shall  put  up  a  cistern 
in  your  house,  capable  of  holding  as 
much  water  as  you  can  reasonably  use  in 


afterwards  similarly  supplied  by  him. 
Mr.  B  iteman  also  successfully  introduced 
the  system  at  an  early  period,  and  warm- 
ly advocated  it.  It  being  thus  proved 
that  the  constant  service  was  practicable, 
the  Legislature,  when  they  passed  the 
VV^ater-works  Clauses  Act  in  1847,  enacted 
that,  as  a  general  rule,  "the  supply 
should  be  constantly  laid  on  at  such  a 
pressure  as  would  make  the  water  reach 
the  top  story  of  the  highest  houses." 

Although,  however,  the  difficulties 
have  been  surmoimted,  yet  they  have  re- 
quired a   great  deal   of  thought,  atten- 


twenty-four  hours.  We  will  fill  that  cis-  j  tion  and  ingenuity  to  make  the  system  a 
tern  for  you  at  a  certain  time  every  day,  I  success.  This  is  most  especially  shown 
and  leave  it  in  your  care,  and  then,  if  you  when  it  is  attempted  to  change  a  town 


choose  to  waste  the  water,  it  will  be  your 
loss  and  not  oni*s."  This  was  done  in  a 
great  many  towns.  The  town  was  di- 
vided off  into  districts,  each    suppHed 


or  district  from  intermittent  to  constant 
supply.  In  such  a  case  it  would  not  do 
simply  to  turn  on  the  water  for  the  whole 
day.     The  waste  would  be  so  enormous 


from  the  chief  mains  by  a  special  service  that  no  ordinary  water- works  could  meet 


mam,  shut  off  by  a  valve.  This  valve 
was  opened  by  a  "turn-cock"  for  an  hour 
or  two  every  day,  when  all  the  house 
cisterns  in  that  district  were  filled.  Thus 
originated  what  is  called  the  "  intermit- 


it  —it  would  simply  be  turning  the  water 
into  the  sewers.  The  promoters,  there- 
fore, have  had  to  investigate,  with  the 
greatest  oare  and  perseverance,  how  this 
waste   arises;  to  study  every  cause  by 
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which  water  can  run  away  unutilized,  and 
to  meet  every  such  case  by  attention  to 
the  most  minute  detail  The  work  of 
doing  this  has  been  much  more  difficult 
than  is  usually  supposed,  and  its  success- 
ful accomplishment  has  been  a  great  tri- 
umph of  mechanical  skill.  I  will  endeav- 
or to  give,  as  briefly  and  generally  as  I 
can,  some  idea  of  the  nature  of  the  de- 
fects, and  the  manner  in  which  they  are 
remedied. 

In  the  first  place,  the  introducers  of 
constant  service  have  convinced  them- 
selves that  the  evil  does  not  arise  to  any 
great  extent  from  a  willful  or  even  a 
careless,  waste  of  water  by  the  consum- 
ers. If  it  did,  constant  supply  would  be 
impracticable.  No  doubt  such  waste 
does  occur  to  some  extent,  but  it  may 
easily  be  kept  down  by  stringent  prohibi- 
tions and  moderate  inspection.  It  is 
found  that,  among  all  classes  of  the  pub- 
lic, there  prevails  a  sufficient  sense  of 
propriety  to  prevent  serious  waste,  which 
is  generally  a  nuisance  and  an  inconve- 
nience to  the  consumer. 

The  principal  difficulty  in  this  respect 
has  been  the  mistaken  zeal  of  sanitarians, 
who  have  told  the  poorer  classes  that  it 
is  a  good  thing  to  let  water  run  to  waste 
in  order  to  clear  out  the  drains.  This  is 
a  gross  blunder.  It  has  been  pointed 
out,  over  and  over  again,  that  these  little 
dribblings  can  have  no  effect  whatever 
in  removing  any  obstructions  or  accumu- 
lations. The  ordinary  domestic  use  of 
water  is  sufficient,  if  properly  managed, 
to  keep  house  drains  clear,  and  as  to 
large  sewers,  it  is  the  business  of  the 
municipal  authorities  to  look  after  them. 
The  waste  of  water  in  a  house  can  do  no 
good,  and  may  do  much  harm. 

The  waste  to  be  fought  against 
is  due,  not  to  the  action  of  consumers, 
but  simply  to  defective  arrangements  in 
the  pipes  and  fittings.  It  may  arise 
either  in  the  streets  or  in  the  houses, 
and  occurs  frequently  in  both.  Let  us 
first  consider  tiie  house  fittings. 

In  the  first  place,  the  pipes  may  be 
too  weak.  With  constant  service  the 
pressure  is  high  and  continuous,  and  the 
pipes  may  give  way.  Hence,  a  scale  of 
strengths  of    pipe  must  be  prescribed. 

Then  the  joints  of  the  pipes  are  often 
badly  made,  and  leak.  This  also  must 
be  provided  against. 

Then  the  draw-tap  is  of  much  import- 


ance. The  ordinary  plug-tap  is  a  very- 
bad  thing ;  it  has  two  defects :  First,  it 
shuts  the  water  off  too  suddenly,  causing 
a  jerk  and  great  strain  ;  and,  secondly,, 
it  soon  gets  leaky,  and  the  constant  drip- 
ping from  a  leaky  tap  will  run  away  with 
an  enormous  quantity  of  water.  The 
use  of  this  kind  of  tap  is  forbidden, 
and  a  screw-down  tap  is  always  provided; 
it  shuts  the  water  off  gently,  and,  if  of 
proper  construction,  will  keep  in  order  a 
long  time,  and  may  be  repaired  with 
great  ease.* 

The  ball-tap,  which  is  necessary  to 
some  extent,  even  under  constant  service- 
is  the  source  of  much  waste.  There  are 
too  precautions  against  this — ^first,  to 
get  the  article  of  thoroughly  good  con- 
struction ;  and,  secondly,  to  ensure  its 
being  promptly  attended  to  when  out  of 
order.  This  last  object  is  provided  for 
in  a  particular  way.  It  is  forbidden 
that  any  cistern  shall  have  a  waste-pipe 
by  which  the  water  can  run  away  into 
the  drains  unseen.  The  only  overflow 
must  be  by  a  pipe  which  discharges  into 
some  conspicuous  place,  where  the  dis- 
charge will  attract  attention  and  produce 
inconvenience.  This  is  called  a  warning 
pipe,  and  its  action  will  compel  a  house- 
holder to  get  the  tap  repaired  without 
delay. 

Then,  one  of  the  greatest  causes  of 
waste  has  been  the  supply  to  water-clos- 
ets. The  ordinaij  apparatus,  if  properly 
used,  does  not  consume  more  than  a  fair 
quantity;  but  it  is  liable,  in  the  first 
place  to  get  out  of  order,  and  secondly, 
to  be  grossly  abused,  by  propping  up  the 
handle,  under  the  mistaken  notion  al- 
ready alluded  to,  that  this  is  good  for 
the  drains.  The  remedy  is  an  ingenious 
contrivance  called  a  waste- preventer.  It 
exists  in  several  forms,  but  the  one  most 
generally  approved  is  the  divided  cistern 
apparatus,  which,  I  believe,  was  fii;^  de- 
signed by  Mr.  Hawksley.  The  cistern  is 
divided  into  two  parts,  which  I  may  call 
A  and  B.  A  is  fed  from  the  main  by  a 
ball-cock  in  the  ordinary  way,  and  when 
the  apparatus  is  at   rest  there  is  a  com- 


♦  The  screw-down  tap  was  invented  ty  Mr.  Bdward 
Chrimes,  of  Rotherham,  and  was  patented  by  him  In 
Marcb,  1845.  Some  years  ago  there  was  a  longhand 
hard-fooght  dispute  before  the  magistrates  of  Edin- 
burgh as  to  the  oonstmction  of  tap  proper  to  be  used 
in  constant-service  fittinirs,  which  ref^ulted  in  the  con- 
demnation of  the  ordinary  plug  tap,  and  the  estab- 
lishment of  the  screw-down  tap  as  the  only  suitable 
thing. 
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nmnication  open  between  A  and  B,  which 
fills  B.  When  the  handle  of  the  appara- 
tus is  pulled,  after  using  the  water- 
-closet, the  water  contained,  in  B  is  let 
down  into  the  pan,  but  at  the  same  time 
the  opening  between  A  and  B  is  closed, 
so  that  no  more  water  can  be  used  than 
B  contains,  and  therefore  no  waste  can 
be  caused,  either  by  accident  or  design. 
When  the  handle  is  let  go,  the  communi- 
cation between  B  and  the  pan  is  closed, 
and  that  between  B  and  A  opened, 
which  charges  B  again  for  another  use 
when  required.  When  this  is  properly 
made  it  will  keep  in  order  a  long  time, 
«nd  is  very  easily  repaired,  and  it  forms 
as  efficient  a  flushing  apparatus  for  the 
drains  as  can  be  devised. 

This,  or  something  equivalent  to  it,  is 
the  only  apparatus  that  is  allowable  for 
a  water-closet,  under  the  constant-supply 
flystem.  All  simple  cocks  and  valves  are 
expressly  forbidden,  not  only  as  allowing 
waste,  but  on  sanitary  grounds  also.  In 
the  poorest  class  of  houses,  where  the 
expense  of  the  waste  preventer  would 
preclude  its  use,  it  is  better,  on  every 
ground,  to  allow  the  water-closet  pan  to 
be  flushed  down  by  hand,  than  to  "  lay 
on  the  water,''  as  it  is  termed,  by  an  im- 
perfect and  wasteful  cock  or  valve. 

There  are  other  precautions  in  regard 
to  baths,  hot-water  boilers,  and  so  on ; 
but  I  need  not  trouble  you  with  further 
details.  I  have  said  enough  to  give  you 
a  general  idea  of  the  nature  of  the  pre- 
cautions used. 

These  precautions  are  always  embod- 
ied in  a  set  of  regulations,  which  are 
carefully  prepared,  and  which  the  water 
authority  of  any  town  must  have  power 
to  enforce  strictiy  and  stringently ;  other- 
wise the  great  boon  of  constant  water- 
supply  cannot  be  given. 

But  they  must  be  supplemented  by 
another  power — that  is,  a  control  over 
the'plumbers  who  do  the  fitting  work ; 
for,  in  spite  of  all  provisions  as  to  the 
construction  of  particular  articles,  if  the 
work  generally  is  badly  done,  it  may  give 
immense  trouble.  I  am  sorry  to  say  that 
the  character  of  the  trade  generally  is 
not  such  as  could  be  wished,  and  great 
trouble  has  been  experience  on  this  head, 
from  the  difficulty  of  obtaining  any  legal 
•control.  But  the  water  authorities  have 
generally  adopted  the  plan  of  keeping 
lists  of  "  authorized  plumbers,"  who  en- 


ter into  an  engagement  to  conform  to  the 
regulations,  and  to  do  their  work  in  a 
proper  and  creditable  manner ;  and  the 
moral  control  thus  given  has  been  usually 
found  effective. 

Then,  finally,  the  water  authority  must 
have  a  reasonable  power  of  inspection, 
and  of  inflicting  penalties  for  willful  or 
careless  waste.  But,  as  I  have  said  be- 
fore, experience  has  not  shown  that  this 
i3,  or  need  be,  carried  out  in  an  oppress- 
ive or  offensive  way. 

These  measure  have  been  found  to 
suffice  for  checking  the  waste,  so  far  as 
the  house  fittings  are  concerned.  But 
there  is  another  caulse  of  waste  more  dif- 
ficult to  deal  with,  namely,  from  leakage 
in  the  mains  and  service  pipes  in  i£e 
streets.  The  mains  often  get  disar- 
ranged by  the  traffic,  and  leak  at  the 
joints,  or  the  small  pipes  leading  into 
houses  decay  or  get  damaged ;  and  leaks 
from  these  sources  will  often  go  on  for  a 
long  time  undiscovered,  the  water  find- 
ing its  way  into  the  drains.  This  cause 
of  waste  is  often  most  troublesome  in 
changing  from  the  intermittent  to  the 
constant  supply. 

The  difficulty  is  to  find  such  leaks,  and 
their  discovery  has  been  much  facilitated 
by  an  operation  that  was  introduced  in 
Liverpool  some  years  ago,  and  which  has 
been  fully  described  to  this  Institution 
by  Mr.  Deacon.  It  consists  in  isolating 
a  certain  district,  and  in  ascertaining 
what  quantity  of  water  is  used  therein,  at 
any  given  time,  by  applying,  temporarily, 
a  meter  on  its  supply  main.  This  wUl 
indicate  whether  more  water  is  passing 
than  ought  to  be  consumed  there,  and 
then,  by  a  detailed  examination,  the  lo- 
cality where  the  waste  takes  place  can  be 
soon  identified.  One  means  of  doing 
this  is  ingenious,  namely,  by  placii^g  a 
"  hydrophone,"  or  sounding-bar,  against 
any  suspected  pipe,  when,  by  applying 
the  ear  to  the  other  end  of  the  bar,  the 
passage  of  water  through  the  pipe  can  be 
distinctly  heard.  This  will  not  only  de- 
tect street  leakages,  but  may  also  give  an 
idea  whether  waste  to  any  serious  extent 
is  going  on  in  the  houses.  The  leak-de- 
tecting operation  here  described  has  been 
of  great  utihty,  and  has  done  much  to  facil- 
itate the  introduction  of  constant  supply. 

The  history  of  the  London  supply  in 
regard  to  constant  service,  is  curious  and 
instructive. 
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Until  within  the  last  ten  years  the  sup- 
ply was  entirely  on  the  intermittent  plan. 
The  usual  sanitary  question  had  often 
been  agitated  ;  in  many  districts  the  sup- 
ply was  disgracefully  bad  ;  the  propriety 
of  introducing  the  constant  service  had 
been  often  suggested,  and  in  the  Water 
Act  of  1852  a  provision  had  been  made  to 
that  effect.  But  notwithstanding  the 
well-known  fact  that  this  system  was  suc- 
cessfully at  work  in  other  towns,  the 
measure  was  always  opposed  by  the 
companies,  on  the  ground  that  the  waste 
would  be  so  enormous  as  to  render  the 
system  impracticable.  And,  in  the  face 
of  this  opposition,  nothing  was  done. 

Still,  however,  the  demand  for  the 
change  was  very  urgent.  It  was  strong- 
ly recommended  by  a  House  of  Commons 
committee  in  1867,  and  again  by  the 
Duke  of  Richmond's  Royal  Commission 
in  1869 ;  and  immediately  after  this  last 
date  the  Government,  earnestly  desirous 
to  carry  out  the  measure,  determined  to 
institute  inquiries  as  to  its  practicability. 

They  did  me  the  honor  to  entrust  me 
with  the  investigation,  instructing  me  to 
visit  several  country  towns  where  the 
system  was  said  to  be  in  effective  opera- 
tion, and  to  make  myself  thoroughly  ac- 
quainted with  the  facts,  and,  in  particu- 
lar, with  the  modes  of  preventing  the 
waste  that  was  so  much  dreaded ;  and, 
having  done  this,  I  was  to  examine  the 
state  of  things  in  London,  and  report  if 
there  were  any  real  obstacles  to  the  ap- 
plication of  the  system  there. 

The  reports  which  I  made  on  this  mat- 
ter were  published  as  Parliamentary 
papers,  and  are  well  known  to  all  parties 
interested  in  the  question. 

The  general  results  were  these :  In  the 
first  place,  I  found  th»»t  the  system  was 
in  perfect  and  successful  operation  in 
many  towns  ;  that  several  towns  had  been 
and  were  being  successfully  changed 
from  the  intermittent  to  the  constant 
system,  and  that,  under  this  system,  the 
consumption  of  water  was  much  less 
than  under  the  intermittent  plan  in  Lon- 
don. I  also  described  fully  the  causes 
of  waste  and  the  means  adopted,  with 
success,  for  checking  it. 

In  the  second  place,  I  described  the 
result  of  my  examination  of  the  circum- 
stances of  the  London  supply,  and  I  en- 
deavored to  show  that,  if  proper  means 
were  used  (which  I  described  in  some  de- 


tail), the  constant  service  might  be  suc- 
cessfully brought  into  the  metropolis. 
And  I  ventured  to  express  the  opinion 
that  the  change  would  be  attended,  in 
the  end,  rather  with  an  economy  than 
with  a  waste  of  water. 

It  was  a  great  satisfaction  to  me  ta 
know  that  this  report  not  only  satisfied 
the  Government,  but  also  to  a  large  ex- 
tent satisfied  the  water  companies.  For 
when,  in  the  following  year,  a  bill  vivlq 
brought  in  for  the  purpose  of  effecting 
the  change,  the  companies  accepted  it  in 
a  conciliatory  spirit,  and  it  became  law 
on  the  21st  of  August,  1871.  Under  the 
provisions  of  this  Act,  a  long  inquiry 
was  held  in  1872,  by  Commissioners  ap- 
pointed by  the  Board  of  Trade,  for  the 
purpose  of  settling  the  regulations  to  be 
adopted  for  efficiently  can-ying  out  the 
constant-service  system ;  and,  having 
paid  so  much  attention  to  the  subject,  I 
took  an  important  part  in  the  discussions 
before  the  Commissioners.  The  result 
was  the  establishment  of  the  code  of 
regulations  now  in  force. 

k"*  oon  after  that  time  the  change  began- 
It  was  introduced  very  gradually,  and  re- 
quired much  caution  ;  but  at  the  present 
time  nearly  half  the  houses  are  so  sup- 
plied. 

In  some  districts  I  believe  the  change 
has  effected  a  reduction  in  the  consump- 
tion, but  in  other  places  this  has  not 
been  so,  a  complaint  being  made  of  an 
increase  in  the  waste.  I  do  not  know 
enough  of  the  facts  to  give  any  positive 
opinion  as  to  the  causes  of  this ;  but  I 
strongly  suspect  it  may  arise  from  a 
want  of  proper  control  over  the  plumbers 
and  the  fittings  used,  for  I  was  obliged 
to  point  out  that  the  character  of  the 
plumbing  trade  in  London  was,  in  my 
opinion,  the  greatest  obstacle  to  the  in- 
troduction of  the  new  system.  But  I  am 
confident  that  the  difficulty  may  be  got 
over,  and  I  should  hope,  for  the  credit  of 
our  London  water  engineers,  that  the 
time  will  not  be  far  distant  when  tlie  me- 
I  tropolis  of  England  vrill  be  as  well  sup- 
plied as  Nottingham  and  Norvrich  and 
I  Manchester  have  been  supplied  for  the 
j  last  quarter  of  a  century. 
I  It  cannot  be  denied  that  the  provisions 
for  constant  service  involve  a  little  more 
outlay,  both  to  the  suppliers  and  the 
consumers ;  but  this  is  largely  out- 
weighed   by    the    advantages    to 
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parties.  The  suppliers  have  to  go  to 
somewhat  greater  expense  in  their  service 
reservoirs  and  in  their  mains,  so  as  to 
provide  efficiently  for  the  fluctuations  in 
the  demand  at  d^erent  times  in  the  day, 
as  I  have  before  expltiined.  But  they 
may  reap  an  enormous  advantage  in  the 
saving  of  waste,  which  will  most  un- 
questionably be  effected,  if  the  system  is 
carried  out  vigorously  and  thoroughly. 
The  experience  of  all  towns  where  con- 
stant service  has  been  eflfectually  acted 
on  is  positive,  that  under  this  system 
the  consumption  may  be  reduced  to  the 


minimum  possible,  while  under  the  inter- 
mittent plan  it  is  always  extravagant 
and  wasteful. 

Then  the  consumer  has  to  incur  a  little 
more  cost  for  fittings  of  more  perfect 
character  and  of  better  quality,  but  he 
gets  amply  repaid,  not  only  in  the  greater 
purity  and  wholesomeness  of  his  supply, 
but  in  the  freedom  from  accident,  and  the 

j  less  necessity  for  repair.  For,  the  very 
essence  of  the  improved  fittings^  is  their 
less  liability  to  derangement    and   their 

I  greater  durability. 


PERFORMANCE  OF   STEAM-ENGINES. 


By  JOHN  W.  HILL,  M.  E. 


Much  has  been  written  upon  the  sub- 
ject of  steam-engine  economy,  as  affected 
oy  various  degrees  of  expansion,  in  one 
and  moi*e  cylinders,  and  hot  disputes 
have  been  observed  between  exponents 
of  high  and  low  expansions,  each  having 
proved  by  experiment  that  the  other  was 
wrong. 

Similarly  the  benefits  of  steam- jacket- 
ing are  disputed  by  many  capable,  expe- 
rienced engineers,  and  compounding  re- 
garded as  an  unnecessary  expedient  for 
economy. 

It  is  true  that  the  data  upon  which 
these  contrary  opinions  are  based,  are 
not  from  engines  alike  in  all  respects, 
except  in  the  expansions  of  steam  em- 
ployed, in  the  use  or  disuse  of  steam-jack- 
ets, or  in  the  arrangement  of  single 
cylinder  or  compound  steam  end,  but  are 
from  different  engines  of  dissimilar 
powers,  operating  under  different  and 
sometimes  widely  varying  steam  press 
ures  and  piston  speeds,  some  from  steam- 
ship performance,  others  from  engines 
driving  mills,  and  still  others  from  en- 
gines pumping  water  for  cities.  It  is 
probable  in  these  cases,  where  low  expan- 
sion has  given  better  results  than  high 
expansion,  that  the  steam  pressures  or 
piston  speeds  have  not  been  favorable  to 
nigh  expansion,  or  that  the  condition  of 
the  steam,  by  reason  of  considerable 
entrainment,  forbid  high  expansion;  or 
that  the  cylinders  were  not  properly 
clothed,   assuming  that  in  all  other  re- 


spects the  engines  were  in  good  condition. 

In  these  instances,  where  steam- jack- 
eting failed  to  show  an  improvement  in 
economy,  it  is  likely  that  the  steam  was 
of  poor  quality,  or  the  exterior  of  jackets 
poorly  protected  a^^ainst  loss  of  heat  by 
conduction  and  radiation,  or  the  grade  of 
expansion  too  low  to  make  the  benefits  of 
steam-jacketing  available. 

In  these  instances  where  single-cyl- 
inder engines  have  given  a  higher 
economy  than  compound  engines,  it  is 
probable  that  the  grade  of  expansion 
for  the  compound  engine  has  been  too 
low,  that  the  effect  of  intermediate  ex- 
pansion may  have  bten  overlooked  in 
proportioning  the  engine ;  that  tbe  rela- 
tive proportions  of  8tf?am  cylinders  were 
not  adapted  to  maximum  economy,  or 
that  the  division  of  work  between  the 
two  (or  more)  cylinders  was  not  fairly 
made. 

It  ia,  of  course,  assumed  that  in  every 
instance  where  the  performance  of  a 
steam-engine  has  been  the  basis  of  an 
opinion  upon  the  conditions  best  calcu- 
lated for  maximum  economy,  tliat  the 
engine  per  se  and  its  connections  have 
been  in  fit  condition  for  test  purposes, 
and  that  no  losses  existed  which  were 
unknown  and  unaccounted  for. 

The  writer,  from  many  experiments 
upon  first-class  engines  for  various  pur- 
poses, ventures  the  opinion  that  high 
grades  of  expansion,  steam-jacketing,  and 
compounding  of  steam  end  are  desirab'e^ 


128 


VAN  nostrand's  englneering  magazine. 


if  the  conditions  under  which  engines  are 
to  work  are  properly  considered  in  fixing 
proportions,  with  the  following  sugges- 
tions as  to  application. 

Isi  Expansions:  The  economy  of 
steam-engines,  other  things  equal,  will 
vary  as  a  function  of  the  expansion,  pro- 
vided the  terminal  pressure  be  but  slightly 
below  the  atmosphere.  When,  however, 
high  expansion  can  be  had  only  by  pro- 
ducing a  terminal  pressure  much  below 
the  atmosphere,  then  the  economy  will 
not  be  materially  increased  above  that 
due  a  lower  grade  of  expansion,  while 
the  effective  work  of  the  engine  will  be 
greatly  diminished. 

Of  two  cases  of  high  speed  engines 
with  similar  initial  pressures,  say,  90 
pounds  by  gauge,  and  otherwise,  operating 
under  similar  conditions,  where  the  first 
shows  an  operation  of  the  engine  with  20 
expansions  and  4.75  pounds  terminal 
pressure  (absolute),  and  the  second,  8.5 
expansions,  with  12  pounds  terminal 
pressure  (absolute),  the  economy  in  the 
second  case  will  be  the  highest. 

Assuming  that  steam  pressures  under 
existing  practice  be  limited  to  140  pounds 
t>y  ^auge,  or  154.5  pounds  absolute,  then 
maximum  economy  will  be  had  with  14 
to  20  expansions  of  the  steam. 

2d.  Steam- jacketing  will  not  be  found 
advantageous  in  single  cylinder  engines 
operating  under  less  than  eight  expan- 
sions, nor  in  compound  engines  operating 
under  less  than  ten  (10)  expansions. 
Moreover,  the  external  wall  of  jacket 
space  must  be  thoroughly  protected  by  a 
non-conducting  covering  to  prevent  ab- 
straction of  heat  from  the  jacket  steam 
by  the  atmosphere. 

In  regulating  the  consumption  of  steam 
by  the  jackets,  care  should  be  had  that 
not  more  than  5  or  6  per  cent,  of  the 
total  steam  to  engine  be  so  expended, 
otherwise  the  use  of  the  jackets  may 
show  a  loss  rather  than  a  gain. 

Under  favorable  conditions  the  con- 
sumption of  steam  in  the  jackets  should 
not  exceed  3  to  3.5  per  cent,  of  the  total 
steam  to  engine. 

3d.  Compounding :  For  engines  oper- 
ating at  piston  speeds  of  one  hundred  to 
four  hundred  feet  per  minute  compound- 
ing will  be  found  beneficial,  but  for  high 
piston  speeds  of  600  or  more  feet,  the 
single  cylinder  can  be  made  to  furnish 
the  best  economy. 


In  compounding,  however,  considera- 
tion must  be  had  for  the  number  of  ex- 
pansions of  steam  that  will  occur.  No 
benefit  will  be  found  in  compounding  for 
an  engine  working  at  six  or  less  expan- 
sions. 

Of  the  two  steam-engines  the  perform- 
ance of  which  forms  the  substance  of  this 
paper,  one  is  a  horizontal  tandem  com- 
pound Corliss  engine,  built  from  designs 
by  Mr.  Edwin  Beynolds,  of  E.  P.  Allis  & 
Co.,  Milwaukee,  Wis.,  and  the  other,  a 
horizontal  single- cylinder  Corliss  engine, 
built  by  Wm.  A.  Harria,  of  Providence, 
R.  I. 

The  comparison  between  these  enr 
gines  is  not  made  to  show  that  either 
builder  constructs  a  better  engine  thsoi 
his  competitor,  but  to  exempl&y  a  few 
of  the  previous  suggestions  upon  com- 
pounding of  steam  ends,  and  ratios  of 
expansion. 

The  tandem  compound  engine  was 
constructed  by  Mr.  Reynolds,  as  an  ex- 
periment, and  placed  in  the  "  Daisy  Roll- 
er Mill,*'  an  establishment  in  Milwaukee, 
the  property  of  Messrs.  Allis  &  Co.; 
where  the  designer  had  unusual  facilities 
for  testing  the  engine,  with  a  view  of 
securing  information  which  might  be 
made  beneficial  to  his  customers  in  the 
construction  of  future  cut-off  engines. 

The  writer  was  employed  to  test  this 
engine  and  report  its  performance  to 
Messrs.  Allis  &  Co.,  with  the  results 
given  in  the  following  excerpt  from  his 
report  at  the  time : 

"  The  engine  is  a  Reynolds-Corliss  of 
the  compound  condensing  type,  with  cyl- 
inders set  tandem — small  cylinder  nearest 
the  crank.  The  small  cylinder  has  a 
diameter  of  14  inches  and  a  stroke  of  42 
inches,  and  the  large  cylinder,  a  diameter 
of  26  inches  and  a  stroke  of  42  inches. 
Both  cylinders  are  unjacketed ;  but  were 
protected  from  loss  of  heat  by  a  plastic 
covering  encased  in  a  lagging  of  wal- 
nut. 

*^Two  trials  were  made,  one  from  8.45 
A.  M.,  April  26th,  to  4.45  a.  m.,  April  27th, 
1882,  embracing  a  period  of  twenty  (20) 
hours,  and  the  other  from  11.45  a.  ic, 
April  29th,  to  12.00  midnight,  same  date, 
embracing  a  period  of  twelve  (12)  hours 
and  fifteen  (15)  minutes. 

'^  During  the  first  trial  the  engine  waa 
operated  for  the  ordinary  requirements 
of  the  mill,  which  load  being  evidently 
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too  light  for  maximum  economy,  an  effort 
was  made  to  increase  it  for  the  second 
trial  by  means  of  a  small  friction  brake 
on  the  line  shaft,  which,  however,  was 


not  sufElcient  to  famish  the  additional 
load  required. 

^^  In  the  accompanying  table  are  given 
the  principal  dimensions  of  the  engine. 


Small  cylinder,  diameter  piston 14.         inches. 

rodfront 2.9876      ** 

**  "         **  back 2.8135      " 

**  net  area  piston  front 147.161     sq.  in. 

**  **  **       back 147.726     *  ** 

**  clearance  per  cent,  of  piston  displacement 2.84 

Large  cylinder,  diameter  piston 26.         inches. 

**  **        rodfront...'. 2.8125 

"  net  area  piston  front 524.718    sq.  in. 

"  '*  **      back 580.93  ** 

*'  clearance  per  cent,  of  piston  displacement 4. 

Stroke 42.        inches. 

Volume  of  first  cylinder,  including  clearance 3.6855  cu.  ft. 

"     second  "  '*  18  343 

*'    receiver  and  connections 11.1008       ** 

Ratio  of  second  cylinder  to  first  cylinder 3.6204 

Ratio  of  receiver  to  first  cylinder 8.01202 

**  **     second  cylinder 0.882 

Volume  of  steam  exhausted  at  terminal  pressure,  per  revolution. .    26.521     cu.  ft. 

Volume  of  steam  retained  at  counter  pressure,  per  revolution 2.3054       ** 


''Steam  was  furnished  by  a  Babcock  & 
Wilcox  boiler.  The  water  supplied  to 
the  boiler  was  drawn  from  the  overflow 
of  the  condenser  and  measured  in  two 
small  tanks,  the  delivery  of  which  was 
connected  with  the  boiler  feed  pump. 
The  tanks  were  filled  to  an  overflow  pipe 
and  drawn  down  to  the  lower  edge  of  the 
outlet  pipe. 

"  The  capacity  of  the  tanks  was  deter- 
mined by  filling  and  weighing  at  an  ob- 
served temperature ;  from  which  the 
weights  of  water  at  temperatures  of  over- 
flow were  estimated.  Mi  water  delivered 
by  the  tanks  was  pumped  into  the  boiler, 
except  as  otherwise  noted. 

"Calorimeter  observations  of  the  qual- 


ity of  steam  were  frequently  made  during 
each  trial.  The  weighing  scale  used  for 
the  first  trial  was  not  very  sensitive,  and 
the  first  set  of  calorimeter  data  is  reject- 
ed as  unreliable. 

**  Observations  were  made  regularly 
every  fifteen  (15)  minutes  of  the  boiler 
gauge,  receiver  gauge,  vacuum  gauge, 
temperature  of  feed-water ;  hourly  obser- 
vations were  made  of  the  counter,  and 
bi-hourly  observations  were  made  of  the 
temperature  of  injection.  Indicator  dia- 
grams from  both  ends  of  both  cylinders 
were  taken  quarter-hourly. 

"  In  the  following  table  are  given  all  the 
material  data  from  the  trials. 


Duration  of  trial hours. 

Average  boiler  pressure pounds. 

**       receiver  pressure ** 

*•       vacuum inches. 

**  **     pounds. 

**      barometer inches. 

**  **         pounds. 

**      temperature  of  injection degrees,  Fahrenheit. 

**  "  **  overflow *» 

*♦  **  "air **  " 

Revolutions  dming  trial 

**  per  minute 

Piston  speed      **  feet 


Date  of  Trial. 


April  86. 


20. 
78.49 
4.2266 
26.503 
18.0108 
29.5676 
14.5152 
53.10 
92.256 
72.150 
91424. 
76.187 
533.309 


April  29. 


12.25 
92.99 
8.702 
26.688 
18.1016 
29.66 
14.5606 
54.588 
95.245 
71.250 
55856 
75.9946 
531.9946 
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From  the  Diagbahs. 

Initial  pressure,  first  cylinder above  atmosphere. 

Counter  pressure     **  

Mean  effective         '*  front. 

back. 

Initial  pressure,  second  cylinder 


Date  of  Trial. 


April  26. 


Terminal  pressure, 
Counter         ** 
Vacuum  realized 
Mean  effective 


absolute. 


front 

''•  ♦*  back. 

Indicated  Power. 

First  cylineer front. 

back. 

front. 

...  back. 


Second  cylinder. 

it 

Total  indicated  horse-power 

Expansions. 

Cut-off,  including  clearance,  first  cylinder 

Expansion  by  volumes 

**  **  pressures 

Fbiotional  Resistances. 

Between  boiler  and  first  cylinder 

**        first  cylinder  and  second  cylinder 

"        condenser  and  second  cylinder 

Economy. 

Total  water  pumped  into  boiler pounds. 

Leakage  caught  from  safety-valve ** 

Leakage  by  break  of  water-gauge '* 

'•        caught  from  feed  pump ** 

Consumed  by  calorimeter '* 

Percentage  of  water  entrained 

Weight         **  **  pounds. 

Net  steam  to  engine ** 

**  *•  pounds  per  hour. 

Steam  per  indicated  horse-power '*  '* 

Calculated  Economy. 

Coal  per  indicated  horse-power  evaporation,  9  to  1 

Steam  per  hour  accounted  for  by  the  diagrams 

Percentage  of  steam  accounted  for 

Steam  per  indicated  horse-power  per  hour  by  the  diagrams  . . . 

Performance  of  Boiler. 

Coal  burned  during  trial 

Apparent  evaporation  per  pound  of  coal 

Actual  evaporation  per  pound  of  coal 

Temperature  of  feed  water 

Steam  per  pound  of  coal  from  and  at  212°  Fahrenheit 

Ash  and  clinker  weighed  back         

Percentage  of  combustible 

**  **  ash  and  clinker 


76.638 
3.9474 

27.59 

27.618 
0.05812 
4.7339 
3.1902 

11.325 
5.888 
4.88375 


32.808 
32.967 
22.845 
20.952 
109.573 


0.2176 
21.3231 
19.2554 


1.852 

3.894 
1  6858 


38623.778 
82. 


245. 

6.3043 

2417.433 

85928.345 

1796.417 

16.395 


1.8217 
1480.449 
82.4112 
13.5113 


6640. 
5.8167 
5.45 
119.772 
6.1647 
1072.5 
83.8479 
16.1521 


April  20. 


90.698 
8.7185 

25.815 

28.2048 
7.5232 
4.709 
2.9416 

11.619 
6.617 
6.7983 


30.026^ 


27.9849 
29.0706 
120.665 


0.19767 
23.3746 
22.852ft 


2.292 
1.190 
1.482ft 


50. 
221.182 

5. 
134.25 

6.3043 

1605.046 

28854.502 

1947.806 

16.138 

1.7981 
1482.702 
76.1412 
12.2877 


5 

6.6977 

6.2754 

95.245 

7.2779 

446. 

88.4533 

11.5467 


"  The  economy  of  engine  does  not  vary 
greatly  between  the  two  trials,  the  sec- 
ond tnal  developing  the  better  results.*' 

In  view  of  the  low  percentage  of  steam 
accounted  for  by  the  diagrams,  in  both 
trials,  the  writer  is  inclined  to  think  there 
were  some  serious  leaks,  either  through 


the  engine  or  in  the  boiler,  unknown  at 
the  time  of  trial.  Allowing  a  fair  loss  un- 
accounted for  between  the  boiler  and  the 
engine,  the  consumption  of  steam  per  in- 
dicated horse-power  per  hour  should 
have  been  for  the  first  trial  15.01  pounds, 
and  for  the  second  trial  13.655  pounds. 
Setting  aside  the  theoretical  deduc- 
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tions  for  economy  which  are  open  to 
criticism,  the  fact  remains  that  with  the 
unusually  high  expansions  employed  in 
these  trials  the  economy  shows  no  im- 
provement upon  that  of  the  single-cyl 
inder  engine  (operating  with  one-third  the 
grade  of  expansion),  the  performance  of 
which  is  detailed  in  the  following  extract 
from  the  writer's  report  to  the  proprietors 
of  the  mill  in  which  it  was  running  : 

"The  engine,  24"  diameter  of  cylinder 
and  60"  stroke  of  piston,  is  condensing 
and  fitted  with  the  ordinary  jet  con- 
denser and  reciprocating  air  pump. 

"The  injection  water  is  obtained  by 
a  lift  of  15'  from  the  Mississippi  river, 
upon  the  bank  of  which  the  mill  stands  ; 
and  during  the  trial  the  condensing  water 
entered  the  injection  pipe,  at  a  tempera- 
ture near  the  freezing  point.  The  steam 
valves  were  formerly  closed  by  the  usual 
weights ;  but  previous  to  the  trial,  vac- 
cuum  dash  pots  were  added  to  insure  a 
prompt  closing  of  the  valve  when  liber- 
ated from  the  hook.  The  engine  is  fur- 
nished with  a  pulley  iiy- wheel  20'  diam- 
eter and  32"  face;  driving  back  to  the 
line  shaft  with  a  30"  double  leather  belt. 

"  The  exhaust  of  engine  is  closely  con- 
nected to  the  condenser  by  a  10"  pipe, 
and  steam  is  conveyed  from  the  boiler  by 
a  7"  pipe. 

"  The  feed-water  is  taken  from  a  drop 
leg  in  the  overflow  pipe  from  the  con- 
denser, and  conducted  to  the  suction  of 
a  single-acting  plunger  pump  driven 
from  the  engine  by  belt. 

"The  entire  net  power  of  engine  is  ex- 
pended in  driving  the  machinery  of  the 
mill,  which  consists  of  twelve  run  of  54" 
buhrs  and  three  run  of  48"  buhrs ;  two 
crushing  rolls,  each  with  three  12"x30" 
cylinders;  five  rolls,  each  with  two 
12"  X  30"  cylinders,  and  one  roll  with  two 
12"  X 18"  cylinders. 

"The  bolting  machinery  consists  of  one 
chest  with  two  reels ;  two  chests  with 
three  reels ;  one  chest  with  six  reels, 
and  one  chest  with  eight  reels ;  in  all 
twenty-two  bolting  reels  and  forty-eight 
conveyors. 

"The  cleaning  machinery  consists  of 
two  '  cockle '  machines ;  one  '  scouring ' 
machine ;  one  *  separator,'  and  two  brush- 
ing machines.  Of  the  purifying  machines 
there  are  seventeen,  and  one  shaking 
machine ;  four  flour  packers  ;  four  stand 
of  wheat  elevators ;  four  stand  of  flour 


elevators,  and  twenty-one  middlings  ele- 
vators. One  small  and  two  large  exhaust 
fans. 

"To  this  should  be  added  the  ma- 
chinery of  the  grain  elevator,  which  is 
driven  by  belt  from  the  third  story  of  the 
mill,  and  the  line  shafting,  connecting 
belts,  pulleys  and  gearing  forming  the 
general  machinery  of  the  mill. 

"  In  the  following  table  are  given  the 
principal  measured  and  calculated  dimen- 
sions of  engine. 

"  The  clearance  was  not  measured,  but 
estimated  at  three  per  cent,  of  piston  dis- 
placement, this  being  the  usual  clearance 
in  Harris-Corliss  engines  of  like  dimen- 
sions. 

"  The  valve  functions  have  been  meas- 
ured on  the  diagrams. 

"  The  volume  of  steam  accounted  for 
to  release  is  obtained  by  taking  the  mean 
area  (feet)  of  piston  into  the  piston  travel 
(feet)  per  hour  to  point  of  release,  to 
which  is  added  the  hourly  volume  of 
clearance.  The  volume  of  steam  retained 
by  exhaust  closure  is  obtained  by  taking 
the  mean  area  of  piston,  in  feet,  into  the 
travel  of  piston,  in  feet,  per  hour,  from 
exhaust  closure  to  end  of  stroke,  to 
which  is  added  the  hourly  volume  of 
clearance. 

"  The  trial  of  engine  for  economy  of 
performance  was  made  March  13;  all 
preparations  having  been  completed,  the 
trial  began  at  9.15  a.  m.,  and  terminated 
at  7.15  p.  M. ;  duration,  10  hours. 

"  The  load  was  that  usually  carried  in 
the  daily  operation  of  the  mill,  and  was 
held  quite  uniform  during  the  ten  hours* 
run.  It  is  possible  that  the  mean  power 
developed  was  slightly  greater  than 
usual,  from  the  fact  that  the  operatives 
were  cautioned  to  avoid  breaks  in  the 
load,  ^d  that  they  obeyed  the  injunction 
is  best  attested  by  the  indicator  diagrams, 
which  exhibit  but  slight  variations  in  the 
mean  eflFective  pressure  during  the  econ- 
omy trial. 

"The  diagrams  were  taken  by  inde- 
pendt  nt  incHcators,  one  to  each  end  of 
cylinder.  Forty-pound  springs  were 
used,  and  the  drums  were  moved  by  well- 
constructed  bell  cranks,  and  reciprocating 
connections  hung  on  a  stout  gallows 
frame.  The  joints  of  the  levers  and  con- 
nections were  carefully  made,  and  means 
were  provided  to  take  up  wear,  and  avoid 
lost  motion. 
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DiMEKSIOSB  OF  ENGINE. 

Diameter  of  cylinder 24  inches. 

Stroke  of  piston 60      ** 

Revolutions  per  minute  during  trial 59.616 

Piston  speed      '*                      **        596.166  feet. 

Factor  of  horse-power  due  area  and  velocity  of  piston 8.204 

Piston  stroke  to  release  in  parts  of  stroke 99.870 

Piston  stroke  to  exhailst  closure  in  parts  of  stroke 6.067 

Clearance  (estimated)  in  parts  of  stroke 3.000 

Volume  of  steam  to  release  per  hour 115038.04   cubic  feet. 

**          "           retained  by  cushion  per  hour 10189.02           ** 

Diameter  of  air  pump 12  inches. 

Stroke         *'        **       15      ** 

Diameter  of  driving  pulley 20  feet. 

Face             "            **        82  inches. 

Weight        **           **        40,000  pounds. 


"  The  strings  on  the  indicator  barrels 
were  only  long  enough  to  couple  with 
the  pins  on  the  short-stroke  reciprocating 
bar,  and  the  recoil  springs  were  adjusted 
as  nearly  as  possible  to  the  same  tension. 
The  length  of  diagrams  was  uniformly 
4.78". 

'^  During  the  trial  a  pair  of  diagrams 
were  taken  regularly  every  fifteen  min- 
utes, making  eighty-two  diagrams,  from 
which  has  been  obtained  the  initial  press- 
ure in  cylinder,  piston  stroke  to  cut  off, 
ratios  of  expansion  by  pressures  and  by 
volumes,  terminal  pressure,  counter 
pressure  at  mid  stroke,  utilization  of 
vacuum  and  mean  effective  pressure  on 
the  piston,  from  which  is  obtained  the 
mean  power  developed. 

<(  The  vacuum  in  the  condenser  and  the 
pressure  in  the  boilers  were  taken  from 
gauges  in  the  engine-room  regularly  every 
fifteen  minutes. 

**  The  temperature  of  water  to  the  con- 
denser was  taken  in  the  river  at  the 
mouth  of  the  injection  pipe.  The  tem- 
perature of  overflow  from  the  condenser 
was  taken  in  the  measuring  tank.  The 
temperature  of  feed  to  the  boiler  was 
taken  in  the  feed  pipe  near  the  check 
valves. 

"  The  water  to  the  boilers  was  meas- 
ured in  the  following  manner : 

'*  Two  oil  barrels  were  carefully  washed 
inside  and  placed  on  the  same  level  in  the 
engine-room;  to  the  bottoms  of  these 
was  connected,  by  branch  pipes,  the  suc- 
tion pipe  of  pump;  each  branch  being 
provided  with  an  open-way  cock  to  shut 
off  the  flow  when  the  level  had  been 
reduced  to  the  lowest  gauge  point. 

'*  The  pipe  from  the  hot  well  to  the 
pump  was  cut  and  carried  out  over  the 
barrels ;  a  connection  made  by  branches 


to  each  barrel,  and  a  stop  valve  in  each 
branch  regulated  the  flow  of  water  into 
the  tanks.  The  tanks,  or  barrels,  were 
numbered  *  one  *  and  *  two,'  and  were  al- 
ternately filled  to  the  overflow  notch  in  the 
rim,  and  emptied  to  the  center  of  the 
branch  pipe  in  the  side  of  barrel,  and  the 
contents  discharged  into  the  pipe  leading 
to  the  pump. 

"Whilst  the  number  one  barrel  was 
running  out,  the  number  two  barrel  was 
filling  with  water  from  the  hot  well,  and 
directly  the  first  barrel  was  emptied  to 
the  lower  gauge  point,  it  was  turned  off^ 
and  the  second  barrel  turned  on,  and  so 
on  during  the  entire  trial;  the  empty 
barrel  being  shut  off  before  the  full  one 
was  turned  on,  to  prevent  transfer  of 
water  from  the  full  to  the  empty  barrel. 
Directly  each  barrel  of  water  was  turned 
on,  the  time  was  entered  in  the  log,  and 
a  tally  made  by  the  assistant  in  charge  of 
the  tanks.  From  time  to  time  the  writer's 
record  of  tanks  discharged  was  compared 
with  the  assistant's  tally  to  avoid  error  in 
the  count. 

"  After  the  trial  the  capacity  of  each 
tank  was  determined  by  filling  to  the 
overflow  notch,  noting  temperature, 
drawing  off  to  the  lower  gauge  point  and 
weighing. 

''The  temperatures  of  the  tanks  of 
water  discharged  into  the  suction  pipe  of 
feed  pump  having  been  regularly  noted 
during  the  trial,  the  weight  of  water  de- 
Hvered  to  the  boiler  was  deduced  from 
the  number  of  tanks  discharged,  into  the 
weight  of  tanks  at  mean  observed  tem- 
perature. 

"The  calorimeter  tests  of  water  en- 
trained were  made  by  drawing  off  from 
the  steam  drum,  near  the  pipe  to  the  en- 
gine, a  given  weight  of  evaporation,  and 
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oosdensmg  it  in  a  given  weight  of  water, 
noting  the  temperature  of  water  before 
and  after  the  steam  was  tamed  in,  and 
the  pressore  of  evaporation  each  time  an 
observation  was  mada 

*«  Twenty  calorimeter  observations  were 
made  daring  the  ten  hours'  insA. 

"The  revolutions  of  the  engine  are 
nominally  60  per  minute ;  but  from  the 
ten  hours'  continuous  record  by  counter, 


the  mean  revolutions  per  minute  were 
69.616. 

"  In  the  following  tables  are  given  the 
observed  and  calculated  data,  illustrating 
the  performance  of  engine  and  boilers. 
All  data  from  the  diagrams  are  means  of 
eighty-two  readings,  and  all  other  data 
are  means  of  forty-one  readings. 

"  The  economy  of  engine  by  steam  and 
by  coal  is  developed  from  the  mean  quan- 
tities charged  per  hour." 


Data  from  Tbial  op  Enginb. 

Date  of  trial 

Duration  of  trial 

Mean  pressure  by  boiler  gauge  above  atmosphere 

'*     initial  pressure  above  atmosphere , 

**     terminal  pressure,  absolute 

**     counter  **  **        

*'     cut  ott  in  parts  of  stroke,  apparent 

*♦         »*        ♦*  "  actual 

**     vacuum  by  gauge 26.40 

**  "  diagrams 24.05 

**     temperature  of  injection 83.840** 

**  "  **  hotwcU 92.725*' 

**     effective  pressure 82.9792  pounds. 

Indicated  horse-power 270.5796 

Ratio  of  expansion  by  volumes 5.549 

**  *'  pressures 8.648 


March  13 

,1879 

10  hours. 

92  876  pounds. 

89.876 

12.018   ' 

2.696 

15.660 

18.019 

inches. 


Economy  of  Enginb. 

Total  water  per  hour  to  boilers 5087.128  pounds 

Water  (steam)  per  hour  to  calorimeter 10.000  ** 

**     entrained  per  hour  in  the  steam 655.588  " 

Net  steam  per  hour  to  engine 4871.545  *• 

Bteam  per  mdicated  horse-power,  actual 16.156  ** 

**                   *•                 **             by  the.diagrams 13.035  " 

Percentage  of  steam  accounted  for. ...     80.682 

Coal  burned  per  hour 535.0  ** 

Coal  per  indicated  horse-power  per  hour. 1.9772  ** 

*»            **                   *•           evaporation  9  to  1 1.7950  ** 

Combustible  per  indicated  horse-power,  per  hour 1 1 


Perform ANOB  of  Boilbbb. 


Pressure  by  gauge. 
Temperature  of  feed  to  boilers. 


92.876  pounds. 
114.324 


Total  steam  furnished 48908^ 

•  *     coal  fired 5850. 

**     non-combustible  weighed  back 890. 

Bteam  per  pound  of  coal 8.206 

••  **  •*         from  temperature  of   212°  Fahrenheit 

and  pressure  of  atmosphere 9.689 

Percentage  of  ash  in  coal 7.8 


In  both  of  these  trials  unusual  care 
was  exercised  in  measuring  the  consump- 
tion of  6team,  the  quality  of  the  steam 
and  the  power  developed,  and  conditions 
considered,  ttiey  can  fairly  be  compared 
for  economy  of  performance. 

Neither  engine  was  jacketed. 

Ck)mparing  the  initial  pressures,  ex- 


pansions   and    ecoDomy,  we    have    the 
table  of  results  as  on  next  page. 

The  initial  pressure  for  second  trial  of 
compound  tandem  engine  and  for  single* 
cylinder  engine  were  substantially  alike, 
but  the  expansions  by  pressures  varied 
nearly  as  3  to  1,  and  yet  the  difference  in 
economy  in  favor  pf  the  tandem  com- 
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En^ne. 

Initial  pressure. 

Expansions 
by  pressure. 

Steam  per  I. 
H.  P.  per  hour. 

Compound  Tandem,  first  trial 

*•               **          second  trial 

Single  Cylinder.*. 

Above  atmos. 

76.638 
90.698 
89.376 

Absolute. 

91.153 

106.258 
104.876 

19.2"»5 

22.352 

8.643 

16.895 
16.138 
16.156 

pound  is  so  small  as  to  come  within  the 
ordinary  error  of  observation  in  reading 
indicator  diagrams  for  power. 

The  piston  speeds  varied  as  532  for  the 
compound  tandem  to  696  for  the  single- 
cylinder  engine,  and  this  is  calculated  to 
fortify  the  writer's  opinion,  that  single- 
cylinder  engines  at  high  piston  speeds 
and  moderate  expansions  mil  equal,  and 
often  surpass,  the  economy  of  compound 
engines,  with  high  expansions  and  the 
piston  speed  usually  employed  in  this 
type  of  engine. 

If  the  economy  of  the  single-  cylinder 
engine  upon  a  boiler  performance  of  ten 
p  junds  of  steam  per  pound  of  coal  is  de- 
veloped as  "  duty  "  for  a  pumping  engine 


it     becomes 


198,000,00  » 


=  122,555,000. 


1.6156 

I  foot-pounds  per  hundred  pounds  of  coal. 
And   this  is   accomplished  with    8.6  ex 

jpansions  of  the  steam;  to  obtain  this 
same  duty  with  a  compound  engine  at  a 
piston  speed  of  250  feet  per  minute,  at 
least  eighteen  expansions  would  be  re- 
quired. 

A  high  grade  of  expansion  means  larger 
steam  cylinders  and  more  expensive  en- 
gines,  or  higher   initial    pressures   and 

I  stronger  boilers. 

Comparing    the    terminal     pressures, 

:  vacuums   and   economy   of   the  two  en- 

I  gines,  we  have  the  following  table  : 


Engine. 

Absolute 
terminal 
pressure. 

Effective 
vacuum. 

Steam  per 

indicatedHvP 

per  hour. 

Compound  Tandem,  first  trial 

*'               "          second  trial 

Single  Cylinder 

4.734 

4.709 

12.018 

28.069 
23.668 
24.05 

16.395 
16.138 
16.156 

Here  it  is  seen  that  with  a  terminal 
pressure  of  12  pounds  and  8.6  expansions 
the  economy  is  equal  to  22  expansions 
with  a  terminal  pressure  of  4.7  pounds. 

Referring  to  the  previous  table  of  com- 
parison, it  appears  tiiat  an  increase  of  the 
initial  pressure  from  76.6  to  90.7  pounds, 
and  increasing  the  expansions  from  19.2 
to  22.3  made  but  a  tnfling  increase  (1.5 
per  cent.)  in  the  economy  of  perform- 
ance. 

It  is  probable  that  had  the  compound 
tandem  engine  been  loaded  in  the  second 
trial  to  produce  about  9  expansions  and 
a  terminal  pressure  of  nearly  12  pounds, 
the  economy  would  have  been  quite  as 
good,  and  the  effective  work  of  the  en- 
gine increased  over  150  per  cent. 


American    Habdwabe  Abboad. — There 
is  not  a  comer  of  Europe  where  Ameri- 


can small  cast  hardware  is  not  on  sale. 
The  tool-makers  and  machinists  of  Eu- 
rope— such  as  Krupp,  of  Germany; 
Whitworth  and  Armstrong,  of  England, 
and  Hotchkiss,  of  France,  with  their 
vast  resources — are  unable  to  produce  a 
Moncky  or  screw-bar  wrench  equal  to 
the  American  wrenches;  and  conse- 
quently they  have  to  import  these  tools 
from  the  States.  It  is  stated  that  there 
are  no  less  than  80,000  dozen  of  them 
exported  to  Europe  alone  every  year. 
It  is  interesting  to  note  that  Charles 
Moncky,  the  inventor  of  this  screw-bar 
wrench,  received  only  $2,000  for  his  pat- 
ent, and  is  now  living  at  Williamsburg, 
Brooklyn,  in  a  small  cottage  bought 
from  the  proceeds  of  his  sale.  In  the 
matter  of  the  common  pocket  boxwood 
rules  also,  the  American  manufacturers 
far  excel  all  others. 
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CEMENT. 

Bt  Professor  L.  TETMAJKR,  of  Zurich. 
Translated  from  Schweizerisoher  Bauzeitong,  for  Abstracts  of  the  Institution  of  Civil  Bn^^ineers. 


After  acknowledging  the  services  ren- 
dered by  the  German  cement-makers  in 
the  position  they  have  taken  up  with  re- 
spect to  adulteration,  and  the  value  of 
the  investigations  of  Professor  R.  Frese- 
nios,  of  Wiesbaden,  the  author  points 
out  that  his  own  experiments  concerning 
the  action  of  certain  admixtures  upon 
cement  do  not  coincide  with  the  results 
obtained  by  Mr.  R.  Dyckerhoff.  He  states 
tint  his  researches  were  undertaken  with 
a  view  of  learning  something  concerning 
Die  subject,  and  not  in  order  to  prove 
nny  particular  theory.  The  influence  of 
f  oreigpi  ingredients  upon  Portland  cement 
depends  upon  two  sets  of  operations, 
which  must  be  kept  distinct ;  the  one  set 
being  wholly  of  a  physico-mechanical  na- 
ture, the  other  involving  a  chemical  re- 
arrangement of  the  molecules.  Both 
actions  may  result  in  an  increase  in  the 
normal  tensile  strength  of  the  mortar. 
The  inci'ease  of  strength  in  the  mortar 
tests,  due  to  the  admixture  of  various 
inert,  and  for  the  most  part,  specifically 
lighter  substances,  as  for  instance,  finely 
ground  limestone,  rests  solely  upon  a 
reduction  of  the  injurious  effects  of  the  j 
volumetric  increase,  which  freslily-ground 
cements  always  undergo  in  a  greater  or 
less  degree.  Possibly,  moreover,  in  the 
case  of  certain  cements  an  increase  is 
caused  by  this  means  in  the  superficial 
area  of  the  binding  agent  {Kittsubstanz)^ 
and  therefore,  an  increase  also  in  the 
density.  It  can  be  proved  by  means  of 
the  addition  of  slaked  lime,  or  lime  putty, 
to  cement  that  the  eventual  augmenta- 
tion of  the  tensile  strength  in  the  sand 
test  thereby  obtained  is  in  no  way  caused 
by  a  chemical  molecular  change,  due  to 
the  addition  of  such  inert  substances. 

But  the  facts  are  wholly  different  when 
the  Portland  cement  is  mixed  with  cer- 
tain finely  ground  ingredients,  containing 
sOicic  acid  in  a  state  adapted  for  chemicfd 
•combination. 

Under  such  conditions  a  chemical  ac- 


tion is  set  up,  whereby,  not  only  the  ten- 
sile strength  of  the  pure  cement  mortar, 
but  also  that  of  the  equivalent  mixture  of 
cement  with  lime  is  frequently  increased 
in  a  surprising  degree.  From  the  re- 
sults obtained  by  former  experimenters 
there  is  httle  room  for  doubt  that 
when  an  improvement  in  Portland  ce- 
ment is  brought  about  by  the  addi- 
tion of  soluble  silica,  this  can  only  be 
attributed  to  the  formation,  in  the  first 
instance,  of  colloidal  hydro-sihcates  of 
hme,  the  cement  itself  furnishing  the 
lime  needed  for  the  formation  of  hydro- 
silicates.  It  is  now  pretty  generally  ad- 
mitted that  Portland  cement  liberates 
lime  during  the  first  stages  of  its  indura- 
tion. In  proof  of  this  the  author  states 
that  he  has  found  on  large  cubes  of  con- 
crete, made  of  highly  calcined  Portland 
cement,  having  a  specific  gravity  of  3.1 
to  3  2,  an  efflorescent  growth  of  carbon- 
ate of  Hme,  and  in  the  case  of  a  bridge,  of 
Portland  cement  concrete,  made  for  exhi- 
bition, by  Mr.  R.  Vigier,  while  on  the 
abutments,  consisting  of  a  mixtui*e  of 
river  sand,  screened  ballast  and  Portland, 
there  were  abundant  evidences  of  the 
formation  of  carbonates  on  the  arch, 
which  was  composed  of  a  mixture  of 
Portland  cement  and  granulated  blast- 
furnace slag,  no  signs  of  the  formation  of 
stalagmites,  or  carbonates  could  be  ob- 
served This  later  fact  is  further  import- 
ant as  indicating  the  influence  of  slag 
upon  cement  in  works  on  a  large  scale. 
Free  lime  in  the  Portland  cement,  and 
silicic  acid,  in  a  state  free  to  combine,  in 
the  added  materials,  are  the  essentials 
and  the  deciding  conditions  in  the  much- 
talked-of  adulteration  question. 

Guided  by  his  experiments,  the  author 
maintains  that  when,  on  the  addition  of 
foreign  ingredients,  no  diminution  takes 
place  in  the  tensile  strength  of  the  bri- 
quettes of  the  mixed  material,  as  com- 
pared with  those  made  from  the  pure 
cement,  with  and  without  the  addition  of 
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lime,  the  cement  has  been  improved  by 
such  addition.  There  can,  of  course,  be 
no  question  that  such  improvement  has 
been  effected  when  the  tensile  strength 
'  of  the  mixed  cement,  alone  and  with  lime, 
is  increased  to  a  marked  extent. 

The  action  of  foreign  ingredients  upon 
Portland  was  examined  ^  by  the  atithor, 
with  four  different  substances  and  five 
varieties  of  cement,  which  were  tested  at 
various  ages.  The  tests  included,  also, 
an  investigation  concerning  the  influence 
of  the  use  of  more  or  less  water,  and 
greater  or  less  ramming  into  the  molds. 
The  substances  employed  for  admixture 
were,  first,  pure  blast- furnace  slag ;  sec- 
ond, a  composite  slag ;  third  and  fourth, 
mixtures  specially  rich  in  active  silicic 
acid.    Trials  were  first  made  of  the  ten- 


sile strength  of  the  slags,  granulated,  and 
not  granulated,  mixed  only  with  lime,  in 
order  to  study  the  power  they  possessed 
of  forming  silicates,  and  indurating  in 
the  manner  of  hydraulic  limes.  In  some 
cases  a  tensile  strength  of  23.6  kilograms 
per  square  centimer  was  thus  reached  in 
28  days.  Analyses  of  the  slags  and  ce- 
ments are  given,  and  a  tabulated  state- 
ment of  breaking  weights  of  a  series  of 
mixtures  and  pure  cements  follows;  a 
large  proportion  of  samples,  in  which  85 
parts  of  cement,  16  parts  of  slag,  and  800 
parts  of  sand  were  tested,  show  a  tensile 
strength  considerably  in  excess  of  that 
attained  by  a  mixture  of  one  hundred 
parts  of  the  pure  cement  with  three  hun- 
dred parts  of  sand. 


ELECTRICAL  TRAMWAY  TRACTION. 


From  "Iron." 


Thb  great  expense  and  inconvenience 
attending  the  working  of  tramways  by 
means  of  horse-power,  has  led  to  numer- 
ous devices  for  effecting  that  object  by  me- 
chanical means.  Tramway  traction  has, 
in  fact,  long  formed  an  attractive  sub- 
ject for  the  exercise  of  inventive  talent 
m  almost  every  direction,  including,  of 
late  years,  electricity.  The  application 
of  this  subtle  power  to  the  propulsion 
of  carriages,  and  even  railway  trains,  by 
no  means  dates  from  the  recent  practical 
introduction  of  electricity,  inasmuch  as, 
years  ago,  designs  for  electrically-driven 
locomotives  for  railway  work  were 
brought  under  oui*  notice,  although  we 
need  hardly  say  that  the  locomotives 
themselves  never  came  into  existence. 
Even  in  the  present  comparatively  ad- 
vanced stage  of  electrical  science,  inven- 
tion has  not  yet  reached  that  point,  al- 
though by  the  light  of  what  we  have 
recentiy  witnessed,  there  is  no  knowing 
how  soon  it  may  be  reached.  The  step- 
ping-stone, however,  must  be  the  tram- 
ways, inasmuch  as  they  offer  every  facility 
for  conducting  experimental  investiga- 
tion and  practical  trials  in  the  present 
connection.  To  tramways,  therefore,  in- 
ventors have  naturally  turned,  and  our 
columns  in  the  near  past  bear  witness  to 


several  attempts  which  have  been  made 
to  solve  the  question  of  electrical  tram- 
way traction.  But  in  the  examples  which 
have  hitherto  come  under  our  notice,  the 
car  has  carried  a  series  of  secondary 
cells,  and  a  stationary  electrical  motor, 
which  has  had  to  drive  the  car  through 
belting.  A  decided  departure  from  the 
practice  hitherto  followed  in  this  connec- 
tion has  been  introduced  in  an  electrical 
locomotive  which  we  recentiy  inspected. 
In  this  locomotive,  which  has  been  built 
for  the  North  Metropolitan  Tram- 
way Company,  instead  of  the  elec- 
tro-motor being  a  fixture,  and  having 
motion  transmitted  from  it  through 
belt  gearing  to  the  wheels  of  the  car,  the 
motor  itself  revolves,  the  motion  being 
transmitted  through  bevel  gearing.  The 
system  is  the  invention  of  Mr.  C.  P. 
Elieson,  and  the  locomotive  has  been 
built  by  the  Electric  Locomotive  and 
Power  Company,  of  6  Great  Winchester 
Street,  London.  The  locomotive  is  simi- 
lar in  appearance  to  a  short  tramcar,  and 
carries  a  secondary  battery  consisting  of 
50  E.P.S.  cells.  This  battery  is  connect- 
ed up  with  the  electro-motor,  the  arma- 
ture spindle  of  which  projects  horizon- 
tally about  2  feet,  and  carries  at  its  end 
a  spur  wheel,  wluch  gears  into  a  fixed 
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drctdar  rack  corresponding  to  a  crown 
wheeL  Thus,  when  the  motor  is  started, 
it  is,  by  means  of  this  gearing,  rotated, 
and  weighing,  as  it  does,  about  7  cwi,  it 
acts  as  a  fly-wheel.  A  vertical  shaft  is 
attached  to  the  under  side  of  the  motor, 
carrying  at  its  lower  end  a  bevel  wheel, 
which  gears  into  one  or  other  of  two 
similar  wheels  on  the  driving  axle  of  the 
engina  This  miter  gearing  is  fitted 
with  a  friction  dutch,  by  means  of  which 
the  locomotive  can  be  run  either  back- 
wards or  forwards.  The  machinery  is  so 
arranged  that  in  no  case  can  a  speed  of 
8  miles  an  hour  be  exceeded,  the  ordi- 
nary mnning  speed  being  six  miles. 

With  regard  to  the  store  of  power  car- 
ried, it  is  to  be  observed  that  the  60  E. 
P.S.  cells  are  equal  to  280  amperes,  and 
the  average  consumption  is  put  at  45  am- 
peres per  hour.  It  therefore  follows 
that  we  have  a  good  six  hours*  supply  of 
running  power  in  each  engine.  Both 
the  locomotive  and  the  tramcar  can  be 
electrically  lighted  at  night  by  means  of 
glow  lamps  worked  from  the  battery 
without  materially  shortening  the  dura- 
tion of  the  supply.  We  recently  inspect- 
ed this  locomotive  and  its  working  at 
the  tramway  company's  depot,  at  Strat- 
ford. The  limited  space  afiforded  by  the 
depot  allowed  no  opportunity  for  any- 
thing like  a  practical  run  to  be  made. 
The  engine,  however,  alternately  drew 
and  pushed  one  of  the  company's  ordi- 
nary tramcars  up  and  down  a  line  of  rails 
with  satisfactory  results.  The  opera- 
tions of  starting,  stopping  and  reversing 
were  effectively  performed,  the  mechan- 
ism answering  readily  to  the  lever.  The 
machinery,  in  fact^  is  very  simple,  and 
can  easily  be  adapted  to  the  tramcar  it- 
self, if  it  should  be  preferred,  in  building 
new  stock ;  but  the  object  is,  of  course, 
to  utilize  the  old  stock,  and  hence,  for 
the  present,  at  any  rate,  the  engine  will 
be  a  separate  vehicle.  The  arrangements 
at  Stratford  for  charging  the  batteries 
are  in  keeping  with  the  locomotive  as  re- 
gards simplicity.  There  is  one  of  Mar- 
shall's 12-horse,  double-cylinder  portable 
engines,  which  drives  a  dynamo,  from 
which  the  current  is  led  to  the  locomo- 
tive, the  latter  being  run  in  from  the 
road  and  placed  on  a  convenient  siding. 
Or  even  this  may  be  avoided  by  leading 
the  dectric  conductor  to  the  road  and 
connecting  it  up  to  the  locomotive  whilst 
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standing  there.  With  regard  to  the 
cost,  we  have  no  absolute  figures  to  go 
by,  and  indeed  we  could  hardly  expect 
them  yet.  It  is,  however,  stated  that 
the  cost  of  an  installation  of  a  charging 
station  and  locomotives  to  replace  a 
given  number  of  horses,  and  to  do  the 
same  amount  of  work,  is  considerably 
less  than  the  cost  of  the  horses,  harness, 
and  stabling,  while  the  cost  of  mainten- 
ance is  put  at  40  per  cent.  less.  This 
is  quite  conceivable  when  placed  by  the 
side  of  the  statement  that  four  tramcars 
require  forty-four  horses  to  work  them^ 
and  when  it  is  remembered  that  the  cost, 
of  fodder  alone  for  the  animals  amounts 
to  about  £25  per  week  On  the  whole^ 
therefore,  it  will  be  seen  that  the  new 
electrical  locomotive  gives  promise  of 
success ;  and  if,  in  practice  on  the  Strat- 
ford line  its  p^ormances  equal  the  ex*- 
pectations  formed  of  it,  we  may  look  for 
its  adoption  there  and  elsewhere.  We 
understand  that  the  Electric  Locomotive 
Company  are  negotiating  with  the  Tram- 
way Company  to  work  uieir  new  system, 
now  being  laid  down  from  Stratford 
Church  to  Ilf ord,  entirely  by  these  elec- 
trical engines.  General  Hutchinson, 
R.  E.,  of  the  Board  of  Trade,  has  in- 
spected the  engine,  and  has  expressed 
his  willingness — subiect  to  a  few  trifling 
alterations  as  to  the  brakes,  &c. — to 
grant  a  certificate  for  the  locomotive  to 
be  run  on  the  roads.  We  have  hinted  at 
the  possibility  of  railway  traffic  being 
carried  on  at  no  distant  period  by  the 
means  we  have  been  describing.  In 
support  of  this,  we  may  mention  that 
the  officials  of  one  of  our  railways  have 
interested  themselves  in  Mr.  Elieson's 
invention,  and  that  the  Electric  Locomo- 
tive Company  are  now  building  a  power- 
ful engine,  with  the  view  of  demonstrat- 
ing the  applicability  of  the  system  to 
raHways.  But,  whatever  may  be  the  re- 
sult in  that  direction,  there  can  be  no 
doubt  that  this  system  of  electrical  haul- 
age is  specially  adapted  for  use  in  crowd- 
ed thoroughfares,  where  the  transmission 
of  electrical  energy  by  means  of  sus- 
pended or  channeled  conductors  is  in- 
admissible. 


Amebioak  Tools  in  Competition. — 
American  augers  and  auger-bits  are  used 
the  world  over,  no  other  nation  being 
able  to  compete. 
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TIDES  AND  COAST- WORKS. 

By  THOMAS  STBVBNSON,  PresideDt  of  the  Royal  Society  of  Bdinburgfa,  M.  Inst.  C.  B. 
Prooeedlngs  of  the  Institation  of  CItII  Engineers. 


As  regards  the  very  important  but  also 
very  abstruse  subject  of  the  tides,  which 
forms  the  first  part  of  the  matter  which 
has  been  remitted  to  me  bj  the  Council, 
I  beheve  it  is  not  expected  that  I  should 
enter  systematically  into  it,  the  more  so 
as  there  are  many  treatises  which  fully 
embrace  all  the  details  in  so  far  as  the 
extent  of  our  knowledge  and  the  state  of 
mathematical  science  enables  the  investi- 
gation to  be  undertaken.  I  may  refer  in 
particular  to  the  remarkable  treatise  on 
the  Tides,  in  the  ''Encyclopaedia  Metro- 
politana,"  by  Sir  John  Herschel  and  also 
to  the  works  of  Airy,  Laplace,  and  New- 
ton. 

It  seems  only  necessary,  by  way  of 
preliminary  remark,  to  note  the  confusion 
which  has  been  introduced  into  the  sub- 
ject, by  neglecting  to  take  into  consider- 
ation the  large  lapse  of  time,  between 
the  passage  of  the  moon  across  the 
meridian  and  the  time  of  high  water, 
due  to  the  inertia  of  the  water,  and  the 
irregularities  of  the  shores  and  bottom 
of  the  sea,  in  connection  with  what  is 
called  the  *' EstabHshment  of  Ports,"  or 
what  is  generally  termed  the  times  of 
high  water  on  the  days  of  full  and  change 
of  the  moon.  As  is  now  well  known,  the 
tides  do  not  occur  synchronouslv  with 
the  passage  of  the  moon  across  me  me- 
ridian, but  lag  behind  for  about  three  or 
four  tides.  Another  great  cause  of  con- 
fusion has  arisen  from  the  difference 
which  exists  between  the  phenomena  of 
the  flow  and  ebb  of  the  currents  and  the 
vertical  rise  and  fall  of  the  tides;  and 
then  again  there  are  many  tides  which 
are  not  directly  due  to  the  attraction  of 
the  moon,  but  are  strictly  of  a  derivative 
nature,  being  produced  by  their  simply 
spreading  from  the  great  primary  tide, 
round  points  of  land  and  islands.  Dr. 
Whewell  did  much  to  establish  a  map  of 
cotidal  lines,  with  the  view  of  extricating 
the  question  &om  those  difficulties,  and 
clearing  it  from  the  disorder  which  for- 
merly existed. 

It  is  hardly  necessary  to  notice  that,  in 


so  far  as  regards  the  British  coasts,  the 
great  tidal  wave,  after  passing  over  the 
Atlantic  Ocean,  splits  upon  the  Western 
coast  of  Ireland,  and  proceeds  in  two 
courses,  one  branch  forming  a  wave  which 
passes  through  the  English  Channel,  and 
the  other  through  the  channels  of  the 
Orkney  and  Shetland  Islands,  and  that 
these  branches  meet  each  other  in  the 
North  Sea,  near  Yarmouth. 

I  need  scarcely  point  out  how  large 
and  beneficial  is  the  influence  of  these 
tides  on  the  commerce  and  wealth  of  the 
country,  by  enabling  vessels,  even  of 
heavy  draught,  to  pass  inland  from  the 
ocean.  But  in  so  far  as  our  subject  is 
concerned,  viz.,  "Lighthouses,"  "Coast 
Harboi*s  of  Bef uge,"  and  "  Coast-Protec- 
tion Works,"  we  have,  principally,  to  con- 
sider in  what  way  the  tidal  current  influ- 
ences such  works. 

All  sea-works  are  affected  beneficially 
or  the  reverse  by  the  height  to  which 
the  tide  rises,  in  consequence  of  the  con- 
figuration of  the  land,  and  on  the  velocity, 
due  to  the  same  cause,  which  the  tidal 
currents  assume.  So  long  as  the  tidal 
wave  is  passing  through  great  depths  in 
the  ocean,  the  tidal  range  is  compara- 
tiyely  small,  but  when  it  enters  a  bay  or 
firth,  and  especially  a  tidal  river  having 
converging  shores,  very  great  changes 
are  produced,  as  in  the  case  of  the  Wye, 
at  Chepstow,  where  the  tide  has  been 
known  to  rise  56  feet  This,  viewed  as  a 
mechanical  question,  may  be  accounted 
for,  as  stated  by  Dr.  Whewell,  on  "  the 
principle  of  the  conservation  of  force. 
When  any  quantity  of  matter  is  in  mo- 
tion, its  motion  is  capable  of  carrying 
every  particle  of  the  mass  to  the  height 
from  which  it  must  have  fallen  to  acquire 
its  velocity;  but  if  the  motion  be  em- 
ployed in  raising  a  smaller  quantity  of 
matter,  it  is  capable  of  raising  it  to  a 
height  proportionally  greater.  In  bays 
and  channels  which  narrow  considerably, 
the  quantity  of  water  raised  in  the  nar- 
row part  is  less  than  in  the  wider,  and 
thus  the  rise  in  such  cases  is  greater."  A 
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familiar  illusfration  of  this  principle  is 
the  simple  experiment  of  plunging  a  fun- 
nel with  its  wide  mouth  downwards  into 
a  vessel  of  water,  when  a  jet  of  water 
springs  out  of  the  narrow  end  of  the 
funnel  to  a  height  considerably  above  the 
level  of  the  water  in  the  vessel. 

As  regards  the  influence  of  the  tides 
upon  wind-waves,  it  is  obvious  that  the 
effect  of  currents  running  in  opposite 
directions  to  waves,  whether  they  are 
merely  of  an  oseillatoiy  nature,  or  those 
greater  waves  of  translation  which  affect 
the  bottom  at  greater  depths,  must 
necessarily  result  in  violent  conflict,  and 
give  rise  to  what  are  called  '^  Baces  "  in 
England,  and  '^  Boosts  "  in  Scotland,  and 
which  may  be  witnessed  on  a  small  scale 
in  all  rivers  where  the  outward  current 
meets  the  sea  and  encounters  the  waves 
caused  by  on-shore  winds. 

In  some  cases  this  antagonistic  action 
between  the  tidal  current  and  the  waves 
increases  the  height  and  force  of  the 
waves  on  sea-works  and  on  the  shore-line, 
while  in  other  cases  it  produces  the  con- 
trary effect,  and  acts,  therefore,  protect- 
ively as  would  an  outer  breakwater  of 
masonry. 

A  well-developed  example  of  the  shel- 
tering affect  of  the  Sumburgh  "  Roost," 
near  Sumburgh  Head,  the  most  southern 
point  of  the  mainland  of  Shetland,  came 
particularly  under  my  notica  At  one  of 
my  visits  to  that  place,  I  asked  the  light- 
keeper  to  observe  particularly  during  the 
next  heavy  gale,  whether  the  waves 
which  reached  Uie  shore  while  the 
"Roost"  was  in  full  action,  were  not  of 
smaller  magnitude  than  when  the  action 
had  ceased;  and  some  time  after  I  re- 
ceived the  following  remarkable  testi- 
mony on  the  subject : — 

"  We  had  a  very  severe  gale  from  the 
southwest  yesterday,  and,  being  the  flrst 
gale  we  have  had  from  that  quarter  since 
you  were  here,  I  paid  particular  attention 
to  the  state  of  the  sea  in  the  West  Yoe 
through  the  day.  By  daylight  in  the 
morning  it  was  blowing  very  hard,  with 
a  most  terribly  heavy  sea  rolling  into  the 
West  Voe  and  breaking  over  the  top  of 
the  banks,  while  low  water  lasted.  But 
with  regard  to  what  you  said  to  me  about 
the  tide  in  the  *Koost'  acting  as  a 
breakwater  to  the  Voe,  your  opinion  is 
right,  for,  during  the  last  hours  of  flood 
and  the  first  two  hours  of  j  ebb-tide,  in 


particular,  a  small  boat  could  have  gone 
till  within  a  few  yards  of  the  *  Roost,'  be- 
tween the  Lighthouse  and  the  Horse 
Island,  although  the  sea  was  still  in  the 
same  raging  state  beyond  the  *  Roost,' 
and  as  far  as  the  eye  could  reach  towards 
Fair  Isle  and  away  to  the  west." 

I  may  remark  that  wherever  the  land 
projects  far  from  the  general  coast  line, 
"  tidal  races  "  will  be  found  to  exist,  be- 
cause the  currents  which  oppose  the  pas- 
sage of  heavy  waves  are  there  intensified. 
Probably  the  best  illustrations  of  tidal  and 
wave  action  are  to  be  found  in  the  Pent- 
land  Firth,  which  may  be  regarded  as 
the  most  dangerous  navigation  of  any  on 
the  British  coast,  presenting  as  it  does, 
so  many  "races"  or  "roosts."  Some 
writers  have  alleged  that  these  "roosts" 
are  due  to  the  meeting  of  contrary  cur- 
rents, while  many  sailors,  on  the  other 
hand,  believe  them  to  be  due  to  shoal 
water,  produced  by  abrupt  vertical 
changes  in  the  rocky  bottom.  But  the 
true  cause  is  undoubtedly  the  large 
oceanic  waves  encountering  a  tidal  cur- 
rent running  in  a  direction  more  or  less 
opposed  to  their  own.  For  the  "  roosts  " 
on  the  west  coasts  of  Orkney  and  Pent- 
land  Firth  are  known  to  be  worst  with 
ebb-tide  and  westerly  gales,  because  the 
Atlantic  swell  and  the  current  of  ebb-tide 
are  opposed;  while  those  again  on  the 
east  coast  are  worst  with  flood-tides  and 
southeasterly  swells.  The  depth  of 
water  where  the  "  Sumburgh  Boost "  runs 
is  not  less  than  40  fathoms,  showing  that 
it  is  not  due  to  shoal  water  or  to  any 
submerged  upstanding  rocks. 

A  further  proof  of  the  influence  of  the 
tide  upon  the  waves  is  afforded  by  the 
experience  derived  in  conducting  coast- 
works,  where  it  has  been  found  that  the 
time  at  which  waves  of  abnormal  height 
gave  rise  to  damage,  was  when  the  tide 
running  near  the  shore  was  at,  or  nearly 
at,  its  greatest  velocity.  Murdoch  Mac- 
kenzie, the  justly  celebrated  marine  sur- 
veyor and  hydrographer  of  last  century, 
remarks,  in  speaking  of  the  Orkney  tides : 
"  that  the  spring  tides  acquired  a  consid- 
erable degree  of  strength  in  less  than 
one  hour  after  the  quiescent  state ;  neap 
tides  are  hardly  sensible  in  two  hours 
after  still  water ;  the  stream  is  most  rapid 
commonly  between  the  third  and  fourth 
hours  of  the  tide." 

In  cases  where  the  tide  runs  close  to 
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or  near  the  shore,  many  examples  might 
be  given  to  show  that  tiie  damage  to  har- 
bor and  other  works  took  place  after  the 
tide  had  attained  its  greatest  velocity. 
It  is  sufficient  to  refer  to  Peterhead  har- 
bor, where,  at  two  hours'  ebb,  after  ves- 
sels had  got  aground  in  the  basin,  three 
abnormal  waves  burst  over  the  seaward 
pier,  knocked  down  the  protecting  sea- 


wall, and  washed  sixte^i  persons  off  the 
quay  into  the  water.  The  volume  of 
these  waves  was  such  as  to  set  afloat 
again  vessels  which  had  already  taken  the 
ground.  The  contractor's  agent  stated 
tiiat,  at  Aldemey  breakwater,  ''  the  heavi- 
est seas  and  the  greatest  rush  of  water 
over  the  wall  occurred  an  hour  after  high- 
water." 


YsLooiTiEs  OF  Some  of  the  Most  Notable  '*  Races.** 


Names  of  Plaoes. 

Anthorities. 

Velooi^at 

Sprlmr  Tides 

in  Statute  MUes 

per  Honr. 

Portland  Race 

Admiralty  Channel  Pilot . 
North  Sea  Pilot 

t(                                    4i                    (( 
t(                                    41                    41 
44                                      44                     44 
44                                      44                     44 

Prof.  H.  MitcheU 

Captam  Bedford,  R.  N. . . 

44                         44                       44 

Admiralty  North  Sea  Pilot 

44                                      44                     44 

"         Survey 

6.76  to  6.9 

Open  Ocean  between  Orkney  and  Shetland 

Hov  Sound,  Orkney 

Holm  Sound.     ** 

6.76 
6.90 
6.90 

Riimburcrh  Roost  Shetland 

8  06 

Burjger  Roofit,  Orkney 

HelTOate.  New  York,  east  current 

Doris  Mor,  Argyllshire 

Ciiilf  of  Corrie   Treckan  Arflrvllshire 

8.06 
8.60 
9.22 
9  88 

Roost,  near  Louther,  Pentland  Firth 

**        Swona,          **           **     

10.86 
10.86 

**        Pentland  Skerries. 

12.20 

Criteria  of  Exposed  Coasts, — ^As  the 
result  of  many  observations,  I  regard  the 
following  as  being  descriptive  of  those 
parts  of  the  coast  which  are  most  liable 
to  the  impact  of  unusually  heavy  waves. 
(1)  The  waves  are  most  destructive  when 
they  come  in  at  right  angles  to  the  shore 
Hue.  (2)  Their  power  is  increased  in 
proportion  as  the  direction  of  the  main 
body  of  the  tide  approaches  to  coinci- 
dence with  the  direction  of  the  heaviest 
swell,  and  they  are  probably  worst  at 
those  headlands  on  which  the  tide  splits. 
(3)  Where  a  considerable  part  of  the 
coast  retires,  there  will  be  less  sea  during 
the  strength  of  the  tide,  even  although 
the  waves  come  ia  at  right  angles  to  <Jbe 
shore,  because  the  tide  keeps  outside, 
following  tile  direction  of  the  regular 
trend  of  the  coast ;  but  this  will  proba- 
bly not  hold  true  of  small  re-entrant  hol- 
lows of  the  shore.  (4)  Where  the  line  of 
exposure  and  the  tide  current  are  paral- 
lel to  the  coast,  if  the  tide  runs  in  a  line 
very  near  the  shore,  as  is  the  case  in 
short  narrow  channels,  where  the  velocity 
of  the  current  is  increased,  there  may 
nevertheless  be  an  unusually  heavy  sea. 

Itwel  Assumed  by  Mud  as  a  Measure 
of  Exposure — ^In  the  "Proceedings  of 


the  Royttl  Society  of  Edinburgh,"  vol.  iv., 
p.  200, 1  referred  to  a  feature  which  will 
be  foimd  of  very  considerable  value  in 
judging  of  the  exposure  of  a  coasi  This 
is  the  level  below  the  surface  of  low  water 
at  which  mud  reposes  on  the  bottom. 
Though  at  first  sight  it  might  appear  un- 
likely that  the  £sturbance  of  the  sea 
level  by  wind-waves  would  be  propagated 
to  great  depths,  there  are  numerous 
facts  which  prove  the  contrary.  Al- 
though the  absence  of  mud  in  any  locaUty 
proves  nothing,  because  the  tide  currente 
may  sweep  it  arway,  or  the  geological  for- 
mation may  not'  produce  i^  yet  its  pres- 
ence seems  both  a  delicate  and  certain 
test  of  the  lowest  limit  to  which  the  dis- 
turbance originatiDg  at  the  surface  has 
reached.  Thus,  as  the  waves  progress- 
ively decrease  in  magnitude  in  tiie  North 
Sea  between  Shetland  and  the  coasts  of 
the  Continent,  the  level  of  repose  of  mud 
progressively  rises  nearer  to  the  surface, 
from  a  depth  of  80  or  90  fathoms  to  only 
8  fathoms  at  the  mouth  of  the  Elbe,  and 
to  12  fathoms  off  the  coast  of  Holland, 
where  ships  can  take  the  open  beach  in 
nearly  all  weathers  without  any  protect- 
ive harbors.  If,  therefore,  we  find,  in 
front  of  a  proposed  harbor  or  coast  work, 
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Appboximats  Hbiohts  of  Waves  dub  to  Lbnoths  of  Maximum  Fbtoh  bt  Obsbbvation 

AND  bt  Formulas. 


Plaoe  of  ObsenraUon. 

Lenirthof 

Fetch  in 

Naatloal 

Miles. 

Observed 

Height  of 

wave. 

Height  due  to 

Fetch  calculated 

from  Formula 

A=1.6  Vd 

Helf  ht  due  to 

Fetch  calculated 

from  Formula 

A=l  6  Va 

Scftpft  Plow 

1.0 

1.3 

2.8 

8  5 

6.0 

7.5 

9.0 

9.0 

10.0 

11.0 

11.01 

18.5 

24.0 

80.0 

81  0 

88.0 

38.0 

40  0 

44.5 

45.5 

65.1 

114.0 

165.0 

Feet. 

4.0 
1.8 
4.0 
2.0 
4.0 
4.0 
4.0 
5.0 
42 
8.5 
5.0 
5.5 
6.5 
8.2 
7.0 
7.0 
8.0 
8.0 
8.0 
10.0 
10.12 
15.0 

15.0 
149.82 

Feet. 

1.5 
1.8 
2.5 
2.9 
8.7 
4.1 
45 
4.5 
4.9 
5.0 
5.0 
5.6 
7.5 

8  2 
8.4 
9.2 

9  2 
9.55 

10.02 
10.2 
12.0 
16.0 

19  3 

Feet. 
8.0 

Firth  of  Forth 

3.2 

Oranton 

8.75 

Craignare,  Sound  of  Mull 

8.9 

Oranton 

Lough  Foyle 

4.6 
4.96 

Clyde 

5.25 

Colonsaj 

5.25 

D^art 

5.5 

Tiiv<»wo»*d«n  . , 

5.7 

LouffE  Pqyle 

5.7 

Olemuce  Bay 

6.1 

Anstruther 

7.7 

Lake  of  Geneva  (stated  by  Minard). . . 
Buckle 

8.87 
8.5 

li 

9.2 

•»     

9.2 

<t 

9.5 

Macduff 

9.9 

t« 

10.0 

Douglas,  Isle  of  Man 

11.76 

Kingstown 

15.25 

Sunderland,  distance  measured  from 
Broken  Bank 

18.15 

165.57 

162.68 

Mean 

6.5 

7.1 

7.07 

that  mad  reposes  within  a  few  fathoms 
of  the  surface,  I  believe  we  have  in  that 
fact  certain  ground  for  concluding  that 
our  works  will  never  be  assailed  by  a  very 
heavy  sea. 

Xm6  of  Maximum  Exposure, — The 
effect  of  the  action  of  waves  against  the 
shore  must  obviously  vary  with  the  line 
of  maximum  exposure,  or  in  other  words, 
the  line  of  the  greatest  fetch  or  reach  of 
open  sea,  which  can  be  easily  measured 
from  a  chart  The  engineer  has  then  to 
ask  himself  in  what  ratio,  to  the  length- 
ening of  this  line,  the  height  of  the  waves 
may  be  expectd  to  increasa  The  result 
of  many  experiments  on  canals  and  on 
the  Firth  of  Forth  in  1860  and  1852  was 
that  the  heights  of  the  waves  increased 
most  nearly  in  the  ratio  of  the  square 
roots  of  the  distances  in  miles  from  the 


windward  shore,  or  when  A=the  height 
of  the  waves  in  feet  from  crest  to  trough, 
df= distance  in  miles,  and  a  a  coefficient 
varying  with  the  strength  of  the  wind. 

so  that  the  height  of  the  waves  increases 
in  a  parabolic  curve  as  they  leave  the 
windward  shore.  For  short  reaches  and 
very  violent  squalls  a  modification  of  the 
formula  is  necessary ;  but  in  all  ordinary 
cases  and  ordinary  gales  the  coefficient 
in  the  above  formula  may  be  assumed  as 
1.5. 

For  shorter  distances  and  violent 
squalls  the  following  formula  is  more 
appUcable  A=1.5y^D  +  (2.5-  */D). 

It  should  be  carefully  noted,  however, 
that  there  are  modifying  elements  attend- 
ing the  cases  of  waves  approaching  the 
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land  obliquely;  forjn  consequence  of 
the  reduction  of  the  depth,  they  change 
their  directions  and  approach  the  general 
line  of  the  beach  more  nearly  at  right 
angles,  and  thus  strike  with  greater  force 
thfm  might  be  expected.  There  are  also 
exceptions  due  to  geographical  configura- 
tion of  the  land.  Jn  Loch  Fyne  (Fig.  1), 


iFici 


L.Oilp 


though  apparently  generated  by  the  fetch 
AB,  are  also  largely  due  to  the  fetch 
CB. 

Heduction  of  ^Height  of  Waves  Occd- 
sioned  by  ShaUow  Water, — Another  all- 
important  matter  is  the  destruction  of 
the  waves,  or  reduction  of  their  height, 
produced  by  the  shallowing  of  the  water 


Inverary> 


for  example,  the  wind  and  waves  seem 
to  alter  their  direction  with  the  winding 
character  of  the  Loch,  so  that  the  effect 
iye  fetch  is  greater  than  the  length  of 
free  water  in  the  Loch  would  lead  one  to 
expect.  In  other  cases  the  height  of  the 
waves  is  reduced  by  increased  width  of 
water  as  at  Craignure,  in  Mull,  shown  in 
Fig.  2,  where,  during  the  winter  of 
1858-54,  it  was  less  than  the  formula  in- 
dicates. 

Another  modification  in  the  opposite 
direction  is  shown  in  Fig.  3,  where  the 
waves  which  enter  a  harbor-mouth  at  B, 


near  the  shore.  That  this  influence,  in 
the  case  of  heavy  seas  of  the  kind  called 
waves  of  translation,  is  felt  at  great 
depths  and  at  great  distances  from  the 
coast  line,  is  obvious  from  a  statement  by 
Sir  George  Airy,  that  heavy  ground- 
swells  have  been  known  to  break  in  a 
depth  of  100  fathoms.  The  great  At- 
lantic seas,  before  they  break  upon  any 
but  the  most  exposed  portion  of  our 
coasts,  have  probably  suffered  a  consid- 
erable diminution  of  bulk  and  decrease 
of  velocity.  So  soon  as  the  lower  ex- 
tremity of  the  undulation  touches  and  is- 
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reduced  by  a  reef  or  shoal,  the  upper  ex- 
tremiiy,  by  the  process  which  is  known 
as  cresting,  loses  height  in  proportion. 
Bnt  the  wave  is  not  tripped  up,  and 
though  somewhat  lessened  and  retarded, 
still  continues  to  rush  onward  upon  the 


the  depth  of  water  was  double  the  height 
of  the  wave,  the  depth  being  measured 
below  the  mean  level,  and  the  height 
from  hollow  to  crest. 

JFbrce  of  the  Waves, — By  means  of  a 
marine  dynamometer,  the  force  of  the 


DIRECTION  OF  WIND 


coast.  The  actual  destruction  of  the 
wave  takes  place  in  shallower  soundings. 
The  late  Mr.  J.  Scott  Eussell,  who  has 
conferred  so  many  obligation  ^  on  the 
maritime  engineer,  found  that  waves 
break  when  Siey  pass  into  water  of  the 
same  depth  as  their  height,  but  there  are 
exceptions  to  this  law.  In  1870, 1  noticed 
at  Scarborough,  that  waves  broke  when 


waves  was  ascertained  at  Skerry vore 
Lighthouse  in  the  Atlantic,  when  during 
a  heavy  westerly  gale  I  found  that  a  force 
equal  to  nearly  3  tons  per  square  foot 
was  registered ;  while  at  Dunbar,  where 
the  observations  were  continued  for  a 
much  longer  period,  a  force  of  3^  tons 
was  registered  on  more  than  one  occa- 
sion. 
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Coast  Works. 

The  most  seaward  and  most  exposed 
of  sea  works  are  generally  lightiioases 
erected  on  outlying  rocks  in  the  sea. 

As  regards  the  design  of  this  class  of 
sea  works,  much  as  Smeaton's  tower  has 
been  appreciated,  I  am  distinctly  of  opin- 
ion tha^  in  one  very  important  feature, 
namely,  the  outline,  the  former  tower  by 
Rudyerd  is  decidedly  superior  for  a  small 
rock  such  as  the  Eddystone.  It  is  long 
since  I  expressed  that  opinion,  and  sub- 
sequent experience  has  only  tended  to 


the  sea  at  which  fourteen  blocks  of  t 
tons  each,  set  and  fixed  by  joggleSy 
dovetails,  and  cement,  were  dislodged 
and  swept  away  by  a  summer  gale  at 
Dhu  Heartach,  is  the  same  as  that  at 
which  the  thin  crown-glass  panes  of 
Winstanley's  lantern  remained  unbroken 
through  tiie  storms  of  a  whole  winter. 
It  was  on  this  principle,  and  in  conse- 
quence of  this  experience,  that  a  change 
was  made  in  the  original  design  of  i£e 
Dhu  Heartach,  and  the  solid  part  carried 
up  to  the  same  level  above  high  water  as 
the  lantern  in  Smeaton's  tower. 


P^ifij.  5 


I-^itf.  -± 


corroborate  it.  I  have  given  general 
rules  in  my  book  on  "  Lighthouse  Con- 
struction and  Illumination,"  1881,  p.  28 
et  seq.y  which  I  think  will  be  found  use- 
ful as  a  guide  to  selecting  the  safest 
modes  of  construction. 

The  profiles  shown  in  Figs.  4,  5  and  6 
are  suitable  in  situations  where  the  rock 
is  either  soft,  hard,  or  of  small  dimensions 
respectively. 

Modifying  Influence  of  the  Configu- 
ration of  Mocks  on  BrecUeing  Waves, — 
I  am  satisfied  of  the  great  influence  ex- 
erted by  the  shape  and  height  of  the 
rocks  on  which  lighthouse  towers  are 
built ;  and  I  feel  bound  to  take  this  op- 
portunity of  again  expressing  my  con- 
viction that  Smeaton's  tower  should  not 
be  regarded  as  a  safe  model  for  imitation 
on  rocks  which  are  exposed  to  a  heavy 
sea.  Nothing  less  can  be  deduced  from 
the  remarkable  fact  that  the  level  above 


The  very  remarkable  cases  of  wave  ac- 
tion exerted  at  high  levels  on  the  rocks 
at  Whalsey,  Unst,  and  Fastnet,  are  fur- 
ther corroborative  of  this  view. 

To  decide  upon  the  probable  exposure 
of  any  rock,  and  the  height  of  the  dan- 
gerous impact  of  waves  above  high 
water,  many  elements  have  to  be  con- 
sidered; the  height  of  the  waves,  the 
height  and  configuration  of  the  rock 
above  and  below  low  water,  and  the 
depth  and  configuration  of  the  bottom 
of  the  sea ;  and  it  is,  unfortunately  nee 
essary  to  add  that  the  influence  and  re- 
lations of  these  elements  have  not  as  yet 
been  sufficiently  studied.  What  may  be 
the  effect,  whether  as  shield  or  conduct- 
or, of  a  given  height  of  rock  upon  a 
given  height  of  wave ;  what  may  be  the 
effect  of  such  a  deep  track  in  the  bottom 
of  the  sea  as  that  observed  by  Mr.  D.  A. 
Stevenson  near  Dhu  Heartach ;  or  how 
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mach  woald  depend  on  the  direction  of 
each  a  track,  or  on  the  level  at  which  the 
rock  is  steep  in  relation  to  the  height  of 
tide  most  &yorable  to  heavy  seas — are 
all  questions  of  great  importance,  still 
unsolved  and  well  worthy  of  the  atten- 
tion of  the  engineer.     H  rock  like  Dha 


Heartach  certainly  acts  at  once  as  a 
breakwater  against  the  smaller  class  of 
waves,  but  a  dEuigerous  conductor  to  the 
heavier.  Again,  in  some  observations  I 
made  at  Skerryvore  in  1845,  interesting 
difference  were  found  to  exist  in  wave- 
force  at  different  levels : 


Wavb-fobobs  Exbrtbd   at  Different  Levels  on  an  Exposed  Past  of  the 

SKEEBYyOBB  RoOK. 


Bate. 


1845. 

Jaiu  7 

»«    7 

••  13 
**  12 
**  16 
**  16 


*'  28 
•*  28 
Feb.  5 
•*  5 
**  21 
•*  21 
••  24 
t.  24 

Mar.  9 
"  9 
••  11 
"  24 
••  24 


Bemarks. 


Heavy  sea 

Very  heavy  swell. . . 

(4  41  a 

Heavy  ground  swell. 
<(  i(        (t 

A  good  deal  of  sea. . 

Heavy  ground  swell . 

f(  <t        «( 

Fresh  gales 


Fresh  breezes. 


Ground  swell 

Waves  supposed  to  be  about  10  feet  high. 

Short  sea 

Heavy  sea 

Waves  supposed  to  be  about  20  feet  high. 
Swell. 


Waves  about  6  feet  high 

Strong  gale  with  heavy  sea,  the  highest  waves  sup-  j 

posed  to  be  20  feet 

and  the  spray  rose  about  70  feet ; 


No.  of 
Dyna- 
mometer. 


No.  I. 

No.  n. 

No.  I. 

No.  n. 

No.  I. 

No  n. 

No.  I 

No.  n. 

.  No.  I. 
No.  II. 
No.  I. 
No.  n 
No.  I. 
No.  II. 
No.  I. 

No.  n. 

No.  I. 
No.  II. 
No.  I. 
No.  I. 
No.  II 
No.  I. 
No.  n. 

No.  I. 

No.  II. 


Pressareia 

Ibe.per 
square  foot. 


1,714 
4,182 
2.856 
5,082 
^,856 
4,752 
2,856 
5,823 
2,627 
4,562 
856 
8,042' 
1,827 
8,422 
1,256 
8,802 
1,256 
8,041 
1,028 
2,281 
4  562 
1,256 
8,041 

2,856 

6,088 


Two  dynamometers  were  affixed  to  the 
rock,  No.  I.  several  feet  lower,  and  aboat 
40  feet  seaward  of  No.  II. ;  and,  as  will 
be  seen  in  the  table,  the  force  registered 
at  No.  n.  was  generally  about  twice  as 
great  as  at  No.  L  It  seems  to  me  that 
it  would  be  of  great  value,  before  de- 
signing lighthouse  towers,  to  take  what 
may  be  called  dynamometric  sections, 
such  as  this  one  taken  at  Skerryvore,  and 
to  examine  the  results  in  relation  to  the 
varying  profile  of  the  rock,  and,  if  pos- 
sible to  different  stages  of  the  tide.  Such 
sections  it  need  hardly  be  observed,  will 
never  form  a  perfect  guide  in  the  particu- 
lar instance,  for  we  shall  no  sooner  have 
obtained  our  observations  than  we  shall 
begin  to  change  the  profile  of  the  rock 


by  the  addition  of  the  tower  itself,  and 
thus  to  alter  the  very  conditions  of  what 
we  have  been  observing.  But  it  is  only 
in  this  way  that  I  can  foresee  any  chance 
of  our  advancing  towards  sure  knowledge 
of  the  general  law  ;  and  I  embrace  this 
opportunity  of  suggesting  this  course  of 
observation  to  the  younger  members  of 
the  Institution. 

Harbors  of  Refuge. — The  next  class  of 
works  reckoned  seawards  on  approach- 
ing the  coast,  are  those  large  structures 
to  which  the  name  of  Harbors  of  Refuge 
is  given.  They  are  distinguished  from 
tidal  harbors  by  the  generally  greater 
depth  of  water  which  they  require  to 
possess,  in  order  to  fulfill  the  objects  for 
which  they  are  designed,  while  the  area 
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which  they  enclose  must  also  be  larger. 
The  requisites  are  shelter  during  storms, 
good  holding-ground,  and  safe  access  at 
all  times  of  the  tide  and  in  all  states  of 
the  weather.  A  breakwater,  though  a 
passive,  is  yet  a  real  agent,  haying  work 
to  do.  Many  thousand  tons  of  water 
are  raised  and  maintained  above  sea  level 
by  wind  waves,  and  these  waves  must 
either  be  suddenly  stopped,  or  as  sud- 
denly reversed  in  direction,  or  else  more 
slowly  destroyed  within  a  given  space. 
This  is  the  work  assigned  to  the  break- 
water, and  there  are  two  ways  in  which 
it  can  be  done.  One  way  is  by  means  of 
a  plumb  wall,  which  alters  the  direction 
of  the  moving  water  by  causing  it  to  as- 
cend vertically  above  the  parapet  of  the 
wall,  and  then  allowing  it  to  fall  verti- 
cally again,  so  that  the  waves  are  finally 
reflected  and  sent  back  seawards.  The 
other  method  is  to  arrest  the  undulations 
by  a  long,  sloping  wall,  so  as  to  give 
room  for  the  mass  of  the  waves  to  fall 
down  and  destroy  themselves  upon  the 
surface;  but  if  the  slope  be  not  suffi- 
ciently long  to  enable  the  waves  thus 
fully  to  destroy  themselves,  they  wiU, 
though  reduced  in  height,  pursue  their 
original  direction,  pass  over  the  top  of 
the  breakwater,  and  thus  disturb  the 
tranquillity  of  the  harbor.  In  such  a  case 
as  this,  therefore,  the  breakwater  has 
&iled  to  do  its  fidl  share  of  work,  and 
the  necessary  amotmt  of  shelter  has  not 
been  produced. 

^est  Position/or  Harbors  of  Refuge. 
— Opinions  have  been  recently  expressed 
that  a  harbor  of  refuge  should  be  placed 
in  a  re-entrant  part  of  the  coast,  and  never 
at  any  part  which  is  salient  Now,  it  is  of 
great  importance  that  such  a  question  as 
this  should  be  fully  discussed,  as  the  re- 
sult must  materially  affect  the  interests 
of  commerce  and  shipping.  Various 
conditions,  statistical,  geographical  and 
local,  should  be  considered  in  this  ques- 
tion. 

(1)  Statistical. — So  far  from  being 
necessarily  placed  in  the  neighborhood 
where  most  shipwrecks  have  occurred,  as 
has  been  alleged,  or  as  escape  for  vessels 
locally  embayed,  the  harbors  of  refuge 
should,  in  my  opinion,  be  situated  as  near 
as  possible  to  the  normal  track  of  ship- 
ping. Thus,  on  the  occurrence  of  a  gale, 
a  refuge  will  be  ready  in  a  position 
which    can  be   quickly  and  safely  ap- 


proached by  the  greatest  possible  num- 
ber of  vessels,  both  large  and  small. 

(2)  Geographical. — The  true  situation 
for  a  harbor  of  refuse  is  rather  upon  a- 
salient  than  on  an  embayed  part  of  the  line 
of  coast,  because  (1),  as  I  have  already^ 
stated,  a  salient  pturt  of  the  coast  will  he 
nearer  to  the  line  of  the  general  passings 
trade  than  a  re-entrant  part ;  and  (2),. 
vessels  seeking  a  haven  and  failing  to* 
make  it,  will  not  find  themselves  em- 
bayed, but  be  still  well  to  windward,  and* 
have  sea  room  to  bear  away  for  some 
more  distand  haven  on  either  hand^ 
There  is,  indeed,  a  sense  in  which  a  har- 
bor of  refuge  in  the  bottom  of  a  bight 
may  be  regarded  as  a  source  of  danger^ 
instead  of  a  source  of  safety.  Cardigan 
Bay,  in  Wales,  for  example,  is  just  such^ 
a  place  as  might,  perhaps,  be  selected. 
But  though  a  harbor  in  Cardigan  Bay^ 
might,  in  certain  exceptional  cases,  do- 
good,  it  would  be  dearly  purchased  if  the 
presence  of  the  harbor  tempted  masters 
to  leave  the  track  of  safety  and  unnec- 
essarily to  embay  themselves.  It  will,  I 
think,  be  generally  admitted  that  if,  from 
fog  or  snow  showers  coming  on,  a  ves- 
sel failed  to  pick  up  the  position  of  the 
harbor  in  the  bay,  there  would  be  hardly 
a  chance  of  her  escaping  shipwreck.  A 
harbor  of  refn^e  on  the  principle  assert- 
ed is  either  kill  or  cure,  for  it  offers  but 
one  chtoce  to  the  didtressed  vessel,, 
which  she  must  seek  at  the  cost  of  em- 
bayment ;  but  a  harbor  of  refuge  on  a 
salient  part  of  the  coast  offers  a  chance 
of  shelter  without  necessarily  compro- 
mising the  safety  of  the  ship  in  case  she 
fails  to  make  it. 

(3)  2'he  Local  Conditions  Pointing  to 
the  Proper  Situation  for  a  Harbor  of 
Refuge  are:  (1)  The  indosure  of  the 
greatest  area  of  sufficiently  deep  water 
for  the  least  extent  of  breakwater  to  be 
constructed.  (2)  The  quality  of  the 
holding-ground  in  the  anchorage  thus  to 
be  sheltered.  (3)  The  proximity  of  suit- 
able material  for  the  construction  of  the 
breakwater. 

Best  Mode  of  Construction  of  a  Har- 
bor of  Refuge. — With  reference  to  the 
best  mode  of  construction  for  a  harbor 
of  refuge  in  an  exposed  situation,  there 
will  always  be  considerable  differencea 
of  opinion  among  members  of  the  pro- 
fession. I  shall  simply  state  the  form  of 
construction  which,  on  the  whole,  I  con- 
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eider  to  be  beet  in  sitaations  where  the 
place  is  fully  exposed  to  the  heaviest 
class  of  waves. 

A  very  obvious  and  very  important 
point  regarding  the  stability  of  such  a 
structure  as  a  breakwater  has  reference 
to  the  depth  below  low  water,  at  which 
the  waves  cease  to  exert  any  considerable 
impact  upon  the  materials  on  which  the 
superstructure  rests.  Information  of 
ffreat  importance  was  derived  from  the 
history    of  the  Wick    breakwater,    for 


lee  of  the  breakwater.  Extraordinary  as 
this  may  appear,  it  was  surpassed  in 
1873,  when  another  concrete  mass  which 
had  been  substituted  for  the  one  that 
was  moved,  was  in  like  manner  carried 
away,  though  it  contained  1,500  cubic 
yards  of  cement  and  rubble,  the  weight 
of  which  was  about  2,600  tons.  Yet  it 
is  remarkable  that  after  the  last  damage 
which  took  place  to  the  breakwater,  when 
we  thought  of  removing  the  foundation 
courses,  which    were    set  on  edge,  we 
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which  my  firm  were  engineers,  and 
which,  so  far  as  I  have  been  able  to  as- 
certain, was  subjected  to  the  heaviest 
waves  that  ever  assailed  masonry.  It  is 
sufficient  to  state  that  the  results  which 
I  have  obtained,  at  many  different  parts 
of  the  coast  by  means  of  the  marine 
dynamometer  already  referred  to,  have 
been  far  exceeded  by  the  effects  pro- 
duced by  the  very  anomalous  waves 
which  assailed  the  harbor  works  of  Wick, 
where  ihe  contractor's  staging,  though 
consisting  of  greenheart  timber,  was 
found  quite  unequal  to  resist  the  stroke 
of  the  sea,  and  where  the  heavy  rubble 
which  formed  the  substratum  of  the 
work  was  moved  at  a  depth  of  about  18 
feet  below  low  water.  Li  1872,  a  huge 
monolithic  block  of  concrete,  weighing, 
in  all,  1,350  tons,  was  removed  bodily 
out  of  its  position,  and  carried  to  the 


found  it  impossible  to  do  so,  owing' 
to  their  being  so  firmly  embedded  in  the 
rubble  base :  no  part  of  the  foundation 
of  the  breakwater  was  ever  moved,  nor 
any  of  the  rubble  base  ever  disturbed,  at 
a  lower  level  than  18  feet  tmder  the 
water.  Jam,  therefore^  of  opinion  that 
a  level  of  from  18  to  20  feet  below  low- 
water  level  may  he  safely  assumed  as^ 
thcU  of  pra^ctical  stability.  In  Fig.  7, 
showing  a  section  of  the  end  of  Wick 
breakwater,  it  will  be  noticed  that  the 
bay  consists  of  a  sandy  bottom,  and  it  is, 
as  I  have  said  fully  exposed  to  the  swell 
of  the  North  Sea.  I  conceive  that  the^ 
safest  and  most  economic  profile  of  con- 
struction, would  be  as  shown  in  Fig.  8,  a 
mass  consisting  of  rubble  extending  from 
the  bottom  to  within  20  feet  of  low  water;: 
when  the  base  had  been  brought  up  to 
this  level,  blocks  of  concrete,  weighings 
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from  100  to  200  tons,  should  be  depoeii- 
ed  on  the  top  and  outer  or  seaward  sur- 
face  of  the  rubble  base,  till  they  come 
above  low-water  leveL  Betwixt  the 
spaces  at  the  top  of  these  blocks  bags  of 
concrete  should  be  placed,  so  as  to  form 
a  level  platform  above  low-water  level, 
upon  this  a  solid  mass  of  continuously- 
built  concrete  should  extend  from  end 
to  end  of  the  breakwater,  which  should 
be  not  less  than  10  feet  above  high 
water,  and  about  45  feet  in  breadth.  I 
hold  that  a  structure  designed  on  these 
principles  would  resist  the  force  of  the 
sea  in  any  situation,  provided  the  sea 
slope  were  of  sufficient  extent.  This 
was  the  design  proposed  for  the  Peter- 
head Refuge  Harbor,  and  which  was  ap- 
proved of  by  the  Committee  on  Convict 
Labor. 

Mattress  Breakwaters^  or  Training 
Walls  Constructed  of  Fascines. — There 
are  in  many  parts  of  the  world  bays  and 
arms  of  the  sea  of  so  shoal  a  character  as  to 
cause  the  waves  to  break  several  miles  off 
the  shore,  but  where  difficulties  of  an- 
other kind  arise  from  the  soft  nature  of 
the  subsoil;  so  that  although  there  is  no 
very  violent  sea  to  be  encountered,  yet 
breakwaters  of  concrete  or  masonry  are 
unsuitable,  ovnng  to  this  softness  of  the 
bottom,  for  the  waves,  reduced  though 
they  be,  are  still  able  to  produce  sufficient 
reaction  from  the  outer  face  of  the  break- 
waters to  plough  up  the  bottom.  In  or- 
der to  meet  these  difficulties,  structures 
called  mattresses,  which  possess  peculiar 
characteristics  have  been  resorted  to  in 
various  parts  of  the  world,  particularly 
in  Holland  and  America,  where  they  have 
been  found  \erY  suitable.  In  the  well- 
known  case  of  tlie  River  Mississippi,  for 
example,  Mr.  Eads  most  successfully  re- 
moved the  bar  by  means  of  mattresses. 
The  requisites  for  such  structures  are 
that  they  should  be  of  small  specific  grav- 
ity and  of  open  texture.  They  must  also 
project  but  little  above  the  bottom,  so  as 
to  avoid  coming  within  the  direct  influ- 
ence of  the  breaking  action  of  the  waves, 
and  thus  to  cause  reaction,  which  would 
endanger  the  foundations.  They  must, 
in  short,  operate  strictly  as  submarine 
breakwaters  in  stopping  the  action  of  the 
waves  at  the  bottom,  while  they  also  pos- 
sess a  certain  amount  of  pliancy  to  en- 
able them  to  adapt  themselves  to  consid- 
er able  variations  in  the  level  of  the  bot- 


tom, so  as  to  deflect  the  underwater  cur- 
rents. 

Commercial  Harbors, — ^It  would  far 
exceed  the  b'mits  of  this  lecture  were  I 
to  attempt  to  take  up  the  subject  of  com- 
mercial harbors  and  the  like.  It  may, 
however,  be  right  to  define  the  great  ob- 
ject which  must  be  kept  in  view  in  carry- 
ing out  works  of  that  nature,  and  that 
object  is  to  produce  a  harbor  which  may 
easily  be  taken  in  rough  and  stormy 
weather,  without  endangering  the  tran- 
quillity of  the  internal  ai*ea ;  for  it  is  the 
combination  of  an  easy  and  safe  entrance 
and  exit,  with  what  sailors  call  a  good 
"loose,"  and  a  smooth  interior,  which 
alone  constitutes  a  good  harbor. 

It  must  further  be  remembered  that  a 
bad  result  may  ensue  from  devoting  an 
exclusive  or  too  great  an  amount  of  at- 
tention to  one  branch  of  the  subject, 
however  desirable  the  securing  of  that 
branch  may  be  in  itself ;  such,  for  exam- 
ple, as  obtaining  deep  water  at  the  ex- 
pense of  still  more  important  condi- 
tions, viz.,  suitable  protecting  works  and 
sufficient  internal  area.  The  disregard 
of  a  due  proportion  between  the  internal 
area  and  the  depth  of  a  harbor  has  in 
many  instances  produced  harbors  which 
cannot  be  said  to  deserve  that  nama  In 
order  to  show  how  the  tranquillity  of  a 
harbor  may  be  affected,  and  how  cautious 
therefore  the  engineer  should  be  in  chang- 
ing the  existing  physical  relation,  I  have 
thought  it  right  to  refer  to  some  of  the 
many  works  which  may  prove  injurious. 

Causes  of  Insufficient  Meduction  of 
Height  of  Waves. — The  causes  of  insuf- 
ficient reduction  of  height  of  waves  after 
entering  a  sheltered  basin  may  be  stated 
to  be  too  little  breadth  in  relation  to 
width  of  entrance,  or  adequate  area  in 
relation  to  the  magnitude  of  the  waves 
outside ,  also  the  surrounding  of  the  in- 
ternal area  with  vertical  walls,  and  the 
absence  of  sufficient  length  of  spending 
beach  to  destroy  the  waves  and  prevent 
recoil. 

A  formula  for  calculating  the  reductive 
power  of  harbors  will  be  found  in  my 
book  on  harbor  construction. 

Commercial  Value  of  Depth  of  Water. 
— I  may  state  that  I  have  found  that  the 
commercial  value  of  harbors  or  rivers  in- 
creases as  the  cubes  of  the  depth  of 
water,  although  no  stated  rule  can  be  re- 
garded as  more  than  generally  true.  The 
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faDowinff  formtila  is  designed  to  apply  to 
ibis  sabjeot  when  d  represents  the 
draught  of  a  yessel  in  feet ;  t,  the  burden 
in  tons;  a,  a  constant  depending  on 
build, 
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CooBt  Protection  Works.— The  last 
faranoh  of  the  subject  which  has  been  as- 
signed me  refers  to  works  which  are 
furthest  from  the  action  of  the  sea,  or 
those  for  the  protection  of  the  land  itsell 

The  physical  configuration  of  the  coast- 
line affords,  as  eyeryone  knows,  a  series 
of  tiie  most  varied  vertical  and  horizontal 
profiles.    It  is  generally  owing  to  the  ef- 
fects of   atmospheric  action,   combined 
with  wave  action,  that  such  phenomena 
are  dne.    The  two  parts  of  the  British 
coast  which  best  illustrate  the  particular 
case  of  moving  of  sand  and  shingle  are 
those  of  the  English  Ohannel  and  the 
Moray  Firth.     I  have  always  been  of 
opinion,  I  may  remark  in  passing,  that 
the  action  of  tidal  currents  has  nothing 
to  do  with  the  throwing  up  of  shingle  on 
any  coast,  and  the  valuable  paper  of  Sir . 
John  Ooode  should,  I  think,  set  this  mat- 
ter fully  at  rest     The  breaking  of  waves 
at  right  angles  to  the  coast  is  quite  suf  •  i 
fident  to  account  for  the  heaping  up  of 
shingle    between  high  and    low  water 
mar^  while  the  oblique  action  of  the' 
waves     sufficiently    accounts    for     the 
traveling  movement  of   the  shingle  in  I 
the    same    direction    as    the    heaviest: 
vnnds.    But  the  cause  of  the  formation 
of    bays    or  creeks  must  generally  be 
sought  for  in  the  unequal  hardness  of  j 
the  different  members  of  the  geological  | 
formation  which  confront  the  sea,  and! 
which  form  a  remarkable  contrast  to  the 
rocky  strata  or  igneous  class  of  rocks! 
which  continue  to  maintain  their  integ-| 
rity,  from  their  greater  hardness. 

The  general  slope  of  a  fragmentary, 
beach  must  depend  upon  the  size  and  na- 
ture  of  the  particles  and  the  force  of  the ' 
sea.    The  great  object,  therefore,  in  arti- 1 
fidal  works  of  protection  is  to  design  the 
profile  of  the  wall  so  as  to  alter  as  Uttle 
as  possible  the  symmetry  of  the  beach. ; 
Where  isolated  rocks  or  large  boulders 
are  left  projecting  above  the  surface  of  a 
sandy  shore,  there  will  generally  be  found 
around  them  hollows  corresponding  in' 
depth  and  form  to  the  kind  of  obstruc- 


tion which  the  rocks  present.  The  prin- 
c^>al  point  in  the  design  of  artificial  works 
of  protection  is,  therefore,  to  avoid  great 
and  sudden  obstructions  to  the  move- 
ment of  the  water.  The  best  form  that 
could  be  adopted  in  any  situation  would, 
of  course,  be  the  contour  of  the  beach  it- 
self;  but  this  would  answer  no  possible 
Eurpose ;  and  as  the  wall  is  to  consist  of 
eavy  blocks  of  stone  instead  of  minute 
particles  of  sand,  it  is  dear  that  a  much 
steeper  slope  may  be  adopted  than  that 
which  we  may  call  the  profile  of  conserv- 
ancy of  tiie  shore,  provided  the  lower 
part  of  the  slope  be  flattened  out  so  as  to 
meet  the  sand  at  a  low  angle.  The  ac- 
tion of  a  bulwark  is  to  arrest  the  waves 
before  they  reach  the  general  high- water 
mark,  and  to  change  tJlie  horizontal  mo- 
tion of  the  fluid  particles  to  a  vertical 
plane,  or  to  compel  the  waves  to  destroy 
themselves  on  an  artificial  beach  consist- 
ing of  heavy  stones.  To  prevent  under- 
washing,  the  two  following  requisites 
should  therefore  as  far  as  possible  be  se- 
cured: First,  the  fotmdation  courses  of 
the  wall  should  rise  at  a  very  small  angle 
with  the  beach,  so  that  their  top  surfaces 
may  form  a  continuous  curve  with  the 
profile  of  conservation  of  that  portion  of 
the  beach  out  of  which  the  waU  springs. 
Secondly,  the  outline  of  the  wall  should 
be  such  as  to  allow  the  wave  to  pass  on- 
wards without  any  sudden  chec^  till  it 
has  reached  the  strongest  part  of  the 
wall,  which  should  be  placed  as  far  from 
the  foundation  as  possible. 

Loose  Hubble  a  Good  Protection  for 
the  Foundation  of  Bulwarks  for  Pro- 
tecting Land  from  the  Sea. — Loose  blocks 
of  angular  rubble  furnish  in  most  cases 
the  best  possible  security  when  the  soil  is 
soft  or  friable,  for  the  waves  are  swal- 
lowed up  by  the  interstices.  A  regular 
sloping  sea-wall  or  bulwark  with  a  smooth 
surface  becomes,  when  the  soil  is  soft,  a 
double-edged  sword  in  working  its  own 
destruction  at  top  and  bottom;  for  it 
transfers  the  duty  of  destroying  the 
waves  from  the  masonry  to  the  unpro- 
tected soil  at  the  top,  and  to  the  loose 

sand  or  gravel  at  the  bottom  of  the  wall. 
While  the  foundations  are  underwashed 
by  the  reaction  upon  the  soft  bottom,  the 

upper  parts  of  the  masonry  are  deprived 

of  support  by  the  falling  water  and  spray, 
which  .are  led  up  by  me  masonry,  and 

soon  wash  away  the  soil  at  the  top. 
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Vertical  Walla. — For  the  reasons 
which  have  been  stated,  it  is  plain  that  a 
vertical  wall  is  in  most  cases  unsuitable 
for  a  sandy  beach.  Instead  of  altering 
the  direction  of  the  wave  at  a  distance 
from  its  foundation,  the  whole  change  is 
produced  at  that  yery  point ;  and  uidess 
the  wall  be  founded  at  a  considerable 
depth,  its  destruction  is  aU  but  certain. 
Where  the  materials  are  costly,  but  ad- 
mit of  being  easily  dressed,  I  am  dis- 
posed to  think  that  a  horizontal,  or  near- 
ly horizontal,  apron  or  platform  of  timber 
or  masonry,   connected  with  a  vertical 


direction,  of  all  others,  in  which  the  vous- 
soirs  are  most  easily  dislocated.  This 
action  can  only  be  successfully  resisted 
by  very  careful  workmanship  in  the  dress- 
ing and  the  setting  of  the  backing.  An- 
other objection,  applicable  to  all  except 
tideless  seas,  such  as  the  Mediterranean, 
arises  from  the  varying  level  of  the  sur- 
face of  the  water ;  for  that  profile  which 
may  be  best  at  one  time  of  the  tide  can- 
not be  equally  suitable  at  another. 

Works  for  Protecting  Land  in  Open 
Estuaries. — ^In  other  cases  in  estuaries 
more  open  to  the  sea,  works  of  a  stronger 


Fig.  9 


-4    '  ■    ■    ■    .       ■  r. 


Fig.lO 


,    HIOH  WATEfi^OflDC  iPFI;  TH** 


wall  by  a  quadrant  of  a  circle  of  sufficient 
radius,  may  be  found  answerable.  Such 
a  form  will  prevent  to  a  considerable  ex- 
tent the  danger  of  reaction,  by  causing 
the  alteration  in  the  direction  of  the 
wave  to  take  place  at  that  part  where  the 
waU  is  strongest,  and  which  is  also  at  the 
greatest  possible  distance  from  the  toe  or 
curb-course.  If  the  materials  are  abund- 
ant and  of  a  rough  nature,  a  cycloidal 
waU  with  vertical  and  horizontal  tangents, 
somewhat  similar  to  that  erected  at  Trin- 
ity, near  Edinburgh,  may  be  adopted 
with  advantage.  But  a  very  serious  ob- 
jection to  all  forms  of  curved  waUs,  un- 
less the  radius  be  large,  is  the  weakness 
which  results  from  the  use  of  wedge- 
shap^  face  stones.  The  impact  of  Uie 
sea  upon  materials  of  that  form  may  be 
compared  to  a  blow  directed  upwards 
against  the  intrados  of  a  stone  arch—  the 


kind  are  required.  Figs.  9  and  10  are  a 
plan  and  section  of  a  protection  which 
was  adopted  on  a  line  of  shore  composed 
of  shingle.  Jetties  projecting  from  the 
shore  had  at  first  been  used  to  collect  the 
shingle,  but  in  heavy  seas  the  waves  were 
led  along  the  jetties,  and  had  a  hurtful 
effect  at  their  roots  where  they  joined 
the  beach.  A  continuous  line  of  piling 
and  planking  was  accordingly  adoptee^ 
combined  with  occasional  jetties,  and  this 
has  proved  very  successful.  In  proof  of 
this,  it  has  been  found  that  wherever  the 
upright  piling  and  planking  have  been 
formed,  there  was  no  influx  of  anything 
beyond  spray  upon  the  adjoining  land, 
but  that  at  all  other  parts  of  the  coast 
(which  is  about  6  miles  in  length),  where 
the  face  of  the  beach  is  sloping,  the  water 
passed  freely  over  in  considerable  depth, 
carrying  drift  timber  far  into  the  fields. 
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and  in  some  places  heayy  shingle  to  the 
depth  of  2  feet.  The  problem  to  be 
solved  was  to  oppose  an  obstacle  which 
should  throw  back  the  sea ;  and  the  up- 
right face,  from  which  the  heavy  portion 
of  the  sea  recoils,  was  fotmd  to  do  this 
better  than  the  sloping  face.  In  order 
to  encourage  the  collection  of  shingle,  a 
second  line  of  longitudinal  piling  was,  at 
some  places,  f orm^  in  front,  and  paral- 
lel to  the  main  line  of  defence ;  and  the 
works  now  described  have  been  found  a 
very  effective  defence  on  a  line  of  shingle 
beach,  exposed  to  a  considerable  sea,  on 
the  shores  of  the  Bristol  Channel. 

In  designing  all  such  works,  however, 
the  engineer  must  be  guided  by  the  for- 
mation and  exposure  of  the  shores,  the 
kind  of  materials  most  easily  available, 
and  above  all  the  value  of  the  property 
endangered,  as  every  engineer  must  know 
by  experience  that  in  some  situations 
protection  can  only  be  secured  at  a  cost 
out  of  all  proportion  to  the  benefit  which 
it  would  confer. 

The  notable  difference  between  the 
subject  to  which  my  attention  has  been 
directed  by  the  Council,  as  compared 
with  the  other  lectures,  is  the  extreme 
want  of  exactness  which  characterizes  the 
whole  subject.  In  no  other  branch  of 
engineering  is  there  so  great  a  prevalence 
of  what  may  be  called  "rule  of  thumb.'' 
Indeed,  hsu*dly  any  attempt  has  been 


made  to  obtain  observations,  reducible  to 
a  formula,  by  which  numerical  results 
can  be  calculated  as  to  the  force  of 
waves ;  the  height  of  waves,  in  relation 
to  the  depth  of  water  in  which  they 
move;  the  reductive  power  of  harbors, 
by  which  the  waves  after  entrance  are 
diminished  in  height ;  the  shelter  due  to 
protecting  breakwaters,  and  the  like.  I 
would  strongly  counsel  young  engineers 
to  do  their  best  to  supply  these  deside- 
rata. Here  is  a  field  where  they  may  do 
good  service  to  the  profession  and  in  the 
interests  of  mankind.  Here  is  a  branch 
of  engineering  where  we  are  still  in  want 
of  facts,  and  to  a  far  greater  degree  in 
want  of  the  means  of  scientific  ^dila- 
tion. No  one  knows  better  than  myself 
the  difficulty  of  the  task,  for  I  have  had 
a  large  experience,  and  have  been  too 
often  baffled  in  my  best  endeavors  to  ob- 
tain coefficients.  But  we  must  not  look 
to  difficulty,  we  must  look  to  utility  ;  and 
I  see  no  branch  where  the  patience,  the 
ingenuity  and  the  scientific  accuracy  of 
observers  will  be  likely  to  produce  more 
useful  results  than  the  one  to  which  I 
refer.  Lastly,  I  would  say  a  word  of 
welcome  to  a  new  book:  Mr.  Vemon- 
Harcourt's  ''  Harbors  and  Docks.*'  It  is 
(particularly  on  the  historical  side)  a 
treasury  of  facts,  and  forms  a  large  ad- 
dition to  the  historical  library  of  the 
marine  engineer. 


ENGLISH  AND  AMERICAN  RAILROADS  COMPARED. 

Bt  EDWARD  BATBS  DORSET,  M.  Am.  Soc.  C.  E. 
From  the  Transaotions  of  the  American  Society  of  Civil  Engineers. 


Ih  the  opinion  of  the  author,  neither 
the  English  or  American  railroad  is  per- 
fect in  itself,  if  the  object  of  a  railroad  is 
to  give  the  greatest  amount  of  comfort 
to  the  passengers  for  the  least  amount  of 
money,  and  the  cheapest  freight  charge 
to  the  shipper.  In  this  light,  the  Penn- 
Bylvania  Railroad  comes  nearer  perfec- 
tion than  any  other,  but  it  has  the  seri- 
ous fault  of  many  level  road  crossings. 
All  other  large  Ainerican  railroads  have, 
in  addition  to  this  defect,  that  of  the  ab- 
rsence  of  the  block  system.  With  these 
two  faults  alone,  they  are  far  from  being 
perfect,   to  say    nothing  of   minor  im- 


provements required,  such  as  good  sta- 
tion buildings,  etc. 

Although  the  English  cars  are  far  from 
being  as  comfortable  for  travelers  as  the 
American,  yet  the  English  engineer  can 
do  but  little  now  to  remedy  it,  owing  to 
the  low  and  narrow  cars  he  is  obliged  to 
ran.  Perhaps  the  most  that  could  be 
done  would  be  economizing  in  the  cost 
of  motive  power,  the  general  introduce 
tion  and  use  of  the  American  baggage- 
check  on  all  connecting  lines,  thereby  m- 
creasing  the  comfort  of  passengers,  and 
also  saving  a  large  expense  to  the  rail- 
roads in  saving  the  cost  of  many  unneo- 
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eseary  porters ;  warming  the  cars  in  win- 
ter ;  general  use  of  the  bogie  truck  un- 
der passenger  cars,  thereby  diminishing 
the  constcmt  jarring  motion  now  so 
great  in  them. 

The  English  road-bed,  superstructure 
and  block-signaling  system  are  all  that 
could  be  desired. 

From  superficial  observation,  it  is  dif- 
ficult to  say  what  is  the  cause  of  the 
great  adc^tional  cost  in  motive  power  in 
operating  the  English  railroads,  when  it 
should  be  much  less  than  that  of  the  Ameri- 
can raiboads,  as,  owing  to  their  average 
superior  construction,  with  easier  grades 
and  curves,  it  should  not  be  much  over 
half,  instead  of  being  nearly  double. 

Apparently  the  most  prominent  cause 
of  this  increased  cost  is  the  ^eat  speed 
and  small  tonnage  of  the  freight  trains, 
and  too  many  passenger  trams  lightly 
loaded. 

Perhaps  the  American  bogie-truck  roll- 
ing stodk  runs  with  less  friction  than 
the  rigid  wheel-base  rolling  stock  used  on 
the  English  roads. 

The.  English  railroads  have  cost  per 
mile  more  than  three  times  as  much  as 
the  American,  yet  they  only  save  eight 
per  cent,  of  the  annual  operating  ex- 
penses. In  other  words,  to  save  one- 
twelfth  of  the  annual  operating  expenses, 
the  cost  of  construction  has  been  in- 
creased more  than  three  times.  The 
preceding  comparison  would  be  still  more 
striking  if  we  brought  into  calculation 
the  comparative  cost  in  the  two  cotmtries 
of  the  different  items  included  under  the 
heading  of  "  Maintenance  of  Way,"  **  Lo- 
comotive Charges,*'  and  **  Repairs  of 
Carnages.*'  Probably  90  per  cent,  of 
these  are  made  up  of  labor,  fuel,  iron, 
steel,  etc.,  all  of  which  would  average, 
in  1883,  fully  one-fourth  higher  in  the 
United  States  than  in  the  United  King- 
dom. This  speaks  very  weU  for  the 
American  system,  that,  notwithstanding 
it  costs  much  less  to  construct,  after  pay- 
ing higher  prices  for  labor  and  mate- 
rials— and  for  financial  reasons  the  loca- 
tion is  often  faulty,  and  the  superstruc- 
ture of  perishable  materials — ^yet  it  is 
operated  for  less  than  the  English  roads 
are,  when  due  allowance  is  made  for  the 
difference  in  the  price  of  labor  and  mate- 
rials that  enter  into  operating  expenses. 
Notwithstanding  these  disadvantages  for 
similar   accommodation,  the    passenger 


rates  and  freight  charges  are  much  less 
on  American  than  on  English  railroads. 

One  of  the  principal  items  of  the 
greater  cost  of  English  railroad  construc- 
tion over  the  American,  is  the  necessity 
of  having  much  straighter  alignment  or 
easier  curves,  so  that  it  can  be  safely  op- 
erated by  the  rigid  and  long  wheel-base 
rolling  stock  in  use  there. 

The  Baltimore  &  Ohio  Eailroad  is  a 
sample  of  what  can  be  done  with  the* 
American  rolling  stock.  This  road  is 
built  through  a  very  difficult  and  rugged 
country,  which  compelled  a  very  poor 
alignment,  with  nearly  one-half  of  the  en- 
tire length  in  curvature,  which  curves 
run  up  to  600  feet  radii,  and  long  grades 
running  up  to  120  feet  per  mile.  The 
country  affords  no  nattural  advantages 
whatever.  Yet,  with  all  these  drawbadcs, 
this  road  does  a  very  large  and  profit- 
able business,  paying  annually  ten  per 
cent,  dividend,  and  running  passenger 
trains  safely  at  very  high  speed. 

All  this  is  done  on  a  road  that  could 
not  be  operated  with  rolling  stock  built 
on  the  English  system.  The  extra  cost 
of  enlarging  these  curves  to  adapt  them 
to  Engh'sh  rolling  stock  would  be  so 
great  as  to  be  commercially  impracticable. 
It  is  not  difficult  to  appreciate  the  great 
difference  in  cost  of  construction,  in  an 
extremely  rough  country,  of  a  railroad 
which  curves  600  feet,  or  2,640  feet 
radii. 

Unquestionably  the  American  system 
of  construction  is  the  best  for  new 
countries,  or  where  cheapness  of  con- 
struction is  desirable.  The  American 
rolling  stock,  with  the  bogie-truck,  will 
run  safely  and  rapidly  over  roads  of  in- 
ferior construction,  or  sharp  curves  that 
would  be  impossible  for  rolling  stock 
constructed  on  the  English  type  of  long 
and  rigid  wheel  base.  The  American  type 
is  especiaUy  adapted  for  military  pur- 
poses. During  the  late  American  war  some 
military  railroads  were  operated  success- 
fully, with  the  ordinary  American  rolling 
stock,  with  curves  of  50  feet  radii.  The 
New  Tork  Elevated  Bailroad  has  been 
operated  for  years  (it  transported  last 
year  97,000,000  passengers)  without  ac- 
cident, and  has  many  curves  under  100 
feet  radius.  Through  an  ordinary  roxq^h 
country,  a  railroad  to  be  operated  with 
the  American  type  of  rolling  stock  could 
be   constructed    in   one-fourth    of    the 
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time,  and  for  one-fourth  of  the  money 
that  one  suitable  for  the  English  rolling 
stock  could  be  built. 

It  would  certainly  pay  the  management 
of  the  English  railroad  companies  to  in- 
vestigate the  cause  of  the  extra  cost  of 
motive  power  on  their  roads,  and,  if  pos- 
sible, remedy  it.  If  this  can  be  done, 
they  will  be  able  to  decrease  their  oper- 


ating expenses  over  8  per  cent.,  without 
making  any  changes  whatever  in  the 
present  prices.  This  will  enable  most 
companies  to  increase  their  dividends 
largely — ^probably  over  4  per  cent. 

For  what  is  done  in  the  United 
States  ought  to  be  done  in  the  United 
Kingdom. 


CALORIFIC  POWER  OF  FUEL. 

Bt  JCCfl  8AKURAI,  Professor  of  Chemistry,  Toklo  University,  Japan. 
From  "The  Chemical  Nevrs." 


In  "Watts's  Dictionary,  *Vol.  ii.,  there 
is  an  excellent  article  on  "  Fuel,"  written 
by  Dr.  Benjamin  H.  Paul,  where  a  method 
for  calculating  the  calorific  power  of  fuel 
is  given.  Thus,  after  spewing  of  the 
relative  calorific  power  of  hydrogen  and 
carbon,  and  of  the  effects  of  oxygen  con- 
tained in  a  fue],  he  says  on  page  723  : 

"  The  relative  calorific  power  of  fuel 
may  be  calculated  by  means  of  the  follow- 
ing formulae,  in  which  p  represents  the 
relative  calorific  power,  and  CHO  rep- 
resent the  amounts  of  carbon,  hydrogen, 
and  oxygen  in  one  part  of  the  fuel : 
"  1.  Fuel  containing  only  carbon 

p=a 

'^  Fuel  containmg  carbon  and  hydrogen 

/)=C-h 4.265  H. 
"3.  Fuel  containing  carbon,) 
hydrogen,  and  oxygen  J 

jt>=C-fO+ 4.265  H, 
or,/>=C+4.265(H-.JO) 


"  If  it  is  desired  to  express  the  calorific 
power  of  fuel  in  heat  units,  the  amount 
of  carbon  and  the  amount  of  available 
hydrogen  in  one  part  of  the  fuel  are  to 
be  respectively  multiplied  by  the  num- 
bers expressing  the  calorific  power  of 
carbon  and  of  hydrogen,  and  the  sum  of 
the  two  products  represents  the  relative 
calorific  power  of  the  fuel  in  heat  units : 

1.  p=8080  C. 

2.  p =8080  0  +  34462  H. 

3.  ;?=8080  0  +  34462  (H-iO).'' 

Then  he  gives  a  table,  in  which  the 
relative  calorific  powers  of  several  com- 
bustibles are  given,  as  calculated  from 
their  composition  according  to  the  above 
formulsB,  and  from  which  I  here  repro- 
duce a  few  figures : 


Fuel. 

Composition  of  Fuel. 

Calorific     ! 
Power  In 
Heat  units. 

Hydrogen 

Marsh>gas 

Carbon. 

6.760 
0.867 
0.888 

Hydrogen. 

1.00 
0.250 
0.143 
0.048 

Oxygen. 
0.041 

Ash. 
0.090 

34,462 

14,676 

11,849 

8,241 

Olefiant  gas 

Av.  Welsh  coal.... 

^  The  number  14,675,  which  is  the  sum 
of  the  quantities  of  heat  evolved  by  car- 
bon and  hydrogen  separately,  is  there- 
fore regarded  as  the  relative  calorific 
power  of  marsh-gas,  a  view  which  is  sim- 
ilar to  stating  mat  marsh-gas  is  a  mix- 
ture of  carbon  and  hydrogen. 
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As  everyone  knows,  the  researches  of 
Thomsen  and  Berthelot  have  shown  us 
that  the  calorific  power  of  a  hydrocarbon 
is  not  equal  to  the  sum  of  the  quantities 
of  heat  evolved  by  the  carbon  and  the 
hydrogen  separately, — that,  in  fact,  we 
must  take  into  account  the  heat  which  is 
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eyolved  or  absorbed  by  the  separation  of 
carbon  and  hydrogen  from  each  other. 
According  to  Thomsen,  the  beat  of  for- 
mation of  marsh  gas  is : 

CH,= +20,414. 
This  quantity  of  heat  is  therefore  ab- 
sorbed during  the  decomposition  of  16 
-parts  of  marsh-gas  into  carbon  and  hy- 
drogen, and  hence  the  actual  heat  of 
combustion  for  1  part  of  marsh-gas  must 
be  about  1,276  units  less  than  the  num- 
ber found  in  the  above  table. 

Again,  when  olefiant  gas  is  decomposed 
into  carbon  and  hydrogen  there  is  evolved 
some  heat,  and  hence  the  actual  heat  of 
combustion  of  that  hydrocarbon  must  be 
greater  than  that  in  the  table.  Accord- 
ing to  Thomsen  we  have : 

C,H,= -10,880. 

Hence,  the  decomposition  of  1  pai-t  of 
olefiant  gas  into  carbon  and  hydrogen 
CTolves  about  389  units  of  heat,  and 
hence  the  calorific  power  of  olefiant  gas 
should  be  12,238  heat  units. 

Lastly,  coal  is  evidently  not  a  mere 
mixture  of  carbon,  hydrogen,  etc.,  but  is 
a  chemical  compound  of  some  sort,  and 
hence  the  calculation  of  its  calorific  power 
according  to  the  above  formulae  is  not 
only  useless,  but  is  also  erroneous. 

There  is,  so  far  as  1  am  aware,  no 
formulae  by  which  the  calorific  power  of 
fuel  may  be  calculated.  The  only  way 
is  to  resort  to  actual  experiments. 

It  is  unfortunate  that  no  correction 
has  been  made  in  the  subsequent  volumes 
of  "  Watts's  Dictionary  "  as  to  the  point 
above  referred  to ;  nor  has  anyone,  so 
far  as  I  can  ascertain,  pointed  out  the 
error. 

Not  only  is  that  the  case,  but  even  in 
some  of  the  very  recently  published 
books  we  read  similar  statements.  For 
example,  on  page  43,  Part  II.,  of  Mr. 
C.  J.  Woodward's  excellent  littie  book 
called  "  Arithmetical  CJhemistry,*'  the  fol- 
lowing statement  occurs : 

"  The  calorific  power  of  coal,  of  which 
the  percentage  composition  is  given,  is 
calcrdated  in  the  same  way  (that  is,  by 
adding  together  the  calorific  powers  of 
carbon  and  hydrogen  contained  in  the 
coal:  J.  S.),  but,  of  course,  any  nitrogen 
or  ash  the  coal  may  contain  must  be  dis- 
regarded; and,  further,  if  oxygen  be 
present  in  the  coal,  a  quantity  of  hydro- 
gen or  carbon,  or  the  two  together,  suf- 


ficient to  combine  with  this  oxygen,  must 
be  deducted." 

Periodical  Movements  of  the  Gbocni> 
AS  Ikdioated  by  Spirit-levels.  The  sixth 
year  (1st  October,  1883  to  30th  Septem- 
ber, 1884)  of  these  investigations  pre- 
sents features  almost  identical  with  those 
of  the  preceding  one ;  the  curve,  traced 
by  the  east  end  of  the  level  oriented  east- 
west,  shows  a  gradual  fall  of  15  seconds 
to  the  end  of  December,  1883 ;  it  then 
fluctuates  up  and  down  till  the  middle  of 
May,  having  reached  its  greatest  depres- 
sion, viz.,  21.59  seconds,  on  24th,  27th 
and  29th  of  April.  Itb  subsequent  max- 
imum summer  rise— reached  on  21st-2'2d 
September— was  only  19.39  seconds.  It 
is  worthy  of  remark,  that  in  four  years 
out  of  six,  the  east  end  has  shown  not 
only  a  smaller  subsequent  recovery  in 
summer  than  its  fall  during  the  preced- 
ing winter,  but  also  an  annual  diminution 
in  the  amount  of  such  recovery,  and  this 
agrees  with  observations  made  over  a 
period  of  twenty-three  years  by  Professor 
Hirsch,  at  NeufchStel,  where  the  ground 
movements  indicate  three  septennial 
periods,  during  which  the  west  end  (not 
the  east  as  at  Secheron)  has  alternately 
fallen  and  risen  ;  but  eventually  has  fallen 
more  than  it  has  risen.  The  mean  annual 
depression  atNeufchatel  for  these  twenty- 
three  years  has  been  1.59  second,  while 
at  Secheron  that  of  the  east  end  has  been 
13.44  seconds ;  if,  however,  the  excep- 
tional cold  winter  of  1879-80  be  omitted, 
it  really  amounts  to  1.27  second,  which 
is  a  very  fair  agreement.  Future  obser- 
vations will  show  if  this  analogy  is  main- 
tained, and  especially  if  the  septennial 
periods  will  also  occur  at  Secheron. 

The  oscillations  of  the  ground  from 
east  to  west  in  1884  confirm  the  remark 
made  last  year,  that  it  is  the  continuity  of  a 
certain  mean  temperature  rather  than  the 
absolute  dates  of  the  maximum  and  mini- 
mum temperatures  which  influences  the 
epochs  of  the  extreme  ground-movements. 

The  oscillations  shown  by  the  level 
oriented  south-north  have  been  as  usual 
less  pronounced,  their  amplitude  being 
7.26  seconds  as  against  6.56  seconds  last 
year ;  and  while  the  south  end  regularly 
falls  every  winter,  but  gains  on  this  fall 
little  by  littie  each  summer,  the  anomaly 
of  its  not  following  the  variations  of  the 
air-temperature  is  still  repeated. 
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THE  STEEL  PROBLEM. 

From  "The  Bnfcineer.** 


Thb  history  of  steel  supplies  numer- 
ous examples  of  failure.  Mr.  Maginnis* 
experience  only  differs  in  magnitude  from 
that  of  several  other  engineers.  English 
and  Scotch  steel  are  not  specially  liable  to 
failure.  The  same  peculiarities  manifest 
themselves  in  American,  German,  and 
French  steel.  Steel  makers,  in  a  body, 
and  the  majority  of  steel  users,  state, 
and  with  reason,  that,  as  a  constructive 
material,  it  is  unrivaled  for  strength  and 
ductility.  No  one  now  disputes  the  ac- 
curacy of  this  proposition.  It  leaves  the 
solution  of  the  steel  problem  quite  unaf- 
fected. That  problem  is — Why  does  a 
material  so  ductile  and  so  strong  split  and 
break  t  Cracking  is  the  last  thing  to  be 
expected  of  it.  Toughness  is  the  great 
specialty  of  steel.  Why  should  a  tough, 
strong  metal  crack  t  This  is  the  ques- 
tion. It  does  not  appear  that  any  an- 
swer has  ever  been  given  which  is  accept- 
ed as  conclusive.  To  add  another  theory 
to  the  many  attempted  solutions  of  the 
steel  problem  can  do  no  harm ;  it  may  do 
good. 

In  this  article  will  be  maintained 
the  following  thesis:  The  fracture  of 
steel  boiler  and  ship  plates  is  due  not 
to  a  defect  in  the  material,  but  to  the 
homogeneity  of  the  metal.  This  being 
the  case,  so  long  as  steel  is  homogene- 
ous, so  long,  will  fractures  such  as  that 
of  the  boilers  of  the  Livadia^  and  ipany 
others,  occur.  Nothing  that  the  steel 
maker  can  do  will  prevent  their  occur- 
rence, because  the  steel  maker  has  noth- 
ing to  do  with  the  immediate  cause  of 
failure.  This  statement  is  to  be  taken, 
of  course,  with  limits ;  that  is  to  say,  the 
■ieel  must  be  free  from  notable  percent- 
ages of  sulphur  or  phosphorus. 

It  is  evident  that  steel  as  a  construct- 
ive material  will  always  be  exposed  to 
stresses.  These  may  be  either  tensile  or 
compressive;  more  usually  the  former. 
For  the  sake  of  simplicity  and  brevity, 
attention  may  be  given  to  only  one  form 
of  steel,  namely,  boiler  plates.  When  a 
boiler  plate  is  in  place,  it  is  submitted 
to  a  tensile  strain,  and  that  strain  will 


not  be  equally  distributed  through  the 
plate.  It  would  be  ( asy  to  show  that 
there  can  be  nothing  like  equitable  dis- 
tribution of  stress  anywhere  in  the  plate. 
It  will  suffice,  howevei-,  to  point  out  thai 
the  matal  between  the  rivet  holes  is  mora 
severely  stressed  than  the  metal  in  the 
body  of  the  plate.  If  this  is  conceded, 
it  follows  that  some  pc  i  tions  of  the  plate 
are  more  liable  to  fraci.ure  than  others, 
in  so  far  as  they  are  more  severely 
stressed. 

It  is  a  peculiarity  of  all  materials  of 
whatever  kind,  that  uuil  r  anything  like 
a  constant  stress  they  -ive  way  by  de- 
grees. That  is  to  say,  <  ne  portion  parts 
company  with  its  fellcv\'  a  little  before 
another  portion.  The  interval  of  time 
marking  precedence  of  rupture,  may  be 
extremely  minute — ^but  w  3  have  no  rea- 
son to  say  it  does  not  exist.  It  may 
also  be  very  considerable.  Now,  it  is  a 
special  characteristic  of  all  homogeneous- 
bodies  submitted  to  stixiss  that  if  they 
once  begin  to  give  way  tie  process  will  he 
continuous  until  it  is  con  plete^  provided 
the  stress  be  kept  up.  Tins  is  the  crucial 
proposition  of  the  theory  now  advanced. 
If  it  is  not  true,  then  all  that  follows  in 
the  way  of  argument  or  deduction  faUa 
to  the  ground.  It  is  not  true  of  non- 
homogeneous  materials. 

If  the  proposition  be  true,  a  crack, 
however  small,  once  developed  in  a  steel 
plate,  must  continue  to  extend,  if  the 
stress  is  maintained,  until  fracture  ia 
complete. 

If  the  stress  is  not  sevc  re  in  propor- 
tion to  the  area  involved,  the  crack  may 
not  extend  for  years.  If  it  is  severe, 
the  crack  may  become  a  complete  fracture 
in  a  very  short  time.  For  this  reason  a 
crack  may  exist  in  one  part  of  the  steel 
plate,  say  in  the  body  of  it,  which  will 
practically  do  no  harm.  A  similar  crack 
between  the  rivet  holes  may  produce  the 
most  disastrous  results.  The  magnitude 
of  the  crack  is  of  no  importance;  the 
magnitude  of  the  stress  is.  The  locality 
of  &e  crack  is  only  of  importance  in  sc> 
far  as  location  determines  stress. 
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In  glass  we  find  the  analogue  of  steel. 
It  is  homogeneous,  possessed  of  great 
elasticity  and  considerable  strength.  It 
will  stand  a  stress  of  about  1.25  ton  per 
square  inch.  It  differs  from  steel  more 
in  degree  than  in  anything  else.  From 
this  cause  all  the  bad  qualities  of  steel 
are  magnified  and  intensified  in  glass. 
It  supplies,  therefore,  ready  to  our  hands 
an  admirable  means  of  illustrating  the 
truth  of  the  propositions  set  forth  above. 
We  have  only  to  start  a  minute  crack  in 
glass  to  cause  its  complete  rupture,  pro- 
vided the  material  is  stressed.  It  may 
be  said  here  that  the  force  required  to 
fracture  glass  in  which  a  crack  has  been 
started  by  a  diamond  is  out  of  all  pro- 
portion small  jcompared  to  that  which 
steel  will  sustain.  The  answer  is  that 
the  steel  will  depend  on  the  cohesive 
strength  of  the  material.  Steel  is  about 
thirty  times  as  strong  as  glass ;  hence, 
at  least  thirty  times  as  much  force  will 
be  required  to  develop  a  minute  crack 
into  a  fracture.  It  may  be  conceded, 
however,  that  much  more  will  be  needed 
in  the  case  of  steel,  and  yet  the  main 
argument  will  not  be  affected.  It  is  nec- 
essary here  to  point  out  that  the  magni- 
tude of  the  initial  crack  is  of  no  conse- 
quence in  the  case  of  glass.  The  crack 
made  by  a  glazier's  diamond  is  so  shal- 
low that  its  depth  can  only  be  expressed 
in  thousandths  of  an  inch. 

It  must  be  clearly  understood  that 
everything  and  anything  that  is  called  a 
crack  in  a  steel  plate  is  not  necessarily 
mischievous.  There  are  cracks  and 
cracks.  Thus,  the  crack  produced  by  a 
glazier's  diamond  is  very  peculiar.  It  is 
in  no  sense  a  scratch.  A  diamond  can 
not  be  cut  by  a  lapidary  to  produce  a 
<5rack.  A  diamond  ring  will  not  and  can- 
not "  cut "  glass  ;  it  will  only  scratch  it. 
The  cutting  diamond  is  really  a  chip  or 
flake  of  diamond — a  natural  crystal,  in 
fact — and  has  not  a  ground-up,  but  a 
natui'al  cutting  edge,  and'  it  requires 
some  knack  in  applying  it  to  the  glass, 
even  then,  to  use  it  successfully. 

What  may  be  termed  a  fatal  crack  in 
a  steel  boiler-plaie  must  be  strictly  anal- 
ogous to  a  crack  made  by  a  diamond  in 
glass. 

That  cracks,  once  started,  will  extend 
in  steel  has  beei^  demonstrated  over  and 
over  again.  Armor-plates  afford  a  good 
illustration.     Afiier  one  has  been  struck 


by  a  heavy  shot,  the  cracks  started  by 
the  impact  of  the  projectile  will  continue 
to  extend,  the  plate  making  a  peculiar 
singing  noise  the  while.  The  special  de- 
veloping powers  of  cracks  in  homogene- 
ous mixtures  are  well  known,  and  pro- 
vided for  in  daily  practice.  Thus,  a 
small  hole  is  punched  by  the  comer  of  a 
shutter  in  a  plate  glass  window ;  there 
are  minute  radiating  cracks  visible. 
Leave  the  pane  to  itself,  and  the  crack 
will  extend  under  the  influence  of  the  vi- 
bration due  to  street  traffic.  The  pru- 
dent owner  sends  for  the  glazier,  who 
passes  a  diamond  in  a  circle  around  the 
hole  outside  the  longest  of  the  radiating 
cracks.  The  damage  will  not  extend  be- 
yond this  circle,  and  the  worst  that  can 
happen  is  that  the  circumscribed  piece  will 
drop  out,  when  the  hole  can  be  stopped 
by  a  new  piece  cemented  in.  When  a 
crack  starts  in  a  fire  box  a  hole  is  drilled 
'  at  each  end  and  a  rivet  put  in.  The 
crack  will  stop  at  the  holes.  It  ought  to 
be  quite  unnecessary  to  extend  illustra- 
tions of  what  must  be  well  known  and 
admitted  by  all  engineers.  Mr.  J.  Head, 
in  his  address  as  President  of  the  In- 
stitution of  Mechanical  Engineers,  said : 
"The  supei-ior  tensile  strength  and  duc- 
tility of  steel  as  compared  with  wrought 
iron,  and  its  independence  in  these  re- 
spects of  the  direction  of  fiber  or  grain, 
arise  from  its  purity  and  homogeneity. 
The  molecules  composing  it,  when  it  is 
in  a  fully  wrought  condition,  seem  to  be 
in  almost  absolute  contact  in  every  direc- 
tion. There  is  no  appreciable  interposi- 
tion of  cinder  or  other  foreign  substance, 
and  they  are  therefore  fully  subject  to 
cohesive  attraction.  But  this  homogene- 
ity is  the  cause  of  extreme  susceptibility 
to  tearing  strains.  Imagine  for  a  moment 
a  piece  of  steel  plate  to  be  composed  of 
a  number  of  molecular  columns,  side  by 
side,  each  column  being  equivalent  in 
height  to  the  thickness  of  the  plate.  Let 
us  now  apply  a  splitting  force  just 
capable  of  overcoming  the  lateral  cohe- 
sion of  two  contiguous  columns  forming 
the  edge  of  the  plate  at  a  particular  place. 
They  are  separated,  and  offer  no  further 
resistance,  and  the  force  is  available  to 
act  on  the  next  pair  of  columns.  These 
separate,  and  tne  split  proceeds.  The 
view  that  mysterious  cracks  in  steel  are 
all  in  the  nature  of  tears  seems  to  be 
confirmed  by  the  fact  that  in  such  cases 
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there  is  never  any  appearance  of  contrac- 
tion at  the  fractured  edges,  notwith- 
standing the  general  ductility  of  the 
metal.  This  also  may,  I  think,  be  ex- 
plained. Let  us  suppose  that  one  pair 
of  molecular  columns  in  the  line  of  a 
crack  came  in  its  turn  under  the  separat- 
ing strain,  and  tended  to  shorten  before 
parting  company.  It  is  evident  that  the 
pair  of  columns  last  torn  apart,  and  now 
free  from  strain,  and  the  next  pair  ahead, 
not  yet  strained,  would  both  act  as  props, 
and  afford  support,  so  as  to  prevent 
shortening  of  the  then  strained  pair.  In 
this  they  would  be  assisted  by  all  other 
contiguous  columns;  whereas,  if  the 
whole  piece  of  plate  were  strained  equally 
across  while  being  pulled  in  two  in  a 
testing  machine,  each  molecular  column 
across  the  line  of  fracture  would  be  under 
identical  conditions,  and  none  would  in- 
terfere with  the  tendency  in  its  neigh- 
bours to  shorten.  Cracks  in  soft  steel 
plates,  imaccompanied  by  contraction  at 
the  fractured  edges,  must  then  of  neces- 
sity be  tears  ;  and  tears  cannot  show  evi- 
dence of  contraction.  A  wrought-iron 
plate  is  not  liable  to  tears  of  this  kind, 
because  possibly  the  cinder  which  per- 
meates it  acts  as  a  sort  of  padding  be- 
tween the  molecular  columns.  Suppose 
a  similar  strain  to  be  applied  to  the  edge 
of  an  iron  plate,  and  to  leave  the  first 
pair  of  columns  separated  and  just  be- 
yond the  range  of  cohesion.  If  we  were 
dealing  with  steel,  the  next  jDair  of  col- 
umns would  now  be  sustaining  the  full 
brunt  of  the  force.  But  iron  being  the 
material  concerned,  there  would  be  a  pad- 
ding of  cinder  intervening,  and  the  next 
pair — or  possibly  group — of  columns 
would  be  some  distance  off.  The  gap 
commenced  would  have  to  be  widened  or 
wedged  out,  as  it  were,  before  the  second 
row  or  group  was  strained  beyond  cohe- 
sion ;  and  for  this  the  range  of  the  orig- 
inal force  would  perhaps  be  insufficient. 
To  put  the  case  another  way.  A  very 
finely  woven  muslin  fabric  may  easily  be 
rent  across.  But  if  the  threads  compos- 
ing it  were  rearranged  so  as  to  form  a 
coarse  net,  it  would  no  longer  be  easily 
torn,  though  its  combined  tensile  strength 
would  be  unaffected.  Mr.  Baker,  in  the 
course  of  the  paper  he  read  before  the 
British  Association,  at  Montreal,  last 
autumn,  said  that  alarm  had  been  created 
at  the  Forth  Bridge  works  by  a  certain 


Landore  steel  plate,  1^  in.  thick,  which 
broke  like  cast  iron  on  being  bent  cold 
to  the  flat  radius  of  6  ft.  He  was  cer- 
tain it  was  not  the  fault  of  the  material, 
as  a  shearing  from  it  had  been  bent 
round  to  a  radius  of  li  in.,  after  being 
made  red-hot,  and  cooled  in  water.  He 
afterwards  traced  it  to  the  damage 
locally  commenced  by  shearing.  This 
could  not  have  extended  more  than  ^  in. 
from  the  edge,  because  planing  removed 
it.  Yet  it  affected  the  entire  width  ;  for 
the  plate  4  ft.  6  in.  wide  snapped  across 
as  easily  as  a  strip  1  in.  wide.  The  diffi- 
culty was  equally  removed  by  annealing. 
His  practical  conclusions  were  to  the 
effect  that  the  strains  initiated  by  shear- 
ing or  punching  might  be  fatal  to  any 
steel  plate,  unless  removed  by  planing  or 
nmering,  or  by  annealing.  Some  time 
since,  a  number  of  steel  test  pieces  were 
laid  on  the  table  of  an  office  adjoining 
mine,  which  had  all  successfully  under- 
gone Lloyd's  quenching  test.  That  is, 
each  piece  had  been  heated  red-hot,  then 
plunged  into  water  at  82  deg.  Fahren- 
heit, and  then  when  cold  bent  round 
double,  the  inner  radius  of  the  curve 
being  one  and  a-half  times  the  thickness 
of  the  plate.  Several  times  during  the 
next  few  days  sharp  reports  like  those 
of  a  small  pistol  were  heard  proceeding 
from  the  office.  The  cause  was  not  im- 
mediately detected,  but  it  was  afterwards 
accidentally  discovered  that  some  of  the 
test  pieces  had  developed  fine  cracks 
across  the  outer  surface  of  the  bend.  Al- 
though quite  sound  at  first,  they  had  evi- 
dently been  under  severe  strain,  and 
their  tuning-fork  form  had  caused  the 
sharp  report  when  they  gave  way.  There 
was  no  sign  whatever  of  contraction  along 
the  fractured  edges.'' 

To  recapitulate.  The  failure  of  steel 
plates  is  caused  by  the  formation  in  them 
of  very  minute  fissures  or  cracks  of  the 
specific  tind  needed,  and  tbe  application 
of  sufficient  stress.  Thu?,  for  example,  a 
boiler  plate  is  flanged  in  a  ring  to  take  a 
furnace  tube.  It  is  left  all  night.  In 
the  morning  the  ring  is  found  to  have 
detached  itself  from  the  boiler.  A  little 
consideration  will  show  that  however 
kindly  the  metal  lent  itself  to  the  work 
of  flanging,  stresses  have  been  set  up  in 
it.  The  flanging  was  done  while  the 
metal  was  heated  a  bit  at  a  time  ;  it  was 
also  cooled  a  bit  at  a  time.     We  may  rent 
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assured  that  in  such  a  ring  civil  war  is 
Ta^g  among  the  molecules.  The  min- 
ority try  to  break  loose ;  they  are  con- 
«tnuned  by  the  majority.  A  fissure  of 
the  proper  kind,  no  bigger  than  a  hair, 
once  developed  somewhere  about  the 
l:)end  and  off  comes  the  ring.  It  will  be 
argued  that  if  this  were  true  anneahng 
would  be  of  no  use.  This  is  not  so.  An- 
nealing is  of  use,  not  because  it  prevents 
the  formation  of  incipient  cracks,  but  be- 
cause it  demolishes  the  internal  stresses 
which  render  the  cracks  operative  for 
mischief.  The  stress  alone,  or  the  crack 
alone,  will  do  no  mischief.  Combine 
them  and  an  extended  fracture  is  certain 
to  ensue. 

Incipient  cracks  of  the  right  sort  occur 
in  iron  just  as  they  do  in  steel ;  but  they 
have  no  power  of  extension.  The  want  of 
homogeneity  in  the  material  is  fatal  to 
their  progress. 

It  is  very  doubtful  if  any  advance  has 
been  made  toward  eliminating  the  un- 
certain character  of  steel.  For  more  than 
twenty  years  it  has  been  before  the  world 
as  a  material  used  for  nhipbuilding  and 
boiler  plates,  and  twenty  years  ago  it 
manifested  the  same  admirable  qualities 
it  does  today.  It  also  manifested  quali- 
ties not  admirable ;  Messrs.  Harland  and 
Woolf  s  experience  with  the  Istria^  for  ex- 
ample. There  is,  therefore,  no  reason 
whatever  to  imagine  that  any  progress 
can  be  made  in  the  means  of  its  product 
tion  which  will  render  it  quite  exempt 


from  such  failures  as  those  recorded  bj 
Mr.  Maginnis  and  '^  Snap."  Neither  is  it 
very  easy  to  see  how  jhe  boiler-makers  or 
the  ship-builders  can  do  much  more  than 
they  do  now.  Every  precaution  should 
be  taken  to  prevent  the  formation  of  in- 
cipient cracks — ^which  will  be  quite  in- 
visible in  most  cases — and  to  get  rid  of 
them  if  formed.  Thus  the  edges  of  boiler 
plates  should  always  be  planed  and 
smoothed.  To  merely  run  over  them  once 
and  tear  off  a  coarse  shaving  may  do  as 
much  harm  as  good.  All  rivet  holes 
should  be  drilled,  or  at  least  rimered  out 
to  a  smooth  surface.  The  boring  out  of 
flanged  rings  would  probably  be  product- 
ive of  great  good.  The  utmost  caution 
should  be  used,  in  caulking,  to  use  tools 
in  such  a  condition  that  they  cannot  start 
cracks. 

Nothing  new  is  suggested  here.  The 
fact  that  such  precautions  have  long  been 
used  is  the  best  possible  evidence  of  the 
truth  of  the  proposition  put  forward  at 
the  beginning  of  this  article,  and  repeated 
here,  namely,  that  the  formation  of  ex- 
tremely minute  cracks  in  a  homogeneous 
material  like  steel  is  certain  to  cause  ulti- 
mate fracture,  provided  stress  is  put  on 
the  plate.  The  apparentiy  treacherous 
nature  of  steel  is  due  wholly  to  its  homo- 
geneous texturef  and  until  for  that  has 
been  substituted  a  non- homogeneous  or 
fibrous  texture,  steel  will  remain  untrust- 
worthy. 


ON  THE  ORIGIN  OF  ATMOSPHERIC  ELECTRICITY. 

Bt  b.  gbrland. 
Translated  from  ''  Elektroteohnische  Zeitsohrift "  for  the  Institation  of  CiTil  Bogineen. 


The  Author  first  refers  to  the  theories 
of  Mohn,  Fick,  Pouillet,  Dove,  Wett- 
stein,  Palmieri,  Muhry,  Becquerel,  Wer- 
ner, Siemens,  Holtz,  von  Bezolds,  Dell- 
mann,  and  other  physicists,  regarding  the 
source  of  atmospheric  electricity.  These 
theories  may  be  classed  under  two 
groups,  viz.,  one  in  which  the  earth  is 
taJcen  to  be  the  source  of  this  electricity, 
and  the  other  comprising  all  the  theories 
which  regard  the  sun  as  the  origin  of  the 
<''ectrical  phenomena  observed  in  the 
<   rth's  atmosphere. 


Dove  was  the  first  to  point  out  that 
electricity  may  be  generated  by  the  fric- 
tion set  up  when  aqueous  vapor  is  formed 
in  the  midst  of  air.  This  was  inferred 
from  the  fact  that  electricity  is  developed 
in  considerable  quantities  when  sand  and 
dust  are  whirled  about  in  the  air. 

Palmieri  observed  that  atmospheric 
electricity  increased  as  soon  as  the  rela- 
tive humidity  of  the  air  became  greater. 
In  the  mist,  the  increase  was  more  marked, 
and  in  hail,  rain,  or  snow,  the  tension  be- 
came so  high  that  sparks  were  produced. 
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To  the  second  group  belong  the  theo- 
ries of  Becquerel  and  Werner  Siemens. 
The  former  scientist  assumes  that  the 
hydrogen  giyen  off  b^  the  smi  is  strongly 
electrified,  the  electricity  in  a  diminished 
state  of  tension  being  carried  into  space 
by  radiation  until  it  reaches  the  earth. 
Goldstein's  experiments  have  shown  that 
such  radiation,  analogous  to  that  of  light 
and  heat,  is  possible.  Werner  Siemens' 
hypothesis  is  based  on  Sir  William  Sie- 
mens' theory  of  the  conservation  of  solar 
energy.  The  basis  of  this  theory  is  that 
interplanetary  space  is  filled  with  highly 
rarefied  gaseous  matter,  which  is  drawn 
towards  the  polar  surfaces  of  the  sun, 
and  during  its  approach  thereto  the  gases 
composing  this  attenuated  matter  be- 
come compressed.  On  reaching  the 
photosphere,  these  gases  meet  with  such 
conditions  of  -temperature  and  pressure 
as  cause  them  to  flash  into  flame.  The 
products  of  their  combustion  flow  towards 
the  solar  equator,  and  are  by  centifugal 
force  projected  into  space.  Dissociation 
is  then  effected  by  means  of  solar  radia- 
tion, and  the  gases  resulting  therefrom 
are  again  attracted  toward  the  polar 
r^ions  of  the  sun,  and  the  cycle  of  oper- 
ations repeated. 

Werner  Siemens  assumes  that  the  ac- 
tions of  the  gases  on  the  photosphere 
produces  enormous  friction,  the  photo- 
sphere thereby  attaining  a  high  electric 
potential  of  positive  sign,  whilst  the 
gases  become  oppositely  electrified,  and 
<sarry  this  electnfication  with  them  into 
space.  As  the  earth  and  other  planets 
are  probably  conductors,  each  of  these 
bodies  forms,  in  conjunction  with  the  sun, 
a  stupendous  collecting  apparatus,  the 
insulating  medium  being  the  intervening 
empty  space.  The  potential  of  the  earth 
is  dependent  on  that  of  the  sun  ;  terres- 
trial magnetism  as  well  as  the  northern 
and  southern  lights,  are  mainly  due  to 
solar  electricity. 

Holtz  has  raised  various  objections  to 
this  theory,  and  the  author  points  out 
that  it  gives  no  satisfactory  solution  re- 
specting the  source  of  the  electricity  of 
thunder  clouds,  and  does  not  take  into 
account  such  phenomena  as  the  diurnal 
electric  variation  and,  at  places  where 
rain  is  falling,  alternate  zones  of  negative 
and  positive  electricity  surrounding  a 
positively  electrified  center. 

In  the  author's  opinion,  these  difficul- 


ties do  not  obtain  when  the  earth  is 
taken  to  be  the  source  of  the  electricity 
of  douds,  and  this  hypothesis  would  have 
been  more  generally  accepted,  had  the 
fact  been  recognized  that  the  generation 
of  the  observed  positive  electricity  of  a 
cloud  implied  the  presence  of  an  equally 
large  quantity  having  a  negative  sign. 
Wettstein  and  Siemens  are  the  only  two 
physicists  who  have  paid  sufficient  regard 
to  this,  and  indicated  by  what  means  the 
negative  charge  is  removed. 

The  careful  observations  of  von  Bezolds 
show  that  at  the  outbreak  of  a  thunder- 
storm the  atmospheric  pressure  is  at  a 
minimum,  and  the  temperature  at  a  max- 
imum. The  formation  of  the  storm, 
is  due,  therefore,  to  an  ascending  current 
of  air,  which  is  capable  of  rapidly  separ- 
ating the  electricities.  By  means  of  this 
upward  current  warm  and  humid  strata 
of  air  are  conveyed  to  colder  regions, 
where  the  aqueous  vapor  is  condensed 
with  more  or  less  rapidity ;  this  process 
is  accompanied  by  a  development  of  heat 
caused  by  the  vapor  giving  out  its  latent 
heat  of  vaporization.  The  increase  of 
temperature  causes  the  layers  of  air  to 
rise  still  higher,  and  the  vapor  becomes 
more  rapidly  condensed  ;  raindrops  are 
thus  formed,  and  these  drops  fall  quickly 
towards  the  earth.  Their  velocity  rela- 
tively to  that  of  the  air  becomes  so  great 
that  electricity  is  generated,  either  through 
friction  between  the  drops  and  the  air, 
or  through  the  formation  of  the  drops, 
which  are  charged  with  electricity  of  one 
sign,  whilst  the  air  is  electrified  opposite- 
ly. If  the  velocity  of  the  ascending  air- 
current  is  sufficiently  great,  the  potential 
of  the  cloud  may  become  so  high  that  a 
discharge  takes  place  between  it  and 
other  clouds  or  the  earth  ;  the  latter  hav- 
ing become  negatively  electrified  by  in- 
duction at  that  portion  of  the  surface 
over  which  the  cloud  rests.  The  dis- 
charge may  be  effected  gradually  by  the 
raindrops,  or  suddenly  with  the  accom- 
paniment of  a  flash  of  lightning,  the  na- 
ture of  the  discharge  depending  on  the 
velocity  of  the  current  of  air.  The  in- 
creased rainfall  which  often  occurs  after 
lightning  may  be  ascribed  to  a  sudden 
increase  in  the  velocity  of  the  air-current, 
and  a  consequent  larger  formation  of 
raindrops.  A  greater  quantity  of  elec- 
tricity is  thereby  generated,  and  a  sudden 
discharge  to  earth  takes  places,  whilst 
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the  raindrops  require  a  longer  time  to 
reach  the  ground.  Palmeiri  found  that 
the  electrification  of  thunder-clouds  was 
always  positive,  when  no  inductive  effect 
was  exercised.  The  phenomenon  ob- 
served by  Dellmann,  viz.,  a  cloud  with  a 
negative  center  surrounded  by  a  zone  of 
positive  sign,  was  no  doubt  due  to  induc- 
tion. 

The  author  considers  that  the  various 
circumstances  which  precede  thunder- 
storms favor  his  theory  that  the  source 
of  the  electricity  is  to  be  looked  for  in 
ascending  currents  of  air  which  cause 
rapid  condensation  of  aqueous  vapor ;  and 
he  describes,  in  support  of  his  idea,  the 
various  phenomena  observed  during  the 
thunderstorms  of  this  latitude,  which 
have,  according  to  Dove,  their  origin  in 
the  ascending  and  descending  equatorial 
currents  of  air.  The  author  proposes  to 
add  to  these  two  classes  a  third,  which 
shall  embrace  storms  arising  from  pre- 
dominant local  currents,  or  summer 
storms.  In  Holland,  he  had,  on  a  stormy 
evening  in  winter,  the  opportunity  of 
observing  a  phenomenon,  which  appeared 
to  negative  the  idea  that  the  electricity 
of  thunder-clouds  was  due  to  the  induct- 


ive influence  of  the  earth.  The  night 
was  tolerably  clear  and  starlit,  when,  at 
a  certain  moment,  a  cloud  scarcely  large 
enough  to  cover  the  constellation  of  Ursa 
Major  was  urged  by  the  west  wind 
quickly  across  the  slrjr.  The  cloud  had 
the  form  of  a  nine  pin,  the  point  being 
turned  toward  the  direction  from  which 
the  wind  was  blowing.  As  several  flashes 
of  forked  lightning  passed  from  the  base 
of  the  cloud  to  its  point,  each  flash  being 
followed  directly  after  by  loud  peals  of 
thunder,  the  cloud  could  not  have  been 
very  distant,  or  of  great  extent.  No  rain 
appeared  to  fall  from  it,  but  there  was 
scarcely  light  enough  to  determine  this 
with  certainty.  On  the  supposition  that 
the  cloud  was  charged  by  induction  from 
the  earth,  the  springing  across  of  the 
flashes  from  one  part  of  the  cloud  to  the 
other  could  only  be  accounted  for  by  ad- 
mitting that  a  marked  change  in  the  elec- 
trical condition  of  the  earth  took  place 
before  each  flash,  whereas  the  phenome- 
non is  easy  of  explanation  when  attrib- 
uted to  an  ascending  current  of  air 
which  caused  a  small  quantity  of  cold  air 
to  be  forced  into  the  equatorial  current. 


THE  PANAMA  CANAL 


The  following  account  of  the  condition 
of  this  work  is  an  abstract  from  a  review 
in  Sbience^  of  the  history  of  the  project, 
by  J.  C.  Rodrigues. 

The  canal  congress  estimated  the  cost 
of  a  sea-level  cdnal  at  700,000,000  francs, 
or  £28,000,000,  although  a  sub-committee 
had  practically  put  the  cost  at  1,040,000,- 
000  francs,  and  added  that  the  "  execu- 
tion of  such  works,  and  principally  that 
of  such  deep  cuts,  the  stabihty  of  which 
is  problematical,  as  well  as  the  operations 
relating  to  the  course  of  the  river 
Chagres,  constitute  a  complication  of  dif- 
ficulties that  it  is  impossible  to  estimate." 
There  was  added  to  the  prime  cost  25 
per  cent,  for  unforeseen  expenses,  5  per 
cent,  for  expenses  of  bcmking  and  ad- 
ministration, and  3  per  cent,  per  year  for 
interest  during  construction.  An  "  inter- 
national commission  "  visited  the  isthmus 
in   1880,   and  reported  that    the  canal 


would  cost  843,000,000  francs,  without 
preliminary,  banking,  and  administrative 
expenses,  and  ijiterest  during  construc- 
tion, and  estimating  contingencies  at  but 
10  per  cent.  They  reported  75,000,000 
cubic  meters  to  be  excavated,  in  place  of 
46,000,000  previously  estimated.  This 
estimate  of  cost  M.  de  Lesseps  first  cut 
down  to  658,000,000  francs,  and  later  on 
to  530,000,000  francs.  A  more  extended 
acquaintance  with  the  problem  has  raised 
the  estimate  of  quantity  to  125,000,000 
cubic  meters. 

The  dredging  through  the  low  alluvial 
lands  near  the  sea,  and  the  formation  of 
harbor  works,  would,  of  course,  present 
no  difficulty  ;  but  the  two  rock-cuttings 
— the  deepest  at  the  Culebra,  820  feet  in 
width  at  the  top,  containing  from  25,000,- 
000  to  30,000,000  cubic  meters,  of  which 
but  a  small  portion  has  yet  been  re- 
moved ;  and  the  Emperador  cut,  not  so 
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deep,  but  containing  about  the  same 
quantity  of  rock — are  very  formidable 
obstacles,  which  wiU,- at  the  rate  work  has 
as  yet  progressed,  require  many  years  to 
overcome.  There  is  also  the  uncertainty 
whether  little  or  much  water  will  be  en- 
countered in  the  lower  portions  of  these 
cuts.  The  removal  of  rock  under  water 
will  swell  the  cost  greatly. 

The  Rio  Grand  and  Rio  Obispo  cross 
the  canal  eleven  and  seventeen  times  re- 
spectively, and  hence  must  be  diverted, 
(»lling  for  thu*ty  miles  of  new  channels. 
The  most  formidable  obstacle,  however, 
and  one  which  leads  many  engineers  to 
doubt  the  possibility  of  the  maintenance, 
if  not  the  construction,  of  the  canal,  is 
the  controlling  of  the  tremendous  floods 
of  the  upper  Chagres — a  stream  which, 
in  the  dry  season,  has  a  depth  of  but  two 
feet,  but  which,  in  the  rainy  season,  be- 
comes a  raging  mountain  torrent,  rising 
sometimes  in  a  few  hours  to  a  height  of 
40  feet,  and  sweeping  down  immense 
quantities  of  didris.  The  projected  line 
of  the  canal  is  first  crossed  by  it  at 
Gtamboa,  at  an  elevation  of  about  fifty 
feet  above  the  bottom  of  the  canal ;  from 
Gkunboa  to  the  sea  the  canal  is  crossed 
by  it  twenty-nine  times.  It  is  evident 
that  some  most  substantial  and  expensive 
works  are  needed  to  restrain  or  divert  the 
flood  waters  of  the  Chagres,  or  the  canal 
will  be  ruined  by  its  irruption.  An  im- 
mense dam  of  masonry  or  earth,  or  of 
both  materials,  has  been  proposed,  near 
Ckunboa,  a  mile  in  length  and  from  150 
to  200  feet  high  at  its  highest  point,  to 
impound  and  store  up  the  flood  in  an 
artificial  lake,  from  which  it  shall  escape 
more  gradually  through  sluices  and  chan- 
nels provided  for  the  purpose.  The 
storage  capacity  of  this  reser.voir  is  esti- 
mated at  6,000,000,000  cubic  meters, 
which  is  not  too  much  for  a  watershed  on 
which  a  depth  of  five  and  one-half  inches 
of  rain  has  been  known  to  fall  in  four  and 
one-half  hours.  The  occurrence  of  a  sec- 
ond tropical  rain,  before  the  first  has  had 
time  to  drain  away,  might  be  disastrous- 
This  difficult  problem,  which  was  pointed 
out  and  dwelt  upon  by  some  of  the  dele- 
gates to  the  congress,  but  was  apparently 
passed  lightly  over  by  the  majority,  seems 
still  to  be  unsolved  at  the  hands  of  the 
French  engineers,  although  the  comple- 
tion of  its  study  has  been  promised  from 
year  to  year. 


The  Panama  railroad  was  purchased 
by  the  canal  company ;  dwellings,  hos- 
pitals and  workshops  were  erected; 
dredges,  machinery  and  tools  were  pro- 
cured ;  and  excavating  was  begun.  Con- 
siderable earth  and  some  rock  have  been 
removed.  Rapid  progress  has  been 
promised  from  time  to  time,  but  has  not 
been  attained ;  2,000,000  cubic  meters 
per  month  were  hoped  for,  but  800,000 
cubic  meters  have  not  been  removed  in 
any  one  month,  and  from  1881  up  to 
May,  1885,  the  amount  was  only  12,376,- 
000  cubic  meters.  The  amount  of  ma- 
terial to  be  moved  was  first  placed  at 
46,000,000  cubic  meters,  then  75,000,000 
cubic  meters,  has  now  swelled  to  125,- 
000,000  cubic  meters,  and  good  judges 
believe  this  quantity  to  be  much  too  low. 
M.  de  Lesseps  has  raised  amounts  as  fol- 
lows: 50  per  cent,  on  the  shares  of  the 
company,  147,500,000  francs ;  loan  of 
1882,  125,000,000  francs  ;  loan  of  1883, 
300,000,000  francs;  and  loan  of  1884, 
193,602,500  francs ;  making,  in  all,  766,^ 
192,500  francs.  He  has  now  applied  to 
the  French  government  for  permission  to 
issue  new  canal  bonds  to  tne  amoimt  of 
600,000,000  francs,  and  proposes  to  call 
to  his  aid  a  lottory.  A  further  call  on 
the  shareholders  is  also  to  be  made.  Dis- 
count and  interest  charges  will  amount 
to  a  formidable  sum.  One  observer  puts 
the  time  required  to  finish  the  canal  at 
six  years,  another  at  twelve,  and  still 
others  at  twenty  and  even  fifty  years. 
Mr.  Rodrigues  fortifies  his  statements  by 
citations  from  official  documents,  and 
from  reports  of  United  States  officers  and 
others,  who  have  repeatedly  inspected 
the  progress  of  the  work.  He  does  not 
hesitate  to  predict  the  failure  and  bank- 
ruptcy of  the  present  company  within  a 
short  time. 


The  Journal  of  the  Society  of  Arts 
describes  a  plan  for  rendering  paper  as 
tough  as  wood  or  leather,  which  has  been 
recently  inti'oduced  on  the  Continent ;  it 
consists  in  mixing  chloride  of  zinc  with 
the  pulp  in  the  course  of  manufacture. 
It  has  been  found  that  the  greater  the 
degree  of  concentration  of  the  zinc  solu- 
tion, the  greater  will  be  the  toughness  of 
the  paper.  It  can  be  used  for  making 
boxes,  combs,  for  roofing,  and  even  in 
bootmaking. 
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ON  THE  EFFECT  OF  ALTERNATE  HEAT  AND  COLD  ON 
IRON,  STEEL  AND  COPPER. 

Bt  SOMSUKD  wshbbnfsnniq. 
¥nm  ''Orftn  flkr  die  Fortsobritte  des  Bisenbahnweseos.** 
Translated  for  Abstracts  of  Institation  of  CiTil  Bngtoeers. 


It  is  well  known  that  wrought-iron  or 
steel  bars,  after  being  first  heated  and 
then  suddenly  cooled,  decrease  in  length, 
as  well  as  that  in  the  case  of  cast-iron  the 
opposite  result  takes  place,  tiz.,  an  in- 
crease in  length.  Copper,  in  this  respect, 
behaves  in  a  similar  manner  to  cast-iron. 
The  author  made  a  large  number  of  ex- 
periments, with  a  view  of  determining 
the  amount  of  respectiye  increase  or  de- 
crease in  length  for  special  practical  pur- 
poses, but  his  researches  being  extended 
beyond  what  was  originally  intended,  he 
determined  to  treat  the  matter  more  sci- 
entifically. 

JExperimerUs  toith  Wrought- Iron. — 
These  experiments  were  made  on  round 
bar-iron,  ranging  from  2.38  inches  in  di- 
ameter to  wire  0.04  inch  thick  The  bars 
were  subjected  to  different  degrees  of 
heat  and  then  suddenly  plunged  into 
cold  water,  or  cooled  slowly  in  the  air,  or 
in  other  cases  left  to  cool  down  under 
ashes.  A  series  of  experiments  were 
made  in  which,  in  one  case,  the  iron  was 
heated  for  five  hours,  in  the  second  case 
for  thirteen  hours,  and  in  the  third  for 
eight  days  during  ten  hours  per  day,  the 


furnace  cooling  down  during  the  night. 

Experiments  were  also  made  with  flat 
iron  and  plates. 

The  following  is  a  summary  of  the  re- 
sults of  these  experiments : 

1.  A  higher  temperature  imparted  to 
the  iron  produces  greater  results  than  a 
lower  temperature. 

For  example,  in  the  experiments  made 
with  bar-iron  1.04  inch  x  1.04  inch  in  sec- 
tion, the  diminution  amounted  to  0.023 
per  cent,  after  the  bar  had  been  heated 
to  from  670**  to  l^(f  Fahrenheit  and  then 
plunged  into  water;  whilst  in  another 
case,  where  the  temperature  to  which  the 
iron  was  subjected  exceeded  this  degree, 
the  decrease  in  length  measured  0.087 
per  cent 

2.  Rapid  cooling  and  great  range  of 
temperature  increase  the  amount  of  dim- 
inution. 

3.  The  length  of  time  during  which 
the  metal  is  subjected  to  a  high  tempera- 
ture greatly  influences  the  amount  of 
contraction. 

4.  The  form  of  the  metal  is  also  an 
important  factor,  as  shown  by  the  fol- 
lowing result: 


Inobes. 


Per  cent. 


Round  bar-iron 


2.86-1.88  diameter,  decreased  in  length  by  0.069  ) 
0.79-0.67         "  "  **  0.065  f 


(2.; 

(0.; 


81-0.20 
0.12-0.07 


Mean  of 
thirteen 


"Whilst,  therefore,  tne  heavier  section  of 
bars  decrease,  almost  uniformly  the  wire 
increases  in  length. 

In  the  case  of  two  iron  plates,  one  0.51 
in.,  the  other  0.20  in.  thick,  the  former 
decreased  in  length  and  breadth  but  in- 
creased in  thickness,  while  the  latter  in- 
creased in  all  its  dimensions. 

JSxperimerUs    with    Steel. — Ordinary 


<(  «(  0  066  i 

a        ^Jm  )  expenments. 

steel  under  the  influence  of  heat  and  cold 
behaves  in  a  similar  manner  to  wrought 
iron,  but  some  steels  on  being  subjected 
to  this  treatment  neither  decrease  nor 
increase  perceptibly  in  any  of  their  di- 
mensions. 

The  following  are  the  results  of  experi- 
ments repeated  three  .times  on  a  bar  of 
steel  of  2.28  in.  by  1.18  in.  section : 


Percent. 
Diminution  of  length  after  first  time  of  heating,  and  then  cooling  under  )    q  q^^ 

•  exposure  to  atmosphere  ) 

•*  **  second  '*  **  water       0.125 

third  "  **  *•  0.107 

fourth  *•  **  "  0.096 


Total  dimmution. 
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The  author  giyes  an  account  of  sev- 
eral experiments  made  with  steel  tires, 
BBd  proceeds  to  describe  the — 

JSxperiments  with  Copper, — A  copper 
rod,  6.871  feet  in  length,  with  a  section 
measuring  2.18.  inch^  in  diameter,  to- 
gether with  one  iron  and  two  copper 
wires  0.11  inch  thick,  and  of  the  same 
length  as  the  copper  rod,  were  heated  to 
a  high  temperature  and  then  plunged  in- 
to water,  with  the  results  that, 

Inob. 

The  copper  rod  increased  in  length  by. .  0.188 

**    wires        **  '*  ..  0  808 


iron  wire 


0.177 


Experiments  with  Cast-Iron. — Bars  of 
cast  iron : 

28.62  in.  long,  7  82  in.  wide,  1.65  in.  thick. 

20.00        »*       7.82        *•        1.66 

20.04        *•       7.82        "        1.66        "  ' 

were  heated  and  then  allowed  to  cool  by 
exposure  to  the  atmosphere,  or  by  plung- 
ing into  water,  thereby  producing  a  mean 
increase  of  length  of  0.051  per  cent. 

The  behavior  of  brass  under  this  treat- 
ment is  similar  to  that  of  wrought  iron, 
only  more  marked. 

'ilie  rest  of  the  paper  is  devoted  to  ex- 
haustive speculations  as  to  the  cause  of 
the  respective  contraction  and  expansion 
of  the  building  and  warehouses.  The  two 
larger  kilns,  of  1,000  barrels  capacity 
each  were  oval  on  plan,  and  the  two 
smaller  ones,  of  500  barrels  capacity, 
were  circular.  The  larger  kilns  had  eight 
famaces,  four  on  each  side,  and  the 
smaller  kilns  four  furnaces.  The  kilns 
were  draw  kilns,  or  perpetual  kilns,  45J 
ft-  in  height,  and  having  a  railway  run- 
ning above  them,  for  loading  in  the  ce- 
ment-stone in  2  ton  charges  from  the 
mine.  The  space  below  the  draw-gates 
is  sufficiently  large  to  cool  the  calcined 
rock  to  a  proper  degree  for  handling  in 
wooden  cars.  The  kilns  are  drawn  every 
two  hours,  and  filled  with  fresh  rock  once 
in  twenty-four  hours.  The  calcined  stone, 
after  being  crushed,  passes  by  an  ele- 
vator to  the  top  of  the  mill-house.  The 
miUs  are  self-feeding  by  spouts  from 
above.  Instead  of  running  horizontally, 
they  are  set  edgeways  on  horizontal 
spindles.  The  stones  are  30  in.  in  diam- 
eter, and  each  consists  of  a  single  block 
of  the  best  French  burr ;  the  runner  has 
a  speed  of  five  hundred  revolutions  per 
minute.     Each  mill,  when  in  good  trim. 


will  grind  fifteen  barrels  per  hour  of  the 
standard  fineness.  The  wear  of  the 
stones  is  so  great  that  they  require  to  be 
dressed  after  the  grinding  of  each  one 
thousand  barrels,  and  should  preferably 
be  dressed  after  grinding  five  hundrea 
barrels.  The  power  for  the  mill  is  fur- 
nished bj  an  engine  of  210  H.  P.,  with 
two  tubular  boilers.  Bope  gear  is  used 
to  avoid  extra  engines  for  hauling.  Tbs 
wire  rope,  under  severe  and  intermittent 
strain,  runs  at  the  rate  of  about  2,400  ft 
per  minute.  The  ropes  are  |  in.  in  diam- 
eter, of  iron  wire  with  hemp  center ;  the 
pulleys  are  5  ft  in  diameter,  fitted  with 
rubber  filling.  Steel  wires  were  first  em- 
ployed, but  found  not  to  wear  so  well  as 
those  of  iron.  Particulars  with  respect 
to  water  supply  from  an  artesian  well 
follow,  and  also  as  to  the  use  of  water 
under  a  90-ft.  head  to  serve  the  drills. 
The  following  analyses  are  diven  of  the 
rock  and  of  the  cement ; 

I.  Analysis  of  Rook  bt  Profess  ob  Blanbt, 
OF  Chicago. 

Carbonate  of  lime 42.26 

"              magnesia 81.98 

Clay  and  insoluble  silica. 21.06 

Iron  and  alumina 1.12 

Silica 0.06 

Water 1.07 


Total 97.54 

II.  Analysis  of  Cement  by  G.  Bode. 

Lime 88.67 

Magnesia 20.98 

Alumina 9.92 

SUicic  acid 86.48 


Total lOO.CO 

The  highest  chimney  yet  built  in  the 
world  has  recently  been  completed  at  the 
Mechemich  Lead  Works  in  Germany. 
The  whole  height  of  the  structure  is  ap- 
proximately 440  ft.,  11  ft  of  which  is 
underground.  The  subterranean  portion 
is  of  block-stone,  37  ft.  square  in  plan. 
All  the  rest  is  of  brick.  The  plinth  or 
lower  part  of  the  chimney  above  ground 
is  34  ft.  square,  so  that  the  height  of  the 
shaft  is  nearly  thirteen  times  the  lower 
diameter.  The  exterior  di^^ii^^ter  of  the 
shaft  at  the  top  is  about  11^  ft.  The 
flue  is  11^  ft.  at  the  bottom  and  10  ft. 
at  the  top.  Hitherto  the  highest  chim- 
ney in  the  world  has  been  that  of  the  St. 
Rollox  Chemical  Works,  near  Glasgow. 
This  is  434  ft  high. 
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for  Abstracts  of  the  Institution  of 


These  experiments  were  made  to  de- 
termine the  pressure  developed  and  the 
heat  generated  by  the  explosion  of  vari- 
ous gaseous  mixtures  in  closed  vessels. 
Tables  of  results  are  given,  and  from 
them  the  authors  deduce  the  limits  of 
temperatures  of  combustion,  dissociation 
and  the  specific  heats  of  the  gases  at 
very  high  temperatures.  The  results, 
methods  of  experiment  and  calculation 
are  discussed  in  eight  papers. 

I  St.  On  the  Calculation  of  the  Tern- 
peratures  of  Comtnstion,  the  Specific 
Heats  and  Dissociation  of  Explosive 
Mixtures, — ^This  paper  is  the  continua- 
tion of  a  memoir  by  M.  Berthelot  in 
1877,  and  contains  a  theoretical  consid- 
eration of  the  principles  which  have 
g^ded  the  authors  in  these  investiga- 
tions. 

Given  the  pressure  P,  developed  by 
the  explosion  of  a  gaseous  mixture,  the 
temperature  of  combustion  is  determined 
by  the  method  of  limits.  In  the  case  of 
no  dissociation,  a  limit  above  or  equal  to 
the  real  temperature  of  combustion  is 
given  by  the  formula 


'.="#:-). 


where  H  is  the  initial  pressure  at  0^ 
and  g  is  the  ratio  of  the.volume  occupied 
by  the  burnt  products  completely  com- 
bined to  that  of  the  same  bodies  entirely 
dissociated.  If  the  initial  temperature 
be  above  zero,  say  T, 

then 


^(^+^3) 


is  used  instead  of  P  in  this  formula, 
which  is  deduced  from  the  laws  of  Mari- 
otte  and  Gay-Lussac.  When  there  is 
complete  dissociation  and  none  of  the 
products  really  combined,  another  limit, 
^,,  below  the  temperature  of  combustion, 
is  found  from  the  equation 

^=273(|-l). 

The  real  temperature  of  combustion  lies 
between  these  limits  t,  and  /..  which  are 


brought  much  closer  by  the  presence  in 
the  mixture  of  inert  gases,  such  as  nitro- 
gen— ^in  the  case  of  combustion  by  means 
of  air.  Two  sorts  of  systems  are  con- 
sidered. Reversible  systems,  where  the 
compounds  formed  by  combustion  can 
by  dissociation  be  spht  up  into  the  orig- 
inal components  :  such  are  CO,,  forming 
CO  and  O,  and  water-vapor  giving  H 
and  O.  In  non-reversible  systems  dis- 
sociation does  not  produce  the  original 
components.  Thus  a  mixture  of  cyan- 
ogen and  oxygen,  on  complete  combus- 
tion, yields  CO,  and  N,  whilst  dissocia- 
tion tends  to  produce  O  and  CO  or  even 
free  carbon.  Knowing  Q  the  quantity  of 
heat  generated  by  complete  combustion 
at  constant  volume,  another  limit  <^,  inter- 
mediate between  the  preceding  ones,  is 
calculated  for  reversible  and  a  few  non- 
reversible systems.  The  mean  of  ^,  and 
t^  gives  a  close  approximation  to  T,  the 
temperatme  of  combustion. 

Then  the  total  heat  Q  divided  by  the 
values  <,,  i„  <^,  T,  gives  a  set  of  corre- 
sponding hmiting  values,  c,,  c,,  c^,  C,  of 
the  apparent  specific  heats  of  the  system 
at  constant  volume  between  0°  and  T. 
The  apparent  specific  heat  includes  the 
specific  heat  properly  so-called  and  the 
heat  given  up  by  the  recombination  of 
the  dissociated  components.  The  mean 
value  C,  of  c,  and  c^  represents  the  specif- 
ic heat.  This  applies  to  such  gases  as 
CO,  and  water-vapor,  even  when  mixed 
with  inert  gases  like  N  or  with  hydro- 
carbons. Thus  values  of  the  specific  heat 
at  constant  volume  of  diff*erent  systems 
are  deduced  for  temperatures  ranging 
between  1,700*'  and  5,000°  on  the  air- 
thermometer. 

When  two  elementary  gases  combine 
at  constant  volume  without  condensation, 
the  ratio  of  the  effective  temperature  <, 
to  the  temperature  T  which  would  be 
produced  by  complete  combustion,  that 
is  t^  T,  gives  the  ratio  of  the  volume  of 
the  portion  really  combined  to  wthe  total 
volume,  and  hence  determines  the  disso- 
ciation. 
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Special  stress  is  laid  on  the  results  ob- 
tained from  a  group  of  isomeric  mixtures, 
i  €.,  mixtures  which  contain  the  same 
elements  in  different  states  of  combina- 
tion, but  all  yielding  an  identical  mixture 
after  combustion. 

2d.  JExpert mental  determination  of  the 
Fressures  developed  in  Gaseous  Explosive 
Mixtures  at  the  Moment  of  Explosion, — 
The  pressures  have  been  obtained  by  ex- 
ploding the  gaseous  mixtures  in  spherical 
vessels,  and  registering  on  a  revolving 
cylinder  the  law  of  the  displacement  of  a 
piston  61  known  section  and  mass.  Com- 
plete data  of  two  experiments  are  given, 
with  readings  taken  off  the  curves  at 
giv^n  intervals  of  time  during  each  ex- 
periment. The  cooling  effect  of  the  walls 
of  the  vessels  is  observed  by  exploding 
the  same  mixture  in  vessels  of  different 
capacities.  The  results  are  fairly  con- 
cordant with  those  obtained  by  Messrs. 
Bunsen,  Mallard  and  Le  Chatelier  by  en- 
tirely d^ifferent  methods,  so  far  as  the 
latter  extended.  The  authors  have  made 
numerous  experiments  with  forty-two 
different  mixtures  of  H,  O,  N,  CO,  CH^, 
NO,  cyanogen,  ether,  &c.,  and  the  press- 
ures are  recorded. 

3</.  Relative  Rate  of  Combustion  of 
different  Gaseous  Mixtures, — Three  ex- 
plosion vessels  of  different  capacities 
and  shapes  were  employed.  The  maxi- 
mum pressure  observed  when  a  mixture 
of  gases  is  exploded  in  a  vessel  at  con- 
stant volume  is  always  less  than  if  the 
system  retained  all  the  heat  generated  by 
combustion,  the  loss  of  heat  being  due 
to  contact  with  the  walls  of  the  vessel 
and  to  radiation.  This  difference  is 
greater  the  smaller  the  explosive- vessel, 
or  the  smaller  the  mass  of  gas  with  re- 
spect to  the  Tessel,  and  it  is  also  greater 
the  slower  the  rate  of  combustion.  The 
time  required  for  the  development  of  the 
maximum  pressure  is  generally  longer 
the  larger  the  explosive-chamber,  and  the 
greater  the  distance  between  the  piston 
and  the  point  of  ignition.  CO  is  slower 
than  H,  but  for  cyanogen  and  hydro-car 
bons  rich  in  H,  the  time  is  about  the  same 
as  for  H  alone,  and  agrees  vnth  the  cal- 
culated velocities  of  the  explosive  waves. 
The  velocity  of  translation  of  the  mole- 
cules governs  the  phenomenon.  Assum- 
ing that  the  flame  reaches  the  piston  at 
the  moment  of  maximum  pressure,  the 
absolute  rate  of  combustion  is  about  100 


meters  per  second  for  hydrogen,  8  me- 
ters for  carbon  monoxide,  and  70  meters 
for  cyanogen.  This  is  diminished  by  an 
excess  of  one  of  the  combustible  gases, 
and  even  more  so  by  the  presence  of 
the  burnt  products.  An  inert  gas  hke  N 
retards  combustion  not  only  by  lower- 
ing the  temperature  and  thus  diminish- 
ing the  velocity  of  the  molecules,  but 
also  by  preventing  contact  between  the 
molecules  which  act  on  one  another. 
With  a  mixture  of  carbonic  oxide  and  hy- 
drogen in  oxygen,  each  gas  appears  to 
burn  separately  at  its  own  rate,  the  hy- 
drogen burning  before  the  carbon,  and 
consequently  the  maximum  pressure  ob- 
served does  not  correspond  with  a  uni- 
form state  of  combustion  of  the  system. 

4^A.  Influence  of  the  Density  of  Ex- 
plosive Gaseous  Mixtures  on  the  Press- 
vre. — If,  in  a  gaseous  system  to  which 
heat  is  communicated,  the  pressures  vary 
in  the  same  ratio  as  the  densities,  it  fol- 
lows, independently  of  all  hypotheses  on 
the  laws  of  gases :  (1)  That  the  specific 
heat  of  the  system  is  independent  of  its 
density,  that  is  of  the  initial  pressure, 
and  depends  solely  on  the  absolute  tern 
perature.  (2)  That  the  relative  varia- 
tions of  the  pressures  at  constant  vol- 
ume, produced  by  heat  given  to  the  sys- 
tem, is  also  independent  of  the  pressure, 
and  is  a  function  of  the  temperature 
alone.  In  fact,  the  pressure  itself  varies 
directly  as  the  absolute  temperature,  and, 
according  to  the  theory  of  perfect  gases, 
serves  to  determine  it. 

The  authors  overcame  the  difficulties 
attending  direct  measurements  at  high 
temperatures  by  two  methods.  One  con- 
sisted in  using  a  vessel,  one  part  of  which 
was  maintained  at  the  ordinary  tempera- 
ture in  the  air,  and  the  other  heated  in 
an  oil  bath  to  about  153",  which  reduced 
the  density  of  the  gas  about  a  third.  The 
second  and  more  exact  method  consisted 
in  experimenting  on  isomeric  mixtures. 
From  numerous  experiments  with  iso- 
meric mixtures,  under  different  condi- 
tions as  to  density  and  heat  generated, 
the  observed  results  confirm  the  ordi- 
nary laws  of  gases. 

The  authors  conclude  that  for  tempera- 
tures up  to  3,000"  or  4,000"  on  the  air- 
thermometer  : 

(1)  When  a  given  quantity  of  heat  is 
conmiunicated  to  a  gaeous  system,  the 
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yariation  in  the  pressure  of  the  system  is 
proportional  to  its  density. 

(2)  The  specific  heat  of  gases  is  sensi- 
bly independent  of  the  density  at  very 
high  temperatures  as  well  as  at  zero. 

(3)  The  pressure  increases  with  the 
quantity  of  heat  given  to  the  system. 

(4)  The  apparent  specific  heat  increases 
with  this  quantity  of  heat. 

5th,  Temperatures  and  Specific  Heats 
calculated  from  the  experimental  results. 
— ^These  are  calculated  by  the  methods 
described  in  the  first  paper,  from  the 
pressure  P  developed  during  the  explo- 
sion, and  the  total  quantity  of  heat  Q 
generated  by  the  complete  combustion  of 
tiie  gaseous  mixtures.  The  mixtures  are 
arranged  in  four  groups,  and  two  tables 
are  given  for  each  group,  containing  the 
values  obtained  for  the  temperatures  and 
specific  heats. 

Qthf  Specific  Heat  of  the  JElementary 
Gases  at  very  high  temperatures. — The  au- 
thors agree  with  Messrs.  Mallard  and  Le 
Chatelier  in  the  general  conclusion,  that 
the  specific  heat  of  gases  increases  with 
the  rise  of  temperature,  and  that  the  sim- 
ple gases  have  sensibly  the  same  specific 
heat  at  all  temperatures.  By  supposing 
the  increase  to  be  proportional  to  the 
temperatures  between  2,800*'  and  4,400% 
the  authors  deduce  from  their  experi- 
ments the  empirical  formula— 

0=6.7  +  0.0016  (^-2,800), 

which  gives  the  specific  molecular  heat 
at  constant  volume  of  nitrogen,  hydro- 
gen, oxygen,  and  carbonic  oxide.  Be- 
tween 0  and  200°  the  specific  molecular 
heats  at  constant  volume  of  these  gases 
are  about  4.8,  and  the  authors  find  this 
number  doubled  in  passing  from  0"  to 
4,500®,  becoming  9.8.  The  variation 
takes  place  at  all  temperatures ;  it  is  in- 
appreciable from  0"*  to  200**,  but  in- 
creases rapidly  at  high  temperatures. 
The  law  of  increase  of  the  mean  specific 
heat  above  1,600**  is  expressed  by  the 
formula — 

4.76  +  0.0016  («-l,600). 
The  real  specific  heat  at  constant  vol- 
ume, i.  6.,  the  quantity  of  heat  necessary 
to  change  the  temperature  1%  is  calcu- 
lated by  the  formula — 

4.75  +  0.0032(^-1,600), 
for  the  elementary  gases  at  temperatures 
ttom  1,600**  upwards. 


The  specific  molecular  heat  at  constant 
volume  of  chlorine  is  greater  than  that  of 
the  simple  gases,  being  6.6  between  0** 
and  200* ;  also  at  1,800^ the  mean  specific 
heat  of  hydrogen  is  5.1,  whilst  that  of 
chlorine  is  15.8,  thus  approaching  that  of 
carbonic  acid,  which  is  about  18. 

1th.  Specific  Heats  of  Steam  and  Car- 
bonic Add  at  very  high  temperatures. — 
The  mean  specific  heat  of  steam  at  con- 
stant volume  deduced  by  the  authors 
from  their  experiments  maybe  expressed 
by  the  formula — 

16.2  +  0.0019(^-2,000) 

where  t  is  from  2,000**  to  4,000**.  The 
mean  specific  heat  of  steam  at  constant 
volume  between  130**  and  230°  being 
6.65,  it  is  doubled  at  2,000**  and  trebled 
at*  4,000**.  The  heat  of  formation  of 
water  continually  diminishes  as  the  tem- 
perature rises,  'iliis  is  partly  due  to  the 
heat  spent  in  the  work  of  molecular  sep- 
aration without  decomposition,  and  partly 
to  the  heat  absorbed  in  decomposition  or 
dissociation.  About  3,000**  dissociation 
would  absorb  at  most  6,600  calories,  that 
is,  one  seventh  of  the  heat  of  combustion, 
whilst  molecular  separation  would  absorb 
at  least  8,600  calories,  or  about  one-fifth 
of  the  heat  of  combustion  at  this  temper- 
ature. These  numbers  are  given  with  all 
reserve. 

The  mean  specific  heat  of  carbonic  acid 
at  constant  volume  between  .0**  and  t  is 
given  by  the  formula — 

19.1  +  0.0015(^-2.000) 

where  t  is  from  2,000  to  4,300.  As  in 
the  case  of  water  the  results  show  that 
the  heat  of  combustion  of  CO  to  form 
CO,  diminishes  with  the  temperature 
above  200**.  The  authors  calculate  that 
about  4,500**  the  heat  of  combustion 
would  be  28,000  calories,  and  dissociation 
would  absorb  at  most  18,000  calories, 
that  is,  about  two-thirds  of  the  heat, 
whilst  at  least  22,000  calories  of  the  heat 
is  absorbed  by  intra-molecular  transfor- 
mation. Comparing  the  heat  of  combus- 
tion of  H,0  and  CO,  at  0%  they  are 
almost  equal,  being  58,700  calories  and 
68,000  calories  respectively,  whilst  at 
3,000**  they  become  26,000  and  38,000. 
Thus  their  ratio  decreases  as  the  temper- 
ature increases,  and  at  very  high  temper- 
atures the  carbon  tends  to  entirely  de- 
compose the  steam. 
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Sth.  Scales  of  Temperatures  and  Mo- 
lecvlar  Weights, — The  results  of  the  pre- 
vious Papers  are  considered.  Two  air- 
thermometers  are  compared,  the  scale  of 
temperatures  of  one  being  determined  by 
the  dilatations  of  volume  at  constant 
pressure  (or  by  variations  of  pressure  at 
constant  volume)  whilst  the  scale  on  the 
other  is  determined  by  the  quantities  of 
heat  absorbed.  At  very  high  tempera- 
tures these  differ  widely  from  one  another, 
and  from  similar  chlorine — or  iodine  ther- 
mometers, owing  to  the  variations  in  the 
specific  molecular  heats  which,  especially 
in  the  case  of  chlorine,  would  point  to 
changes  in  the  ultimate  molecular  consti- 
tion  of  substances  hitherto  regarded  as 
elementary. 

REPORTS  OF  ENGINEERING  SOCIETIES. 

AMERioAK  Society  of  Civil  Enginkbus— 
January,  6th,  1886  — Vice-President  Gteo. 
8.  Greene.  Jr.,  in  the  chair.  The  ballot  was 
canvassed  upon  the  proposed  amendment  to 
the  by-laws,  substituting  in  section  24,  clause 
6,  the  word  **  December"  for  the  word  **  No- 
vember."   The  clause  will  ti\en  read  : 

Sth.  **  Any  five  members,  not  officers  of  the 
Society,  may  present  to  the  Board  of  Direction, 
on  or  before  December  1st,  a  list  of  names  pro- 
posed by  them  for  officers,  which  list  or  lists 
shall  also  be  issued  for  ballot  " 

There  were  in  the  affirmative  142  votes,  and 
in  the  negative  4  votes.  This  amendment  was 
declared  adopted. 

The  following  candidates  were  elected :  As 
members — Maximilian  Ferdinand  Bonzano,  of 
Philadelphia,  Pa. ;  Franklin  Ide  Fuller,  of 
Portland,  Oregon ;  George  Watson  Kittredge, 
of  Zanesville,  Ohio ;  Henry  Wadsworth  Reed, 
of  Waycross,  Ga. ;  Henry  Frederic  Rudloff,  of 
Caracas,  Venezuela,  8.  A. ;  Albert  John  Scher- 
zer,  Sonsonate,  Salvador,  Central  America.  As 
associate — Calvin  Tompkins,  of  New  York 
City.  As  Junior— Harry  Lee  Van  Zile,  of 
Troy,  N.  Y. 

The  paper  previously  presented  by  Mr.  Jos. 
M.  Wilson,  M.  Am.  Soc.  C.  E.,  on  Specifica- 
tions for  the  Strength  of  Iron  Bridges,  was 
then  discussed.  Written  discussions  were  pre- 
sented from  Messrs.  William  H.  Burr,  Mans- 
field Merriman,  S.  W.  Robinson,  George  F. 
Swain,  G.  Bouscaren,  Mace  Moulton,  A.  P. 
Boiler,  George  H.  Pegram,  William  Sellers, 
James  G.  Dagron,  George  L.  Vose,  J.  B. 
Davis,  and  E.  Thacher.  The  paper  was  also 
discussed  by  Mr.  C.  C.  Schneider.  It  is  in- 
tended to  publish  this  paper,  with  the  discus- 
sions, in  an  early  number  of  the  **  Transac- 
tions." An  abstract  of  Uie  paper  and  the  ex- 
tended  discussions  can  haraly  be  given  with 
just^.ce  to  the  writers. 

EROiKBBBs'   Club  of  Philadblphia—Rbo- 
OBD  OF  Eighth  Annual  Mbbting,  Jan. 
9th,  1886.— rhe  retiring  President,  Mr.  Joseph 


J.  de  Kinder,  read  the  annual  address.  The 
usual  review  of  the  engineering  of  the  past 
year  is  given.  Special  mention  is  made,  with 
much  interesting  description  in  detail,  of  the 
following  proposed  or  progressing  works :  the 
Panama,  Manchester,  enlargement  of  Suez, 
Corinth,  Baltic  and  North  Sea,  new  Chesapeake 
and  Delaware,  Hennepin,  Paris  and  Dunkirk, 
and  Gulf  of  Siam  and  Indian  Ocean  Canals ; 
the  reclamation  of  land  in  Russia  and  Missouri 
and  Ai'kansas ;  the  Baltimore  &  Ohio  at  Havre 
de  Grace,  Tay,  Forth,  St.  Lawrenee,  Ohio  at 
Henderson,  Ky.,  and  St.  John  Steel  Cantilever 
Bridges;  the  Croton  and  Washington  Aque- 
ducts; the  Mersey,  British  Channel,  Prince 
Edward's  Island,  and  Chicago  River  Tunnels ; 
the  Tehuantepec  Ship  Railway;  Railroads  in 
China,  Japan,  Russia  and  America ;  the  Lon- 
don and  South-western  Railway  Station ;  Ship- 
building and  Gunnery ;  the  Flood  Rock  Exca- 
vation ;  Natural,  Hydrogen,  and  Sawdust 
Gases ;  the  progress  in  Electric  Lighting  and 
Power;  and  concluding  with  Water  Supply, 
Sewerage  and  general  Municipal  Engineering. 

He  specially  recommends  that  the  latter  be 
made  a  special  question  of  study  and  discus- 
sion by  the  Club,  and  asks  if  it  would  not  be 
profitable  to  ourselves  and  to  the  interest  of  the 
city  if  the  Club  would  make  the  engineering 
of  Philadelphia  and  its  public  improvements  a 
leading  topic  in  the  future. 

The  tellers  of  election,  Messrs.  E.  S.  Hutch- 
inson and  C.  Frederick  Moore,  reported  that 
the  following  had  been  elected  officers  for 
1886: 

President — Mr.  Washington  Jones. 

Vice-President — Mr.  Thomas  M.  Cleemann. 

Secnnary  and  Treasurer  —  Mr.  Howard 
Murphy. 

Directors— Messrs.  Frederic  Graff,  Rudolph 
Heiing,  William  A.  Ingham,  Col.  William  Lud- 
low, and  Henry  G.  Morris. 

Active  members— Messrs.  Albanus  L.  Smithy 
Samuel  T.  Williams,  Robert  E.  Pettit,  andH. 
R   Cornelius. 

Mr.  Washington  Jones  took  the  chair  for 
1886  with  appropriate  remarks. 

Engineers'  Club  of  St.  Louis.— Prof.  J.  B. 
Johnson  presented  a  paper  to  be  read,  by 
title,  "The  Adjustment  of  a  Quadrilateral." 

The  secretary  read  a  letter  from  Mr.  Wm.  T. 
Blunt,  Sec.  Ex.  Board  of  Temporary  Civil  En- 
gineers* Committee  on  National  Public  Works, 
also  one  from  L.  E.  Cooley,  President  of  that 
Board. 

Moved  and  seconded  that  a  standing  com- 
mittee, consisting  of  five  members  of  this  club, 
be  elected  to  consider  and  report  upon  such 
(question  as  relate  to  the  conduct  of  our  Na- 
tional Public  Work,  and  to  act  in  conjunction 
with  similar  committees  of  other  societies. 
Carried. 

Moved  and  seconded  that  nominations  be 
made  and  votes  be  taken  for  five,  and  the  five 
receiving  the  highest  number  be  declared 
elected.    Carried. 

Moved  and  seconded  that  the  committee  elect 
their  own  officers.    Carried. 

The  following  gentlemen  were  nominated, 
and  the  ballot  resulted  in  the  election  of  Messrs. 
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McMath,  R.  Moore,  J.  B.  Johnson,  Holman 
and  Ockerson. 

Resolved — That  the  standing  committee  just 
elected  be  entitled  the  Standing  Committee  on 
National  Public  Works,  and  that  its  chairman 
be  a  full  member  of  the  Civil  Engineers*  Com- 
mittee on  National  Public  Works,  as  suggested 
by  the  Cleveland  Convention,  but  no  action  of 
this  committee  shall  be  held  as  binding  this 
club  until  it  shall  have  been  reported  to  and 
endorsed  by  the  club.    Carried. 

Moved  and  seconded  that  the  conclusions  of 
the  Cleveland  Convention  be  referred  to  the 
standing  committee  to  report  at  next  meeting 
of  the  club.     Carried. 


ENGINEERING  NOTES. 

GERMANY  has  decided  upon  constructing  a 
North  Sea  and  Baltic  ship  canal,  and  the 
Reichstag  will  soon  be  asked  to  vote  the  money 
for  it.  In  referring  to  the  project,  the  Berlin 
P<?«tsays:  "Prince  Bismarck  is  not  the  first 
statesman  who  devised  a  waterway  between 
the  German  Ocean  and  the  Baltic  available  for 
war  and  trading  vessels  of  the  largest  size.  At 
the  time  when  Wallenstein*s  *  Grand  German ' 
schemes  seemed  to  be  near  their  executioo, 
this  statesman,  who,  among  his  other  dignities, 
was  appointed  Imperial  Admiral,  cast  about  to 
establish  a  German  sea  power  on  the  Baltic, 
and  conceived  the  idea  of  uniting  both  German 
coasts  by  a  canal  running  through  Schleswig- 
Holstein.  But,  with  the  other  high-flying 
plans  of  Wallenstein,  this  idea  came  to  noth- 
ing, though  it  was  shortly  afterwards  taken  up 
bv  Cromwell,  who,  when  Protector,  in  close 
alliance  with  Sweden,  aimed  at  securing  to 
England  by  this  enterprise  the  hegemony  of 
the  Protestant  nations  of  Northern  Europe 
His  plan,  indeed,  went  so  far  that  the  line  of 
the  projected  waterway  was  actually  fixed. 
Leaving  the  Elbe,  the  canal  was  to  follow  the 
Eider,  and,  passing  through  the  Lake  of 
Schwerin,  enter  the  Baltic  near  Wismar,  which 
would  thus  be  converted  into  a  kind  of  North- 
ern Gibraltar.  But  technical  difficulties  de- 
layed the  commencement  of  the  enterprise,  and 
death  snatched  away  the  mighty  man  before  Jie 
succeeded  in  removing  the  diflSculties  that 
stood  in  his  way." 

MB.  Benjamin  Baker,  in  his  address  to  the 
Mechanical  Science  Section  of  the  Brit- 
ish Association,  said:  ** Members  of  this  Sec- 
tion who  visited  the  United  States  last  year  not 
for  the  first  time  could  hardly  have  failed  to 
notice  that  American  and  European  engineer- 
ing practice  are  gradually  presenting  fewer 
pomts  of  difference.  Early  American  iron 
railway  bridges  were  little  more  than  the  ordi- 
nary type  of  timber  bridge  done  into  iron,  and 
the  characteristic  features,  therefore,  were 
ereat  depth  of  truss,  forged  links,  pins,  screw- 
Dolts,  round  or  rectan^lar  struts,  cast-iron 
junction  pieces,  and,  in  brief,  an  assemblage  of 
a  number  of  independent  members,  more  or 
less  securely  bolted  together,  and  not  as  in 
European  bridges,  a  solidly  riveted  mass  of 
plates  and  angle-bars.    At  the  present  moment 


the  typical  American  bridge  is  distinctly  de- 
rived from  the  grafting  of  German  practice,  on 
the  original  parent  stock.  Pin  connections  are 
still  generally  used  in  bridges  of  any  size,  but 
the  top  members  and  connections  are  more 
European  than  American  in  construction, 
whilst  for  girders  of  moderate  span,  such  as 
those  on  the  many  miles  of  elevated  railway  In 
New  York,  riveted  girders  of  purely  European 
type  are  admittedly  the  cheapest  and  most  du- 
rable. From  my  conversations  with  leading 
American  bridge  builders,  I  am  satisfied  that 
their  future  practice  and  our  own  will  approach 
still  more  u^Hrly.  We  should  never  think  of 
building  another  Victoria  tubular  bridge  across 
the  St.  Lawrence,  or  repeat  the  design  of  the 
fallen  Tay  Bridge,  nor  would  they  again  imi- 
tate in  iron  an  old  timber  bridge,  or  repeat  the 
design  of  the  fallen  Ashtabula  bridge.  In  one 
respect  the  practice  in  America  tends  to  the 
production  of  better  and  cheaper  bridges  than 
does  our  own  practice,  and  it  is  this :  each  of 
the  great  bridge-building  firms  adopts  by  pref- 
erence a  particular  type  design,  and  the  works 
are  laid  out  to  produce  bridges  of  this  kind.  It 
is  an  old  adage  that  practice  makes  perfect,  and 
by  adhering  to  one  tyre,  and  not  vaguely  wan- 
dering over  the  whole  field  of  design,  details 
are  perfected  and  a  really  good  bridge  is  the 
result.  Engineers  in  America,  therefore,  need 
only  specify  the  span  of  their  bridge,  and  the 
rolling  load  to  be  provided  for,  with  certain 
limiting  stresses,  and  they  can  make  sure  of 
obtaining  a  number  of  tenders  from  different 
makers  of  bridges,  varying  somewhat  in  desi^, 
but  complying  with  all  the  requirements  With 
us,  on  the  other  hand,  it  is  too  often  the  privi- 
lege of  a  pupil  to  try  his  *prentice  hand  on  the 
design  for  a  bridge,  and  it  is  no  wonder,  there- 
fore, that  many  curious  bits  of  detail  meet  the 
eye  of  an  observant  foreigner  inspecting  our 
railways. 

The  magnificent  steel-wire  rope  suspension 
bridge  of  1,600  feet  span,  built  by  Roebline 
across  the  East  River,  at  New  York,  well 
marks  the  advanced  state  of  mechanical  scienc^ 
in  America  as  regards  bridge-building  It  is 
worthjr  of  note  that,  at  the  second  meeting  of 
the  British  Association,  held  so  long  back  as 
1882,  there  was  a  paper  on  suspension  bridges, 
and  the  author  entreated  the  attention  of  the 
scientific  worlci,  and  particularly  of  civil  engi- 
neers, to  the  serious  consideration  of  the  ques- 
tion, **  How  far  ought  iron  to  be  hereafter  used 
for  suspension  bridges,  since  a  steel  bridge  of 
equal  strength  and  superior  durability  could  be 
built  at  much  less  cost?"  "I  earn estlv call 
upon  the  Ironmasters  of  the  United  Kingdom,'* 
said  he,  **to  lose  no  time  in  endeavoring  to 
solve  this  question.*'  In  this,  as  in  many  oUier 
engineering  matters,  America  has  given  us  a 
le£^.  America  is,  indeed,  the  paraaise  of  me- 
chanics. When  the  British  Association  was 
inaugurated,  years  ago,  there  waa^  I  believe, 
no  intention  to  have  a  section  for  the  discussion 
of  mechanical  science.  Possibly  it  may  have 
been  considered  too  mean  a  branch.  Even  the 
usually  generous  Shakspeare  speaks  contemp- 
tuously of  *' mechanic  slaves,  with  greasy 
aprons,  rules,  and  hammers " ;  and  our  old 
friend,  Dr.  Johnson's  definition  of  *'  mechani- 
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caX  "  is  **  mean,  servile."  We  have^Iived  down 
this  feeling  of  contempt,  and  the  world  admits 
that  the  '* greasy  apron"  is  as  honorable  a 
badge  as  the  priest's  cassock  or  the  warrior's 
coat  of  mail,  and  has  played  as  important  a 
part  in  the  ercat  work  of  civilizing  humanity 
and  turning  oloodthirsty  savages  into  law-abid- 
ing citizens. 

As  I  have  had  occasion  to  refer  to  Canada 
and  America  in  the  course  of  my  remarks,  I 
cannot  refrain  from  expressing  the  high  appre- 
ciation which  I  am  sure  every  member  of  this 
section  entertains  of  the  cordiality  and  warmth 
of  our  reception  on  the  other  side  of  the  At- 
lantic last  Vear.  Such  incidents  make  us  for- 
get that  differences  have  ever  existed  between 
the  two  countries. 


IRON  AND  STEEL  NOTES. 

STBEL. — The  Engineer y  in  reviewing  the  pro- 
gress of  steel  manufacture  in  1^,  says : 
Probably  the  most  important  subject  con- 
nected with  mechanical  engineering  to  which 
we  can  refer  is  steel.  No  advance  whatever 
has  been  made  during  the  last  ten  years  towards 
the  elimination  of  the  treacherous  character- 
istics of  the  metal,  and  there  is  no  reason  to 
anticipate  that  it  will  be  better  1886  than  it  was 
in  1885.  Indeed,  there  is  some  cause  to  fear 
steel  is  not  so  good  as  it  was.  Steel  made  by 
the  Bessemer  process  at  all  events  does  not 
seem  to  enjoy  the  reputation  it  once  did.  It 
would  be  interesting  to  know  why  Siemens 
steel  has  come  to  be  regarded  by  boUer  makers 
and  engineers  as  better,  in  the  sense  that  it 
is  more  trustworthy  than  Bessemer  steel ;  and 
it  may  yet  be  that  the  product  of  the  converter 
will  be  mainly  devoted  to  rails  and  tires  and 
axles,  while  boiler  plates  will  be  produced  only 
by  the  Siemens  process.  So  far  as  can  be 
known,  tjie  imexpected  fracture  of  steel  plates 
is  due  to  the  spreading  of  extremely  fine  initial 
cracks  in  a  way  very  clearly  set  forth  in  our 
last  impression,  and  this  can  only,  we  fear,  be 
controlled  effectually  by  giving  the  plate  a 
fibrous  structure.  Iron  has  been  much  abused 
for  its  laminated  fracture,  but  it  is  the  lamina- 
tion of  iron  that  has  enabled  it  to  attain  the 
high  position  which  it  long  held.  The  effect  of 
lamination  may  be  made  clear  by  supposing 
ih&i  a  boiler,  instead  of  being  built  up  of  single 
plates  1  in.  Uiick,  was  composed  of  four  plates 
each  \  in.  thick,  put  together  much  as  the  coils 
of  a  gun  are  In  the  first  case,  if  a  crack  was 
once  developed  in,  say,  the  outside  of  the  single 
plaAe,  it  would  quickly  spread  inwards,  and 
cause  the  destruction  of  the  boiler;  but  the 
outer  plate  of  a  shell  built  up  of  four  plates 
being  cracked  through,  the  strength  of  the 
boiler  would  only  be  decreased  26  per  cent., 
and  the  crack  could  noV  spread  through  the  re- 
maining plates.  It  is  for  this  reason  that  we 
look  on  the  metal  produced  by  the  Congreaves 
Company  with  considerable  favor.  It  is  made 
by  putting  a  number  of  wrought-iron  rods  into 
an  mgot  mould  and  pouring  steel  in.  The  rods 
become  welded  to  the  steel  without  losing  their 
fibrous  nature.  When  the  ingot  is  roUeadown 
this  wrought  iron  partakes  of  the  general  re- 
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duction  of  section,  and  thus  a  plate  or  rod  of 
very  perfect  mechanical  textin-e  is  produced. 
It  ought  to  be  possible,  however,  to  carry  this 
system  further,  and  to  produce  boiler  plates  in 
which  iron  shall  be,  so  to  speak,  sandwiched, 
for  the  express  purpose  of  stopping  the  spread 
of  cracks.  How  these  cracks  are  generated  is 
a  very  important  question.  They  may  be  due 
to  the  cellular  structure  of  the  ingot,  the  cells 
being,  of  coui'se,  due  to  occluded  gases.  Some 
of  the  cells  may  be  quite  too  small  for  easy 
detection,  even  if  an  ingot  were  broken  across,^ 
and  yet  develope  into  a  dangerous  crack.  A 
very  interesting  paper,  entitled  **Th6orie  Cel- 
lulaire  des  Propnetes  de  TAcier,"  by  MM.  Os- 
mond and  Werth,  has  just  been  published  iii> 
Paris  by  M.  Dunod,  Quai  des  Augustins  Tliis- 
does  not  refer  to  the  gas  cells  of  which  we  have- 
just  been  speaking,  but  to  what  we  may  term 
the  microscopical  structure  of  steel.  We  have 
not  space  to  quote  from  this  pamphlet  at  length, 
but  we  may  state  briefly  that  the  theory  of  the 
authors,  based  on  microscopical  and  other  re- 
searches, is  thafwhen  heated  steel  loses  its  car- 
bon, owing  to  dissociation,  as  it  cools  slowly 
it  recombines  with  a  porlion  of  this  carbon,  but 
not  all ;  that  some  carbon  is  left  free  until  the 
steel  is  tempered,  when  that  carbon  before  free 
is  re-combined ;  and  that  a  steel  bar  really  con- 
sists of  an  agglomeration  of  grains  of  steel  se- 
cured to  each  other  by  a  cement.  Speaking  of 
the  cooling  of  an  ingot  and  tracing  the  struc- 
tural changes  down,  the  authors  say,  "Finally^ 
there  remains  in  the  fluid  state  a  mixture,  more 
or  less  complex,  commonly  dominated  by  car- 
buret of  iron,  which  solidifies  In  its  turn  m  the- 
joints  of  the  '  globulites,'  and  unites  them  into 
a  solid  block — c'est  le  ciment."  The  steel  may 
be  regarded  as  in  the  condition  of  a  number  of 
kernels  surrounded  each  by  an  envelope  of  ce- 
ment, and  the  strength  of  the  steel  depends  on 
that  of  the  cement.  It  is  impossible  to  do  just- 
ice in  a  limited  space  to  the  working  out  and 
proof  of  this  Uieory.  According  to  it,  the  ce- 
ment not  being  equally  distributed  through  the 
material,  there  may  be,  so  to  speak,  small 
centers  of  weakness  in  it.  We  quote  the  author 
without  translation :  ''Mais,  comme  le  ciment 
n*est  jamais  reparti  d*une  fa^on  absolument 
uniforme,. certain  noyaux  peuvent  briser  leur 
enveloppe  plus  mince  sous  une  pression  plus 
faibles,  d'autres,  qui  n*ont  pas  de'enveloppe  sur 
une  ou  plusieurs  faces,  se  deferment  plus  fa- 
cilement  encores ;  de  la  ces  dechirures  parfois 
visibles  d.  la  surface  des  barreaux  d'epreuve,  et 
les  bruits  que  Pon  entend  pendant  Tessai ; 
chaque  oellu'e  a  en  riaUte  sa  limit  eUutiqtut^  et 
celle  que  Pon  attribue  k  Tacier  ne  correspond 
qu^un  maximum  d*un  ph^nom^ne  plus  ou 
moins  irr§gulier."  The  author  fuiHier  states 
that  shocks  and  vibrations,  by  breaking  up  the 
cement  by  degrees,  will  gradually  reduce  a  bar 
of  steel  to  a  sort  of  metollic  sand.  It  will  be 
seen  at  a  glance  how  important  a  bearing  this 
theory  has,  if  true,  on  that  which  attributes  the 
treacherous  fracture  of  steel  to  minute  initial 
cracks,  as  set  forth  by  **  L."  in  our  last  impres- 
sion. If  the  elastic  limit  varies  throughout  a 
bar  or  plate,  then  if  this  limit  be  once  exceeded 
anywhere  over  ever  so  small  an  area,  we  may 
at  once  have  a  crack  localized  for  the  time- 
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being.  Nothing  but  streas  is  required  to  do 
velope  it.  This  theory,  too,  very  satisfactorily 
explains  what  has  been  pointed  out  by  Mr. 
Parker  and  others,  namely,  that  the  more  work 
we  put  into  a  plate,  that  is  to  say,  the  oftener 
it  goes  through  the  rolls,  the  more  likely  is  it 
to  be  honest. 

Reference  has  been  made  in  our  columns  to 
the  failure  of  certain  ship  plates  and  aneles  in 
th<;  North.  It  is  not  quite  as  easy  as  is  desira- 
ble to  get  at  the  whole  truth  in  these  cases. 
Our  inquiries  have  resulted  in  the  acquisition 
of  information  to  the  effect  that  such  failures 
have  been  comparatively  numerous,  and  that 
the  treacherous  plates  and  angles  have  been  in 
all  these  recent  cases  made  of  basic  steel. 
It  will  be  seen,  however,  from  the  letter  of  our 
north-eastern  correspondent,  that  such  failures 
are  not  confined  to  basic  steel.  Messrs.  Bolckow, 
Vaughan  &  Co.  have  in  consequence  stated  that 
they  will  make  no  more  basic  plates  or  angles ; 
ana  Lloyd's  Committee  have  resolved  not  to 
class  any  ship  built  of  basic  steel,  and  have 
withdrawn  their  inspectors  from  yards  where 
basic  steel  is  used.  This  line  of  action  must, 
however,  be  regarded  as  only  provisional.  As 
soon  as  the  character  of  basic  steel  is  re-estab- 
lished, it  will  be  accepted  by  Lloyd's  as  a  mate- 
rial  suitable  for  the  construction  of  ships.  For 
certain  purposes  it  appears  to  be  an  excellent 
metal,  but  it  recjuires  special  treatment.  Lloyd's 
will  permit  boilers  to  be  made  of  it,  but  only 
certain  stipulations.  Its  strength  must  not  ex- 
ceed about  24  tons  on  the  square  inch,  and  the 
scantling  must  be  augmented  as  compared 
with  acid  and  Siemens  steel  standing  30  tons. 
In  fact,  it  appears  to  resemble  Low  Moor  or 
Bowling  iron  more  than  anything  else.  It  is 
worth  notice  that  Lloyd's  will  not  pass  any 
steel  which  stands  more  tlian  80  tons,  and  when 
plates  exceed  1  in.  in  thickness  the  standard  is 
lowered.  In  all  this,  we  find  direct  evidence 
that  practical  men  find  it  necessary  to  employ 
steel  with  much  caution,  notwithstanding  the 
admirable  qualities  which  it  displays.  We  un. 
derstand  that  Mr.  Parker,  chief  engineer  sur- 
veyor at  Lloyd's,  is  now  conducting  a  valuable 
series  of  experiments  with  a  view  to  solve  the 
steel  problem,  and  ascertain  why  plates  break. 
To  this  end  he  has  subjected  steel  plates  of  all 
kinds  to  the  worst  possible  treatment— such  as 
heating  one  comer  while  the  rest  is  kept  cool,  j 
making  a  hot  fire  on  the  center  of  a  plate  while 
a  hose  flayed  on  the  metal  outside  the  heated 
circle,  and  so  on — but  up  to  the  present  he  has  ' 
not  succeeded  in  a  single  instance  in  getting  a 
plate  to  crack.  i 

It  cannot  be  said  that  any  failure  of  a  steel  j 
plate  is  a  surprise,  because  the  treacherous 
character  of  the  material  under  certain  condi- ' 
tions  of  treatment  has  long  been  known.    A  I 
valuable  report  to  Lloyd's  Committee  on  the  | 
steel  manufacturing  and  engineering  works  of  , 
France  was  prepared  by  Mr.  Parker  in  1888.  , 
This  report  is  not  as  well  known  as  it  should 
be.    Among  other  places  visited  was  the  Naval 
Dockyard  at  Toulon.     There  they  had  been 
long  aware  of  the  peculiarities  of  steel.     **  The 
French  engineers,"  says  Mr.  Parker,  "seem  to 
have  recognzed  to  a  greater  extent  than  has 
]>een  done  in  England  the  fact  that  steel  re- 


quires to  be  heated  with  much  more  care  than 
iron,  in  order  to  preserve  the  normal  qualities 
of  the  material  in  a  structure ;  and  the  plate 
and  angle  shops  in  Toulon  Dockyard  arq  fitted 
with  special  tools,  mostly  hydraulic,  so  that  it 
may  not  be  necessary  to  hammer  or  distress 
the  material  in  any  way.  These  tools  are  so 
designed,  and  the  plant  is  so  arranged,  that  all 
the  work  necessary  in  either  plates  or  angles 
may  be  done  while  the  material  is  at  a  uniform 
heat,  and  before  the  temperature  falls  below 
the  acknowledged  dangerous  limit  of  dark  red. 
The  frames  are  all  heated  in  gas  furnaces  on 
the  Gorman  system,  and  by  means  of  ropes, 
hydraulic  capstans,  and  return  pulleys,  the 
frames  are  turned  or  drawn  to  their  required 
curvature  in  a  few  seconds  of  time  without  any 
sudden  shock  or  jar;  they  ara  then  beveled 
with  squeezers,  and  when  completed  retain  a 
sufficient  heat  to  anneal  them.  Again,  all  gar- 
board  strake  plates  and  others  involving  strong 
curvatures  or  sharp  changes  of  form,  that  in 
this  country  are  generally  bent  or  flanged  by 
hanmiers,  are  at  these  works  bent  to  form  by 
hydraulic  presses,  while  all  shears  and  punches 
are  also  worked  by  hydraulic  power,  so  that 
there  is  a  complete  absence  of  jar  or  jerk  in  the 
speed  of  the  tool  at  the  moment  ^hen  its  edge 
comes  in  contact  with  the  work  punched  or 
sheared,  which  must  necessarily  punish  the 
material  to  a  less  degree  than  punches,  presses, 
or  shears  driven  by  mechanical  gearing.  Fur- 
ther, with  a  view  to  avoid  all  useless  punish- 
ment to  the  material  by  punching  out  curves, 
circular  and  curved  hydraulic  she^  are  exten- 
sively  used,  and  I  also  observed  that  for  cut- 
ting frames,  beams,  etc.,  circular  and  hand 
saws  are  used  as  much  as  possible.  In  fact, 
wherever  it  is  possible  to  replace  hand  tool 
labor,  the  work  of  which  must  be  rough  and 
costly,  machine  tool  labor  has  been  introduced, 
which  is  much  more  regular  and  uniform,  and 
injures  the  material  so  little  that  scarcely  any 
annealing  is  necessary,  and  a  'fractured  or 
cracked  plate  or  angle,  such  as  was  so  com- 
mon here  a  few  years  ago,  is  almost  unknown 
at  these  works."  Further  on  Mr.  Parker  says : 
**  In  view  of  the  valuable  information  and  ex- 
perience gained  during  my  visit  to  the  Toulon 
yard,  where  steel  has  been  so  largely  employed 
for  the  last  ten  years,  I  cannot  but  feel  it  is  a 
matter  for  regret  that,  upon  the  introduction  of 
steel  for  ship-buildinff  and  boiler-making  into 
this  country  some  four  years  ago,  recourse 
should  not  have  been  had  by  the  society's 
officers  to  the  experience  of  the  French  Govern- 
ment officials  in  the  matter.  If  a  visit  had  then 
been  paid  to  the  dockyards  in  France,  it  would, 
I  doubt  not,  have  saved  both  the  conmiittee 
and  executive  a  great  amount  of  anxiety,  in- 
separable from  the  society's  officers  having  had 
to  work  out  for  themselves  the  problems  con- 
nected with  the  subject  which  experience  alone 
could  satisfactorily  solve." 

THE  MaNUFAOTUHB  OF  StEEL  CASTINGS. — ^At 
the  opening  meeting  for  the  winter  ses- 
sion of  the  Iron  and  Steel  Works  Managers' 
Institute,  held  at  Dudley  on  September  12,  Mr. 
R.  Smith-Casson  in  the  chair,  Mr.  B.  F.  McCal- 
lem,  of  Glasgow,  read  a  paper  on  ^*  Steel  Cast- 
ings," which  developed  an  interesting  discos- 
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•ion  upon  steel-casting  practice.  Mr.  McCal- 
lem  said  that  it  was  thirty  years  since  the  first 
crucible  steel  castings  were  made  in  Sheffield 
in  the  general  wav,  and  with  one  exception  the 
method  of  manufacture  was  pretty  much  the 
same  now  as  at  that  early  date.  The  improve- 
ment was  the  employment  of  gas  furnaces  in- 
stead of  the  old  coke  holes  for  melting.  Im- 
portant economies  bad  resulted  from  this  in- 
traduction.  Where  before  it  required  3  tons  of 
coke  to  melt  1  ton  of  steel,  the  same  thinff  was 
now  done  with  36  cwt.  of  very  poor  slack. 
Though  it  was  apparently  easy  to  make  cru- 
cible steel  castings,  it  was  not,  in  reality,  easy 
to  make  a  true  steel— that  was  to  say,  to  make 
a  metal  that  contained  only  the  correct  propor- 
tions of  carbon  and  silicon  and  manganese. 
The  only  real  way  to  make  crucible  castings  of 
true  steel  was  to  melt  the  proper  proportions  of 
cast  steel  scrap  with  the  proper  amounts  of 
silicon  and  manganese  to  produce  that  chemi- 
cal composition  which  was  known  to  be  nec- 
emarjr  in  best  castings.  It  was  in  consequence 
of  this  difficulty  that  many  makers  resorted  to 
the  addition  of  hematite  pigs.  The  Bessemer 
process  was  used  much  more  extensively  upon 
the  Continent  than  in  this  country  in  the  manu- 
facture of  castings.  It  seemed  likely  that  Mr. 
Allen's  agitator  for  agitating  the  sted  in  the 
ladle  so  as  to  remove  the  gases,  would  be  taken 
up  largely  for  open-hearth  castings,  and  open- 
hearth  mild  steel,  as  it  had  a  wonderful  effect 
The  Wilson  gas-producer,  working  in  conjunc- 
tion with  the  open-hearth  furnace,  had  recently 
produced  some  extremely  wonderful  results. 
In  some  large  works  steel  was,  by  its  aid,  be- 
ing melted  from  slack,  which  was  previously 
absolutely  a  waste  product.  The  method  of 
making  open-hearth  steel  castings  might  be 
varied  greatly.  The  ordinary  method  gener- 
ally practiced  in  this  country  was  a  modifica- 
tion of  the  Terre  Noire  process.  The  molds 
employed  were  only  of  secondary  importance 
to  the  making  of  the  steel  itself.  Unless  the 
mold  was  good,  no  matter  how  orood  the  steel 
was,  the  casting  was  spoiled.  The  best  com- 
position which  nad  been  found  for  molds  was 
that  of  a  large  firm  in  Sheffield,  but  unfortu- 
nately it  was  rather  expensive.  A  good  steel 
casting  ought  to  contain  about  0.3  per  cent. 
carbon  and  0.8  per  cent,  of  silicon,  and  from 
0.6  to  1  per  cent  of  manganese.  Such  a  cast- 
ing, if  free  from  other  impurities,  would  have 
a  strength  of  between  30  and  40  tons,  and  on 
an  8-inch  specimen  would  give  an  elongation 
of  20  per  cent.,  or  even  more  It  was  possible 
by  the  Terre  Noire  process  to  produce  by  cast- 
ing as  good  a  piece  of  steel  as  could  be  made 
by  any  amount  of  rolling  and  hammering. 

The  chairman  said  that  as  they  had  so  high 
an  authority  as  Mr.  McCallem  present,  Staf- 
fordshire men  would  like  to  know  his  opinion 
u^n  the  open-hearth  basic  system,  in  which 
Ihey  were  greatly  interested.  i 

Mr.  McCallem  said  that  he  believed  that  the 
basic  process  would  be  worked  successfully  in  I 
this  country  in  the  open-hearth  furnace  before  ' 
it  would  be  in  the  converter.  At  the  Brymbo  I 
Works,  in  Wales,  he  had  seen  the  basic  process 
worked  very  successfully  in  the  open-hearth  | 
furnace  ;  and  he  was  recently  informed  by  the  i 


manager  that  he  was  producing  ingots  at  the 
remarkably  low  sum  of  65s.  per  ton. 

The  chairman  said  that  some  samples  which 
had  been  sent  into  Staffordshire  from  Brymbo 
for  rolling  into  sheets  had  behaved  admirably. 
He  thought  that  the  Patent  Shaft  and  Axle- 
tree  Company,  at  Wednesbury,  were  at  the 
present  moment  putting  down  an  open-hearth 
lurnace  on  the  basic  process. 

The  discussion  was  continued  with  consider- 
able vigor  by  Messrs.  H.  Fisher  (vice-presi- 
dent), James  Rigby,  J.  Tibbs,  M.  Millard, 
Walker,  W.  Yeomans  (secretary),  and  others. 
Several  of  these  gave  it  as  their  experience 
that  the  best  castings  contained  the  most  blow- 
holes, and  Mr.  McCallem  accepted  the  pro- 
nouncement with  some  slight  qualification.  A 
vote  of  thanks  to  Mr.  McCallem  concluded  the 
proceedings. 
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TRB  United  States  is  now  sending  abroad 
about  three  miUion  dollars'  wortli  of  loco- 
motives per  annum.  This,  at  an  average  of 
ten  thousand  dollars  each,  represents  about 
290  engines. 

THE  method  of  placing  electric  lamps  in 
front  of  locomotive  to  illuminate  the  line 
has  been  tried  on  many  lines,  but  apparently 
has  not  found  much  favor.  Recent  experience 
In  Russia  appears  to  show  that  financial  con- 
siderations are  not  alone  unfavorable  to  the 
system.  On  the  railway  between  St.  Peters- 
burg and  Moscow  several  locomotives  were  fit- 
ted with  electric  lamps.  For  a  time  they  gave 
great  satisfaction,  lighting  the  way  more  than 
a  kilometer  in  front.  But  the'  servants  began 
to  complain  of  the  contrast  between  the  lighted 
and  the  unllghted  surfaces  painfully  affecting 
the  eyes ;  and  doctors  ere  long  reported  that 
there  had  been  several  cases  of  crave  Injury  to 
the  eyes  In  this  way.  Hence  the  lamps  were  , 
abandoned.  The  directors  have  not.  however, 
given  up  the  Idea  of  better  illumination  for  the 
line,  and  they  now  contemplate  placing  elecirlc 
lamps  so  as  to  illuminate  about  one  kilometer 
on  either  side  of  the  station. 

AooNOBSsioN  has  been  granted  by  the  Swiss 
Government  to  a  firm  of  electrical  engi- 
neers at  Geneva,  for  making  a  railway  up  Mont 
Sal^ve,  near  that  city.  The  line  will  be  laid 
with  a  central  rack,  very  similar  to  that  of  the 
Rigbl  railway,  but  the  toothed  pinion  on  the 
locomotive,  which  gears  Into  It.  Instead  of  be- 
ing driven  by  steam,  will  be  worked  by  elec- 
tricity. 

ACCORDING  to  the  Brhiil,  the  total  length  of 
the  railways  of  the  Brazilian  Empire  is 
8,123  kilos.  (5,038  English  miles),  of  which 
6132  kilos  (3,802  miles  are  opened  for  traffic, 
and  1,991  kilos.  (1,234  miles)  are  still  in  con- 
struction.  The  railways  belonging  to  the 
Government  have  a  length  of  1,417  kilos.  (903 
miles),  and  represent  a  value  of  about  £11,440,- 
000  sterling.  Of  these  the  Don  Pedro  Is  the 
most  important,  measuring  upwards  of  700 
kilos.  (434  miles),  and  representing  a  capital  of 
about  £8,000,000  sterilng, 
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SUMMARY  OF  EXPERIMENTS  MaDB  BY  THE  | 
Swiss  Artillery,  in  1884.— Two  steel  I 
Krupp  guns  of  12  cenlimeters  bore  and  hooped,  ' 
were  modified  to  allow  the  use  of  a  percussive  t 
apparatus  for  ignition,  which  had  been  sucess-  j 
ful  with  an  8  4  centimeter  gun ;  the  results  in 
this  case  being  also  satisfactoiy,  it  was  adopted  | 
l)y  the  committee.  The  gas-check  was  of  cop- 1 
per,  and  the  committee  proposed  that  two  guns  1 
should  be  made  of  bronze  mandrine,  in  order ; 
that  the  national  industry  might  be  enabled  to 
take  part  in  the  armament  of  the  country. 

The  bore  of  12  centimeters,  being  small  for  a 
siege  piece,  it  was  desired  to  increase  the  effect ! 
of  Its  shells.    Two  shells,  made  at  the  Gruson  ! 
Works,  were  fired  In  comparison  with  ordinary  | 
shells  and  powder  charge.    The  result  gave  no  | 
marked  superiority  for  the  Gruson  shells,  and  ; 
as  their  preparation  was  longer  and  more  com- , 
plicated,  further  trials  were  suspended.    Ex- ' 
periments  were  made  to  determine  the  influence 
of  eccentricity  in  projectiles  on  the  accuracy  of 
their  range,  and  the  limits  to  l»6  allowed  in 
their  manufacture.     As  an  eccentricity  of  2 
millimeters  had  a  sensible  effect  on  the  accu- 
racy, the  limit  was  reduced  to  1  millimeter.       I 
Experiments  with  Shrapnel  shell,  with  rear ' 
chambers    and    double-action  fuzes   for  long 
ranges,  resulted  in  frequent  bursts  in  the  bore,  ; 
due  to  premature  action  of  the  striking  appa- 
ratus of  the  fuze.     This  was    overcome  by  ! 
shortening  the  striker;  a  disk  of  hardened  lead  ' 
was  placed  underneath,  and  a  spiral  spring  i 
above  it ;  at  the  same  time  the  rear  ring  of  the  \ 
Shrapnel  was  modified. 

Advantage  was  taken  of  these  trials  to  study  | 
the  effects  of  Shrapnel.    They  were  charged  | 
with  hard  lead  balls  of  2  calibers,  weighing  15  i 
and  12.5  grains,  395  to  400  balls  of  15  grains, 
and  475  to  480  of  12  grains.     At  3,000  meters  | 
tlie  Shrapnel  with  small  balls  gave  one-fourth 
more  hits  than  those  with  large  balls.     The 
number  of  planks  touched  was  also  slightly 
greater  with  the  small  balls.     At  the  same 
range  ,the  penetrative  force  of  the  small  balls 
seemed  to  be  equal  to  the  larger  ones,  and  the 
committee  adopted  balls  of  12.5  grains. 

The  bodies  of  shells  made  in  Switzerland  of 
steeled  wrought-iron  were  generally  deformed 
on  impact,  and  the  heads  remained  unbroken, 
whilst  those  of  Krupp,  of  steel,  were  uninjured 
and  the  heads  always  broken. 

The  carriage  was  furnished  with  two  shoes 
specially  destined  for  skidding,  but  provided 
with  chains  to  allow  the  skidding  during  firing 
if  necessary. 

A  model  ammunition-case,  containing  five 
projectiles  or  ten  cartridges,  each  case  for  pro- 
jectiles containing  six  fuzes  and  ten  percussion 
tubes,  was  established,  and  each  gun  allotted 
two  hundred  rounds  of  ammunition  and  ten 
extra  cartridges.  Powder  of  16  to  18-miHimeter 
size  of  grain  was  used,  but  pressure  being  too 
high,  the  charge  was  reduced  to  4  25  kilograms. 
Various  samples  were  tried,  wood-powder,  oc- 
tagon and  pentagon.  Octagon  gave  the  best 
results.  The  size  of  the  grains  was  varied  from 
15  to  19  millimeters  without  any  inconvenience. 
A  transportable  platform,  proposed  by  Lieu- 


tenant-Colonel Greesly,  was  tried,  with  results 
which  give  reason  to  hope  that  such  platforms 
will  constitute  a  notable  progress  in  guns  of 
position. 

A  12-centimeter  mortar,  fitted  with  percus- 
sion ignition,  was  tried  with  a  Greesly  trans- 
portable platform,  and  also  a  field-carriage. 
The  mortar  was  made  from  a  10.5  inch  gun, 
shortened  by  ().50  millimeter  and  bored  out  to 
12  centimeters;  both  platform  and  carriage 
were  adopted  for  service  use. 

A  short  15  centimeter  bronze  gun,  which  was 
useless  after  heavy  firing,  was  re-tubed  with 
bronze  to  see  if  it  could  be  rendered  serviceable. 
The  projectiles  werfe  rotated  by  copper  bands. 
At  first  the  tube  behaved  well,  but  gradually  it 
projected  and  separated  itself  from  the  gun  ;  a 
cap  was  then  screwed  on  the  muzzle,  but  the 
extension  still  proceeded,  and  the  re-tubing  of 
bronze  guns  was  abandoned. 

A  ten-barrel  Gatling  gun  was  tried.  The 
barrels  were  those  of  Qras  rifles.  The  mechan- 
ism worked  well  up  to  one  thousand  two  huu- 
dred  rounds  per  minute ;  at  known  distances 
the  accuracy  was  good,  but  at  great  and  un- 
known distances  it  was  poor.  The  result  of 
the  experiment  was  the  adoption  of  a  six-barrel 
gun.  To  avoid  premature  bursts  of  shells  in 
the  bore,  shells  were  fired  with  ordinary  and  a 
binary  powder;  also  a  bursting  composition 
supplied  by  the  Federal  Powder  Administra- 
tion. The  binary  powder  was  composed  of  87 
saltpeter  and  13  charcoal,  and  80  saltpeter  and 
20  charcoal  The  bursts  were  much  weaker 
than  with  ordinary  powder.  The  initial  veloc- 
ity of  a  charge  of  binary  powder  was  much  less 
than  the  ordinary,  but  the  pressure  was  also 
much  lower  than  usual. 


IMPROVED  Rifle  for  the  British  Armt. — 
The  results  of  the  labors  of  the  committee 
appointed  to  provide  a  new  and  improved  rifle 
for  the  army,  which  has  just  been  published, 
show,  says  the  Times,  that  the  future  weapon 
of  the  British  army  will,  as  regards  most  con- 
siderations, be  far  in  advance  of  the  service  arm 
of  any  other  nation.  In  the  new  weapon  the 
Martini  breech  action  has  been  retained,  the 
alterations  being  in  the  barrel  and  the  weight 
of  the  projectile,  the  combination  being  called 
the  Martini-Enfleld.  Taking  the  Martini-Henry 
as  a  standard  of  comparison,  the  diameter  of 
the  bore  has  been  reduced  from  0.46  inches  to 
0.40  inches,  the  weight  of  the  new  bullet  being 
384  grains,  as  compared  with  the480-grain  bul- 
let of  the  old  rifle.  The  powder  charge,  how- 
ever, of  85  grains  remains  the  same,  with  the 
important  result  that  the  muzzle  velocity  of  the 
bullet  is  increased  from  1,815  feet  per  second 
to  1,570,  thus  lowering  the  trajectory  to  such 
an  extent  that,  while  the  Martini-Henry  bullet 
in  traveling  500  yards  rises  more  than  Sk  feet 
above  the  line  cf  sight,  the  improved  projectile 
would  scarcely  go  over  the  head  of  an  infantfj 
man  if  fired  from  the  around  level.  This  is  a 
most  important  consideration,  as  it  minimizes 
any  errors  in  elevations  which  might  arise 
either  from  excitement  or  miscalculation.  The 
system  of  grooving  adopted  is  the  ratchet,  the 
number  of  grooves  being  nine,  as  against  the 
seven  of  the  Martini-Henry,  although  the  latter 
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is  the  largest  number  employed  in  any  military 
rifle  in  the  world,  while  the  twist  of  the  bullet 
has  been  increased  from  one  turn  in  22  inches 
to  one  turn  in  15  inches,  the  latter  being  again 
in  excess  of  anything  which  has  yet  been  used 
for  serrice  purposes.  In  addition  to  the  im- 
portant reduction  in  the  height  of  the  trajectory, 
the  hisher  velocity  of  the  bullet  and  the  im. 
proved  rifling  have  shown  remarkably  good 
tai^et  results,  the  mean  deviation  of  the  new 
buflet  being  only  0.8  foot,  and  0  95  foot  at  500 
and  1,000  vards  respectively,  as  against  0.55 
foot  and  1.85  foot  for  the  Martini-Henry.  An- 
other very  important  feature  is  that  the  recoil 
of  the  new  weapon  is  considerably  less  than: 
that  of  the  present  service  arm,  which  has 
caused  so  much  adverse  comment.  Experi- 
ments are  also  being  made  to  provide  the  new 
weapon  with  an  attachable  magazine,  so  that 
in  cases  of  emergency  the  soldier  will  be  able 
to  deliver  a  rapid  fire  of  several  shots  without 
reloading. , 
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REPORT  of  a  Commission  appointed  to  Con- 
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The  fact  that  this  manual  wa^  written  to  or- 
der  by  the  Director-General  of  Telegraphs  in 
Ihdia,  and  that  its  object  is  the  instruction  of 
the  staff,  intimates  that  it  should  be  a  practical 
work.  A  superficial  glance  at  its  contents 
proves  that  such  is  the  case,  and  while  the 
character  of  the  service  upon  which  it  is  based 
ia  such  that  much  of  the  information  is  not  ap- 
plicable to  the  American  telegraph  systems,  it 
contains  sufficient  matter  of  a  general  charac- 
ter to  render  it  a  valuable  text-book  even  in 
this  country.  The  work  is  divided  into  six 
section.  Section  A  embraces  electrical  and 
maj^netic  definitions ;  section  B,  telegraph  bat- 
teries ;  section  C,  signaling  instruments ;,  sec- 
tion D,  telegraphic  circuits ;  section  E,  faults 
in  circuits,  and  their  remedy ;  section  F,  test- 
ing. In  an  appendix  are  grouped  the  laws  of 
currents,  of  circuits,  and  of  induction ;  also 
various  formulse  and  their  solutions,  with 
tables  of  sines  and  tangents. 


The  section  devoted  to  batteries  is  very  com- 
plete, and  gives  not  only  comprehensive  in- 
struction as  to  their  care,  but  the  piinciples 
which  govern  their  action.  The  various  types 
of  battery  with  which  our  readers  are  familiar 
are  described,  the  preference  in  the  Indian 
service,  however,  beins  in  favor  of  the  Minotti 
form,  which  is  essenti^y  the  sam)9  as  the  ordi- 
nary gravity  cell,  the  sulphate  of  copper  be- 
ing, however,  surmounted  with  a  diaphragm  of 
river  sand  or  sawdust.  Each  of  these  materi- 
als has  its  advantages,  the  choice  being  gov- 
emed  by  circumstances.  In  the  climate  of  In- 
dia it  might  at  times  be  easier  to  rather  sand 
than  saw  wood,  whUe  if  the  saw-dust  was  at 
hand  there  would  be  no  occasion  for  a  trip  to 
the  Ganges.  On  account  of  the  time  re(][uu^ 
to  bring  new  cells  into  working  condition,  a 
reserve  force  is  usually  kept  on  hand,  from 
which  the  zincs  are  removed  (to  avoid  waste 
from  local  action)  to  be  replaced  as  required. 

The  Fuller  battery  has  been  used  to  some  ex- 
tent, but  is  considered  as  less  convenient,  and, 
at  the  same  time,  more  expensive  than  the  Min- 
otti. The  great  advantages  of  the  latter  are 
summed  up  as  being  due  to  the  constancy  of 
itsE.M.F.,  which  remains  the  same  from  the 
time  the  battery  comes  into  action  until  it  is 
exhausted.  It  does  not  depend  upon  the 
strength  of  acid  solutions,  and  the  hydrogen 
generated  by  the  action  of  the  battery,  which 
is  the  great  enemy  to  constancy  when  in  its 
free  or  uncombined  state,  by  virtue  of  its  po- 
larizing effects,  is  prevented  from  remaining 
free  by  its  immediately  combining,  by  chemi- 
cal affinity,  with  the  sulphate  of  copper  solu- 
tion, and  taking  the  place  of  a  certain  amount 
of  copper  which  it  reduces  from  the  solution, 
depositing  it  on  the  copper  plate  immersed 
therein,  the  plate  being  thus  continually  sup- 

f>lied  with  a  fresh,  bright  copper  coating,  as 
ong  as  the  action  of  the  battery  continues. 

'ftirty-ohm  sounders  being  generally  used, 
four  local  cells  in  series  ai*e  necessaiy  to  the 
best  effect.  A  standard  cell  is  kept  in  every 
office  as  a  unit  of  E.M.F.,  being  prepared  with 
special  care,  and  used  only  for  testing. 

The  Siemens  polarized  relay  is  universally 
adopted  for  departmental  use,  but  it  appears 
not  to  be  wholly  satisfactory,  excepting  for 
double^  current  working,  on  account  of  the 
small  margin  for  proper  adjustment.  The  ef- 
ficiency of  a  relay  is  testecf  by  its  range,  ob- 
by  the  following  rule  : 

**  Adjust  the  relay  with  minimum  play,  with 
the  tongue  as  far  from  the  metallic  stud  as 
regular  working  will  admit  of,  so  that  Jt  will 
work  with  one  cell  through  a  resistance  equal 
to  its  own ;  then  apply  ten  cells  without  any 
external-  resistance;  the  relay  should  work 
without  readjustment,  thus  displaying  a  range 
of  .20,  the  minimum  range  a  Siemens  relay 
should  exhibit." 

The  Siemens-Morse  sounder  is  generaUy 
used,  constructed  upon  the  same  principle  as 
the  American  sounder,  but  of  a  less  elegant 
pattern,  and  with  apparently  less  attention  to 
its  sound-producing  qualities.  Repeating 
points  appear  to  be  considered  as  essential  to  a 
complete  sounder.  The  armatures  are  of  thin, 
iron  plate,  bent  cylindrically,  the  edges  not 
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joining.  The  following  rather  elaborate  direc- 
tions are  ^ven  for  proper  adjustment  of  the 
spiral  spring : 

**  Adjust  the  spiral  spring  by  the  following 
process:  Work  the  sounder  electrically,  and 
Ughten  the  spring  until  the  magnet  is  unable  to 
attract  the  armature ;  mark  the  position  of  the 
screw  on  the  stem ;  now  loosen  the  spring  un- 
til the  armature  falls  on  the  electro-magnet  by 
its  own  weight ;  mark  the  second  position  on 
the  screw,  then  tighten  the  screw  to  about 
midway  between  the  two  marks.  N.  B. — Fix 
alljam-nuts  securely." 

Two  other  forms  of  sounders  are  shown 
— the  Douglas  and  the  Dubim.  The  former  is 
similar  to  those  used  in  this  country  previous 
to  the  advent  of  the  pony  sounder.  The  lever 
is  pivoted  in  the  center  like  a  walking  beam, 
with  a  sounding  post  at  each  end,  one  for  the 
direct,  the  other  for  the  back  stroke.  The  Du- 
bim sounder  is  designed  to  utilize  the  strong- 
est magnetic  field.  The  magnet  is  placed  with 
its  poles  downward,  and  resting  on  the  base, 
they  being  extended  beyond  the  helices  for  a 
sufficient  distance  to  permit  the  armature  to 
play  between  them,  it  bein^  centered  on  a 
pivot  midway  between  the  coils.  One  end  of 
the  prolonged  armature  acts  as  the  sounding 
part,  its  excursion  being  limited  by  appropriate 
screws  fixed  to  the  base  of  the  instrument. 

The  portable  sounder  is  a  polarized  instru- 
ment of  a  pattern  which  would  not  find  favor 
with  those  who  arc  accustomed  to  the  very 
compact  and  serviceable  outfits  produced  by 
American  manufacturers,  for  transportation  in 
the  pocket. 

Various  forms  of  si^aling  keys  are  shown, 
a  description  of  the  discharging  key  leading  up 
to  a  venr  clear  explanation  of  the  effects  of 
static  induction,  upon  a  well-insulated  line,  to 
obviate  the  effects  of  which  a  transmitting  de- 
vice of  this  character  is  essential  for  the  pur- 
pose of  clearing  the  line  between  signals.  The 
author  says : 

**  Induction  is  the  main  cause  which  dimin- 
ishes the  speed  of  signaling ;  first,  by  accumu- 
lating on  the  surface  of  the  wire  a  portion  of 
the  current  which  would  otherwise  pass  on  to 
form  signals;  the  quantity  accumulated  de- 
pending upon  the  length  and  surface  of  the 
wire,  upon  its  proximity  to  the  earth,  and  upon 
the  insulating  medium  which  separates  it  from 
the  earth.  For  this  reason  the  electro-static 
capecity  of  cables  is  much  greater  than  that  of 
land  lines — i,  e. ,  they  hold  a  much  greater 
charge.  The  greater  this  electro-static  ca- 
paci^,  the  less  the  speed,  for  it  causes  the  first 
portion  of  a  sent  current  to  be  absorbed  or  ac- 
cumulated as  shown  above,  and  thus  it  retards 
the  first  appearance  of  the  signal  at  the  distant 
end.  Again,  at  the  cessation  of  the  signal  the 
accumulated  charge  takes  an  appreciable  time 
to  discharge,  and  consequently  each  signal  is 
prolonged.  Thus,  *  charge*  produces  retarda- 
Uon^  and  *  dUeJiarge  *  prolongation^ 

The  various  common  forms  of  galvanometers 
and  their  applications  are  set  forth  under  the 
head  of  testing  instruments. 

Section  C,  devoted  to  magneto-electric  instru- 
ments, embraces  the  telephone,  and,  as  naturally 
associated  with  it,  the  microphone  transmitter. 


A  very  complete  table  of  electrical  symbols 
for  use  m  diagrams,  is  given  in  the  space  allot- 
ted to  telegraphic  circuits.  The  open  circuit 
system  is  generally  used  in  India  for  the  de- 
partmental wires,  while  the  closed  circuit  is 
used  on  the  State  railway  lines.  The  principal 
duplex  circuits  are  worked  on  the  double  cur- 
rent differential  system.  The  bridge  and  split 
battery  duplex  systems  are  fully  described,  also 
Gerrit  Smith's  battery  reverser,  and  all  are 
more  or  less  used  in  the  Indian  service. 

For  office  connections.  Hooper's  india-rub- 
ber-covered wire  is  given  preference  over  gut- 
ta-percha, and  it  is  advised  that  every  joint 
should  be  soldered,  excepting  the  terminals  at 
binding  screws,  which  should  be  kept  scrupu- 
lously clean. 

The  development  and  removal  of  faults  is  a 
most  important  part  of  successful  telegraphic 
administration,  and  in  this  respect  the  author 
has  performad  a  most  important  duty  in  point- 
ing out  the  various  ills  to  which  thtf  most  per- 
fect electrical  system  is  continually  subjected. 
The  electrical  and  mechanical  faults  encoun- 
tered are  similar  to  those  which  worry  the  wire 
chief  wherever  he  may  be  located. 

The  last  section  of  the  manual  gives  various 
methods  of  testing  in  all  its  branches.  The  pe- 
culiar  character  of  the  Indian  service  requires 
that  particular  attention  be  gixen  to  the  regu- 
lar  testing  of  the  lines,  in  order  that  any  de- 
parture from  the  normal  condition  of  the  cir- 
cuits may  be  at  once  detected  and  electrically 
located.  The  Wheatstone  bridge  is  universally 
used  for  this  work. 

In  the  appendix  are  given  the  laws  of  currents, 
circuits,  electro-magnetism,  induction jand  mag- 
netism, which  are  convenient  of  access,  and, 
therefore,  add  to  the  value  of  the  book  as  one 
of  practical  utility  in  the  field  for  which  it  has 
been  especiallv  prepared 

The  general  arrangement  of  the  subiect  mat- 
ter, with  its  side  notes,  marginal  titles,  and 
cross  references  is  very  commendable,  and  no 
electrician  will  fail  to  appreciate  the  merits  of 
this  "  Manual  of  Telegraphy"  by  merely  glanc- 
ing over  its  pages. 

ELBMENTAKT  GRAPHIC  StATICS,  AND  THK 
,  Construction  op  Trusskd  Roofs;  A 
Manual  op  Theory  and  Praotiob.  By  N. 
Clifford  Rioker.  New  York  :  William  T. 
Comstock      Price  $3.00. 

There  is  a  special  feature  of  this  work  which 
will  commend  itself  to  students  of  engineering 
and  architecture.  It  is  exhibited  in  working 
out  to  completion  the  problems  of  trussed 
roofs.  The  general  problem  of  determination 
of  strains  in  the  various  members  is  presented 
with  ordinary  fullness  liut  the  author  does 
not  rest  here ;  he  proceeds  to  find  sectional 
areas,  to  arrange  details,  and  to  exhibit  them 
in  suitable  diagrams.  This  last  feature  is  ad- 
mirably presented. 

Ritter's  method  is  employed,  as  well  as  the 
graphic,  in  determining  strains. 

A  large  number  of  practical  examples  is 
given. 

SELECT   Methods   in  Chemical    Analysis. 
By  William  Crookes,  F.  R.  S.,  F.  R.  C.  S. 
Second  edition.  London:  Longmans,Green  &Co. 
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To  practical  chemists  the  mere  announce- 
ment of  a  new  and  enlarged  edition  of  this  val- 
uable work  is  sufficient.  The  first  edition  was 
exhausted  some  time  ago. 

The  new  methods  introduced  into  laboratory 
practice  since  the  first  edition  was  written,  have 
rendered  a  thorough  revision  necessary.  Much 
of  it  has  been  rewritten,  and  an  amount  of  new 
matter  added  nearly  equal  in  volume  to  the 
original  work. 

It  is  now  a  book  of  725  pages.  The  proc- 
esses that  are  commonly  known  are  purposely 
omitted,  the  main  object  of  the  author  having 
been  to  brin^  into  notice  a  number  of  little- 
known  expedients  and  precautions  which  pre- 
vent mistakes,  Insure  accuracy,  and  economize 
time. 

A  Treatise  on  Belts  and  Pulleys.  By  J. 
HowABD  Cromwell,  Ph.  B.  New  York : 
John  Wiley  &  Sons. 

No  mechanical  engineer  will  dispute  the  de- 
sirableness of  a  reliable  treatise  on  Belting. 
Tlie  discordant  results  obtained  bjr  the  differ- 
ent rules  given  b^  leading  authorities  are  ex- 
ceedingly confusmg. 

The  work  before  us  shows  evidence  of  care- 
ful preparation,  and  of  complete  knowledge  of 
the  subject. 

The  large  number  of  examples  will  prove  to 
be  a  valuable  aid  to  the  young  engineer. 

APbaotioal  Treatise  on  Hydraulio  Min- 
ing IN  Caufornia.  By  Aug.  J.  Bowie. 
New  York :  D.  Van  Nostrand. 

An  estimate  of  the  scope  of  this  work  can 
be  well  made  from  the  list  of  topics  treated  by 
chapters.    They  are,  in  order,  as  follows : 

Chapter  I.— Thrf  Records  of  Gold-Washing. 
IL — History  and  Development  of  Placer-Min- 
ing in  California.  III.— General  Topography 
and  Geology  of  California.  IV.— Distribution 
of  Gold  in  Deposits,  and  Value  of  Different 
Strata.  V. — Amoimt  of  Workable  Gravel  Re- 
maining in  California.  VI. — Different  Meth- 
ods of  Mining  Gold  Placers.  VII. — Prelimin- 
ary Investigations.  VIII.— Reservoirs  and 
Dams.  IX. — Measurement  of  Flowing  Water. 
X.— Ditches  and  Plumes.  XI. — Pipes  and 
Nozzles.  XII. — Various  Mechanical  Appli- 
ances. XIII.— Blasting  Gravel  Banks.  XlV. 
— Tunnels  and  Sluices.  XV. — Tailinffs  and 
Dump.  XVI.— Washing,  or  Hydraulicking. 
XVII.— Distribution  of  Gold  in  Sluices.  XVlfl. 
— Loss  of  Gold  and  Quicksilver.  XIX.— Duty 
of  the  Miner's  Inch.  XX  —Statistics  of  Cost 
of  Working  and  Yield  of  Gravel. 

The  printing  and  illustrations,  including 
maps,  are  excellent. 
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MISCELLANEOUS. 

HE  Russian  papers  say,  that,  at  the  request 
_  of  General  IComaroff,  Governor  of  tiie 
Transcaspian  region,  the  Minister  of  War  has 
recognizeid  the  urgency  of  immediately  estab- 
lishing a  line  of  telegraph  connecting  Merv 
with  Askabad.  •  This  une  would  pass  oy  An- 
now,  Babadoorma,  Bouffatchik,  Artchigan,  and 
Barakhs.  Its  length  wiU  be  500  versts,  and  the 
expense  about  100,000  roubles. 


THE  monthly  report  of  Mr.  William  Crookes, 
Dr.  William  Odling,  and  Dr.  C.  Meymott 
Tidy  shows  that  the  character  of  the  water 
supplied  to  the  metropolis  (London)  during  the 
past  month  has  been  in  every  respect  exceSent. 
The  mean  ratio  of  brown  to  blue  tint  of  color 
m  the  Thames-derived  water  was  found  to  be 
as  11.4:20;  while  the  mean  proportion  of  or- 
ganic carbon  was  .128  part  in  100,000  parts  of 
Uie  water,  with  a  maximum  in  any  one  sample 
examined  of  .148  part;  this  maximum  of  or- 
ganic  carbon  corresponding  to  just  over  a  quar- 
ter of  a  grain  of  organic  matter  per  gallon. 

HELLHOFFiTE.— Comparative  trials  have  been 
made  at  St.  Petersburg  respecting  the 
explosive  effects  of  ordinary  gunpowder,  nitro- 
glycerine, and  a  new  explosive  known  as  hell- 
hofflte.  The  latter,  which  has  been  recently 
invented  by  Hellhoff  and  Gru8on,;is  a  solution 
of  a  nitrated  organic  combination  (naphthalene, 
phenol,  benzine,  etc.)  in  fuming  nitnc  acid.  In 
preparing  the  hellhoflate  tried  in  the  experi- 
ments, binitrobenzene,  a  solid,  inexplosive,  and 
badly  burning  substance,  was  used.  At  the 
first  trial,  glass  bottles  of  20  cubic  centimeters 
contents  each  were  filled  with  26  grammes  of 
the  respective  explosive  substances  and  corked 
down.  A  tube  filled  with  fulminate  of  mercury 
was  passed  through  the  corks,  a  slow-match 
being  attached  to  the  outer  end  of  the  tube  for 
the  purpose  of  ignition.  Each  of  the  bottles 
thus  prepared  was  placed  on  a  truncated  cone 
of  lead,  the  upper  diameter  of  which  was  3.6, 
its  lower  4.6,  and  its  height  6  centimeters.  The 
cone  itself  stood  on  a  cast-iron  plate  2.6  centi- 
meters thick.  The  deformation  of  the  leaden 
cone  by  the  action  of  the  explosives  could  con- 
sequently be  taken  as  a  measure  of  their  respect- 
ive destructive  power.  The  explosion  of  the 
gunpowder,  as  was  anticipated,  caused  no 
change.  By  the  explosion  of  the  nitro-glycer- 
ine,  the  cone  was  compressed  about  a  quarter 
of  its  height ;  its  surface  had  assumed  the  ap- 
pearance of  a  well-worn  hammer ;  the  diameter 
of  the  surface  had  been  increased  to  5.6  centi- 
meters. The  explosion  of  the  hellhoffite  caused 
much  greater  changes.  The  surface  of  the  cone 
was  completely  torn ;  pieces  6  centimeters  lone 
and  2  centimeters  thick  were  torn  off,  and 
thrown  about  for  several  paces ;  only  half  of 
the  cone  was  still  a  compact  but  entirely  de- 
faced mass.  At  the  second  experiment,  bottles 
(of  26  grammes  each)  filled  with  the  various 
explosive  substances  were  let  into  correspond- 
ing cavities  bored  into  the  face  of  fir  blocks  of 
similar  dimensions.  In  exploding  the  gimpow- 
der,  the  block  was  torn  into  four  pieces,  as  if 
split  with  a  hatchet;  the  several  pieces  were 
thrown  about  for  18,  12,  11,  and  10  paces.  In 
exploding  the  nitro-glycerine,  the  block  was 
split  into  several  pieces.  The  upper  portion 
of  the  block,  as  far  as  the  bottle  was  let  into  it, 
was  torn  off  perpendicularly  in  the  direction  of 
the  fiber  in  such  a  manner  that  a  smooth  cut 
was  formed.  The  explosion  of  the  hellhoffite 
likewise  tore  the  portion  of  the  block  surround- 
ing the  bottle  perpendicularly  in  the  direction 
of  the  fiber,  and  splintered  the  remainder  of  the 
block  into  a  larse  number  of  thin  fibers.  The 
following  experiments  were  also  made  with 
hellhoffite  alone.     A  slow-match  was  passed 
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through  the  tube  in  the  cork  without  fulminate 
of  mercury  as  far  as  the  surface  of  the  hellhofif- 
ite  in  tlie  glass  bottle ;  no  explosion  followed 
on  igniting  the  slow-match.  A  quantity  of 
hellhofflte  poured  into  a  bowl  could  not  be  ex- 
ploded by  a  lighted  match.  Finally,  a  few 
drops  of  hellhonite  were  poured  on  an  anvil, 
and  exposed  to  heavy  blows  with  a  hammer, 
and  no  explosion  foUowed.  The  hellhofflte, 
consequently,  possesses  the  following  advan- 
tages :  (1)  In  igniting  it  with  fulminate  of  mer- 
cury,  it  acts  more  powerfully  than  nitro-glycer- 
ine.  (2)  It  may  be  stored  and  transported  with 
perfect  safety  as  regards  concussion,  as  it  can- 
not be  exploded  either  by  a  blow  or  a  shock, 
nor  by  an  open  flame.  On  the  other  hand,  it 
has  the  following  disadvantages:  (1)  Hellhoff- 
ite  is  a  liquid.  (2)  The  fuming  nitric  acid  con- 
tidned  in  hellhofflte  is  of  such  a  volatile  nature 
that  it  can  be  stored  only  in  perfectly  closed 
vessels.  (8)  Hellhofflte  is  rendered  complete- 
ly inexplosive  by  being  mixed  with  water, 
and  can  consequently  not  be  employed  for 
works  under  water.  It  would,  therefore,  be 
injuriously  affected  by  exposure  to  damp,  and. 
moreover,  there  are  no  records  of  its  behavior 
under  extremes  of  temperature.  Without  some 
experiments  in  this  direction,  in  our  opinion, 
all  the  rest  is  comparatively  valueless. 

EFFKOT  OF  Encasing  Wood  with  Iron.— 
,  It  was  always  expected,  since  first  wooden 
ships  were  clothed  with  armor  plates,  that  they 
would  speedily  decay,  and  this  anticipation  has 
been  abundantly  realized.  The  only  excuse 
for  the  armor-plaUng  of  the  Lord  Clyde^  Lord 
Warden^  Ooean^  Frince  Consort^  Caledoniay 
ZeaUms^  BoycU  Oaky  Repulse^  Royal  St/vereign, 
Favorite  and  Research,  was  the  fact  that  the 
vessels  were  already  built  or  building,  and 
were  of  no  use  at  all  unless  so  protected.  When 
once  those  ships  of  the  line  were  completed 
that  happened  to  be  on  the  stocks  when  iron- 
clads were  proved  to  be  an  absolute  necessity, 
no  other  wooden  ironclads  were  laid  down  m 
this  country,  but  iron  ships  took  their  place. 
But  in  France  wooden  ironclads  continued  to 
be  built  until  within  the  last  eight  years,  and  it 
is  this  fact  which  has  doubtless  induced  the 
French  Admiralty  to  lay  down  so  many  iron 
and  steel  ironclads  since  that  time.  It  is  the 
closely-fitted  wooden  backing  on  the  outside  and 
flanking  on  the  inside  which  entirely  prevents  air 
from  getting  at  the  unseasoned  oak  timber  of 
the  frames,  and  this  causes  the  juices  of  the 
Umber  to  ferment,  and  so  induces  the  growth 
of  the  peculiar  fungus  known  as  dry-rot.  An 
examination  of  our  wooden  ironclad  fleet  a  few 
years  ago  resulted  in  their  being  almost  en- 
tirely condemned,  and  now  we  find  the  admir- 
alty are  tiu*ning  them  into  nioney  by  sell- 
ing them  to  the  ship  breakers.  The  Royal 
B^oereign—ihQ  ship  in  which  Captain  Coles* 
tiu*rets  were  first  tested — also  the  Zf^alcus  and 
Favorite^  have  just  been  sold  for  this  purpose, 
and  others  will  doubtless  speedily  fo'.low. 
While  vessels  of  less  than  twenty-five  years  old 
are  thus  being  broken  up  on  account  of  rotten- 
ness, it  is  interesting  to  notice  the  number  of 
two  and  three-decked  wooden  ships— some  of 
them  nearly  a  hundred  years,  and  none  of  them 
less  than  thirty  or  forty  years  old— which  still 


survive  in  ordinary  use  at  Portsmouth,  Devon- 
port,  and  Sheemess.  These  were  built  of  sea- 
soned timber  before  the  age  of  hurry  set  in. 

AMbohanioal  Air  Purifibb. — An  appanir 
tus  for  purifying  air  from  dust,  germs, 
or  other  impurities,  has  recently  been  designed 
by  M.  Windhausen.  It  consists  of  two  hori- 
zontal  concentric  cylinders  placed  in  connection 
with  a  fan.  The  fan  and  cylinders  are  fixed 
upon  and  turn  with  the  same  shaft,  and  the 
whole  is  enclosed  in  a  casing.  The  cylinders 
are  closed  at  the  ends  with  the  exception  of  a 
hole  permitting  the  passage  of  the  air  drawn  in 
by  the  fan.  As  the  air  passes  through  the  con- 
centric space  between  the  drums,  It  is  caused 
to  rotate  with  them  by  means  of  feathers  run- 
ning longitudinally  on  the  inside  of  the  outer 
cylinder.  The  shaft  which  carries  the  whole 
arrangement  is  hollow,  and  serves  to  convey 
water  which  is  allowed  to  escape  therefrom  In- 
side the  drums  by  means  of  small  holes,  which 
project  it  in  the  form  of  fine  spray  against  the 
inside  of  the  inner  cylinder.  This  cylinder  is 
also  perforated,  and  the  water  again  escapes 
from  it  and  is  projected  a^nst  the  inside  of 
the  outer  cylinder,  over  which  it  spreads  as  a 
thin  coating.  The  motions  of  the  air  and  water 
are  as  nearly  as  possible  in  opposite  directions. 
The  water,  after  It  has  been  sufficiently  exposed 
to  the  air,  is  allowed  to  escape,  and  is  drawn 
off  by  means  of  a  siphon.  The  same  arrange- 
ment may  bo  modified  for  treating  smoke  or 
gases. 

rpELEGBAPHS  IN  China. — Wc  Icam  from  Ncl- 
X.  ture  that  telegraphs  are  extending  with 
extraordinary  rapidity  over  Southern  China. 
At  the  present  moment,  Pel^in,  in  the  far  north, 
is  connected  by  a  direct  line  through  Canton 
with  Lungchow,  on  the  frontier  of  Tonquin, 
the  extension  from  Canton  to  the  latter  place 
having  been  made  during  the  recent  war  pure- 
ly for  military  purposes.  We  have  thus  one 
great  line  stretching  through  the  Chinese  Em- 
pire from  north  to  south,  and  at  the  present 
moment  an  important  line  is  being  constructed 
along  the  southern  borders  of  China,  through 
the  provinces  of  Ewantung,  Kwangsi,  and 
Yunnan.  Starting  from  Nanking,  in  Kwansi, 
where  it  joins  the  Canton-Lungchow  line,  It 
will  extend  for  nearly  600  miles  to  Nunc-lik,  in 
South  Yunnan,  running  for  half  the  distance 
along  the  Yuklang,  the  name  of  the  Canton 
River  in  its  upper  coiu^e.  The  work  Is  being 
carried  out  by  the  Chinese  themselves,  with  the 
assistance  of  one  European,  and  it  is  stated 
that  during  the  recent  war  the  Canton  authori- 
ties equipped  a  complete  field  telegraph  staff, 
the  members  of  which  were  so  .thoroughly 
trained  that  they  have  been  able  to  put  up  9f^ 
miles  of  line  in  a  single  day  for  war  purposes. 
Telegraphs  have  now  secured  a  firm  footing  in 
China,  and  their  extension  over  the  whole 
country  is  a  matter  of  time  only. 

rpHB  Organe  des  Mines  seriously  states  that  a 
.L  company  is  about  to  establish  large  works 
for  making  rails  from  paper  near  St  Peters- 
burg. The  paper  is  subjected  to  great  pressure, 
and  it  is  said  that  the  material  is  extremely 
durable  and  can  be  produced  at  one-third  the 
cost  of  steel  rails. 
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THE  FLOW  OP  WATER  OVER  SUBMERGED  WEffiS. 

By  BDWABD  sawyer. 
Written  for  Van  Nostrahd^s  BN«nBSBiNa  MAOAZnnD. 


Under  the  title  "The  Plow  Through 
Sabmerged  Oatlets,"  there  appeared  in 
the  June  number  of  this  Magcuzine,  a 
translation  of  an  article  by  M.  Alfred 
Salles,  published  in  the  "  Memoires  of  the 
Bureau  des  Fonts  et  Ohausees  "  for  1884, 
— ^which  will  grievously  mislead  those 
who  take  it  as  embodying  the  present 
state  of  knowledge  on  this  subject. 

The  writer  attributes  to  M.  Mary, 
under  date  of  1860,  the  following  formu- 
la, for  the  delivery  through  partly  sub- 
merged sluices, 


Q=mLHV2^X  (H-H'  +  A) 

in  which  L  is  the  length  of  the  sluice,  H 
is  the  height  of  the  water  on  the  up- 
stream side  above  the  sill  of  the  sluice, 
H'  is  the  height  of  the  surface  on  the 
down-stream  side  above  the  same  level, 
h  is  the  height  due  to  the  velocity  of  the 
current  on  the  up-stream  side,  and  m  is 
a  coefficient  not  experimentally  deter- 
mined, but  assumed  to  be  about  0.8. 

M.  Salles  then  substitutes  in  this  for- 
mula, numerical  data  obtained  at  a  dam 
across  the  river  Garonne,  at  Toulouse, 
and  deduces  0.82  as  an  approximate 
value  for  m,  "  agreeing  remarkably  with 
M.  Mary's  anticipation.*' 

A  brief  examination  will  show  that  this 
agreement  is  purely  accidental 

This  formula  makes  the  value  of  Q  de- 
pend directly  upon  that  of  H',  or  the 
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height  of  the  backwater,— it  takes  H'  as 
the  depth  of  the  stream.  It  is  obvious 
that  if  the  channel  below  the  dam  were 
deepened  so  as  to  lower  the  backwater, 
other  data  remaining  the  same,  Q  would 
be  increased ;  but  ^s  formula  makes  it 
decrease.  Drawing  the  backwater  down 
to  the  crest  of  the  weir,  in  this  way  Q 
would  increase  while  the  formula  would 
decrease  it  to  nothing. 

This  absurdity  results  from  confound- 
ing the  case  of  now  through  a  sluice  wi^ 
the  radically  different  one  of  flow  over  a 
weir.  Por  the  latter  case,  the  formula  in 
question  misrepresents  both  factors  of 
the  discharge — the  depth  of  stream,  as 
above  shown — and  also  its  velocity,  lii 
the  case  of  free  discharge  over  a  weir,  it 
is  universally  admitted,  and  indeed  is 
easily  proved,  that  the  velocity  of  dis- 
charge, at  AB  or  CD  (Pig.  1),  increases 


from  the  surface  downwards.    In  flow 
over  a  submerged  weir,  the  velocity  must 
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also  increase,  similarly,  down  to  the  b(ick- 
water  surface ;  but  there  is  no  reason  to 
believe  that  it  increases  down  through 
the  remainder  of  the  depth  to  the  crest 
of  the  weir,  where  the  discharge  is  made 
against  still  or  slow-moving  water.  Hence 
it  lA  all  wrong  to  assume,  by  using  this 
formula,  that  the  mean  velocity  for  the 
whole  depth  flowing  over  a  submerged 
weir  can  be  represented  by 


V2^CH-H'+A) 

(or  any  constant  fraction  thereof),  as  a 
general  expression,  where  H'-»-H  can  have 
any  value  less  than  unity. 

This  unfortunate  confusion  appears  to 
have  originated  with  Lesbros,  before 
1850,  and  in  consequence  of  it,  his  writ- 
ings and  those  of  his  followers  have  ob- 
scured the  subject,  instead  of  elucidating 
it,  as  a  brief  resum6  of  the  progress  of 
knowledge  in  regard  to  it  will  show. 

We  will  continue  to  use  the  same  sym- 
bols as  heretofore,  but  will  eliminate  L, 
by  taking  ^=the  discharge  for  a  unit  of 
length  of  weir=Q-7-L ;  and  will  substi- 
tute F  for  H— H',  representing  both  the 
height  of  the  free  section  and  the  fall, 
where  that  is  most  convenient. 

Dubuat  had  a  good  understanding  of 
this  subject  more  than  100  years  ago.  In 
his  "  Principes  d*Hydraulique,*'  t.  I.,  §§ 
141-147,  editions  of  1786  and  1816,  he 
elaborates  the  general  theory,  dividing 
the  stream  into  a  free  section  acting  like 
an  unobstructed  weir  with  velocity  in- 
creasing from  the  surface  downwards, 
and  a  submerged  section  acting  like  a 
rectangular  onfloe  of  the  height  H'  and 
under  the  head 

(F  +  A). 

He  also  describes  the  dam  or  weir  with 
which  he  made  a  single  experiment  for 
obtaining  a  coefficient  of  discharge  to  be 
used  in  his  formula. 

D'Aubuisson,  in  his  undated  treatise 
on  "  HydrauUcs,"  published  probably  be- 
fore Lesbros'  "  Memoire,"  quotes  Dubuat, 
to  this  effect,  adopts  this  division  of  the 
stream,  and  proposes  coefficients  deduced 
from  his  own  experiments.  His  correc- 
tions for  velocity  of  approach  are  not 
well  managed,  however,  and  we  may  sim- 
plify the  matter  by  eliminating  them  for 
the  present ;  Le,y  taking  the  case  of  dis- 
charge from  stUl  water.  His  formula 
hen  becomes,  for  English  feet, 


q  =  3.48  F15+498  H'V^ 
According  to  the  best  modem  experi- 
ments, as  will  appear  further  on,  an  ex- 
pression of  this  form  will  represent  the 
discharge  very  closely,  L  e.,  the  coeffi- 
cients for  it  are  nearly  constant,  but 
their  mean  values  are  about  8.33  and  4.59 
respectively,  for  a  weir  having  a  vertical 
sharp-edged  face  of  sufficient  height  to 
produce  complete  contraction.  Hence 
D'Aubuisson's  formula  gives  results  which 
may  be  from  4^  to  9  per  cent,  too  large 
for  standard  weirs,  but  are  not  far  wrong 
for  many  practical  cases  where  the  con- 
traction is  somewhat  less. 

Other  eminent  experts,  before  1860, 
adopted  this  general  theory,  with  some 
variations  in  tibe  coefficients  and  in  form 
of  statement.  Among  these  were  Eytel- 
wein,  in  his  ^'Mechanik  fester  Korper 
und  Hydraulik,"  published  in  1800,  1822 
and  1842;  and  Weisbach,  in  his  *' Me- 
chanics," published  in  1846. 

These  two  writers  assume  the  coeffi- 
cient of  discharge  of  the  free  section  at 
two-thirds  that  of  the  submerged  sec- 
tion, as  indicated  by  the  parabola  of  ve- 


FREE 


8UBMERQED, 
8E0TI0N 


locities  (Fig.  2),  which  reduces  the  for- 
mula to 

3r=n(§F-»-f-H'VF) 

or  fi'=CA/F(H  +  0.6H') 

Lesbros'  experiments  were  made  in 
1828-1834,  mainly  with  reference  to  free 
discharge  througn  orifices,  and  the  sec- 
tion of  his  report  relative  to  '*  DSpenses 
des  Deversoirs  Incomplets  ou  en  Partie 
Noyes  "  appears  to  be  a  sort  of  by-prod- 
uct 

He  brought  the  water  to  some  of  his 
orifices  through  a  long,  rectangular  open 
channel,  suppUed  through  a  square-edged 
aperture,  of  the  same  width  and  depth, 
in  the  vertical  side  of  a  reservoir,  with 
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its  bottom  in  the  same  level  plane  with 
the  bottom  of  the  channel  and  aperture 
(Fig.  8),  and  his  discussion  is  based  upon 
observations  of  the  conditions  of  now 
through  this  aperture. 

In  beginning  his  examination  of  the 
subject,  Lesbros  refers  to  Dubuat's 
"Prindpes,  1. 1.  §§.  141-147,  but  instead 
of  taking  the  theory  there  set  forth,  he 
turns  to  t.  n.  §.  413,  etc.,  where  Dubuat 
describes  the  small  weir  (0.11  m.  high 
and  0.47  m.  long),  with  which  he  made 
four  experiments  with  free  discharge,  and 
one  with  the  flow  obstructed  by  back- 
water.  For  the  case  of  free  discharge 
Dubuat  concludes  that  q  varies  with 
(H  +  A)***.  From  this,  Lesbros  appears 
to  have  evolved  the  formula  for  sub- 
merged weirs, 

^=m(H  +  A)V2^(F  +  A), 

which  he  says — falsely  so  far  as  I  see — 
that  Dubuat  indicates.  Having  thus  ig- 
nored Dubuat's  whole  theory  as  stat^ 
in  §§.  141-147,  and  set  up  in  his  name  a 
a  formula  utterly  inconsistent  with  it,  he 
undertakes  to  demoUsh  the  latter  by  say- 
ing that  if  it  expresses  the  true  law  of 
the  phenomena,  it  is  evidently  suitable 
for  diversoirs  formed  at  the  entrances 
of  canals  like  those  with  which  he  experi- 
mented, t.  6.,  with  apertures  starting  from 
a  level  floor,  because  the  escaping  stream 
is  partly  submerged  in  both  cases,  where- 
as he  finds,  by  putting  the  data  from  his 
aperture  experiments  into  it,  that  the 
resulting  values  for  the  coefl&oient  vary 
w*W/y,  from  4.  to  0.287. 

It  seems  that  he  reaches  this  result  by 
a  process  which  Dubuat  probably  would 
have  condemned,  that  is,  by  taking  H'  at 
the  highest  place  in  the  channel  below 
the  aperture,  sometimes  at  the  lower 
end,  see  Fig.  3 ;  for  he  announces  as  a 
result  of  his  study  of  the  subject,  that 
instead  of  this,  it  ought  to  be  taken  at 
the  lowest  place,  in  the  depression  at  the 
foot  of  the  fall.  Taking  it  in  this  way, 
and  neglecting  h,  which  was  unimportant 
in  his  experiments,  he  represents  the  dis- 
charge by  the  expression  H  \/l\  with  a  co- 
efficient varving  with  the  relative  values 
of  H  and  H ,  but  entirely  independent  of 
their  absolute  values,  or  the  eccUe  of  the 
experiment. 

But  his  apparatus  was  radically  differ- 
ent from  a  toeiry  and  manifestly  unfit  for 
showing  the  laws  of  flow  over  one. 


One  characteristic  of  a  weir  is  that  it 
produces  bottom  contraction;  and  con- 
tractions are  suppressed,  or  else  the  nar- 
rowing of  the  stream  caused  by  them  is 
rebat^  directly  from  the  length  of  the 
weir.  With  this  apparatus  there  was  no 
bottom  contraction,  but  instead  thereof, 
two  end  contractions,  with  falls  varying 
from  .0027  m.  to  135  m. 

In  fact,  without  these  end  contractions 
there  would  have  been  no  sudden  fall 
here,  only  the  slopes  appropriate  to  flows 
in  a  uniform  channel. 

Neither  was  there  any  deepening  of 
the  channel  down-stream  from  the  aper- 
ture ;  hence  the  water,  instead  of  falling 
into  a  deep  channel  of  escape,  had  to  flow 
over  the  level  floor.  Thus,  the  depth 
down-stream  from  the  aperture  affected 
^,  not  merely  by  limiting  the  fall,  but 
also  as  being  the  depth  of  a  section 
through  which  all  the  water  had  to  pass 
after  leaving  the  aperture.  H'  cannot  be 
reduced  to  0,  because  no  water  can  flow 
in  a  stream  of  no  depth,  though  Lesbros 
exterpolates  coefficients  out  to  this  im- 
possible extreme. 

Probably  Lesbros,  in  trying  to  simpli- 
fy the  expression,  reasoned  that  all  the 
water  finally  passes  under  the  accelerat- 
ing action  of  the  net  head  F  (in  reaching 
the  section  of  minimum  depth  H'),  hence 
that  this  fall  should  be  taken  as  acting 
on  the  whole  stream,  but  apparently  he 
was  aware  that  the  resistance  here  was 
less  than  tiiat  against  flow  into  still 
water,  though  he  left  the  effect  of  this 
and  other  neglected  factors  to  be  covered 
by  the  variations  in  the  coefficient.  In 
fact  the  discharge  was  made  against  water 
moving  in  the  same  direction  towards  an 
orifice  opening  into  the  air.  With  the 
water  in  the  reservoir  maintained  at  any 
given  height  H,  the  two  components  into 
which  it  is  divided,  fall  of  surface  and 
depth  at  H',  are  affected  by  the  more  or 
less  resistance  to  the  escape  through  the 
channel  and  orifice.  As  this  resistance 
diminishes,  the  depth  in  the  channel  di- 
minishes and  the  velocity  there  increases. 
The  resulting  diminution  of  resistance 
to  flow  at  H'  allows  the  velocity  there  to 
increase  faster  than  VF+X  But  the 
actual  velocity  of  the  stream  at  this  ' 
place  is  difficult  of  determination,  in  con- 
sequence of  the  varying  narrowing  of  the 
effective  area  by  the  end  contntctions. 
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and  the  yarying  oorvature  of  the  snrface 
crosswise  of  the  stream. 

If  this  oarvatore  makes  the  mean 
depth  less  than  H',  the  mean  fall  is  great- 
ter  than  H— H',  but  Lesbros  ignores  this 
effect 

Thas  the  mean  depth  will  sometimes 
vary  from  H',  the  effective  width  will 
vary,  sometimes  widely,  from  the  full 
width  of  the  channel,  and  the  velocity 
will  not  bear  a  constant  relation  to 


a/F  +  A. 


For  these  reasons,  Mary's  formula  is 
unsuitable  for  this  case,  though  it  cannot 
be  run  into  the  absurdity  of  supposing 
discharge  without  depth.  If  we  attempt 
to  apply  it  to  Lesbros's  data  by  assuming 
streams  of  the  full  width  of  the  channd 
and  of  the  depth  H',  we  make  mei*ely 
mathematical  transformations,  taking 
cross-sections  reduced  in  the  ratios  oi  H' 
to  H  and  coefficients  increased  in  the 
same  ratios,  respectively.  But  it  is  in- 
teresting to  note  the  results  of  such 
transformations,  as  exhibited  below : 
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From  Lesbros'  Experiments. 

Exterpolated  by  Lesbros. 

Values  of  H'-4-H 

L.'b  coefficient. 

.95 

.622 

.65 

.85 

.512 

.60 

.75 

.502 

.67 

.65 

.492 

.76 

.56 

.481 

.86 

.50 

.474 

.96 

.30 
.444 
1.48 

.10 
.409 
4.09 

0 
.390 

M.'B         "        

Infinity. 

Lesbros'  exterpolations  evidently  run 
wild. 

The  actual  velocity  at  the  smallest  sec- 
tion was  apparently  materially  above  86 
per  cent  of  that  due  to  the  fall,  where 
that  coefficient  appears,  as  the  cross  sec- 
tion was  probably  materially  reduced  by 
end  contractions. 

This  formula  is  also  worse  than  Les- 
bros* in  the  case  of  a  submerged  weir, 
where  H'  can  vary  independently  of  H 
down  to  0  or  minus,  and  where  it  in- 
volves the  absurdity  of  diminishing  q  to 
0,  as  the  backwater  resistance  disappears. 

Mary's  supposed  teachings  should  not 
be  criticised  in  the  absence  of  his  own 
statement  The  hypothesis  most  credit- 
able to  him  is  that  he  did  not  intend  his 
formula  for  submerged  weirs,  but  for 
some  form  of  sluice  diflferent  from  Les- 
bros' apparatus. 

M.  Salles  computes  the  flow  in  the 
Qaronne  with  his  data,  and  Lesbros' 
formula  and  coefficient,  and  finds  the  re- 
sult far  too  small.  If  he  had  corrected 
for  velocity  of  approach,  as  Lesbros 
doubtless  intended,  the  discrepancy 
would  have  been  much  less,  though  still 
larga 

But  the  dam  was  nowhere  near  high 
enough  to  produce  complete  contraction. 
According  to  the  data  given,  the  depth 
up  stream  from  the  dam  could  not  have 
exceeded  6|  meters,  while  the  surface 
was  about  6  m.  above  the  crest ;  hence 
the  dam  was  only  about  f  m.  high 
Whatever  its  form  of  cross-section,  it 
would  be  but  a  slight  obstruction  to  a 
stream  nearly  9  times  as  deep.  Hence, 
the  discharge  was  much  greater  than  it 
would  be  over  a  normal  weir  producing 
full  contraction.  If  this  dam  produced 
a  surface  fall  of  about  1  m.,  as  stated, 
we  must  infer  that  its  height  on  the 
down-stream  side  was  much  more  than  f 
m.,  that  the  channel  was  much  lower 
there  than  on  the  up-stream  side. 

It  is  evident  that  French  writers  of 
the  last  half  century  have  made  an  un- 
fortunate departure  backwards  in  neg- 


lecting the  teachings  of  Dubuat  and 
D'Aubuisson  and  following  the  Une  here 
exposed. 

IL 

In  Germany,  painstaking  but  unsuc- 
cessful investigations  of  the  subject  were 
made  by  Bomemann,  between  1866  and 
1872.  He  attempts  to  represent  his  re- 
sults by  various  complicated  formulas, 
but  the  coefficients  which  he  deduces  dif- 
fer so  widely  as  to  show  conclusively 
that  one  or  more  of  the  principal  factors 
is  not  properly  represented  in  these  for- 
mulas. 

But  it  iis  highly  improbable  that  his 
facts  are  all  wrong.  There  is  a  strong 
presumption  that  his  statements  of 
heights  and  quantities  discharged  are 
mainly  correct.  Let  us  examine  them 
with  the  aid  of  graphic  representation : 

For  this  purpose,  I  plot  the  values  of 
H  as  ordinates,  and  those  of  H'  as  ab- 
scissas, in  a  rectangular  system,  the  com- 
mon origin  representing  the  crest  of  the 
weir.  At  each  point  whose  co-ordinates 
represent  the  heights  observed  in  an  ex- 
periment', conceive  a  perpendicular  erect- 
ed from  the  plain  of  the  paper,  and  of  a 
height  representing  the  corresponding 
value  of  q.  Erecting  a  vertical  in  this 
way  for  each  experiment,  the  upper  ends 
will  determine  points  in  a  curved  surface 
representing  the  values  of  q  for  all  values 
of  H  and  H'  within  the  field  or  range  of 
the  data.  Values  of  q  for  intermediate 
points  may  be  interpolated,  and  curved 
lines  may  be  drawn  in  the  surface  for 
constant  values  of  ^,  with  any  degree  of 
minuteness  which  the  exactness  of  the 
data  and  the  scale  of  the  drawing  will 
justify. 

Fig.  4  gives  part  of  Bomemann's  re- 
sults translated  into  English  feet,  and 
shown  in  this  way,  by  broken  lines,  with 
the  heights  of  weirs  W,  and  the  values 
of  q  written  in  them.  It  also  shows 
the  true  co-ordinates  for  four  of  these 
values  of  q  with  normal  weirs,  by  full 
lines,  deduced  from  American  experi- 
ments of  the  highest  authority. 
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To  the  left  of  the  origin  the  values  of 
H'  are  minus,  or  downward  from  the  crest 
of  the  weir,  and  cease  to  affect  the  dis> 
charge  materially.  In  this  part  of  the 
field,  then,  the  lines  of  constant  dis- 
charge become  straight 

In  looking  at  this  diagram,  we  are 
forcibly  reminded  of  the  obvious  but 
important  fact  that  a  formula  may  disa- 
gree with  some  of  the  results  of  experi- 
ment without  being  wrong — that  the 
latter  are  inexact.  It  is  evident  that  vi. 
9,  and  two  of  the  group  ii.  4,  iL  5  and  ii 
6  are  materially  out,  perhaps  from  cleri- 
cal or  typographical  errors.  Several 
other  points  also  appear  to  be  slightly 
out,  judging  by  their  incongruity  with 
their  neighbors,  which  is  a  better  test 
than  comparing  them  with  distant  points 
by  the  aid  of  a  theory  which  is  itself  the 
object  of  the  investigation. 

It  will  be  seen  that  the  discharges  for 
given  values  of  H  and  H'  were  «dl  con- 
siderably larger  than  those  for  a  normal 
weir,  as  shown  by  the  full  lines. 

It  is  obvious  at  a  glance  that  the  height 
of  the  weir  W  was  an  important  factor, 
and  that  the  variations  of  q  for  identical 
values  of  H  and  H'  were  caused  by  the 
variations  of  W ;  also  that  the  excesses 
over  the  discharges  for  a  normal  weir 
were  probably  due  to  the  insufficient 
heights  of  the  weirs. 

An  essential  characteristic  of  a  weir  is 
thafc  it  causes  the  stream  to  contract  ver- 
tically, requiring  increase  of  velocity  and 
fall  to  produce  this  increase.  It  is  obvi- 
ous that  a  barrier  just  beginning  to  rise 
across  the  bottom  of  a  channel  will  just 
b^^  to  deflect  and  contract  the  stream ; 
as  it  rises  higher  this  effect  will  increase, 
but  not  indefinitely.  For  Bornemann's 
values  of  H,  it  is  probable  that  the  full 
effect  of  contraction,  or  very  nearly  the 
whole,  is  reached  when  W=2iH'  Up 
to.  the  point  of  complete  contraction, 
raising  the  weir  increases  H,  or  else  di- 
minishes the  discharge,  by  increasing  the 
contraction,  also  by  increasing  the  depth 
and  thus  diminishing  the  velocity  of  ap- 
proach. 

Doubtless  the  discharge  of  a  sub- 
merged section  is  also  increased  by  ve- 
locity of  departure,  as  suggested  by  Fte- 
ley  and  Steams,  where  the  stream  is  not 
much  deflected  after  passing  the  crest ; 
hence  discbarges  against  water  having  a 
considerable  horizontal  component  of  mo- 


tion, instead  of  against  that  which  has 
little  or  no  motion  down  stream. 

After  full  contraction  is  developed,  fur- 
ther raising  of  the  weir  increases  H  only 
by  changing  these  velocities,  and  to  a 
small  extent. 

When  W=:2iH  the  crest  is  above  the 
backwater  and  we  have  free  discharge 
into  air,  but  submergence  can,  of  course, 
be  produced,  and  the  value  of  H'  can  be 
varied  at  will,  by  obstructing  the  flow  on 
the  down-stream  side. 

The  simplest  way  to  test  Bomemann's 
experiments,  in  this  regard,  seems  to  be 
as  follows: 

Take  a  line  of  experiments  with  g  con- 
stant, say  .llScfsy  and  take  H  constant 
at  .3793 =H  for  this  q  with  normal  weir, 
free  discharge  and  no  velocity  of  ap- 
proach (Vo  =0).  Make  a  diagram  (Fig. 
5)  in  which  the  abscissas  represent 
heights  of  weir  W,  or,  rather,  the  deptns 
of  the  bottom  of  the  channel  below  a 
permanent  crest,  beginning  with  0  and 
increasing  to  the  left.  Let  the  ordinate 
at  the  origin  represent  the  constant  value 
of  H=.3793,  and  the  ordinates  to  the 
left  of  the  origin  represent  the  decreas- 
ing values  of  H'  necessitated  by  the  in- 
creasing values  of  W,  ascertamed  by 
drawing  the  horizontal  line  yy^  Fig.  4, 
at  the  height  H=.3793,  and  noting  the 
values  of  H'  at  which  this  line  intersects 
the  curves,  of  constant  discharge  {q= 
.778) .  Plotting  these  values  as  ordinates 
at  the  corresponding  values  of  W,  we 
find  a  line  indicating  the  diminutions  in 
the  values  of  H',  and  hence  the  incre- 
ments of  fall  required  to  balance  the  in- 
creasing contraction  from  increase  of  W 
and  the  slight  falling  off  in  velocity  due 
to  increase  of  depth  with  increase  of  W. 

Assuming  that  the  full  effect  of  con- 
traction would  have  been  developed  at 
some  stage  between  W=.80  and  W= 
1.10,  the  corresponding  depths  would 
have  varied  from  1.18  to  1.48,  and  the 
values  of  Va  from  .66  to  0.53;  and  I 
estimate  that  the  velocities  of  approach 
for  this  part  of  the  diagram  would  have 
been  sufficent  to  balance  the  effect  of 
backwater  up  to  the  curve  zz.  Wherever 
complete  contraction  occurs,  the  line  lim- 
iting the  heights  of  H'  will  descend  to 
and  unite  with  the  line  zz.  The  data  is 
insufficient  for  fixing  this  point  exactly, 
but  apparently  the  lines  cannot  be  far 
apart  to  the  left  of  W=.95=2ix.3793, 
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and  perhaps  they  meet  a  little  to  the 
right  of  this. 

The  'ordinates  to  the  cnrye  show  ap- 
proximately the  values  of  H',  or  heights 
of  backwater)  which  balance  the  effects 
of  velocity  of  approach  and  defect  of  con- 
traction, as  the  depth  below  the  crest 
varies  from  0  to  0.95  ±.  Or  We  may  re- 
gard the  complements  of  these  ordinates 
(.3793— H')  as  the  falls  which  are  need- 
ful, in  addition  to  the  velocities  of  ap- 
proach, to  produce  the  discharge. 

Velocity  of  approach,  Va »  is  an  insep- 
arable element  in  the  operation,  varying 
inversely  with  the  depth.  Where  W=0, 
there  is  no  contraction,  hence  no  fall  is 
required  to  produce  acceleration  therefor, 
H'=H,  and  Va  accounts  for  the  whole 


Similar  investigations  of  Bomemann's 
data  with  other  values  of  q  and  H,  give 
similar  results,  but  with  some  irregulari- 
ties. 

The  conclusion  seems  irresistible  that 
Bomemann's  weirs  were  too  low,  and 
that  their  vaiying  deficiencies  in  this  re- 
spect will  account  for  the  variations  not 
otherwise  accounted  for  or  reasonably 
chargeable  to  error. 

Tms  introduction  of  one  imnecessary 
variable,  W,  throws  his  experiments  into 
the  class  of  intermediate  cases — they 
have  little  or  no  value  for  the  general 
case — for  ascertaining  the  laws  of  flow 
over  a  normal  weir. 

It  would  now  be  possible  to  collate 
Bomemann's  results  together  and  apply 


effect  As  W  increases,  Va  diminishes 
and  F  increases,  tending  toward  the 
limit,  Va  =0,  F  the  sole  motive. 

Some  idea  of  the  relative  importance 
of  the  velocity  component  may  be  gained 
from  the  following  considerations.  At 
the  origin, 

where 

W=0,  depth=.3793,  Va  =2.05,  A=.065  ; 

where 

W=.95,depth=1.33,Va=.585,A=.0053. 

We  find  from  Fig.  4  that  when  W= 
.60,  H'=.135.  From  the  American  ex- 
periments we  know  that,  for  a  normal 
weir  without  velocity  of  approach  and  H 
and  H'  as  here,  ^=.71  instead  of  .778, 
difference,  .068.  The  velocity  of  ap- 
proach probably  accounts  for  nearly  h^ 
of  this,  leaving  the  other  half,  more  or 
less,  for  the  increase  by  defect  of  con- 
traction at  this  place. 


corrections  fixing  the  most  probable 
values.  Such  changes  as  would  thus  be 
introduced  into  the  data  would,  of  course, 
affect  the  foregoing  investigation  and 
diagrams,  but  would  not  materially 
change  the  general  results.  I  take  the 
figures  as  they  stand,  and  give  the  re- 
sults as  approximations,  not  as  the  clos- 
est that  could  be  deduced  from  the  data 
with  unlimited  labor. 

m. 

Amebioan  Expxbimbnts. 

Data  incomparably  better  and  fuller 
than  any  other  known  to  the  writer  have 
been  furnished  by 

a.  Six  experiments  made  by  James  B. 
Francis  in  1848. — "Lowell  Hydraulic 
Experiments,"  p.  99. 

b.  Twenty-two  experiments  made  by 
Messrs.    Fteley    &  Steams  in   1877.— 
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"  Proceedings  of  the  American  Society  of 
CSvil  Engineers  "  for  1883,  and 

c  About  fifty  experiments  by  Francis 
in  1883. — ^Proceedings  of  same  society 
for  1884. 

Fteley  &  Steams,  of  course,  did  not 
have  the  benefit  of  the  latter  series  of 
experiments,  in  their  discussion.  Taking 
the  formula 

gr=cV^(H+0.6H')  (1) 

or  g=eVF  (F  + 1.6  H')  (1') 

they  find  values  of  c  varying  from  3.372 
to  3.089,  for  varying  values  of  H'-»-H. 
The  later  experiments  indicate  that  it 
also  varies  slightly  with  the  absolute 
value  of  H — the  tnaTinnnni  variation  in 
whole  range  of  the  experiments  being 
about  2^  per  cent 

Francis  finds  that  the  coefficients  be- 
come nearly  constant  at  the  values  3.33 
and  1.381,  so  that  the  formula 

^=3.33  VF  (F  + 1.381  HO        (2) 

or        ^=3.33  F''  +  4.5988  VfW     (2') 

follows  the  data  with  a  good  approach  to 
accuracy ;  the  discrepancies  being  partly 
due  to  small  errors  in  the  data,  but  not 
wholly. 

It  is  known  that  at  certain  stages  of 
backwater,  in  the  vicinity  of  H'=0.08  H, 
its  presence  increases  the  discharge 
slightly,  instead  of  decreasing  it,  and 
the  formulas  (2)  (2')  do  not  take  account 
of  this  effect  It  appears  also  that  as 
H'-»-H  increases,  the  second  -coefficient 
slowly  diminishes  to  1.36  ±  and  then 
slowly  increases  again;  though  the  values 
of  q  found  by  taking  the  medium  value 
1.381,  differ  but  slightly  from  the  truth ; 
not  over  1  or  2  per  cent  at  the  max- 
imum. 

In  these  experiments,  the  minimum 
value  of  W-»-H  (with  free  discharge)  ap- 
pears to  have  been  2.71.  The  values  of 
H  varied  from  about  4  in.  to  about  2  ft 
4  in.,  and  the  values  of  H'  from  O  up  to 
^  H  and  in  some  cases  to  .7  H  or  more ; 
and  the  field  is  well  covered  for  practical 
purposes,  up  to  and  considerably  above 
these  limits. 

But  a  farther  study  of  it  may  have 
some  scientific  interest,  and  will,  at 
least,  show  where  more  experiments  are 
desirable  tor  perfecting  the  theory. 


In  all  cases,  the  water  was  delivered 
to  the  channels  in  which  the  weirs  were 
established,  through  fixed  orifices,  under 
large  heads,  so  that  small  accidental  vari- 
ations of  fall  produced  but  slight  changes 
in  the  efflux.  These  small  variations  of 
fall  were  closely  noted  and  their  effects 
on  the  discharges  were  allowed  for  in  the 
usual  way.  l^e  discbarge  for  some  par- 
ticular fidl  was  computed  from  values  of 
H  when  the  backwater  was  below  its 
range  of  effect  Then  keeping  the  dis- 
charge as  nearly  constant  as  practicable, 
the  backwater  was  raised  step  by  step, 
and  the  corresponding  values  of  H'  and 
H  were  noted. 

The  greatest  mean  velocity  of  approach 
appears  to  have  been  about  1.31  ft  per 
second. 

Keeping  the  dischange  constant  and 
varyinfi^  H'  and  H,  as  B\x>Ye,  the  effect  of 
the  velocity  of  approach  remains  very 
nearly  constant,  and  hence  no  correction 
was  made  for  it,  as  I  understand.  If  the 
velocity  of  approach  had  been  made  in- 
definitely small  by  deepening  the  chan- 
nel, the  quantity,  with  hree  discharge  and 
any  observed  value  of  H,  would  have 
been  as  reckoned ;  and  it  is  assumed  that 
with  this  actual  discharge  maintained 
without  velocity  of  approach,  the  increas- 
ing series  of  values  of  H'  and  H  would 
also  have  been  found  identical  with  those 
actually  observed.  I  estimate  that  this 
cannot  make  an  error  of  one-tenth  of  one 
per  cent.,  hence  is  unimportant 

By  plotting  the  data,  with  co-ordinates 
of  the  full  size,  in  the  same  way  as  de- 
scribed for  Bomemann's  experiments,  we 
bring  the  results  within  easy  grasp  and 
greatly  faciUtate  the  examination  and 
weighting  of  them. 

It  is  needful,  however,  to  eliminate  the 
small  accidental  variations  in  the  quantity 
discharged.  For  this  purpose,  we  may 
observe  that  all  lines  with  positive  co- 
ordinates and  making  angles  of  46°  with 
the  axes,  are  lines  of  constant  fall.  Ac- 
cording to  formula  (2')  all  vertical  planes 
erected  on  such  diagonals  intersect  the 
curved  surface  which  represents  q,  in 
straight  lines  having  rates  of  rise  equal 
to  4.6988  X  VfT  In  fact,  these  intersec- 
tions are  not  exactly  straight  lines,  the 
coefficient  not  being  quite  constant ;  but 
for  these  small  adjustments,  the  constant 
4.6  is  near  enough. 

Taking,  for  instance,  the  series  of  ex- 
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periments  where  g  was  taken  at  the  aver- 
age yalne  of  7.202,  we  find  in  Francis's 
experiment  No.  43,  g=7.174  or  0.028 
less.  F  =  1.254.  .028  -*•  4.6  Vl.254= 
.0054.  Hence  q  would  be  increased  from 
7.174  to  7.202  by  increasing  H  and  H' 
.0054  each  and  the  co-ordinates  so  found 
will  fix  a  point  in  the  curve  of  ^=7.202. 

Where  H'  is  minus,  the  adjustment  is 
made  on  the  value  of  H  only. 

Having  thus  adjusted  all  the  points  at 
which  q  differed  materially  from  the  aver- 
age of  its  series  and  plotted  the  results 
with  all  the  others,  it  is  useful  to  write 
at  each  point  the  values  for  the  variable 
coefficients  deduced  from  the  experiment 
there  represented. 

On  comparing  either  formula  with  the 
data  as  thus  exhibited,  it  is  apparent 
that  there  are  some  small  outstanding 
variations  of  coefficients  which  the  for- 
mulas do  not  take  into  account,  as  stated 
in  the  first  part  of  this  section.  They 
are  complicated,  of  course,  with  the  small 
inaccuracies  of  the  data.  The  latter  may 
be  eliminated  approximately  by  the  labo- 
rius  empirical  process  of  drawing  an 
estimated  mean  line  through  each  series 
of  points  and  adjusting  to  regularity. 
With  the  large  quantities  corresponding 
to  the  upper  part  of  the  diagram,  we  may 
expect  inaccuracies  of  .01  or  .02  ft  in  the 
values  of  H  and  H',  and  correct  curves 
of  formulas  may  vary  from  some  of  the 
points  to  that  extent.  The  surface  fixed 
by  these  curves  should  be  regular,  or  free 
from  irrational  crooks,  in  all  directions. 
We  may  test  it  by  means  of  series  differ- 
ences or  otherwise,  and  the  crooks  so 
found  should  be  eliminated  by  altering 
the  curves,  with  due  regard  to  the 
equality  and  distribution  of  the  plus  and 
minus  variations  from  the  data.  Series 
for  this  purpose  may  be  taken  on  lines 
running  across  the  field  in  any  direction  ; 
but  lines  with  judiciously  selected  values 
of  variables  are  better  than  others. 

In  this  way  we  test  and  determine  the 
correction  for  each  point  mainly  by  its 
congruity  with  the  points  in  its  vicinity, 
their  influence  diminishing  as  their  dis- 
tance increases,  instead  of  attempting  to 
give  distant  points  equal  weights  by  the 
aid  of  any  theory  as  to  the  relations  of  q 
to  H  and  H'. 

A  study  of  a  diagram  so  worked  up 


develops  several  interesting  relations  and 
hypotheses,  more  or  less  clearly;  but 
further  experiments  of  extreme  precision 
are  needed  for  perfecting  the  whole 
theory. 

For  practical  purposes,  however,  a 
well-adjusted. diagram  of  this  kind,  will 
be  substantially  cleared  from  probable 
errors  of  data  and  from  the  corrections 
for  the  small  variations  of  the  coefficients. 

Witii  a  line  of  constant  discharge  for 
each  0.10  c/a  in  the  upper  part  of  the 
diagram  and  for  each  0.05  c/a  in  the 
lower  part,  it  is  easy  to  interpolate  by 
estimation  to  one  tenth  of  these  quanti- 
ties respectively,  hence,  to  read  off  the 
value  of  q  for  any  values  of  H  and  H' 
within  the  limits  of  the  diagram,  with 
substantially  all  the  precision  which  our 
experimental  data  will  justify,  and  more 
than  will  ordinarily  be  attained  in  prac- 
tice in  the  ascertainment  of  H  and  H' 
and  in  allowing  for  velocity  of  approach. 
That  is,  the  results  will  be  more  exact 
than  would  ordinarily  be  obtained  in  any 
other  way  and  about  as  good  as  it  is  pos- 
sible to  obtain  with  existing  data. 


CABBTiNG  GoMis  TO  Nbwoastlb.— Carrying 
coals  to  Newcastle  has  hitherto  been  held 
to  be  an  absurd  proceeding ;  but  it  will  no 
longer  be  treated  in  that  contemptuous  fashion 
if  what  we  hear  from  StafFordahire  is  correct. 
It  is  stated  that  a  new  feature  of  competition 
from  Spain  with  English  iron -masters  is  just 
now  making  its  appearance  in  Staffordshire. 
It  is  the  introduction  into  that  market  of  Span- 
ish hematite  pig  iron.  This  is  pretty  much  the 
first  time  that  Spanish  hematites  have  been 
offered  in  this  country,  the  Spaniards  having 
been  previously  content  to  supply  English  iron- 
masters with  their  rich  iron  ores  from  the 
Bilbao  and  other  mines,  wherewith  to  make 
hematites  in  this  country,  and  heavy  shipments 
of  these  ores  are  imported  weekly  into  South 
Wales,  the  North  of  England,  and  some  other 
of  the  English  centers.  The  Spanish  hematite 
Iron  which  is  just  now  being  offered,  is  imported 
from  Somorrostro,  and  a  richness  is  claimed  for 
it  wliich,  it  is  alleged,  is  in  advance  of  that  pos- 
sessed bv  the  oniinary  English  hematite  pig 
irons,  'the  analysis  of  the  new  pig  is  stated  to 
be  as  follows:  Silicon,  0.2;  maneanese,  0.85; 
sulphur,  0.029 ;  phosphorus,  0.03» ;  pure  iron, 
97.088.  The  agents  who  are  introducing  the 
foreign  iron  are,  we  are  informed,  authorized 
to  sell  at  a  low  price,  and  thev  ¥rill  make  an 
effort  to  get  a  footing  upon  the  English  iron 
markets.  An  evident  moral  is  to  be  drawn 
from  the  above.  If  pis  iron  can  be  imported 
at  a  profit  into  England  from  abroad,  why  not, 
it  may  be  asked,  some  day  coal  ? 
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THE    PROPOSED  ABOLITION  OF  THE  ASTRONOMICAL  DAY 
AND  ITS  BEARING  ON  PROBLEMS  OP  NAVIGATION. 

Bt  PB0FM80B  STDiSON  J.  BROWN,  U.S.N. 
Prooeedlngs  of  the  United  States  Naval  Institate  of  Annapolis,  Md. 


With  the  growth  of  commerce  and  the 
Tast  extension  of  telegraph  and  railroad 
systems,  the  necessity  of  a  reform  in  the 
usual  methods  of  time-reckoning  has 
made  itself  forcibly  felt.  This  has  ex- 
pressed itself  in  yarions  attemps  to  adopt 
systems  of  standard  time  which  should 
embrace  as  wide  an  extent  of  longitude 
as  possible,  and  at  the  same  time  vary 
but  little  from  the  local  time  of  any  place 
using  one  of  these  systems.  Thus,  it 
was  a  comparatively  easy  matter  for 
Great  Britain,  in  1848,  ,and  Sweden,  in 
1879,  to  adopt  as  legal  standard  times, 
the  mean  solar  day  beginning  at  mid- 
night of  the  meridian  of  their  respective 
Government  observatories.  The  solu- 
tion of  the  problem  in  the  United  States 
and  Canada  has  been  more  difficult,  on 
account  of  their  wide  extent  in  longitude. 
Tet,  at  a  railway  time  convention  in  1883, 
a  system  was  adopted,  and  shortly  after 
carried  into  execution,  which  system  em- 
bodies all  the  essential  principles  neces- 
sary for  uniformity  in  the  chronology  and 
time-reckoning  of  the  ordinal^  affairs  of 
hfe.  It  will  be  remembered  that  this 
plan  divided  the  two  countries  into  dis- 
tricts by  meridians  one  hour  of  time 
apart;  that  the  division  into  districts  was 
80  mad^  that  the  central  meridian  of  each 
is  an  integral  number  of  hours  west  of 
the  Ghreenwich  meridian ;  and  that  from 
the  central  meridian  of  each  district  the 
standard  time  of  the  whole  district  is  to 
be  reckoned. 

In  Continental  Europe,  with  railroad, 
telegraph  and  postal  routes  extending 
through  different  countries  separated  by 
purely  artificial  boundaries,  the  inconve- 
nience has  been  even  greater  than  in  the 
United  States;  but  national  pride  and 
jealousy  have  proved  serious  obstacles  to 
systematic  reform.  Chief  among  these 
has  been  the  necessity,  in  any  thorough 
reform,  of  the  selection  of  an  initial  me- 
ridian which  would  be  universally  recog- 
nized. 

Out  of  the  discussion  which  these  at- 


tempts have  involved,  has  developed  the 
idea  of  a  imiversal  day.  Such  a  day 
would  begin,  for  the  whole  world,  at  a 
given  instant  of  time  at  the  initial  me- 
ridian; but  by  this  scheme  the  various 
epochs  of  the  day  would  begin  one  hour 
later  for  each  hour  of  longitude  to  the 
west,  and  there  has  been  no  serious  at- 
tempt to  adapt  it  to  the  practical  affairs 
of  everyday  life.  The  railway-time  sys- 
tem of  the  United  States  is  only  a  simple 
modification  of  this  idea.  With  stand- 
ards of  time  carried  out  for  the  whole 
world  on  this  system,  the  process  of  find- 
ing the  universal  date  and  time  would  be 
a  very  simple  one,  and  the  variation  of 
local  date  and  time  reduced  to  a  simple 
rule. 

The  necessity  of  a  universal  prime  me- 
ridian, met  in  all  the  proposed  plans  for 
securing  uniformity  in  time-reckoning, 
has  always  been  urged  by  sea-faring  men 
for  a  different  purpose.  It  is  not  nec- 
essary to  more  tnan  refer  to  the  utility 
and  convenience  to  navigators  of  the 
adoption  of  a  universal  zero  point  from 
which  to  reckon  longitude.  The  need 
of  this  has  been  a  prominent  factor  in 
the  success  of  the  movement  toward 
uniformity  in  the  methods  of  time  reck- 
oning. 

The  various  commercial  and  scientific 
societies  of  Europe,  in  which  these  ques- 
tions have  been  discussed,  have  from 
time  to  time  suggested  the  United  States 
as  the  most  favorable  nation,  for  obvi- 
ous reasons,  for  taking  the  initiatory 
steps  in  calling  up  an  international  con- 
ference for  selecting  this  prime  meridian. 
The  subject,  in  this  country,  had  been  so 
generally  discussed,  and  the  utihty  of  the 
proposed  reforms  so  generally  recognized, 
that  Congress,  in  1882,  passed  an  Act  au- 
thorizing the  President  to  call  an  interna- 
tional conference  for  the  purpose  of  car- 
rying the  project  into  execution.  After 
the  arrangement  of  the  necessary  diplo- 
matic preliminaries,  the  Conference  met 
in  Washington  in  October,  1884.    All  its 
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acts  are  of  special  interest  to  nautical 
men,  one  of  them  proposing  no  less  radi- 
cal a  reform  than  the  abolition  of  the 
astronomical  day. 

The  second  resolution  reads  as  fol- 
lows; ^^That  the  Oonference  proposes 
IK)  the  Gbyemmentshere  represented  the 
adoption  of  the  meridian  passing  through 
the  center  of  the  transit  instrument  at 
the  Greenwich  Observatory,  as  the  ini- 
tial meridian  for  longitude."  The.  vote 
of  San  Domingo  was  the  only  negative 
vote;  the  delegates  from  France  and 
Brazil  abstained  from  voting. 

The  third  resolution  was,  '^  That  from 
this  meridian,  longitude  shall  be  counted 
in  two  directions  up  to  180  degrees,  east 
longitude  being  plus  and  west  longitude 
minus."  This  reversal  of  the  uniform 
custom  of  navigators  in  regard  to  the 
sign  for  the  application  of  longitude 
arose  from  its  application  in  reducing 
universal  time  to  local  time ;  it  is  ol  little 
importance  to  navigators,  as  the  pre- 
cepts for  its  application  to  local  or 
Greenwich  time  are  too  simple  to  cause 
any  confusion  as  to  the  meaning  of  the 
resolution. 

.  The  third  and  fourth  resolutions  were 
in  regard  to  the  tmiversal  day,  defining 
it  as  beginning  at  the  moment  of  moan 
midnight  of  the  initial  meridian,  coincid- 
ing with  the  beginning  of  the  civil  day 
and  date  of  that  meridian,  the  hours  to 
be  counted  successively  from  0  to  24. 

In  the  sixth  resolution,  "  The  Confer- 
ence expresses  the  hope  that  as  soon  as 
may  be  practicable  the  astronomical  and 
nautical  day  will  be  arranged  everywhere 
to  begin  at  mean  midnight." 

This  resolution,  though  anticipated, 
has  met  with  strong  opposition  from  the 
majority  of  eminent  astronomers,  partic- 
ularly Europe.  It  is  not  difficult  to  see 
why  they  should  oppose  any  innovation 
of  the  long-established  and  natural  meth- 
od of  counting  astronomical  time.  No 
one  has  so  forcibly  presented  the  objec- 
tions from  an  astronomical  point  of  view 
as  Professor  Newcomb ;  I  therefore 
quote  at  length  his  letter  to  Commodore 
Franklin,  protesting  against  the  adop- 
tion of  the  new  system,  January  1, 1885 : 

*'  The  first  of  these  recommendations 
proposes  a  change  in  the  method  of 
counting  astronomical  time  which  has 
come  down  to  us  from  antiquity.  The 
practice  of  taking  noon  as  Uie  moment 


from  which  to  count  the  hours  originated 
with  Ptolemy.  This  practice  is  not,  as 
some  distinguished  members  of  the  Con- 
ference seem  to  have  supposed,  based 
solely  upon  the  inconvenience  to  the  as- 
tronomer of  changing  his  day  at  mid- 
night, but  was  adopted  because  it  was 
the  most  natural  method  of  measuring 
solar  time.  At  any  one  place  solar  time 
is  measured  by  the  motion  of  the  sun 
and  is  expressed  by  the  sun*s  hour  angle. 
By  uniform  custom,  hour  angles  are 
reckoned  from  the  meridian  of  the  place, 
and  thus  by  a  natural  process  the  solar 
day  is  counted  from  the  moment  the  sun 
passes  over  the  meridian  of  the  place,  or 
over  the  standard  meridian.  For  the 
same  reason  the  sidereal  day  is  counted 
from  the  moment  the  vernal  equinoi^ 
passes  over  the  meridian  of  the  place,  and 
thus  the  two  times  correspond  to  the  re- 
lation between  the  sun  and  the  equinox. 

**It  would  appear  that  the  Conference 
adopted  the  recommendation  under  the 
impression  that  the  change  wouldlnvolve 
nothing  more  than  the  current  method  of 
reckoning  time  among  astronomers,  and 
could  therefore  be  adopted  without  seri- 
ous inconvenience.     ... 

"  A  change  in  the  system  of  reckoning 
astronomical  time  is  not  merely  a  change 
of  habit,  such  as  a  new  method  of  count- 
ing time  in  civil  life  would  be,  but  a 
change  in  the  whole  literature  and  teach- 
ing of  the  subject.  The  existing  system 
permeates  all  the  ephemerides  and  ob- 
servations which  fill  the  library  of  the 
astronomer.  All  his  text-books,  his 
teachings,  his  tables,  his  formulee,  and 
his  habits  of  calculation  are  based  on 
this  system.  To  change  this  system  will 
involve  a  change  in  many  of  the  pre- 
cepts and  methods  laid  down  in  his  text- 
books. 

"But  this  would  only  be  the  beginning 
of  the  confusion.  Astronomical  observa- 
tions and  ephemerides  are  made  and 
printed  not  only  for  the  present  time, 
but  for  future  generations  and  centuries. 
If  the  system  is  changed  as  proposed, 
the  astronomers  of  future  generations 
who  refer  to  these  publications  must  bear 
this  change  in  mind,  in  order  not  to  mis- 
interpret the  data  before  them.  The  case 
will  be  yet  worse  if  the  change  is  not 
made  by  all  the  ephemerides  and  astron- 
omers at  the  same  time  epoch.  It  will 
then  be  necessary  for  the  astronomers  o 
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the  twentieth  century,  using  observations 
and  ephemerides  of  the  present,  to  know, 
remember,  and  have  constantly  in  mind 
a  certain  date  different  in  each  case  at 
which  the  change  was  adopted.     .     .     . 

'*It  is  difficiSt  to  present  to  others 
than  astronomers  who  have  used  the  pub- 
lished observations,  the  confusion,  em- 
barrassments and  mistakes  that  will  arise 
to  their  successors  from  the  change.  The 
case  can  be  illustrated  by  saying  that  it 
is  of  the  same  kind — though  in  less  de- 
gree than — the  confusion  that  would 
arise  to  readers  and  historians  in  the  fu- 
ture, if  we  should  reverse  or  alter  the 
meaning  of  a  number  of  words  in  our 
language,  with  a  result  that  the  reader 
would  not  know  what  the  words  meant 
unless  he  noticed  at  what  date  the  book 
was  printed.    .     .     . 

'*  The  change  will  affect  the  navigator 
as  well  as  the  astronomer.  Whether  the 
navigator  should  commence  his  day  at 
noon  or  midnight,  it  is  certain  that  he 
must  determine  his  latitude  from  the 
sun  at  noon.  The  present  system  of 
counting  the  day  from  noon  enables  him 
to  do  this  in  a  simple  manner,  since  he 
changes  his  own  noon  into  the  astronomi- 
cal period  by  the  simple  addition  or  sub- 
traction of  his  longitude.  To  introduce 
any  change  whatever  in  the  habits  of 
computation  of  uneducated  men  is  a  slow 
and  difficult  matter,  and  is  the  more  dif- 
ficult when  a  complex  system  is  to  be 
substituted  for  a  simple  one.  I  am  de- 
cidedly of  the  opinion  that  any  attempt 
to  ohaiige  the  form  of  printing  astronomi- 
cal ephemerides  for  the  use  of  our  navi- 
gators would  meet  with  objections  so 
strong  that  they  could  not  be  practically 
overcome." 

The  objections  from  an  authority  of 
such  eminence  in  astronomical  matters 
seems  to  be  shared  by  the  majority  of 
astronomers  in  Europe ;  but  it  should  be 
noticed  that  these  objections  are  raised 
only  in  so  far  as  they  affect  astronomers 
and  their  work.  At  the  last  meeting  of 
the  Astronomische  Gesellschaft  (at  Gen- 
eva, in  August,  1885),  the  discussion  of 
the  6th  resolution  of  the  Oonference  was 
limited  by  the  emphatic  declaration  of 
the  President  to  its  consideration  from  a 
purely  astronomical  standpoint;  thus 
limited,  iJthough  no  formal  resolution  of 
the  society  was  adopted,  a  large  majority 
expressed  themselves  as  opposed  to  the 


change.  Those  speaking  in  favor  of  the 
change  were,  however,  among  the  most 
eminent  astronomers  of  the  society; 
they  recognized  the  difficulties  it  would 
entail  to  astronomers,  but  were  willing 
to  make  the  sacrifice  for  the  sake  of  gain- 
ing uniformity  in  methods  of  reckoning 
time ;  to  these  may  be  added  Professor 
J.  C.  Adams,  of  Oambridge;  Professor 
Christie,  Astronomer  Boyal  of  Great 
Britain,  as  well  as  Professor  Oppolzer, 
of  Germany.  The  last  named  proposes 
to  give  practical  effect  to  his  views  by 
adopting  the  new  reckoning  in  an  exten- 
sive list  of  solar  and  lunar  eclipses  which 
he  is  now  preparing  for  publication. 
Professor  Adamb  pointed  out  in  the  pro* 
ceedings  of  the  Conference  that  there 
were  noted  exceptions  even  to  the  uni- 
versality of  the  old  method ;  such,  for  in- 
stance as  Delambre's  Tables  of  the  Sun, 
Burgas,  Burkhart's,  and  Damoiseau's 
Tables  of  the  Moon ;  Bouvard's  Tables 
of  Jupiter,  Saturn  and  Uranus ;  in  all  of 
which  mean  midnight  is  used  as  the 
epoch  of  the  tables.  Also  La  Place,  in 
his  '^  Mecanique  Celeste,"  uses  Paris  mean 
midnight  as  the  origin  of  the  astronomi- 
cal day. 

American  astronomers  have  been  as 
unanimous  in  favor  of  the  change  as 
those  of  Europe  against  it.  Shortly  af- 
ter the  Conference,  Commodore  Frank- 
lin, Superintendent  of  the  Naval  Oberva- 
tory,  sent  out  a  circular  letter  soliciting 
expressions  of  opinion  on  the  subject. 
So  far  as  I  have  been  able  to  learn,  with 
the  exception  of  Professor  Newcomb's 
letter  above  quoted,  favorable  answers 
were  returned.  Most  of  them,  however, 
and  this  may  be  said  of  all  who  favor 
the  change,  advise  waiting  until  a  certain 
date  can  be  fixed  upon  by  international 
agreement.  NautioaJ  almiEmacs  are  pub- 
lished, or  in  course  of  publication,  up  to 
1890,  and  the  change  could  not  well  be 
carried  into  effect  before  that  date.  Pro- 
fessor Tietjen,  who  directs  the  publica- 
tion of  the  Berliner  Jahrhuch^  has  said 
that,  in  his  opinion,  such  a  change  would 
not  find  place  there  before  1900.  Thus 
it  will  be  seen  that  astronomers  are 
about  evenly  divided  as  to  numbers  if 
not  as  to  ability. 

It  may  be  mentioned  here  that  the 
change  was  formally  adopted  at  the 
Greenwich  Observatory,  January  1, 1885, 
thus   initiating    the  confusion  liable  to 
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arise  from  the  selection  of  different  dates 
for  the  inangoration  of  the  change,  the 
dangers  of  which  are  so  forcibly  pointed 
out  in  Professor  Newcomb's  letter.  At 
the  same  time  the  adoption  of  this  action 
by  so  prominent  an  observatory  will  tend 
to  compel  its  ultimate  adoption  by  alL 

An  examination  of  the  opinions  of  as- 
tronomers will  lead,  I  think,  to  the  con- 
clusion that  those  astronomers  who  are 
chiefly  engaged  in  combining  and  dis- 
cussing the  Tast  mass  of  observations 
from  various  sources  and  widely  different 
times,  are  generally  opposed  to  any 
change ;  while  those  who  perform  the 
practical  work  of  making  the  observa- 
tions are  as  unanimous  in  its  favor.  To 
the  latter  the  change  woidd  be  a  simple 
one,  and  give  rise  to  little  or  no  incon- 
venience. To  the  former  the  inconveni- 
ences introduced  and  the  liability  to  error 
would  be  felt  for  a  long  time.  It  would 
seem,  though,  that  they  to  whom  the 
change  might  prove  burdensome,  are 
fitted  by  their  smll,  education  and  train- 
ing to  avoid  the  mistakes  to  which  there 
would  be  liability. 

However,  it  is  not  the  purpose  of  this 
article  to  discuss  the  opinions  of  astrono- 
mers, or  the  effect  such  change  would 
have  on  purely  astronomical  work,  but 
rather  to  call  the  attention  of  naval 
officers  and  nautical  men  generally  to  the 
effect  it  would  have  on  the  various  prob- 
lems of  the  navigator ;  whether  it  will 
introduce,  as  Professor  Newcomb  says, 
a  comphcated  system  for  a  simple  one, 
and,  consequently,  cause  liability  to 
errors,  or  whether  it  will  be  a  gain  in 
simplicity  by  avoiding  the  use  of  the  two 
dates  aboard  ship,  one  for  the  log  and 
one  for  the  navigator.  These  are  ques- 
tions which  the  education  and  experience 
of  naval  officers  ought  to  fit  them  to  dis- 
cuss. If  the  discussion  leads  to  a  gen- 
eral expression  of  opinion  by  intelligent 
navigators  that  the  change  will  introduce 
more  simple  and  direct  methods,  then 
the  opinions  of  the  uneducated  navigator, 
whose  opposition  Professor  Newcomb 
predicts,  ought  not  to  stand  in  the  way 
of  its  adoption.  It  is  to  be  expected 
that  they  would  object  to  any  chaiige  in 
their  habits  of  computation,  no  matter 
for  what  ultimate  gain ;  if,  on  the  con- 
trary, the  change  introduces  methods 
which,  altliough  simple  to  educated  men, 
would  perplex  and  confuse  those  of  little 


mathematical  education,  these  objections 
ought  to  be  respected. 

At  the  first  glance  it  would  seem  to  be 
self-evident  that  the  use  of  two  dates  to 
represent  the  same  instant  of  time,  and 
the  necessity  of  reducing  the  civil  date 
of  the  ship's  log  to  the  as&onomical  date 
of  the  Nautical  Almanac,  is  not  a  simple 
system,  and  would  be  attended  by  liabil- 
ity to  error.  I  think  it  will  be  found 
that  navigators  of  considerable  experience 
have  at  times  made  mistakes  in  taking 
data  from  the  almanac,  by  confusing  the 
two  dates.  Yet,  on  the  other  hand,  in 
nearly  all  the  methods  of  finding  a  ship's 
position  at  sea,  or  the  chronometer  error 
by  observations  on  shore,  the  hour  angle 
of  a  celestial  object  from  the  upper 
meridian  is  either  directly  the  result  of 
the  computation,  or  is  used  in  the  com- 
putation for  finding  some  other  required 
quantity.  Under  the  proposed  system 
the  hour  angles  obtained  would  have  to 
be  reduced  to  the  lower  meridian,  or 
from  the  lower  to  the  upper  meridian  to 
be  used  in  the  computation.  Whether 
this  reduction  would  be  attended  by  as 
much  inconvenience  and  liability  to  error 
as  the  simple  process  of  changing  the 
date,  ought  to  be  discussed.  It  should 
be  considered  what  changes  in  the  pre- 
cepts and  rules  contained  in  all  works  on 
nautical  astronomy,  and  in  the  tables 
employed,  will  be  necessary  to  make  per- 
fectly plain  to  the  thumb-rule  class  the 
transition  to  the  new  system. 

A  general  idea  of  this  can  be  obtained 
by  an  examination  in  detail  of  the  various 
problems  of  navigation.  By  far  the  most 
frequently  used  are  those  involving  ob- 
servations of  the  sun :  1st,  for  latitude 
by  meridian  altitude;  2d,  for  longitude 
by  time  sight;  3d,  for  latitude  by  off- 
meridian  sights ;  and  4th,  for  latitude  by 
circum  meridian  altitudes.  Observations 
of  the  moon,  planets  and  stars,  for  lati- 
tude or  longitude,  though  comparatively 
infrequent,  are  generally  used  only  on 
those  times  when  observation  of  the 
sun  has  been  impossible  and  it  is  import- 
ant to  find  an  approximate  position  of 
the  ship.  On  such  an  occasion,  a  serious 
error  due  to  the  changed  methods  might 
be  disastrous.  It  will  first  be  noted  as  a 
factor  in  every  problem  that  the  Green- 
wich date  and  time  would  be  indicated 
simply  by  the  application  of  the  longitude 
to  local  date  ana  time ;  that  the  latter  is 
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the  ciyil  date  and  time,  except  that  the 
P.  M.  hour  must  be  increased  by  twelve 
hours.  Under  the  present  method,  the 
ciyil  date  and  time  are  first  reduced  to 
local  astronomical  date  and  time,  bj  add- 
ing twelve  hours  to  the  A.  M.  time,  and 
decreasing  the  number  indicating  the 
civil  date  by  a  imit,  for  forenoon  time ; 
for  P.  M.  time  the  date  and  time  are 
shown  immediately  by  the  civil  date  and 
time.  The  change  substitutes  the  simple 
rule  that  there  is  but  one  date,  and  that 
is  the  civil  or  local  date. 

The  tabulated  data  for  the  first  prob- 
lem, finding  the  latitude  by  a  meridian 
altitude  of  the  sun,  are  given  on  page  I. 
of  the  Nautical  Almanac,  for  Greenwich 
apparent  noon ;  for  obvious  reasons,  this 
could  be  advantageously  left  as  it  is,  the 
navigator  bearing  in  mind  only  the  fact 
of  the  coincidence  of  civil  and  astronom- 
ical time.  The  use  of  page  I.  is  confined 
almost  to  this  one  problem,  and  the  data 
when  used  for  other  purposes  only  re- 
quired approximately.  In  all  other  cases, 
and  perhaps  in  this,  the  data  would  be 
tabulated,  in  accordance  with  the  new 
system,  for  Greenwich  mean  midnight, 
or  for  times  reckoned  from  that  instant. 

In  the  second  problem,  the  data  would 
be  taken  from  page  II.  of  the  Nautical 
Almanac  and  corrected  for  the  G.  M. 
time  of  observation ;  the  hour  angle 
would  be  found  from  the  usual  tables ; 
the  only  change  would  be  in  the  addition 
of  twelve  hours  to  the  hour  angle  result- 
ing from  an  afternoon  sight,  instead  of 
that  from  the  forenoon  sight. 

In  the  third  problem,  the  hour  angle 
of  the  sun  would  be  required  for  flie 
computation ;  this  would  be  found  for 
an  A.  M.  sight,  by  subtracting  the  L.  A. 
time  from  twelve  hours;  for  a  P.  M. 
sight,  by  subtracting  twelve  hours  from 
the  L.  A.  time.  Here  again  a  simple 
change  in  an  old  precept  is  made. 

The  hour  angle  required  in  the  fourth 
problem,  to  reduce  the  altitude  of  the 
son  to  meridian  altitude,  would  be  found 
as  before,  by  comparing  the  Greenwich 
time  of  observation  as  shown  by  the 
chronometer  with  the  Greenwich  mean 
time  of  apparent  noon.  -  The  only  differ- 
ence being  that  noon  occurs  at  12  hours 
instead  of  at  0  hours,  as  before. 

So  far  as  these  problems  are  concerned 
the  changes  are  very  simple ;  in  those 
involving    observations    of    the    moon, 


planets  or  stars,  the  effects  of  the  changes 
are  not  so  obvious,  involving,  as  they  do, 
changes  of  hour  angle  into  sidereal  time, 
and  the  reverse.  In  time  sights  of  these 
bodies,  the  data  required  from  the  Nau- 
tical Almanac  would  be  found  and  cor- 
rected for  the  Greenwich  mean  time  of 
the  observation,  as  before.  The  resulting 
hour  angle  simply  designated  (in  hours, 
minutes  and  seconds)  as  east  or  west  of 
the  meridian,  would  be  reduced  to  the 
lower  meridian  by  subtracting  it  from  or 
adding  it  to  12  hours,  according  as  the 
observation  was  east  or  west  of  the  mer- 
idian. This  hour  angle  would  be  con- 
verted into  local  sidereal  time  and  this 
again  into  local  mean  time,  by  the  usual 
formula. 

In  all  other  problems  in  which  the 
hour  angle  of  these  bodies  is  required 
for  the  computation,  it  would  be  fotmd, 
as  before,  by  subtracting  the  right  ascen- 
sion of  the  body  from  the  loc^  sidereal 
time ;  this  hour  angle,  though,  is  referred 
to  the  lower  meridian ;  it  would  be  re- 
duced to  upper  meridian  by  subtracting 
it  from  12  hours  for  an  observation  east 
of  the  meridian,  by  subtracting  12  hours 
from  the  hour  angle  for  an  observation 
west  of  the  meridia^. 

The  following  precepts  would  be  found 
sufficient  to  make  plain  the  use  of  the 
Nautical  Almanac  and  the  necessary 
tables  with  the  origin  of  the  astronomical 
day  at  midnight : 

I.  The  astronomical  day  begins  at 
mean  midnight,  and  coincides  with  the 
civil  day  and  date ;  the  hours  are  counted 
successively,  beginning  at  midnight  from 
0to24. 

n.  All  data  of  the  Almanac  are  given 
for  the  astronomical  date  and  time  as  de- 
fined in  I. 

in.  The  local  astronomical  time  is 
given  directly  by  the  civil  time  in  the 
forenoon ;  in  the  afternoon,  by  the  addi- 
tion of  12  hours  to  the  civil  tune. 

rV.  All  hour  angles  resulting  from  ob- 
servations of  the  moon,  planets  or  stars, 
expressed  simply  as  east  or  west  hour 
angle,  are  to  be  reduced  to  the  lower 
meridian  by  subtracting  the  east  hour 
angle  from  12  hours,  or  by  adding  12 
hours  to  the  west  hour  angla 

y.  Hour  angles  thus  reduced  are  to 
be  reduced  to  local  sidereal  time  by  the 
addition  to  the  hour  angle  of  the  right 
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ascension  of  the  body  for  the  Greenwich 
mean  time  of  the  observation. 

VI.  Local  sidereal  time  is  reduced  to 
local  mean  time,  as  follows:  Subtract 
from  the  local  sidereal  time  the  right 
ascension  of  the  mean  sUn  for  Greenwich 
mean  midnight  of  the  given  date  plus  the 
correction  for  the  Greenwich  mean  time  ; 
or  subtract  from  the  local  sidereal  time 
the  right  ascension  of  the  mean  sun  for 
Greenwich  mean  midnight  corrected  for 
longitude ;  the  resulting  sidereal  interval 
is  corrected  as  usual  by  Table  II.  of  the 
American  Ephemeris,  or  any  other  table 
for  converting  sidereal  into  .mean  time 
interval. 

yn.  To  reduce  local  mean  time  to 
sidereal  time,  add  to  the  local  mean  time 
the  right  ascension  of  the  mean  sun  for 
Greenwich  mean  midnight  of  the  given 
date,  corrected  for  the  Greenwich  mean 
time. 

VIIL  To  find  the  hour  angle  of  a  body, 
for  use  in  computation : 

1.  For  tne  sun:  for  a  forenoon  sight, 
subtract  the  local  apparent  time  of  ob- 
servation from  12  hours;  for  an  after- 
noon sight,  subtract  the  local  apparent 
time  from  12  hours. 

2.  For  the  moon,  planet  or  star :  find 
the  local  sidereal  time  by  YU. :  from  the 
local  sidereal  time  subtract  the  right  as- 
cension of  the  body  observed  for  the 
Greenwich  mean  time  of  the  observation ; 
the  result  is  the  hour  angle  from  the 
lower  meridian.  For  an  observation  east 
of  the  meridian,  subtract  this  result  from 
12  hours ;  for  an  observation  west  of  the 
meridian,  subtract  12  hours  from  the  re- 
sult. 

It  will  be  readily  seen  that  they  affect 
the  whole  literature  of  nautical  astronomy. 
The  changes,  taken  by  themselves,  are 
not  difficiidt  to  tmderstand ;  yet  anyone 
using  the  existing  text-books  on  the  sub- 
ject would  be  obliged  to  make  in  them 
the  changes  necessary  to  adapt  them  to 
the  different  origin  of  reckoning  time ;  a 
difficult  thing  for  one  to  whom  the  sub- 
ject is  a  new  one.  Or,  studying  them  as 
they  now  are,  he  would  be  obliged  to 
change  important  precepts  which  had 
been  learned  with  difficulty.  To  rightly 
estimate  how  difficult  this  would  be,  one 
must  look  at  it  not  from  the  standpoint 
of  the  skilled  navigator,  but  as  one  to 
whom  the  subject  of  nautical  astronomy 
is  full  of  perplexities. 


It  is  easy  for  one  who  has  a  thorough 
knowledge  of  the  theory  of  the  subject 
to  make  the  necessary  precepts  for  him- 
self, or  to  readily  see  the  bemng  of  new 
ones  given  for  the  use  of  tables  under 
the  new  system ;  but  would  the  majority 
of  navigators  come  under  this  headt 

It  may  seem  trivial  and  unnecessary  to 
examine  in  detail  all  the  problems  of 
nautical  astronomy  to  see  what  effect 
general  changes  would  produce ;  yet  it 
serves  to  show  that  the  meridian  of  the 
place  is  the  natural  origin  to  which  are 
referred  the  various  quantities  used  in  or 
derived  from  the  computations ;  by  this 
the  problems  are  simple  and  direct.  It 
is  for  this  reason  tbiat  the  nautical  or 
astronomical  day  is  the  most  convenient ; 
that  it  is  made  to  begin  at  noon.  To 
change  its  beginning  to  midnight  is  only 
an  apparent  gain  in  uniformity.  It  is 
not  designed  for  the  purpose  of  chronol- 
ogy ^^^  IS  not  so  used;  and  there  is 
no  reason  why  it  should  coincide  with 
the  day  used  for  that  purpose.  The  civil 
day  is  used  aboard  ship  in  all  cases  when 
it  is  most  suitable ;  the  nautical  day  only 
by  the  navigator  in  those  problems  of 
navigation  where  it  simplifies  astronom- 
ical calculation.  As  such,  its  retention 
would  not  conffict  with  the  purposes  of 
those  who  aim  to  secure  uniformity  for 
chronological  and  commercial  purposes. 


Ze  Yacht  of  December  19th,  1885, 
gives  a  capital  summary  of  the  effects  q{ 
the  firing  from  the  Hercules  at  Ports- 
mouth against  the  Moncrieff  gim.  It 
remarks  that  the  quick-firing  and  ma- 
chine guns  firing  at  about  1,300  yards' 
range  for  ten  minutes  made  sufficiently 
close  shooting  and  such  hits  that  it  could 
scarcely  be  decided  whether  the  gun 
would  have  been  disabled  or  not  by 
them.  The  shrapnel  had  fired  at  about 
3,000  yards  with  less  effect,  and  the 
common  shell  with  still  less.  None  of 
the  dummy  detachment  were  struck. 
The  results  were  considered  strongly  in 
favor  of  the  Moncrieff  system.  There 
is  an  account  of  the  operations  of  the 
French  fleet  in  the  capture  of  the  Pesca- 
dores Islands.  The  geographical  posi- 
tion of  the  Pescadores  is  declared  to  be 
admirable,  better,  in  fact,  than  that  of 
Hong-Eong,  and  •the  port  of  Makung, 
and  well  suited  to  the  requirements  of 
the  French  fleet  in  the  Chinese  waters. 
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ON  THE  RELATIVE  CORROSION  OP  IRON  AND  STEEL. 

Bt  WILLIAM  PARKBB,  CUef  Bn^liieer-SiuTeyor  of  Uoyd*8  Be^lster,  London. 


A  Fxw  weeks  ago  I  had  the  honor  to 
read  a  paper  before  a  kindred  society — 
the  Institution  of  Naval  Architects — on 
some  peculiarities  in  the  behavior  of  steel, 
which  had  come  under  my  own  observa- 
tion, bearing  chiefly  upon  its  qualities  of 
miiformity  and  ductility.  On  the  pres- 
ent occasion  I  desire  to  deal  with  an  en- 
tirely different  branch  of  the  subject, 
namely,  that  relating  to  the  power  of 
steel  to  withstand  corrosion,  chiefly  in 
connection  with  marine  boilers  and  in 
<somparison  with  iron. 

When  mild  steel  was  first  introduced, 
a  few  years  ago,  two  questions  were 
prominently  discussed:  one  was  its  relia- 
bility as  a  constructive  material,  the 
other  was  its  durability  so  far  as  corro- 
sion, under  different  conditions  of  em- 
ployment, was  concerned.  The  only  ex- 
perience which  had  been  obtained  with 
steel  in  these  directions,  up  to  that  time, 
was  with  a  different  quality  of  the  mate- 
rial to  that  used  in  the  present  day,  and 
it  was  sufficiently  various  and  contradic- 
tory to  give  rise  to  much  disagreement 
and  no  little  speculation.  This,  although 
it  retarded  the  introduction  of  mild 
steel,  was  in  one  sense  an  advantage,  for 
it  gave  rise  to  extensive  experiments 
which,  while  they  could  not  entirely  set 
these  questions  a  rest,  at  least  tended  to 
throw  hght  on  the  peculiarities  of  the 
metal,  and  hence  lead  to  its  more  intelli- 
gent manipulation  and  preservation. 

Among  the  earliest  important  attempts 
to  deal  with  the  question  of  corrosion  in 
recent  years  were  the  investigations  of 
the  late  Admiralty  Boiler  Committer  It 
is  not  too  much  to  say  that  the  investi- 
gations of  that  committee  were  eagerly 
looked  for  by  all  interested  in  the  sub- 
ject The  results  have  been  for  some 
time  before  the  public,  and  have  given 
rise  to  much  discussion.  On  the  surface 
they  appeared  decidedly  unfavorable  to 
steel,  and  deductions  have  been  made 
from  them  which  are,  to  my  mind,  open 
to  exception.  I  have  therefore  thought 
that  a  brief  analysis  of  the  methods 
adopted  in  conducting  the  experiments 
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would  be  not  only  interesting,  but  that, 
in  view  of  the  prominence  accorded  to 
those  experiments,  it  is  almost  called  for 
at  the  present  time. 

It  will  be  seen,  in  looking  into  the  ex- 
periments conducted  by  this  committee, 
that  in  most  of  the  vertical  tubes  in  which 
the  plates  were  experimented  upon  in 
boiling  water  (with  or  without  air)  there 
was  a  copper  plate  present,  and  in  many 
instances  the  different  iron  and  steel 
plates  were  held  in  position  by  brass  or 
capper  rods,  while  no  precautions  had 
been  taken  to  insulate  them.  Moreover, 
all  the  steel  plates  had  been  fixed  above 
the  iron  ones,  and  as  the  temperature 
was  greater  in  the  upper  than  in  the  low- 
er parts  of  the  tubes,  it  might  have  been 
ex{)ected,  other  things  being  equal,  that 
the  steel  would  corrode  faster  than  the 
iron.  Fig.  1  shows  one  of  these  tubes 
with  the  disks  attached. 

It  could  not  be  said,  therefore,  that  the 
results  of  the  investigations  of  the  boiler 
committee  had  settled  the  question  of 
corrosion,  and  we  were  induced  to  look 
again  to  the  limited  experience  that  exist- 
ed, and  to  the  comprehensive  experi- 
ments made  about  forty  years  ago,  by 
Mr.  Robert  Mallet  for  the  British  Asso- 
ciation. These  experiments  were  on 
chilled  and  '*  green-sand"  cast  irons,  made 
by  hot  a,nd  cold  blast,  or  hammered  and 
rolled  cast,  blister,  shear,  and  spring 
steels;  hammered  and  rolled  wrought 
iron,  including  Swedish,  Lowmoor,  and 
many  ordinary  sorts  of  iron,  down  to  pud- 
dled bars. 

The  value  of  Mr.  Mallet's  paper  on 
these  experiments  is  diminished  by  the 
fact  that  the  scale  was  left  on  the  cast 
iron  in  nearly  every  case,  while  it  is  not 
definitely  stated  whether  it  was  removed 
from  the  wrought  iron ;  but  the  experi- 
ments are  nevertheless  extremely  inter- 
esting, and  a  feature  worth  notice  in 
them  is  the  appended  analyses  and  den- 
sities of  some  of  the  materials  experi- 
mented upon.  It  may  be  mentioned  that 
the  square  plates  experimented  upon 
were  fixed  with  their  four  comers   to 
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wooden  frames  and  placed  in  wooden 
boxes.  The  complete  results  of  the  ex- 
periments will  be  found  in  the  "  Transac- 
tions of  the  British  Association  "  for  the 
years  1838,  1840,  and  1843.  The  losses 
by  corrosion  are  given  in  these  tables  in 
grains  per  square  inch,  per  732  days,  and 
they  can  be  readily  compared  with  the 
results  of  some  experiments  to  be  de- 
scribed hereafter,  as  they  are  nearly  a 
hundred  times  greater  than  if  they  had 
been  given  on  the  scale  I  have  adopted, 
which  is  in  pounds  per  square  foot  per 
annum. 

Comparing  the  mean  losses  given  by 
Mr.  Mallet  of  the  ordinary  sorts  of  iron 
with  those  of  Swedish  and  Lowmoor 
iron,  a  difference  in  favor  of  the  last  two 
is  observed  when  exposed  to  river-water 
and  to  fresh  sea-water,  while  the  latter 
irons  compare  unfavorably  with  the  com- 
mon irons  when  subject  to  the  atmos- 
phere or  to  what  he  callff  ^'foul  sea- 
water."  The  specific  gravity  stands  in 
close  relation  to  the  amount  of  corrosion, 
it  being  found  that  in  all  the  different 
classes  of  material,  whether  chilled  or 
"  green  *'  cast  iron,  steel,  or  wrought  iron, 
the  heaviest  metal  of  each  description 
lost  less  than  the  lightest  one.  The  an- 
alyses, of  which  a  full  description  is  ap- 
pended to  the  report,  show  also  beyond 
doubt  that  the  greater  the  amount  of 
combined  carbon  (found  by  combustion), 
and  perhaps  silicon,  the  less  was  the  cor- 
rosion. The  manganese,  which  was  pres- 
ent in  very  small  quantities,  has  played 
such  a  subordinate  part  that  its  effect 
cannot  be  traced.  These  are,  so  far  as  I 
can  gather,  the  principal  conclusions  to 
be  drawn  from  Mr.  Mallet's  paper,  al- 
though he  was  of  opinion  that  the  finer 
the  quality  of  the  iron  the  less  it  will 
corrode. 

These  conclusions,  if  correct,  would  be 
an  important  addition  to  our  knowledge, 
but  they  scarcely  accord  with  the  results 
of  experience,  and,  as  I  have  pointed  out, 
we  are  at  once  met  by  the  difficulty  that 
in  the  case  of  Mr.  Mallet's  experiments 
we  are  left  in  doubt  whether  the  scale 
was  removed  or  not ;  and  in  the  case  of 
the  boiler  committee,  we  are  left  in  doubt 
how  far  the  want  of  insulation  may  have 
affected  the  results ;  and  there  is  the  fur- 
ther difficulty  in  comparing  the  two  sets 
of  experiments,  that  those  of  Mr.  Mallet 
were  only  made  in  low  temperatures  and 


those  of  the  boiler  committee  in  high 
ones. 

It  was  shortly  after  the  issue  of  the 
first  report  of  the  boiler  committee  that 
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I  commenced  to  investigate  the  subject 
for  the  committee  of  Lloyd's  Register  of 
Shipping,  and  I  then  endeavored  to  ar- 
range the  series  of   experiments  I  am 
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about  to  describe,  so  as  to  avoid  as  far  as 
possible  the  sources  of  error  indicated 
above,  and  to  show  the  effect  of  the  ab- 
sence as  virell  as  the  presence  of  scala 

In  the  first  place,  I  obtained  twelve 
disks,  4^  inches  diameter  and  about  ^ 
inch  thick,  from  each  of  the  following 
manufacturers  : 

Common  iron  from  the  Parkhead  Forge 
Oompanj,  Glasgow. 

Common  iron  from  Skeme  Iron  Wodcs 
Company,  Darlington. 

Best  quality  iron  from  Lowmoor  Iron 
Company. 

Best  quality  iron  from  Bowling  Iron 
Company. 

B€«t  quality  iron  from  Farnley  Iron 
Company. 

Best  quality  iron  from  Messrs.  Taylor 
Brothers,  Leeds. 

Best  quality  iron  from  Leeds  Forge 
Company. 

Mild  steel  from  Landore  Steel  Com 
pany. 

Mild  steel  from  Bolton  Iron  and  Steel 
Company. 

MUd  steel  from  Messrs.  John  Brown 
&Co. 

Mild  steel  from  Steel  Company  of  Scot- 
land. 

Six  of  the  disks  from  each  xnaker  were 
tamed  bright  entirely  to  remove  all  scale, 
and  the  omer  six  were  turned  round  the 
edge  only,  so  as  to  damage  the  scale  as 
little  as  possible.  Each  disk  was  care- 
fully weighed  to  yp^^r^h  part  of  its  own 
weight  at  the  Royal  Naval  College, 
Greenwich,  through  the  kindness  of  Pro- 
fessor Beinold.  They  were  divided  into 
six  series,  each  containing .  twenty- two 
disks,  one  black  and  one  bright,  from 
each  of  the  above-named  works,  and  were 
fixed  together,  as  shown  in  Fig.  2,  by 
means  of  an  iron  rod  which  had  been 
covered  by  a  glass  tube,  the  plates  being 
separated  from  eadi  other  by  means  of 
glass  ferrules  about  f-inch  long  and  1 
inch  diameter,  thus,  so  far  as  possible, 
insulating  each  disk  and  preventing  gal- 
vanic action  being  set  up  between  them. 
I  may  mention  that  one  of  these  seta  of 
disks  as  insulated  was  immersed  in  sea- 
water,  and  it  was  found  that  by  complet- 
ing the  circuit  between  any  two  of  them 
a  galvanic  current  was  set  up,  the  bright 
Lowmoor  plate  being  electro-positive  to 
ihe  whole  of  the  other  plates ;  and  as  it 
is  impossible  that  the  energy  represented 


by  the  galvanic  current  could  be  gener- 
ated without  oxidation  or  corrosion  of  the 
metal,  the  necessity  of  thoroughly  insu- 
lating the  disks  is  evident 

One  series  (A)  was  suspended  on  the 
roof  of  a  building  in  the  city  of  London, 
exposed  to  the  action  of  the  atmosphere, 
from  the  13th  February,  1879,  to  13th 
May,  1880,  or  455  days. 

Another  set  (B)  was  securely  fixed 
underwater  to  the  pier  at  Brighton  from 
24th  February,  1879,  to  7th  May,  1880, 
or  437  days. 

A  third  series  (C)  was  so  secured  to 
the  engine-room  floors  of  a  ship  trading 
to  the  east  as  to  be  freely  exposed  to  the 
action  of  the  bilge  water  from  9th  June, 
1879,  to  6th  February,  1880,  or  240  days. 

The  remaining  three  sets  (D,  £,  and  F) 
were  hung  up  in  the  wide  waterspaces 
between  the  tubes  of  marine  boilers  in 
such  a  manner  that  they  could  not  swing 
about,  and  were  always  about  twelve 
inches  below  the  water-line.  These  boil- 
ers were  each  in  different  vessels,  em- 
ployed in  different  trades,  and  subjected 
to  entirely  different  treatment.  The  ves- 
sels containing  series  D  belonging  to  the 
British  India  Company,  was  employed  in 
the  East  Indian  trade ;  zinc  was  used  in 
these  boilers,  and  they  were  blown  off  as 
seldom  as  possible.  The  immersion  last- 
ed from  the  15th  February,  1879,  to  6th 
June,  1879,  and  from  14th  June,  1879,  to 
16th  February,  1880,  or  361  days. 

In  the  steamer  containing  set  £,  owned 
by  the  Peninsular  and  Oriental  Company, 
and  engaged  in  the  China  trade,  no  zinc 
was  used  in  the  boilers,  which  were 
blown  out  at  each  terminal  port  and  run 
up  afresh  with  salt  water.  This  series 
was  exposed  from  the  16th  February, 
1879,  to  6th  June,  1879,  and  from  I2th 
June,  1879,  to  13th  November,  1879,  or 
264  days. 

The  remaining  series  (F)  was  exposed 
in  the  boiler  of  a  steam-collier,  running 
between  Newcastle  and  London  from  the 
23d  May,  1879,  to  the  23d  April,  1880,  or 
336  days. 

No  zinc  was  used  in  this  boiler,  and 
the  water  was  taken  from  a  point  in  the 
Tyne  where  it  is  probable  that  the  refuse 
from  one  of  the  local  chemical  works 
acidulates  it  considerably.  The  boiler 
was  emptied  once  in  ten  weeks,  and  steam 
was  kept  up  for  four  days  out  of  every 
five. 
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After  the  completion  of  the  exposure 
the  scale  and  rust  were  removed  as  care- 
f nllj  as  possible  by  scraping  and  brush- 
ing the  disks  with  a  file  card,  and  each 
one  was  again  weighed  at  the  Greenwich 
College  with  the  same  nicety  as  in  the 
first  place,  and  the  results  follow  in  a 
tabulated  form. 

Bright  Disks. 

Table  I.  gives  the  loss  of  metal  per 
square  foot  per  annum.  This  was  ob- 
tained by  dividing  the  total  loss  of  weight 
of  each  disk  by  its  exact  area  (about  ^  of 
a  square  foot)  and  by  the  total  period 
during  which  each  set  was  exposed, 
which  includes  the  time  that  the  boilers 
were  empty  or  not  in  use. 

Table  II.  was  compiled  from  Table  I. 
by  dividing  each  of  the  losses  in  the  dif- 
ferent columns  by  the  loss  of  the  re- 
spective Lowmoor  plates,  so  that  the  dif- 
ferent sorts  of  iron  and  steel  can  be 
readily  compared. 

Looking  at  Table  n.,^imder  the  head- 
ing of  "  Cold  Water,"  and  in  the  third 
column,  which  gives  the  mean  values  of 
the  relative  losses  in  the  sea  and  bilge 
water,  it  will  be  seen  that  there  are  but 
two  metals — ^Bowling  iron  and  Messrs 
Brown's  steel — which  corroded  more  than 
Lowmoor  iron;  and,  although  the  aver- 
age loss  of  steel  is  a  little  greater  than 
that  of  iron,  the  difference  is  so  slight 
that  for  practical  purposes  it  is  safe  to 
assume  that  bright  steel,  exposed  to  the 
sea  or  bilge  water,  corrodes  no  faster 
than  bright  iron,  especially  than  the  bet- 
ter qualities  of  iron.  When  exposed  to 
the  atmosphere,  although  there  is  no 
great  difference  between  the  common  and 
the  better  sorts  of  iron,  the  steel  appears 
to  have  lost  considerably  more  than 
-either  Lowmoor  or  any  other  iron ;  and 
the  same  is  the  case  with  those  disks  ex- 
posed to  the  action  of  boiler- water  with 
or  without  zinc.  But  although  the  abso- 
lute losses  of  both  iron  and  steel  is  least, 
the  relative  difference  of  losses  of  steel 
and  iron  is  greatest  in  the  boiler  in  which 
zinc  is  used.  Here  the  steel  has  lost 
about  50  per  cent,  more  than  Lowmoor 
iron,  and  Lowmoor  iron  50  per  cent, 
imore  than  Bowling  iron,  or  40  per  cent 
more  than  the  average  of  the  other  irons. 
On  referring  to  Table  L,  column  4,  it  will 
be  seen  that  the  average  losses  per  square 
foot  are  very  small,  and  that  the  greatest 


loss  of  steel  (Messrs.  Brown's)  in  the 
boiler  with  zinc  was  less  than  the  small- 
est loss  of  iron  (Bowling)  in  the  air,  and 
far  less  than  the  Bowling  iron  in  the 
other  two  boilers. 

Betuming  to  Table  11.,  we  observe  in 
column  9  that  the  steel,  vnth  one  excep- 
tion, has  on  an  average  corroded  only 
about  14  per  cent,  more  than  Lovnnoor 
iron,  which  has  always  been  considered 
as  amongst  the  most  suitable  for  the  in- 
ternal portions  of  boilers,  and  which  has 
corroded  about  20  per  cent,  more  than 
the  ordinary  irons.  So  that,  although  the 
present  experiments  confirm  the  prevail- 
ing impressions  that  bright,  mild  steel 
does  corrode  faster  than  iron,  when  we 
get  from  the  condition  of  a  marine  boiler 
to  cold  sea  and  bilge  water,  the  difference 
is  not  so  great  as  to  establish  the  matter 
beyond  question.  I  have  here  specimens 
of  the  steel  and  iron  disks  out  of  the 
boiler  containing  zinc.  You  will  observe 
that  the  surface  of  these  specimens  is 
only  a  little  rough,  and  that  the  corrosion 
is  very  uniform,  which  is  the  case  with 
all  the  bright  plates  exposed  in  this 
boiler. 

The  plates  exposed  to  the  atmosphere 
are  sHghtly  rougher,  but  also  uniionn, 
while  those  suspended  in  the  boiler  of 
the  Peninsular  and  Oriental  Company's 
vessels  are  roughly  and  more  irregularly 
corroded.  It  is  not  a  little  surprising  to 
find  that  it  is  only  amongst  the  disks  ex- 
posed in  this  boiler,  and  those  exposed 
to  the  bilge  water  that  any  deep  pitting 
has  taken  place.  There  were  four  cases, 
of  which  I  produce  two  specimens  (Nos. 
3  and  4),  wluch  are  very  distinctly  pitted. 
These  were  Famley  iron  and  Messrs. 
Brown's  steel.  The  one  contains  a  pit 
maik  about  i^th  of  an  inch  deep,  and  the 
others  pit  marks  not  quite  so  deep.  The 
plates  submerged  in  the  sea  were  irregu- 
larly attacked  and  rather  patchy.  Those 
exposed  to  the  bilge  water  looked  still 
worae,  the  black  plates  now  and  again 
containing  pit  marks  and  the  fibers  of 
the  iron  in  many  cases  being  distinctly 
visible.     (See  samples  Nos.  5  and  6.) 

The  plates  exposed  in  the  boiler  of  the 
coasting  vessel  had  accidentally  come 
adrift,  and  the  insulation  was  thus  de- 
stroyed within  the  last  ten  weeks  of  their 
immersion,  and  they  do  not  show  the 
action  of  the  water  so  distinctiy  as  in  the 
other  cases.    No  pitting  has  occurred, 
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Imt  the  Btmctore  of  the  iron  has  in  one 
or  two  inetancee  been  conspicuonsly 
brought  out  (See  sample  No.  7.)  The 
Lowmoor  disk  placed  in  this  boiler  also 


showed  very  marked  projections,  one  of 
which,  about  two  square  inches  in  area, 
contained  a  thin  red  scale  of  what 
proved  by  analysis  to  be  copper. 


Table  I.  ^Absolutb,  Loss  op  Ibon  and  Stbbl  in  Pounds  pbr  Sqdarb  Foot  of  Bbiort  8ur- 

FAOB  PBB   AnXUM. 


Cohlwatcr. 


Parkhead  common  iron . 
Skeme  common  iron. . . . 


Sea. 
B. 


Common  Iron  mean. 


Leeds  forsco  best  iron. 

Taylor's  best  iron 

Bowling  best  iron.  . . 

Famley  best  iron 

Lowmoor  best  iron. . . 


Best  iron  mean 

Landore  mild  steeel 

Brown  &  Co.*s  mild  steel 

Bolton  Co.*s  mild  steel . .    . 

Steel  Co.  of  Scotland's  mild  stei  1 . 


.190 
.137 

168 

.168 
.198 
.225 
.173 
.212 

.195 


.208 
.215 
.198 
.207 


Mild  steel  mean. 


.207 


Bilge. 
C. 


.415 
.556 

485 

.475 

.6'i7 
.618 
.573 


.480 
.560 
.544 
.509 


Atmos- 

phere» 

London. 

A. 


.156 
.151 


.153 


.169 
.155 
.150 
.167 
.166 


Boilers. 


Zinc  in 

boiler. 

D. 


058 


.060 


.061 
.036 
.a52 
.069 
.087 


.161 


.206 
.254 
.214 


.224 


.067 


.120 
.147 
.117 
.132 

.129 


Collier 

boiler 

F. 


.566 

.485 


.625 


.609 
.657 
.598 
.708 
.597 


.666 
.755 
.785 
.739 

.786 


P.  &0. 

boiler. 
£. 


.195 
208 

.199 


.164 
.191 
.192 
.217 
.209 


.194 


.234 
.310 
.250 


NOTK.  — A  lo  K 

per  annum. 


i>f  1  pound  per  minare  foot  per  annum  is  equal  to  an  ayeraire  loss  of  l-40tb  Inob  of  tbiokness 


Tablb  H. 


Comparative  Loss    of   Iron  and  Stbbl,  taking    Loss   of   Lowmoor   Iron   as 

Standard. 


Cold  water. 

ii 

Boilers. 

-3     ^ 

Sea. 
B. 

n 

< 

A. 

^«o^. 

Bilge. 
C. 

Mean 

of 
B.  C. 

Zinc  in 

boiler. 

D. 

Mean 

of 
F.  E. 

Collier 

boiler. 

F. 

P.  &0. 

boiler. 

E. 

Parkhead  com'n  iron 
Skeme  common  iron. 

.90 
.64 

.77 
1.03 

.83 
.83 

.94 
.91 

.67 
.72 

.94 

.8:1 

.95 

.81 

98 
.97 

.86 
.85 

Leeds  forge  best  iron 
Taylor's  best  iron. .   . 
Bowling  best  iron.. . . 

Fkmley  best  iron 

Lowmoor  best  iron. . 

.79 
.93 

1.06 
.82 

1.00 

.88 

.98 

.96 

1.05 

1.06 

.83 
.95 

1.01 
.94 

1.00 

1.01 

.93 

.00 

1.00 

1.00 

.70 
.76 
.60 
.79 
1.00 

.90 
1.00 

.96 
1.11 
1.00 

1.02 
1.10 
1.00 
1.19 
1  00 

.78 

.91 

.92 

1.04 

l.OD 

.86 
.90 
.91 
.98 
1.00 

TAndore  mild  steel. . . 
Brown *8  mild  steel. . . 

Bolton  mild  steel 

Steel  Co.  of  Scotland 
mild  steel 

.98 

1.01 

.93 

.97 

.89 
1.04 
l.Ol 

.94 

.93 

1.02 

.97 

.95 

1.24 
1.52 
1.28 

1.83 

1.38 
1  69 
1.35 

1.52 

1.12 
1  37 
1.25 

1.22 

1.12 
1.27 
1.31 

1.24 

1.12 
1.48 
1.20 

1.21 

1.12 
1  88 
1.18 

1.20 

Table  III.  shows  the  results  of  the  analyses  of  the  several  bright  disks  contained 
in  serie*?  F. 


198 


VAN   NOSTRAND^ft   ENGINEEKING   MAGAZINE. 


Tablk  III. — Analyses  and  Densities  of  the  Uespbotivb  Matbbialb  of  whiou  the  Disk^ 

WERE  Made. 


Description  of  metal. 


Manga- 
nese. 


Parkhead  common  iron ...     trace. 

Skerne  common  iron 01 


Taylor's  best  iron 

Leeds  forge  best  Iron. 

Bowling  best  iron 

Farnley  best  iron.     . . 
Lowmoor  best  iron.   . 


trace. 

.03 
trace. 

.01 

.01 


Landore  mild  steel .64 

Brown  &  Co.'s  mild  steel I     .11 

Bolton  &  Co.*s  mild  steel 63 

Steel  Co.  of  Scotland's  mild  steel.      .26 


Carbon- 
color 
test 

Sul- 
phur. 

Phos- 
phorus. 

Sili- 
con. 

Cop- 
per. 

.09 

.027 

.316 

.020 

.0(50 

.10 

.027 

.193 

.100 

.031 

.12 

.005 

.136 

.013 

.00 

.14 

.028 

.085 

.110 

.031 

.11 

trace. 

.101 

.100 

.016 

.11 

.012 

.096 

.090 

.016 

.10 

.022 

.142 

.120 

.022 

.18 

.074 

.077 

.013 

.015 

.12 

.0:7 

.056 

trace. 

trace. 

.19 

.068 

.041 

.060 

trace 

.10 

.035 

.057 

.032 

trace. 

1 

Cobalt 

and 
nickel 


.15 


.05 


Den- 

sity. 


7  618 
7.705 

7.746 
7.764 
7.791 
7.779 
7.689 

7.861 
7.864 
7.849 
7.873 


rtKoTB.— The  disks  analyzed  were  the  brif^ht  ones  of  series  F,  wbioh,  as  already  stated,  was  sospended  in  a 
boiler  supplied  with  water  from  a  point  In  the  Tyne  where  it  is  probably  acidalated  by  the  refuse  froai  one  of 
the  local  copper- works. 


A  comparison  of  Tables  II.  and  III., 
which  could  trace  the  relation  of  the  dif- 
ferent imparities  contained  in  commercial 
iron  and  steel  to  their  corrosion,  would 
be  of  great  interest,  but  the  rate  of  cor- 
rosion has  baen  so  varied,  even  in  the 
same  series,  and  the  amount  of  impurities 
are  so  slight,  that  I  have  not  been  able 
to  determine  the  effect  of  the  different 
elements. 

A  comparison  of  the  densities  and  the 
corrosion  shows  the  verj  reverse  of  what 
might  have  been  expected  from  Mr.  Mal- 
let's experiments,  for  though  they  stand 
in  no  relation  in  series  B  and  C,  it  ap- 

Ee.ars  as  if  in  all  others  the  denser  metal 
as  corroded  fastest. 
The  hardening  of  the  plates,  by  punch- 
ing the  numbers,  in  no  way  affected  the 
corrosion  of  the  bright  disks,  but  the 
glass  ferrules  protected  the  part  of  the 
disk  with  which  they  were  in  contact 
when  exposed  to  the  atmosphere  and 
bilge  water.  Curiously  enough,  however, 
in  some  of  the  cases  in  the  boiler  con- 
taining zinc,  and  in  the  sea,  there  was 
found  to  be  considerable  extra  corrqsion 
in  the  neighborhood  of  the  glass. 

BLACK   DISKS. 

With  the  black  disks  the  glass  had  also 
protected  parts  of  those  disks  subjected 
to  the  influence  of  bilge  water  and  the 
atmosphere,  while  it  had  caused  strong 
local  corrosion  on  every  one  of  the  disks 
immersed  in  the  sea  and  on  about  half  of 


those  exposed  in  the  boiler  containing 
zinc;  and  perhaps  a  still  more  curious 
circumstance  is  that  throughout  the  ex- 
periments in  the  boilers  the  glass  ferrules 
and  glass  tubes  wasted  more  than  the 
metals,  being  reduced  to  about  half  their 
original  thickness. 

The  stamping  of  the  numbers,  which 
unavoidably  caused  some  of  the  scale  to 
come  off,  had  an  injurious  effect  on  the 
plates  exposed  in  the  sea  and  the  bilge, 
although  the  local  corrosion  from  this 
cause  was  only  slight  in  all  the  other 
cases. 

To  enable  us  to  compare  the  corrosions 
of  the  black  plates,  it  is  necessary  to  di- 
vide the  loss  they  sustained  not  by  the 
total  surface  of  the  disks,  but  by  the  sur- 
face of  the  bare  metal  only.  The  per- 
centage of  exposed  to  total  surface  of 
each  disk  was  therefore  ascertained  as 
nearly  as  possible,  and  will  be  found  in 
Table  IV. 

A  perusal  of  this  table  shows  that» 
neglecting  Lowmoor  iron,  which  lost  al- 
most all  its  scale,  the  least  scale  has  come 
off  those  disks  immersed  in  the  sea,  name- 
ly, about  30  per  cent. ;  next  comes  the 
series  D,  which  was  exposed  in  the  boiler 
containing  zinc,  with  60  per  cent.,  fol- 
lowed by  the  two  sets  exposed  to  the  at- 
mosphere and  in  the  bilges  with  an  aver- 
age of  70  per  cent.,  while  the  plates  in 
the  boiler  of  the  Peninsular  and  Oriental 
steamer  lost  95  per  cent.  Those  sus- 
pended in  the  boiler  of  the  roasting  ves- 
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Tablb  IV.-— Ra.tio  of  Unpbotkotbd  Mbta-llio  Sctrfaoe  of  Blaok  Disks  to  Total  Subfaob 

Afteb  Exposube. 


Pftrkhead  common  iron 

8keme  common  iron 

Leeds  Forge  best  iron 

Taylor's  beist  iron 

Bowling  best  iron 

Famley  best  iron 

Lowmoor  best  iron 

Landore  mild  steel 

Brown's  mild  steel 

Bolton  mild  steel 

Steel  Co.  of  Scodand  mild  steel 

Mean  loss  of  scale  due  to  stamping 
and  exposure,  exclusive  of  Low- 
moor    


Cold  Water. 

2  . 

Zinc 

in 

Sea.  1 

Bilge 

< 

boiler. 

B. 

C. 

A. 

D. 

.70 

.80 

1  00 

.60 

.80 

.50 

.90 

.50 

.45  ' 

.85 

.85 

.80 

.25 

.50 

.70 

.30 

.50 

.90 

1.00 

.70 

.80 

.80 

.95 

.80 

1. 00  1 

1.00 

1.00 

.96 

.30 

.60 

.50 

.35 

.50 

.80 

.97 

1.00 

.15 

.80 

.50 

.70 

.40  1 

.80 

1.00 

.70 

1 
.88 

.78 

.74 

.54 

Hot  Water. 


Collier 

boiler. 

F. 

1.00 
1.00 

1.00 
1.00 
1.00 
1.00 
1.00 

1.00 
1.00 
1.00 
1.00 


Mean  of 

1 

columns 

P.&O. 

i  boiler. 

1,2,8,4. 

1      E. 

1.00 

.77 

.90 

.55 

1.00 

.79 

.90 

.44 

.95 

.77 

1.00 

.71 

.98 

.99 

.90 

.43 



.    .82 

1.00 

.54 

1.00 

.72 

1.00 


Tablb  V. — liATio  of  Avbbaob  Dbpth  of  Cobrosion  of  Blaok  Disks  to  Bright  Dit?K8. 


Parkhead  common  iron 
Skenie  common  iron 

Leeds  Porge  best  iron 
Taylor's  best  iron 
Bowling  best  iron 
Famley  best  iron. 
Lowmoor  best  iron 

Landore  mild  steel 

Brown's  mild  steel 

Bolton  mild  steel 

Steel  Co.  of  Scotland  mild  steel 


Ilot^ 

Atmosphere, 

Zinc  in 
boiler. 

London. 

Collier 

boiler. 

A. 

D. 

F. 

1.1 

1.8 

.9 

.8 

2.1 

1.0 

.8 

1.6 

1.0 

.8 

8.1 

1.1 

1.0 

2.5 

1.1 

.9 

1.8 

1.0 

1.1 

1.8 

1.1 

.7 

1.8 

1.2 

1.0 

.9 

1.0 

.5 

1.0 

.9 

1.1        * 

1.1 

1.0 

P.&O. 

boiler. 

E. 

1.0 
.6 

.8 
.6 
.9 
.9 
.9 


.9 
1.1 


sel  lost  all  their  scale,  but  this  is  eadilj 
acconnted  for  by  the  fact  that  the  glass 
ferrules  broke  daring  the  last  ten  weeks 
of  the  exposure,  thus  allowing  the  disks 
to  rub  against  each  other. 

Taking  the  mean  values  of  the  figures 
in  columns  1,  2,  3,  and  4,  it  will  be  seen 
that  the  Lowmoor  iron  has  lost  all  scale ; 
that  Bowling  iron,  Leeds  Forge  iron, 
Parkhead  iron,  and  Brown^s  steel  have 
lost  about   80   per  cent. ;  Famley  Iron 


and  Steel  Company  of  Scotland  steel 
about  70  per  cent. ;  Skeme  iron  and  Bol- 
ton steel  about  56  per  cent. ;  and  Taylor's 
iron  and  Landore  steel  about  40  per  cent. 
It  should  be  mentioned,  however,  that  in 
stamping  the  numbers  l3efore  the  experi- 
ments, it  was  observed  that  the  Lowmoor 
scale  appeared  to  be  the  softest,  and  fell 
oflf  more  easily  than  any  other,  while  the 
other  scales  adhered  better,  but  with  dif- 
ferent degrees  of  tenacity. 
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With  the  help  of  Table  IV.,  and  the  ac- 
curately ascertained  loss  of  each  blank 
sample,  and  also  the  losses  per  annum 
per  square  foot  of  bright  samples  as 
given  in  Table  I.,  we  are  able  to  compare 
the  ayerafi;e  depth  of  corrosion  of  the 
bright  disks  and  that  of  the  black  disks 
where  the  scale  has  been  removed.  These 
results  are  given  in  Table  V. 

Looking  at  Tables  IV.  and  Y.,  it  will 
be  seen  that  the  black  disks  which  lost 
least  scale,  have  corroded  to  a  greater 
depth  than  the  corresponding  bright 
disks,  and  this  can  only  apparently  be 
accounted  for  by  the  galvanic  action  set 
up.  The  relative  size  of  the  exposed  and 
protected  (black  scale)  surfaces  must  have 
had  some  induence  on  the  galvanic  cur- 
rents, but  they  appear  to  have  been  con- 
siderably affected  by  the  different  fluids 
to  which  the  disks  were  exposed.  If  we 
thus  assume  that  the  black  disks  which 
corroded  to  a  greater  depth  than  the 
bright  ones  were  acted  upon  galvanically, 
it  would  appear  as  if  those  in  series  D, 
which  was  exposed  in  the  boiler  contain- 
ing zinc,  had  suffered  more  from  galvanic 
action  than  the  b]ack  disks  in  the  other 
boilers,  while  the  samples  immersed  in 
the  sea  suffered  more  than  those  exposed 
to  the  greasy  water  and  moist  air  of  the 
bilges,  although  the  absolute  loss  of  the 
respective  bright  disks  was  less.  There 
is  no  practical  difference  between  the  loss 
of  the  black  and  the  light  disks  exposed 
to  the  atmosphere,  and  it  is  evident  that 
here  at  least  no  galvanic  action  could 
have  taken  place. 

Without  knowing  how  long  the  scale 
had  been  off,  it  is  of  course  impossible  to 
form  a  correct  measure  of  the  rate  at 
which  the  black  oxide  might  have  been 
acting  galvanically  upon  the  neighboring 
bare  patches,  but  the  comparison  is  woi*th 
making,  so  far  as  it  goes,  and  it  certainly 
tends  to  confirm  the  belief  mentioned  by 
Mr.  Bamaby  and  others,  that  a  rather 
strong  galvanic  action  does  go  on  between 
the  scale  and  the  patches  of  bare  metal 
in  its  neigh borhopd.  Looking  to  the  im- 
portance of  this  point,  it  is  to  be  hoped 
that  it  will  be  further  followed  up  and 
scientifically  analyzed,  as  it  seems  to  be 
from  these  experiments  of  quite  as  much 
importance  as  has  been  attributed  to  it. 

As  regards  the  protection  afforded  to 
the  disks  of  series  D,  suspended  in  the 
boiler  containing  zinc,  and,  Hke  the  oth- 


ers, properly  insulated  from  external  gal- 
vanic action,  the  results  would  seem  to 
indicated  that  this  protection  is  due,  not, 
as  is  generally  supposed,  to  the  galvanic 
action  of  the  zinc,  but  either  to  Uie  zinc 
salts,  which  gradually  impregnate  the 
boiling  water,  and  possibly  impart  to  it 
anti-corrosive  properties,  or  to  the  ac- 
tion of  the  zinc,  which,  as  it  corrodes^ 
absorbs  all  corrosive  agents  contained  in 
the  water.  It  would  be  interesting  to 
ascertain  by  experiment  what  is  actually 
the  effect  of  dissolved  zinc  salts  in  boil- 
ers. 

I  have  now  endeavored  to  lay  before  the 
meeting  the  results  of  the  series  of  experi- 
ments which  it  has  been  my  privilege  to 
make.  I  do  not  for  a  moment  pretend  to 
be  able  to  account  for  all  peculiarities 
that  have  arisen.  Some  degree  of  capri« 
ciousness  was  to  be  expected  from  those 
plates  on  which  the  scale  was  left,  but  I 
must  confess  I  was  hardly  prepared  to 
see  so  much  difference  between  different 
steels  and  betweeif  different  irons  under 
precisely  similar  conditions  as  proved  to 
be  the  case.  It  would  perhaps  not  be 
far  wrong,  speaking  generally,  to  say  that 
the  different  pieces  of  iron  differed  as 
much  among  themselves  as  they  did  from 
steel;  and  certainly  the  effect  produced 
on  my  mind,  after  carefully  weighing  the 
results  of  the  experiments,  has  not  been 
to  raise  any  apprehension  that  steel  boil- 
ers or  steel  ships  are  likely  in  the  future 
to  corrode  to  any  serious  extent  more 
rapidly  than  iron. 

Having  made  these  experiments,  how- 
ever, I  desire  to  say  that  I  do  not  think 
undue  importance  should  be  attached  to 
any  experiments  of  the  kind  made  on  a 
small  scale.  The  most  they  can  do  is  to 
indicate  tendencies,  and  perhaps  suggest 
remedies  and  precautions  earlier  than 
actual  experience,  which  necessarily  takee 
some  years  to  accumulate  when  a  new 
material  is  placed  tmder  trying  condi- 
tions. The  only  real  test,  however,  and 
the  only  one  that  will  be  finally  accepted^ 
is  that  of  practical  experience  with  the 
boilers  themselves. 

We  have  at  the  present  time  some  1,100 
marine  steel  boilers  running,  the  major- 
ity of  which  come  periodically  under  the 
inspection  of  the  engineer-surveyors  of 
Lloyd's  Begister,  and  although  they  have 
received  instructions  to  give  these  boilers 
special  attention  and  to  note  carefuUy 
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any  peculiarities  they  may  discoyer,  the 
aoootints  I  have  received  from  them  down 
to  the  latest  go  to  show  that  the  steel 
boilers  behaye  in  respect  to  corrosion 
aboot  as  well  as  iron  boilers.  In  one  or 
two  vessels  also  where  an  iron  and  a  steel 
boiler  are  working  tinder  identical  oondi- 
tions^  there  is  nothing  to  point  to  the 
oondosion  that  the  iron  will  outlast  the 
steel  one.  Greater  irregularity  in  the 
corrosion  of  the  steel  is  reported,  and  I 
am  inclined  to  the  belief  that  this  is  due, 
even  to  a  greater  extent  than  shown  in  the 
experiments,  to  the  unequal  action  of  the 
scale,  and  if  it  should  be  found  necessary 
hereafter  to  remove  the  scale,  the  difficul- 
ties in  the  way  would  not  be  great,  and 
much  of  the  irregularity  and  pitting  would 
doubtless  be  removed.  This  I  know  is 
being  done  to  a  limited  extent  in  boilers. 


The  Admiralty  also  have  taken  steps  to 
remove  the  black  scale  from  their  ships^ 
and  I  have  heard  of  at  least  one  firm  in- 
tending to  follow  their  example.  At  any 
rate,  I  feel  sure  this  meeting  will  hear 
with  satisfaction  that  neither  from  the 
series  of  experiments  which  I  have  de- 
scribed, nor  from  our  daily  experience  up 
to  the  present  time,  is  there  any  reason 
to  believe  that  the  question  of  corrosion 
is  likely  to  form  a  bar  to  the  extended 
use  of  steel  for  marine  boiler-making 
purposes.  Difficuties  may  arise,  and 
some  unexpected  results  may  be  founds 
but  the  difficulties  will,  in  my  opinion,  be 
easily  removed,  and  the  members  of  thia 
Institute  will,  I  am  sure,  welcome  any 
one  who  will  lay  before  them  unexpected 
results,  and  will  assist  him  in  obtaining 
an  explanation  of  them. 


RESULTS  OP  EXPERIMENTS  ON  MECHANICAL  MOTORS  FOR 

TRAMWAYS    MADE    BY    THE   JURY    ON    RAILWAY 

APPLIANCES  AT  THE  ANTWERP  EXHIBITION. 

Bt  Captain  DOUGLAS  QALTON.  D.C.L.,  O.B.,  P.R.S. 
Prom  the  "  Joamal  of  the  Society  of  Arts." 


An  interesting  feature  of  the  Interna- 
tional Exhibition  at  Antwerp  was  the 
competition  which  was  invited  between 
different  forms  of  mechanical  motors  on 
tramways  for  use  in  towns,  and  between 
different  forms  of  engines  for  nse  on 
light  railways  in  country  districts,  or  as 
these  are  termed,  Chemins  de  Fer  Vi- 
einaux. 

These  latter  have  obtained  a  consider- 
able development  in  Belgium,  Italy,  and 
other  Continental  States,  and  are  found 
to  be  most  valuable  as  a  means  of  cheap- 
ening the  cost  of  transit  in  thinly- peopled 
districts.  But,  owing  to  the  fact  that  the 
Board  of  Trade  regulations  in  this  coun- 
try have  not  recognized  a  different  stand- 
ard of  coilstruction  for  this  class  of  rail- 
way from  that  adopted  on  main  lines, 
tiiere  has  been  no  opportunity  for  the 
construction  of  such  lines  in  England. 

There  has,  however,  been  a  great  de- 
velopment of  tramway  lines  in  England, 
which  in  populous  districts  supply  a 
want  which  railways  never  could  fully 
respond  to ;  and  although  hitherto  me- 


chanical traction  has  not  attained  any 
very  considerable  extension,  it  is  quite 
evident  that  if  tramways  ai'e  to  fulfill 
their  object  satisfactorily,  it  must  be  by 
means  of  mechanical  traction. 

It  is  also  certain  that  the  mechanical 
motor  which  shall  be  found  to  be  most 
universally  adaptable,  that  is  to  say, 
most  pliant  in  accommodating  itself  to 
the  various  lines  and  to  the  varying  work 
of  the  traffic,  will  be  the  form  of  motor 
which  will  eventually  carry  the  day. 

The  competition  between  different 
forms  of  motors  at  the  Antwerp  Exhibi- 
tion, which  was  carefully  superintended, 
and  which  was  arranged  to  be  carried  on 
for  a  reasonable  time,  so  as  to  enable 
the  qualities  and  defects  of  the  different 
motors  to  be  ascertained,  affords  a  start- 
ing point  from  which  it  will  be  possible 
to  carry  on  future  investigations. 

I  have,  therefore,  thought  it  advanta- 
geous to  the  interests  of  the  community 
in  this  country  to  bring  the  results  ar- 
rived at  before  this  Society ;  €md  as  the 
ChemitM    de    Fer    Vicfnaux,  to   which 
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«  one  part  of  the  competition  was  devoted, 
have  no  counterpart  in  this  country,  it 
is  proposed  to  limit  the  present  paper  to 
an  account  of  the  experiments  made  on 
the  motors  for  tramways. 

Certain  conditions  were  laid  down  in 
the  prof^ramme  published  at  the  opening 
of  the  Exhibition,  to  regulate  the  compe- 
tition, in  order  that  the  competitors 
might  understand  the  points  which 
would  be  taken  into  account  by  the 
judges  in  awarding  the  prizes. 

The  experiments  were  made  npon  a 
line  of  tramway  laid  down  for  the  pur- 
pose in  the  City  of  Antwerp,  carried 
along  the  boulevards  from  near  the  main 
entrance  of  the  Exhibition  to  the  vicinity 
of  the  principal  railway  station,  a  dis- 
tance of  2,292  meters. 

The  line  ended  in  a  triangle  of  505 
meters,  in  order  that  those  motors  which 
required  to  run  always  in  the  same  di- 
rection, should  be  enabled  to  do  so. 

Out  of  the  whole  length  of  the  line, 
viz.,  2,797  meters,  2,295  meters  were  in 
a  straight  line,  189  meters  in  curves  of 
If  chain  radius,  and  313  meters  in  curves 
of  1  chain  radius.  There  were,  on  the 
line,  four  passing  places,  besides  a  pass- 
ing place  at  the  terminus;  these  were 
joined  to  the  main  line  by  curves  of  If 
chain  radius. 

The  line  was  practically  level,  the 
steepest  incline  being  1  in  1,000 ;  this 
circumstance  is  somewhat  to  be  regret- 
ted, but  the  City  of  Antwerp  afforded 
no  convenient  locality  where  a  line  with 
steep  gradients  could  have  been  obtained. 
The  motors  were  kept  in  sheds  close  to 
the  commencement  of  the  line  of  tram- 
way near  the  Exhibition,  where  all  nec- 
essary cleaning  and  such  minor  repairs 
as  were  required  could  take  placa 

A  regular  service  was  established,  ac- 
cording to  a  fixed  time-table,  to  which 
each  motor  was  required  to  conform. 
Each  journey  was  reckoned  as  starting 
from  the  end  near  the  Exhibition,  pro- 
ceeding to  the  beginning  of  the  triangle, 
and  returning  to  the  starting  point.  An 
hour  was  allowed  between  the  commence- 
ment of  each  journey,  fourteen  minutes 
were  allowed  for  a  stoppage  at  the  end 
near  the  Exhibition,  and  eighteen  min- 
utes at  the  other  end — thus  allowing  28 
minutes  for  traveling  2  miles  1,500 
yards,  or  a  traveling  speed  of  about  6 
miles   an  hour.      The    motors  were  re- 


'  quired  to  work  four  days  out  of  six,  and 
on  one  of  the  four  days  to  draw  a  supple- 
mentary carriage. 

An  official,  assisted  by  a  storekeeper, 
was  appointed  to  keep  a  detailed  record — 

1.  Of  the  work  done  by  each  of  the 
motors. 

2.  Of  any  delays  occurring  on  the 
journey,  and  of  the  causes  of  delay. 

3.  Of  the  consumption  of  fuel,  both 
for  lighting  the  fires  and  for  working. 

4.  Of  the  consumption  of  grease. 

5.  Of  the  consumption  of  water. 

6.  Of  all  repairs  of  whatever  nature. 

7.  Of  the  frequency  of  cleaning  and 
other  necessary  operations  required  for 
the  efficient  service  of  the  motor. 

The  experiments  lasted  about  four 
months.  Five  competitors  offered  them- 
selves, which  may  be  classed  as  follows  : 
Three  were  propelled  by  the  direct 
action  of  steam,  and  two  were  propelled 
by  stored-up  force  supplied  from  fixed 
engines. 

PBOPKLLED   BT   THE    DIBEOT   ACTION   OF    THl 
STEAM. 

1.  The  Erauss  locomotive  engine,  sep- 
arate from  the  carriage. 

2.  The  Wilkinson  locomotive  engine 
(i.  e..  Black  and  Hawthorn),  also  separate 
from  the  carriage. 

3.  The  Bo  wan  engine  and  carriage 
combined. 

PBOPELLBD  BT  STORED-UP  FORGE. 

4.  The  Beaumont  compressed-air  en- 
gine. 

5.  The  electric  carriage. 

It  is  somewhat  to  be  regretted  in  the 
public  interest,  that  other  forms  of  me- 
chanical motors,  such  as  the  Mekarski 
compressed-air  engine,  or  the  engine 
worked  with  superheated  water,  or  cable 
tramways,  or  electrical  tramways,  were 
not  also  presented  for  competition. 

1.  The  Erauss  locomotive  is  of  the 
general  type  of  a  tramway  locomotive, 
but  with  certain  specialties  of  construc- 
tion. It  has  coupled  wheels.  The  weight 
is  suspended  on  three  points.  The 
water-tanks  form  part  of  the  framing  on 
each  side;  a  covering  conceals  all  ex- 
cept the  dome  of  the  boiler.  Above  the 
roof  is  a  surface  condenser,  consisting 
]  of  108  copper  tubes  placed  transversely, 
each  of  which  his  an   external  diameter 
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of  1.45  inches.  The  boiler  is  similar  to 
that  of  an  ordinary  locomotive ;  its  axis 
is  3  ft  10^  in.  above  the  road.  The  body 
of  the  engine  is  9  ft  11  in.  long,  and  7  ft 
2^  in.  wide.  The  axles  are  4  ft.  11  in. 
from  center  to  center.  The  platform  ex- 
tends along  each  side  of  the  boiler ;  the 
door  of  the  fire-box  is  in  the  axis  of  the 
road.  The  engine-driver  stands  on  thej 
right-hand  side,  in  the  middle  of  the  mo- 
tor,  where  he  has  command  of  all  the  ap-  i 
pliances  for  regulating  the  movements  of 
the  engine  as  well  as  of  the  brake.  I 

The  Wilkinson  (Black  and  Hawthorn) ' 
engine  had  a  vertical  boiler  and  machin-  j 
ery.     The  cylinders  were  on  the  oppo-j 
site  side  of  the  boiler  from  the  door  of 
the  fire  box,  and  mounted  independeot- 
ly ;  the  motion  of  the  piston  was  com- 
municated by  means  of  a  crane  shaft  and ' 
toothed  wheels  to  the  driving  axle.     The  ! 
wheels  were  coupled.      A    regulator-in- ; 
jector,  and  hand-brake  were  placed  at 
each  end,  so  that  the  engine  driver  could 
always  stand  in  the  front,  whichever  was 
the  direction  in  which  the  engine  moved.; 
and  there  was  a  platform  of  communica- 
tion between  the  two  ends,  carried  along 
one  side  of  the  boiler. 

The  boiler  was  constructed  with 
*'  Field  "  tubes,  the  horizontal  tube  plate 
having  a  flue  in  the  middle  which  carried 
the  heated  gases  into  the  chimney. 

The  visible  escape  of  the  steam  is  pre- 
vented by  superheating.  To  effect  this 
t^ie  steam,  as  it  leaves  the  cylinder, 
p  isses  into  a  cast-iron  chamber  adjacent 
to  the  boiler,  which  is  intended  to  retain 
the  water  carried  off  with  the  steam. 
From  thence  the  steam  passes  into  a  sec- 
ond chamber,  suspended  at  a  small  height 
above  the  grate  in  the  axis  of  the  boiler 
and  of  the  flue  which  conveys  the  heated 
gases  into  the  chimney,  and  thence  into 
a  sort  of  pocket  enclosed  in  the  last- 
mentioned  chamber,  which  is  open  at  the 
bottom,  and  the  upper  part  of  which  ter- 
minates in  a  tube  passing  into  the  open 
air.  This  method  of  mssipating  the 
steam  avoids  the  necessity  of  a  condens- 
er ;  but  if  it  be  admitted  that  the  steam, 
in  escaping,  has  a  minimum  temperature 
of  672  Fahr.,  it  will  carry  away  12  per 
cent  more  caloric  than  would  have  been 
required  to  raise  it  to  a  pressure  of  150 
lbs.  per  square  inch. 

The  steam  escaping  througfh  the  safety 


valve  is  passed  through  the  same  appa- 
ratus. 

The  toothed  wheel  on  the  driving  axle 
is  arranged  to  act  upon  another  toothed 
wheel  on  a  shaft  connected  with  the 
regulator,  so  as  to  control  its  speed  au- 
tomatically. 

The  length  of  the  engine  is  10  ft  10 
in.,  its  width  5  ft.  9  in.,  and  the  distance 
from  center  to  center  of  the  wheels  6  ft 
2  in. 

The  Bowan  tramcar  consists  of  a  body 
31  ft  long  and  7  ft.  wide,  resting  on  a 
two-wheeled  bogie  behind,  and  on  a  four- 
wheeled  bogie  in  front,  this  front  bogie 
being  the  motor,  and  the  whole  has  the 
appearance  of  a  long  railway  carriage, 
somewhat  in  the  form  of  an  omnibus 
with  a  platform  at  each  end,  of  which 
the  front  platform  is  occupied  by  the  en- 
gine. It  requires,  therefore,  either  a  turn- 
table or  a  triangle  at  the  end  of  the  line, 
so  as  to  enable  it  to  reverse  its  direction. 

This  motor  is  a  steam-engine  of  light 
and  simple  form,  supplied  with  steam 
from  a  water-tube  boiler  with  very  per- 
fect combustion,  so  that  no  smoke 
escapes.  The  boiler  is  somewhat  on  the 
principle  of  a  Shand  and  Mason  boiler ; 
it  is  so  built  that  it  can  easily  be  opened 
and  every  part  of  the  interior  examined 
and  cleaned. 

The  peculiarity  of  the  Rowan  motor  is 
the  simplicity  of  the  attachment  of  the 
engine  to  the  carriage,  and  the  facility 
with  which  it  can  be  detached  when  re- 
quired for  cleaning  or  repair,  viz.,  in  five 
or  six  minutes. 

The  steam  can  be  got  up  in  the  engine 
with  great  rapidity  if  a  change  of  engine 
is  required.  When,  however,  the  engine 
is  detached,  the  carriage  loses  its  sup- 
port in  front  and  is  therefore  not  service- 
able. When  necessary,  the  combined 
motor  can  draw  a  second  ordinary  car- 
riage. 

The  motor,  by  itself,  occupies  a  length 
of  9  ft.  8  in.  It  has  two  horizontal  cyl- 
inders ;  the  four  wheels  of  the  bogie  are 
coupled,  and  between  the  wheels  the 
sides  of  the  framing  are  rounded  to  al- 
low two  vertical  uoilers  to  stand.  These 
boilers  have  vertical  tubes  for  the  water, 
which  are  joined  together  at  the  top  by 
a  horizontal  cylinder.  Each  boiler,  with 
its  covering,  is  1  ft.  9  in.  in  diameter. 
The  boilers  stand  1  ft.  9  in.  apart,  thus 
affording  space  between  them  for  the  mr)- 
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tive  maohinerj,  induding  the  pomp. 
The  crank  axle  is  behind  the  boilers. 
The  levers,  the  injector,  the  access  to  the 
fire*box,  a  pedal  for  working  the  engine- 
brake,  as  well  as  a  screw  brake  for  the 
carriage,  are  all  in  front  The  brakes 
act  on  all  six  wheels,  are  worked  by  the 
driyer,  and  the  whole  weight  of  the  en- 
gine, car,  and  passengers  being  carried 
on  these  wheels,  the  car  can  be  stopped 
almost  instantaneously ;  and  as  over  two- 
thirds  of  the  entire  weight  of  the  car 
and  passengers  rests  on  the  four  driving 
wheels,  there  is  always  sufficient  adhe- 
sion on  all  reasonable  inclines,  and  the  ad- 
hesion is  augmented  as  the  number  of  pas- 
sengers carried  increases.  Hence,  this 
car  is  adapted  for  lines  with  heavy 
grades. 

A  small  water-tank  is  attached  to  the 
framing ;  two  small  boxes  for  coal  or 
coke,  with  a  cublic  capacity  of  about  3^ 
fi,  are  attached  to  the  plate  in  front  of 
the  bogie.  The  covering  of  the  boilers 
is  in  two  parts,  which  are  put  on  from 
each  side  horizontally,  and  screwed  to- 
gether in  the  center.  The  removal  of 
the  upper  part  enables  the  tubes  to  be 
exammed  and  cleaned.  The  draught  is 
natural ;  the  base  of  the  chimney  is  3  ft. 
2  in.  from  the  grate ;  the  height  of  the 
chimney  is  5  ft.  2  in. 

The  steam  from  the  cylinders  passes 
directly  into  a  condenser  placed  on  the 
top  of  the  carriage.  The  condenser  is 
made  of  corrugated  copper  sheets  a  milli- 
meter thick.  Two  sheets,  about  15  to  18 
in.  wide  and  15  ft.  long,  are  laid  together 
and  firmly  soldered,  forming  a  chamber. 
Twenty  of  these  chambers  are  placed 
side  by  side  on  the  top  of  the  carriage, 
connected  with  a  tube  at  each  end,  so  as 
to  allow  the  steam  to  pass  freely  through 
them.  The  lower  corrugations  in  the 
several  chambers  are  connected  together, 
and  thence  a  pipe  with  a  siphon  to  stop 
the  steam  is  carried  to  a  water  tank  un- 
der the  carriage,  which  thus  receives  the 
condensed  water.  This  arrangement  af- 
forded a  condensing  surface  of  about  800 
sq.  ft.  It  should  be  mentioned  that, 
with  larger  engines,  Mr.  Rowan  employs 
as  much  as  1,600  ft.  of  condensing  sur- 
face. The  nearness  of  the  chambers  to 
each  other  tends,  no  doubt,  to  diminish 
the  power  of  condensing  the  steam,  but 
this  is  somewhat  compensated  by  the 
artificial  circulation  of  air  produced  by 


the  movement  of  the  carriage.  But|  in 
any  case,  if  there  is  surplus  steam,  the 
pipe  from  the  condenser  causes  it  to  pass 
under  the  grate,  whence  it  rises  super- 
heated and  invisible  through  the  fire  and 
up  the  chimney. 

Under  the  carriage,  attached  to  the 
framing,  are  four  reservoirs,  holding 
about  3^  cubic  feet  of  water,  of  whic£ 
water  space  one-half  acts  as  a  reservoir 
for  cold  feed- water,  and  half  for  the  con- 
densed water.  A  tube  from  the  small 
reservoir  on  the  engine  communicates 
through  valves  with  the  reservoirs  of  hot 
and  cold  water  on  the  carriage. 

The  consumption  of  cold  water  meas- 
ured during  two  days  was  2.86  lbs.  per 
kilometer;  assuming  that  the  boiler  evap- 
orated 6.6  lbs.  of  water  per  pound  of 
coal,  the  cold  water  formed  one-fifth  of 
the  total  feed- water  required. 

The  carriage,  L  e.,  the  part  occupied  by 
passengers,  is  2L  ft  3  in.  in  length.  It 
holds  seats  for  forty-five  passengers,  be- 
sides those  who  would  stand  on  the  gang- 
way and  platform.  The  seats  are  placed  • 
transversely  on  each  side  of  a  central 
corridor,  each  seat  holding  two  people. 
The  platform  of  the  carriage  is  about  2 
ft.  6  in.  above  the  rails.  Passengers  have 
access  to  the  interior  from  behind  by 
means  of  the  end  platform,  and  in  front, 
near  the  engine,  from  the  two  sides.  As 
already  mentioned,  the  hind  part  of  the 
carriage  rests  upon  two  wheels,  the  front 
part  being,  as  already  mentioned,  sup- 
ported on  the  engine  bogie.  To  effect 
this  support,  the  hinder  part  of  the  fram- 
ing of  the  engine  is  formed  in  a  half 
circle,  with  a  broad  groove,  in  which  the 
ends  of  two  springs  are  arranged  to 
slide.  The  centers  of  the  springs  form 
the  support  of  the  framing  of  the  car- 
riage. 

The  framing  of  the  engine  bogie  is  at- 
tached to  the  hiiul  bogie  truck  of  the 
carriage  by  two  dia;^'onal  drawbars.     The 
coupling  is  effected  by  bolts  close  to  the 
engine,  and  the  car  is  drawn  entirely  by 
means  of  the  bogie  pin  of  the  hind  bogie. 
I  The  trucks  are  16.5  ft.  apart. 
I     Table  I.  (p.  205)  shows  the  dimensions 
of  different  parts  of  these  three  steam 
!  motors,  as  well  as  their  weights. 
I     The  Beaumont  engine,  worked  by  com- 
>  pressed  air,  may  be  generally  said  to  be 
similar  to  that  described  in  a  paper  read 
before  the  Society  of  Arts  on  the  16th 
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Tablb  I. 


Diameter  of  cylinder 

Length  of  stroke 

Diameter  of  wheels 

Pressure  at  which  boiler  is  worked 

2.D 

Total  heating  stuface 

Grate  surface 

Surface  of  condenser 

Weight  in  running  order  (motor  only). . . 

(total). 

Contents  of  water  tank 

*'  coal  bunks 


d 

I 

D' 

P 

E 

S 
G 
C 
P' 
P' 


P' 
£ 

E 
P 
»S 
F 
G 
C 
S 

c 
a 


Krauss. 


Wilkinson. 


Rowan. 


5.5  in. 
11.8  in. 
81.5  in. 

220  lbs. 

6.51n. 
9  in. 
27.5  in. 
147  lbs. 

5.1  in. 

9.8  in 

29.5  in. 

191  lbs. 

1,210  lbs. 

1,509  lbs. 

805  lbs. 

105  sq.  ft 

2.7  sq.  ft 

274. 482 sq  .ft 

15.400  lbs. 

28.24*cu.  ft 
14.12  cu.  ft 

105  sq.  ft 
5.4  sq.  ft 

None. 
15,400  lbs. 

18  cu.  ft. 
12.5  cu.  ft 

64  sq.  ft 

8.1  sq.  ft 
861.120  sq.  ft 

9,020  lbs. 
15,400  lbs. 

4.2  cu.  ft 
8.5  cu.  ft 

12.7  lbs. 

10.2  lbs. 

11.2  lbs. 
19.125  lbs. 

146 

147 

140 

5.722 

2,855 

2,889 

2.6 

•  • 

18.4 

102 

•• 
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of  March,  1881,  to  which,  however,  some 
improvements  have  been  since  intro- 
duced. 

The  apparatus  for  compressing  the  air 
was  placed  in  the  shed.  The  air  was  com- 
pressed to  63  atmospheres  by  a  pump 
worked  by  a  steam-engine^  and  stored  iu 
cylindrical  reservoirs  of  wrought  iron 
without  rivets.  A  pipe  led  the  air  from 
the  reservoirs  to  the  head  of  the  tram- 
way, where  the  cylinder  placed  on  the 
motor  for  storing  the  air  during  the 
journey  could  be  conveniently  charged. 

The  air  was  compressed  by  means  of 
four  pumps,  placed  two  and  two  in  a 
water- box,  and  worked  by  the  direct  ac- 
tion of  a  compound  engine  with  cylin- 
ders placed  in  juxtaposition,  of  8  in.  and 
14  in.  diameter  respectively,  with  an 
equal  length  of  stroke  of  18  in. 

The  air,  after  being  forced  through  the 
first  pump  cylinder,  passed  successively 
through  the  other  three,  the  diameters  of 
which  were  of  proportionately  decreas- 
ing sizes,  viz. :  8.2  in.,  5  in.,  3.5  in.,  and 
2  in.,  and  the  air,  on  leaving  each  cylin- 
der, passed  on  its  way  to  the  next  cylin- 
der through  a  coiled  pipe  immersed  in 


flowing  water  to  remove  the  heat  gener- 
ated. This  cooling  surface  amounted  to 
nearly  54  sq.  ft 

The  cooling  of  the  air  was  very  effi- 
cient. In  an  experiment  made  on  this 
question,  the  temperature  of  the  com- 
pressor did  not  vary  to  the  extent  of  9® 
Fahr.  in  charging  the  reservoir  from  40 
to  63  atmospheres,  occupying  an  hour 
and  a-half,  the  consumption  of  water 
during  the  time  being  about  1,400  gal- 
lons. 

The  fixed  reservoirs  were  of  about  240 
cu.  ft.  capacity. 

The  motor  formed  part  of  a  compound 
vehicle,  which  may  be  said  to  have  con- 
sisted of  two  parts  joined  together  by  an 
articulated  corridor,  the  whole  being  cov- 
ered by  a  roof  which  was  approached 
from  the  platform  behind  by  an  easy 
staircase.  On  this  roof  were  seats  for 
outside  passengers. 

The  front  part  of  the  compound  ve- 
hicle contained  the  motor,  as  well  as  a 
compartment  for  six  inside  passengers, 
with  roof  space  for  twenty  passengers, 
and  weighed  about  15,400  pounds  when 
empty  ;  the  hind  part  contained  accom- 
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modation  inside  for  twelve  passengers, 
and  outside  for  fourteen  passengers,  and 
weighed  6,600  lbs. 

The  combined  vehicle  was  entered  from 
the  platform  in  the  rear,  which  could 
hold  four  passengers,  and  from  thence,  as 
already  mentioned,  the  staircase  led  on 
to  the  roof.  The  total  number  of  pas- 
sengers this  vehicle  could  accommodate 
was  thus — eighteen  inside,  thirty-four  on 
the  roof,  four  on  the  platform,  or,  fifty- 
six  in  all. 

The  total  length  of  the  carriage  was 
29  ft.  7  in.,  width  7  ft.  The  distance  be- 
tween  the  axes  of  the  bogies  was  16  ft. 
9  iD.  The  distances  apart  of  the  centers 
of  the  wheels  were,  in  the  case  of  the 
hind  bogie,  3  ft.  9  in.,  and  in  the  case 
of  the  front  bogie,  4  f i  4.6  in. 

The  motor  is  a  compound  engine,  the 
diameters  of  the  cylinders  being  4.9  in., 
and  1.9  in.,  with  12  in.  stroke.  The  di- 
ameter of  the  wheels  was  2  ft.  4  in.  A 
small  boiler  is  placed  on  one  side,  in 
front,  for  creating  steam,  which  passes 
into  a  steam-jacket,  enclosing  the  pipe  of 
communication  from  the  reservoir  to  the 
cylinders,  as  well  as  the  cylinders  them- 
selves, so  that  the  air  was  warmed  be- 
fore it  escaped.  The  reservoirs  on  the 
motor  contained  71  cu.  ft. 

In  an  experiment  made  on  charging 
the  reservoir  in  the  motor,  the  pressure 
in  the  fixed  reservoirs,  at  the  time  of 
charging  the  reservoirs  on  the  motor, 
was  63.8  atmospheres,  at  a  temperature 
of  68**  Pahr.  One  atmosphere  was  lost 
by  letting  the  air  into  the  pipe  laid  be- 
tween the  shed  and  the  tramway  where 
the  motor  stood ;  when  the  reservoir  on 
the  motor  was  charged,  the  pressure  fell 
to  42.6  atmospheres  in  the  fixed  reser- 
voirs, at  a  temperature  of  65°  Fahr. 

The  pressure  in  the  reservoir  on  the 
motor,  when  ready  to  start,  was  42.6  at- 
mospheres, at  a  temperature  of  84°  Fahr. 
On  its  return  at  the  end  of  forty-six 
minutes,  after  a  journey,  as  above  men- 
tioned, of  about  3i  miles,  including  the 
triangle,  the  pressure  had  fallen  to  20.9 
atmospheres,  and  the  temperature  to  71^ 
Fahr.  The  weight  of  air  used  during 
the  journey  was  thus  about  110  lbs.,  or, 
say,  34  lbs.  per  mile.  The  coal  consumed 
by  the  stationary  engine  to  compress  the 
air  amounted  to  39  lbs.  per  mile,  in  ad- 
dition to  3  lbs.  of  coke  per  mile  for 
warming  the  exhaust  I 


Whilst  the  motor  was  performing  its 
journey,  the  stationai*y  steisim-engine  was 
employed  in  raising  the  pressure  in  the 
fixed  cylinders  to  63  atmospheres,  and 
worked,  on  an  average,  during  fifty 
minut.es  in  each  hour ;  during  the  rest  of 
the  journey  it  remained  idle.  It  was 
thus  always  employed  in  doing  work  in 
excess  of  the  pressure  which  could  be 
utilized  on  the  car,  and  the  work  was, 
under  the  circumstances  of  the  case, 
necessarily  intermittent.  This  was  a 
very  unfavorable  condition  of  working. 

In  the  electric  tram-car  the  haulage 
was  effected  by  means  of  accumulators. 
The  car  was  of  the  ordinary  type,  with 
two  platforms.  It  was  said  to  have  been 
running  as  an  ordinary  tramcar  since 
1876.  It  had  been  altered  in  1884  by 
raising  the  body  about  six  inches,  so  as 
to  lift  it  clear  of  the  wheels,  in  order  to 
allow  the  space  under  the  seats  to  be 
available  for  receiving  the  accumulators, 
which  consisted  of  Faure  batteries  of  a 
modified  construction.  The  accumula- 
tors employed  were  of  an  improved  kind, 
devised  by  M.  Julien,  the  under  manager 
of  the  Compagnie  FElectrique,  which  un- 
dertook the  work. 

The  principal  modification  consists  in 
the  substitution,  for  the  lead  core  of  the 
plates,  of  one  composed  of  a  new  unal- 
terable metal.  By  this  change  the  re- 
sistance is  considerably  diminished,  the 
electromotive  force  rises  to  2.40  volts, 
the  return  is  greater,  the  output  more 
constant,  and  Sie  weight  is  considerably 
reduced.  The  plates  being  no  longer 
subject  to  deformation,  have  the  pros- 
pect of  lasting  indefinitely.  The  accu- 
mulators used  were  constructed  in  Au- 
gust, 1884. 

The  car,  as  altered,  had  been  running 
as  an  electric  tramcar  on  the  Brussels 
tramways  since  October,  1884,  till  it  was 
transferred  to  the  experimental  tramway 
at  Antwerp.  The  accumulators  had  been 
in  use  upon  the  car  during  the  whole  of 
this  period,  and  they  were  in  good  order 
at  the  end  of  the  experiments,  that  is  to 
say,  when  the  Exhibition  closed  at  the 
end  of  October,  1886. 

The  accumulator  had  forty  elements, 
divided  into  four  series,  each  series  com- 
municating by  means  of  wires  fixed  to 
the  floor  of  the  oar,  with  commutators 
which  connected  them  with  the  dynamo 
used  as  a  motor. 
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There  were  two  sets  of  these  batteries, 
or  accumulators,  one  of  which  was  being 
chained  in  the  shed  whilst  the  other  was 
in  use.  The  exchange  required  ten  min- 
utes, including  the  time  for  the  car  to  go 
off  the  tramway  into  the  shed  and  re- 
turn to  the  tramway.  This  exchange 
took  place  ^ter  every  seven  journeys. 
Therefore,  the  two  batteries  would  have 
8u£Sced  for  working  the  car  over  a  dis- 
tance of  about  42  miles  during  16  hours. 

It  may  be  observed  that  the  first  ser- 
vice in  the  morning  would  be  performed 
by  means  of  the  accumulators  charged 
during  the  afternoon  and  evening  of  the 
previous  day. 

Each  element  of  a  battery  was  com- 
posed of  19  plates,  of  which  9  were  posi- 
tive, 4  millimeters  thick,  and  10  negative, 
8  millimeters  thick.  Each  positive  plate 
weighed  1.44  lbs.,  of  which  about  25  per 
cent,  consisted  of  active  material.  Each 
negative  plate  weighed  nearly  1  lb.,  of 
which  one-third  consisted  of  active  mat- 
ter. The  weight  of  the  metallic  part  of 
the  battery  amounted,  therefore,  to  1,846 
lbs. ;  and  the  whole  battery,  including 
the  case  and  the  liquid,  amounted  to 
2,464  lbs.,  which  contained  499  lbs.  of 
active  matter,  or  20.25  per  cent.  The 
four  cases  in  which  the  battery  was  con- 
tained were  so  arranged  as  to  divide  the 
weight  equally  between  the  wheels. 

Two  commutators  enclosed  in  a  box 
were  placed  on  the  platforms  at  the  two 
ends  of  the  carriage,  so  as  to  be  available 
for  moving  in  either  direction. 

The  accumulators  were  divided  into 
four  series  of  ten  double  elements,  which, 
by  means  of  the  commutators,  could  be 
united  under  four  combinations,  viz. : 

let    4  series  in  quantity — 1  in  tension. 
2d.     3    *•      "        '*  2 

8d 8 

4th 4        ** 

Finally,  a  fifth  movement  united  the 
four  series  in  quantity,  coupling  them  on 
each  other,  and  putting  the  dynamo  out 
of  circuit,  thus  restoring  equilibrium. 
When  in  a  state  of  repose  the  handle  was 
so  arranged  as  to  keep  this  latter  switch 
turned  on.  The  accumulators  were  ar- 
ranged for  charging  in  two  series  united 
in  quantity,  each  containing  twenty 
double  elements.  The  charge  was  effected 
by  a  Oramme  machine,  worked  by  a  port- 
able engine.  Each  of  these  series  received 
its  charge  during  seven  hours  for  the 


ordinary  service  of  the  car,  and  during 
nine  hours  for  the  accelerated  service.  ^ 

The  accumulators  on  the  car  actuated 
a  Siemens  dynamo,  acting  as  a  motor, 
such  as  is  used  for  lighting,  having  a 
normal  speed  of  1,000  revolutions,  fixed 
on  the  frame  of  the  carriaga  The  motion 
was  conveyed  from  the  pulley  on  the  dy- ' 
namo  by  means  of  a  belt  passing  round  a 
shaft  fixed  on  movable  bearings  to  regu- 
late its  tension,  and  thence  to  the  axles 
by  means  of  a  flat  chain  of  phosphor- 
bronze.  The  chain  was  adopted  as  the 
means  of  moving  the  axle,  on  account  of 
its  simplicity  and  facility  of  repair  by  un- 
skilled labor. 

The  speed  was  fixed  at  4  meters  per 
second  (which  corresponds  with  a  speed 
of  nearly  9  miles  per  hour),  for  1,000 
revolutions  of  the  dynamo,  and  it  was 
regulated  by  cutting  a  certain  number  of 
the  accumulators  out  of  circuit,  instead 
of  by  the  device  of  inserting  resistances 
which  cause  a  waste  of  energy.  By  break- 
ing the  circuit  entirely  the  motive  power 
ceased,  and  the  vehicle  might  either  ba 
stopped  by  the  brakes  or  allowed  to  run 
forward  by  gravity,  if  the  road  were  suf- 
ficiently inclined.  The  reversal  of  the 
motor  was  effected  by  means  of  a  lever 
which  reversed  the  position  of  the  brushes 
of  the  dynamo. 

The  dynamo  could  be  set  in  motion, 
and  the  carriage  worked  from  either  end, 
as  desired.  The  handle  to  effect  this 
was  movable,  and  as  there  was  only  one 
handle  and  this  one  was  in  charge  of  the 
conductor,  he  used  it  at  either  end  as  re- 
quired. 

It  should  be  mentioned  that  the  car 
was  lighted  at  night  by  two  incandescent 
lamps,  which  absorbed  1.5  amperes  each  ; 
and  the  brakes  also  were  worked  by  the 
accumulators. 

The  weigAt  of  the  tramcar  was  5,654 
lbs. ;  the  weight  of  the  accumulators  was 
2,460  lbs. ;  the  weight  of  the  machinery, 
including  dynamo,  1,232  lbs.  The  car 
contained  room  for  fourteen  persons  in- 
side and  twenty  outside.  Under  the  con- 
ditions of  the  competition  the  car  was 
required  to  draw  a  second  car  occasion- 
ally. 

The  jury  made  special  observations 
upon  the  work  required  to  move  the  oar 
between  the  20th  September  and  15th 
October,  J  885.  Seals  were  attached  to 
the  accumulators.    Moreover,  from  the 
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27th  of  September,  after  each  charge, 
seals  were  placed  on  the  belts  from  the 
steam-engine  to  prevent  any  movement 
of  the  Gramme  machine,  so  that  there 
could  be  no  charges  pat  into  the  accnmu- 
lators  beyond  those  measured  by  the 
j^iry- 

The  instruments  used  for  measuring 
were  Ayrton's  ampere  meter  and  Deprez*s 
volt  meter,  which  had  been  tested  in  the 
Exhibition  by  the  Commission  for  Experi- 
ments on  Electrical  Instruments,  under 
the  presidency  of  Professor  Rousseau. 
Besides  this,  Siemens  electro-dynamom- 
eter and  Ayrton's  voltmeter  were  used  to 
check  the  results ;  but  there  was  no  prac- 
tical difference  discovered.  During  the 
period  of  charging  the  accumulators,  the 
intensity  of  the  current  and  the  electro- 
motive force  was  measured  every  quarter 
of  an  hour,  and  thence  the  energy  stored 
up  in  the  battery  was  deduced.  It  may 
be  mentioned  that  the  charge  in  the  ac- 
cumulatorsy  when  the  experiments  were 
commenced,  was  equal  in  amount  to  that 
at  their  termination. 

An  experiment  was  made  on  21st  Oc- 
tober to  ascertain,  as  a  practical  question, 
what  was  the  work  absorbed  by  the 
Gramme  machine  in  charging  the  accu- 
mulators. The  work  transmitted  from 
the  steam-engine  was  measured  every 
quarter  of  an  hour  by  a  Siemens  dyna- 
mometer, at  the  same  time  the  intensity 
of  the  electromotive  forqe  given  out  by 
the  machine,  as  well  as  the  number  of  the 
revolutions  it  was  making,  was  noted.  It 
resulted  that  for  a  mean  development  of 
4  mechanical  horse-power,  the  dynamom- 
eter gave  into  the  accumulators  to  be 
stored  up  2.28  electrical  horse-power,  or 
67  per  cent.  The  intensity  varied  be- 
tween 25.03  and  23.51  amperes  during 
the  whole  time  of  charging.  Of  this 
amount  stored  up  in  the  accumulators  a 
further  loss  took  place  in  working  the 
motor;  so  that  from  30  to  40  percent,  of 
the  work  originally  given  out  by  the 
steam-engine  must  be  taken  as  the  ut- 
most useful  effect  on  the  rail. 

It  was  estimated  that  to  draw  the  car- 
riage on  the  level  .714  horse- power  was 
required,  or,  if  a  second  carriage  was  at- 
tached, .348  horse-power  would  draw  the 
two  together.  This  would  mean  that, 
say,  2  horse-power  on  the  fixed  engine 
would  be  employed  to  create  the  elec- 


tricity, for  producing  the  energy  required 
to  draw  the  carriage  on  the  level. 

The  electric  tramcar  was  quite  equal  in 
speed  to  those  driven  by  steam  or  com- 
pressed air,  and  was  characterized  by  its 
noiselessness  and  by  the  care  with  which 
it  was  manipulated. 

Assuming  the  car,  by  itself,  cost  the 
same  as  an  ordinary  tramcar,  the  extra 
cost  relatively  to  other  systems  was 
stated  as  being,  according  to  the  follow- 
ing figures,  viz. :  The  Gramme  machine 
cost  £48,  the  motor  £208,  and  the  accu- 
mulators 2.25  francs  per  kilogramme 
(lOd.  per  pound).  To  these  must  be 
added  the  cost  of  erection,  and  of  switches 
for  manipulating  the  current ;  as  well  as 
the  proportion  of  the  cost  of  a  fixed  en- 
gine to  create  the  electricity. 

Having  thus  given  a  general  descrip- 
tion of  the  various  motors  which  were 
presented  for  competition,  I  will  now 
give  a  brief  summary  of  some  of  the 
principal  particulars  obtained  during  the 
competition.  In  the  first  place,  it  may 
be  mentioned  that  the  Jury  consisted  of 
the  following : 

President — M.  Hubert,  Ing^nieur  en 
Chef,  Inspecteur  de  Direction  k  Tadmin- 
istration  des  chemins  de  fer  de  TEtat 
Beige. 

Vice-President. — M.  Beliard,  Ingenieur 
des  Arts  et  Manufactures,  d^legue  par  le 
Gouvemement  Francai& 

Membexs. — MM.  Douglas  Dalton,.Capi- 
taine  du  G^nie,  delegue  par  le  Gouv- 
emement Anglais ;  Gunther,  Ingenieur 
Commissaire  General  de  la  Section  AUe- 
mande  A  T  Exposition  d'Anvera ;  Hubert, 
Ingenieur  k  Tadministration  des  chemins 
de  fer  de  Tfitat  Beige,  Professeur  k  la 
Universite  do  Bruxelles  j  Dery,  Ingenieur 
Chef  de  service  a  Tadministration  des 
chemins  de  fer  de  I'Etat  Beige. 

Secretary. — M.  Dupuicb.  Ingenieur 
Chef  du  service  du  material  et  de  la  trac- 
tion k  la  Societe  Generale  des  chemins 
de  fer  economiques. 

Reporter. — M.  Belleroche,  Ingenieur 
en  Chef,  a  la  traction  et  au  mat6rlal  des 
chemins  de  fer  du  Grand  Central. 

Members  added  by  the  Jury. — MM. 
Yingotte,  Ingenieur,  Directeur  de  1'  Asso- 
ciation pour  la  surveillance  des  machines 
a  vapeur ;  Laurent,  Ingenieur  des  mines 
et  de  rinstitut  electro-technique  de 
rUniversite  de  Li6ge. 

The  original  programme  of  the  condi- 
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tions  which  were  laid  down  in  the  invi- 
tation to  competitors,  as  those  upon 
which  the  adjudication  of  merit  would 
be  awarded,  contained  twenty  heads,  to 
each  of  which  a  certain  value  was  to  be 
attached ;  and,  in  addition  to  these  special 
heads,  there  were  also  to  be  weighed 
the  following  general  considerations, 
Tiz: 

a.  The  defects  or  inconveniences  es- 
tablished in  the  course  of  the  trials. 

b.  The  necessity  or  otherwise  of  turn- 
ing the  motor,  or  the  carriage  with  mo- 
tor, at  the  termini. 

0.  Whether  one  or  two  men  would  be 
required  for  the  management  of  the  en- 
gine. 

As  regards  these  preliminary  special 
X>oints,  the  compressed-air  motor,  as  well 
as  the  Rowan  engine,  required  to  be 
turned  for  the  return  journey,  whereas 
the  other  motors  could  run  in  either  di- 
jreotion. 

In  regard  to  this,  the  electric  car  was 
peculiarly  manageable,  as  it  moved  in 
^ther  direction,  and  the  handle  by  which 
it  was  managed  was  always  in  front,  close 
to  the  brake.  This  carriage  was  the 
only  one  which  was  entirely  free  from  the 
necessity  of  attending  to  the  fire  during 
the  progress  of  the  journey,  for  even  the 
-compressed-air  engine  had  its  small  fur- 
nace and  boiler  for  heating  the  air. 

Each  of  the  motors  under  trial  was 
managed  by  one  man. 

The  several  conditions  of  the  pro- 
gramme may  b6  conveniently  classified  in 
three  groups,  under  the  letters  A,  B,  0. 
Under  the  letter  A  have  been  classed  ac- 
eessory  considerations,  such  as  those  of 
safety  and  of  police.  These  are  of  spe- 
cial importance  in  towns.  But  their  rel- 
ative importance  varies  somewhat  with 
the  habits  of  the  people  as  well  as  with 
the  requirements  of  the  authorities ;  for 
instance,  in  one  locality  or  country  con- 
ditions are  not  objected  to,  which  in  an- 
other locality  are  considered  entirely  pro- 
hibitory. 

The  conditions  under  this  head  are : 

1.  Absence  of  steauL 

2.  Absence  of  smoke  and  cinders. 

3.  Absence,  more  or  less  complete,  of 
noise. 

4.  Elegauce  of  aspect. 

5.  The  &cility  with  which  the  motor 
-can  be  separated  from  the  carriage  it- 
selt  
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6.  Capacity  of  the  brake  for  acting 
upon  the  greatest  possible  nimiber  of 
wheels  of  the  vehicle  or  vehicles. 

7.  The  degree  to  which  the  outside 
covering  of  the  motor  conceals  the  ma- 
chinery from  the  public,  whilst  allowing 
it  to  be  visible  and  accessible  in  all  parts 
to  the  engineer. 

8.  The  facility  of  communication  be- 
tween the  engineer  and  the  conductor  of 
the  train. 

In  deciding  upon  the  relative  merits  of 
the  several  motors,  so  far  as  the  eight 
points  included  under  this  heading  are 
concerned,  it  is  clear  that,  except  possibly 
as  regards  absence  of  noise,  the  electrical 
car  surpassed  all  the  others. 

The  compressed-air  car  followed,  in  its 
superiority  in  respect  of  the  first  three 
points,  viz.,  absence  of  steam,  absence  of 
smoke,  and  absence  of  noise;  but  the 
Rowan  was  considered  superior  in  re- 
spect of  the  other  points  included  in  this 
class. 

Under  the  letter  B  have  been  classed 
considerations  of  maintenance  and  con- 
struction. 

9.  Protection,  more  or  less  complete, 
of  the  machinery  against  the  action  of 
dust  and  mud. 

10.  Regularity  and  smoothness  of  mo- 
tion. 

11.  Capacity  for  passing  over  curves  of 
small  radius. 

12.  The  simplest  and  most  rational 
construction. 

13.  Facility  for  inspecting  and  cleaning 
the  interior  of  the^boilers. 

14.  Dead  weight  of  the  train  compared 
with  the  number  of  places. 

16.  Effective  power  of  traction  when 
the  carriages  are  completely  full. 

16.  Rapidity  with  which  the  motor  can 
be  taken  out  of  the  shed  and  made  ready 
for  running. 

17.  The  longest  daily  service  without 
stops  other  than  those  compatible  with 
the  requirements  of  the  service. 

18.  Cost  of  maintenance  per  kilometer, 
(It  was  assumed,  for  the  purposes  of  this 
sub-heading,  that  the  motor  or  carriage 
which  gave  tlie  best  results  under  the 
conditions  relating  to  paragraphs  9,  10, 
12,  and  13,  would  be  least  costly  for  re- 
pairs.) 

As  regards  the  first  of  these,  viz.,  pro- 
tection of  the  machinery  against  dirt,  the 
machinery  of  the  electrical  car  had  no 
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protection.  It  was  not  found  in  the  ex- 
periments at  Antwerp  that  inconvenience 
resulted  from  this ;  but  it  is  a  question 
whether  in  very  dusty  localities,  and  es- 
pecially in  a  locality  where  there  is  me- 
tallic dust,  the  absence  of  protection 
might  not  entail  serious  difficulties,  and 
even  cause  the  destruction  of  parts  of 
the  machinery. 

In  respect  of  the  smoothness  of  mo- 
tion and  facility  of  passing  curves,  the 
cars  did  not  present  very  material  differ- 
ences, except  that  the  cars  in  which  the 
motor  formed  part  of  the  car  had  the 
preference. 

In  the  case  of  simplicity  of  construc- 
tion, it  is  evident  that  the  simplest  and 
most  rational  construction  is  that  of  a 
car  which  depends  on  itself  for  its  move- 
ment, which  can  move  in  either  direction 
with  equal  facility,  which  can  be  applied 
to  any  existing  tramway  without  expense 
for  altering  the  road,  and  the  use  of 
which  will  not  throw  out  of  employment 
vehicles  already  used  on  the  lines ;  the 
electric  car  fulfilled  this  condition  best, 
as  also  the  condition  numbered  13,  as  it 
possessed  no  boiler. 

In  respect  to  No.  14,  viz.,  the  ratio  of 
the  dead  weight  of  the  train  to  passen- 
gers, if  we  assume  154  lbs.  as  the  average 
weight  per  passenger,  the  following  is 
the  restdt  in  respect  of  the  three  cars 
in  which  the  power  formed  part  of  the 
car: 

9,360  lbs.  ^^^g 


Electric  car. 


Rowan. 


Compressed  air. . . 


154x34 

15,950  lbs. 

•   154x45 

22,000  lbs. 

154x56 


=2  30. 


:2.56. 


The  detached  engines  gave,  of  course, 
less  favorable  results  mder  this  head. 

Under  head  No.  15  the  tractive  power 
of  all  the  motors  was  sufficient  during 
the  trials,  but  the  line  was  practically 
level,  therefore,  this  question  could  only 
be  resolved  theoretically,  so  far  as  these 
trials  were  concerned,  and  the  table  be- 
fore given  affords  all  the  necessary  data 
for  the  theoretical  calculation. 

As  regards  the  rapidity  with  which  the 
motors  could  be  brought  into  use  from 
standing  empty  in  the  shed,  the  electric 
car  could  receive  its  accumulators  more 
rapidly  than  could  the  boiler  for  heating 


the  exhaust  of  the  compressed-air  car  be 
brought  into  use. 

As  regards  the  steam  motors,  the  fol- 
lowing were  the  results  from  the  time  of 
lighting  the  fires : 

The  Rowan — 

In  84  minutes 3  atmospheres. 

36     **  4 

(At  this  pressure  the  vehicle  could  move.) 

4(1      "        8  ** 

The  Wilkinson— 

In  35  minutes 2  atmospheres. 

40      *•        4 

44      '*        6 

47      **        8 

The  Erauss  machine  required  two 
hours  to  give  6  atmospheres,  which  was 
the  lowest  pressure  at  which  it  could  be 
worked. 

The  results  under  No.  17,  viz.,  the  few- 
est interruptions  to  the  daily  service, 
class  the  motors  in  the  following  order — 
Erauss,  electric,  Eowan,  Wilkinson,  com- 
pressed air.  The  chief  cause  of  injury 
to  the  compressed-air  motor  arose  m)m 
the  carelessness  of  the  drivers,  who  al- 
lowed the  steam  boiler  to  be  burnt  out 
Unfortunately,  these  drivers  were  new  to 
the  work. 

Under  the  letter  C  are  classed  consid- 
erations of  economy  in  the  consumption 
of  materials  used  for  generating  the 
power  necessary  for  working. 

19.  Minimum  consumption  of  fuel 
(either  coke  or  coal),  in  proportioi^  to  the 
number  of  kilometers  run,  and  to  the 
number  of  places,  assuming  for  the  seats 
a  width  of  at  least  sixteeh  inches  for  each 
person  seated. 

It  must  be  borne  in  mind  that  the  con- 
ditions of  the  competition  required  that 
a  second  car  should  be  periodic^y  drawn 
by  the  motor,  and  that  the  calculations 
which  follow  include  the  total  number  of 

Table  II. 


^ 

Total 

Ip 

Description 

number 

9  %-t 

1^0.  oi 

of  train- 

go 

lbs.  per 

motor. 

miles 

o  a 

train-mile. 

-run. 

Tota 
ti 

lbs. 

Electric 

2,858.9 

14,786. 

6.16 

Rowan 

2,616.9 

14,498. 

5.42 

Wilkinson .... 

2.478.3 

22,000. 

8.82 

Krauss 

2.457.8 

22,726. 

9.10 

Compressed  air 

2,259.1 

90,420. 

89.48 
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miles  ran,  the  total  amount  of  fuel,  etc., 
consumed  ;  and  the  total  number  of  pas- 
sengers which  could  be  conveyed  by  each 
moter,  during  the  total  time  that  tiie  ex- 
periments were  being  carried  on. 


Table  III. 


No.  of 
places 
Description    i  indicated 
of  on  the 


motor. 


cars, 

per  mile 

run. 


a 
.2 

11 

§^ 


Electric I  80,208.5 

Rowan 148,399.6 

WUkhison....!  119,085.1 

Erauss <  108,983.9 

Compressed  air:  128.189.3 


lbs. 
14,786. 
14,498. 
22,000. 
22,726. 
90,420. 


No.  of  lbs. 

of  fuel 

consumed 

per  places 

indicated 

per  mile 

run. 


.18 
.09 
.18 
.20 
.69 


Table  IV. 


Description 
motor. 


No.  of 

seats 
per  mile 

run. 


Electric 61,591.2 

Rowan |  185,928.8 

Wilkinson i    93,965.6 

fi:raa8S |    86,089.9 

Compressed  airj  182,732.7 
I 


o 

h 

a  o 
o 


lbs 
14,786. 
14,498. 
22.000. 
22,726. 
90,420. 


No.  of  lbs. 

of  fuel 

consumed 

per  seat 

per  mile 

run. 


.10 
.23 
.25 
.66 


As  regards  the  figures  in  these  tables, 
it  is  to  bie  observed  that  the  consumption 
of  fuel  for  the  electric  car  is,  to  a  certain 
extent,  an  estimate;  because  the  engine 
which  furnished  the  electricity  to  the 
motor  also  supplied  electricity  for  elec- 
tric lights,  as  well  as  for  an  experimental 
electric  motor  which  was  running  on  the 
lines  of  tramway,  but  was  not  brought 
into  competition. 

20.  Minimum  consumption,  of  oil,  of 
grease,  tallow,  eta  (the  same  conditions 
as  in  No.  19.) 


Table  V. 


I      ..- 


Description 

of 

motor. 


Total 

number 

of 

miles 

run. 


1 

Electric !  2,858.9 

Rowan  2,616.9 

Krauss ,  2,457.8 

Wilkinson....!  2,478.8 

Compressed  air  2,259. 1 


5  5 


lbs 

99.0 
106.7 
188.5 
255  4 
r,85.2 
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O     y     O; 


.038 
.088 
.073 
.101 
.255 


In  addition  to  these  considerations,  it 
was  thought  useful  to  inyestigate  the 
quantity  of  water  consiuned  in  the  case 
of  these  engines  which  used  steam.  The 
experiments  made  on  this  point  showed 
as  the  consumption  of  water — 

Gallons  per  mile. 

Rowan 75 

Compressed  air 1 .06 

Wilkinson 5.89 

Krauss  6.52 

Thus,  owing  to  the  large  proportion  of 
water  returned  from  the  condenser  to 
the  taniss,  the  Rowan  actually  used  less 
water  than  the  compressed-air  engine. 

Conclusion. 

The  general  conclusion  to  which  these 
experiments  bring  us  is  that,  undoubt- 
edly, if  it  could  certainly  be  rehed  upon, 
the  electric  car  would  be  the  preferable 
form  of  tramway  motor  in  towns,  because 
it  is  simply  a  self-contained  ordinary 
tramcar,  and  in  a  town  the  service  re- 
quires a  number  of  separate  cars,  occupy- 
ing as  small  a  space  each  as  is  compatible 
with  accommodating  the  passengers,, 
and  which  follow  eadi  other  at  rapid  in- 
tervals. 

But  the  practicability  and  the  economy 
of  a  system  of  electric  tramoars  has  yet 
to  be  proved;  for  the  experiments  at 
Antwerp,  whilst  they  show  the  perfection 
of  ihe  electric  car  as  a  means  of  convey- 
ance, have  not  yet  finally  determined  all 
the  questions  which  arise  in  the  consider- 
ation of  tiie  subject.  For  instance,  with 
regard  to  economy,  the  engine  employed 
to  generate  the  electricity  was  not  in 
thoroughly  good  order,  and  from  its 
being  used  to  do  other  work  than  charg 
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ing  the  accumulators  of  the  tramear,  the 
consumption  of  fuel  had  to  be  to  some 
extent  estuoated.  In  the  next  place,  the 
durability  of  the  accumulators  is  still  to 
be  ascertained;  upon  this  much  of  the 
economy  would  depend.  And  in  addition 
to  this  question,  there  is  also  that  of  the 
durability  of  parts  of  the  machinery  if 
exposed  to  dust  and  mud. 

After  the  electric  car,  there  is  no  ques- 
tion but  that,  at  the  Antwerp  Exhibition, 
the  most  taking  of  the  tramway  motors 
was  the  Rowan,  which  was  very  econom- 
ical in  fuel,  quite  free  from  the  appear- 
ance of  steam,  and  very  convenient  and 
manageable. 

The  economy  of  the  Bowan  motor 
arises  in  a  large  degree  from  the  extent 
of  its  condensing  power,  by  means  of 
which  a  considerable  supply  of  warm 
waiter  is  constantly  supplied  for  use  in 
the  boiler,  and,  consequently,  the  quan- 
tity of  water  which  has  to  be  carried  is 
lessened,  and  the  fuel  is  economized. 

Independently,  however,  of  its  conve- 
nience as  a  motor  for  tramways  in  towns, 
the  Bowan  machine  has  been  adapted  on 
the  Continent  to  the  conveyance  of  goods 
as  well  as  passenger  traffic  on  light  branch 
railways,  and  fitted  to  pass  over  curves 
of  50  ft.  radius,  and  up  gradients  of 
1:10. 

In  England,  with  our  depressed  trade 
and  agriculture,  there  is  a  great  want  in 
many  parts  of  the  country  of  a  cheap 
means  of  conveyance  from  the  railway 
stations  into  the  surrounding  districts; 
such  a  means  of  conveyance  might  be 
afforded  by  light  railways  along  or  near 
the  roadside,  the  cost  of  which  would 
be  comparatively  small,  provided  that  the 
expensive  methods^f  construction,  of 
signaling,  and  of  working,  which  have 
been  required  for  main  lines,  and  which 
are  perfectly  unnecessary  for  such  light 
railways,  were  dispensed  with. 

It  is  certain  that  this  question  will  ac- 
quire prominence  as  soon  as  a  system  of 
local  government  has  been  adopted,  in 
which  the  wants  of  the  several  communi- 
ties have  full  opportunity  of  asserting 
themselves,  and  in  which  each  local  au- 
thority shall  have  power  to  decide  on 
those  measures  which  are  essential  to  the 
development  of  the  resources  of  its  own 
district,  without  interference  from  a  cen- 
tralized bureaucracy* 


Discussion. 
Mr.  Preece,  F.  B.  S.,  said  he  was  a 
juryman  at  the  Antwerp  Exhibition,  and 
though  his  official  duties  did  not  require 
him  to  inspect  and  report  upon  these 
tramcars,  he  took  every  possible  oppor^ 
tunity  of  examining  them,  and  being  an 
electrician,  of  traveling  backwards  and 
forwards  on  the  electric  car.  He  was 
deUghted  to  find  that  the  anticipations 
he  formed,  at  an  earlv  period  of  the  Ex- 
hibitioh,  had  been  fuUy  borne  out  by 
what  Captain  Galton  had  said.  At  the 
same  time  it  was  rather  difficult  to  dis- 
cover in  what  respect  this  particular  car 
differed*  from  others  of  a  similar  kind 
which  had  been  experimented  on  in  Eng- 
hmd.  The  chief  advantage  it  had,  seem^ 
to  him  to  be  that  it  had  been  examined 
and  reported  on  by  Captain  Douglas 
Ghdton.  One  very  similar  ran  backwards 
and  forwards  for  some  time  in  the  works 
of  the  Electric  Power  Storage  Company 
at  Millwall,  and  one  designed  by  Mr. 
Beckenzaun  had  been  running  some  time 
in  Berlin.  He  tried  to  find  out  the  spe- 
cial features  of  the  accumulator  used  by 
M.  Julien,  but  failed  to  do  so.  It  was  said 
to  be  formed  on  a  framework  of  some 
unalterable  metal,  but  he  did  not  discover 
what  it  was  ;  he  heard  by  a  side-wind 
that  it  was  nickel,  but  at  any  rate,  as  far  as 
the  performance  and  appearance  went, 
he  could  see  no  difference  between  it  and 
those  used  in  England.  At  different 
times,  he  had  inspected  and  ridden  on 
various  electric  tramcars,  some  driven 
direct  by  the  current,  like  that  at  Port- 
rush,  or  the  one  at  Cleveland,  United 
States,  the  only  difference  in  these  two 
being  that  the  current  in  Ireland  was  of 
low  tension,  and  that  in  the  United  States 
was  of  high  tension.  There  was  also  one, 
which  he  nad  not  seen,  at  Blackpool.  As 
an  electrician,  he  had  seen  very  great  dif- 
ficulties in  carrying  out  a  system  of  tram- 
ways worked  by  electricity,  but,.like  all 
other  difficulties,  experience  and  study 
succeeded  in  removing  them,  and  he  had 
the  greatest  confidence  in  the  future  use 
of  electricity  for  this  purpose,  whether 
applied  directly  or  by  the  aid  of  accumu- 
lators. There  was  a  great  want  of  con- 
fidence in  this  latter  system,  the  reason 
for  which  was  not  hard  to  discover,  be- 
cause they  were  thrust  on  the  world  long 
before  eiUier  it  was  ready  to  receive  them 
or  they  were  properly  developed.    One 
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of  the  first  places  in  which  the  tide  began 
to  torn  was  in  the  Society  of  Arts.  Some 
time  back  they  had  succeeded  in  lighting 
the  hall  by  means  of  accumulators,  and 
all  present  could  see  with  what  absolute 
steadiness  the  light  was  maintained. 
Captain  Galton,  at  the  end  of  the  paper, 
said  that  undoubtedly,  if  it  could  be  re- 
Ued  on,  electricity  would  be  ^e  best  mo- 
tor for  tramways ;  and  that  was  the  way 
in  which  eyeryone  spoke  of  it  But  there 
was  no  power  on  earth  used  for  the  serv- 
ice of  man  which  could  be  so  certainly 
relied  on  as  electricity.  These  doubts 
were  due  to  the  fact  that  the  early  appli- 
catioDs  of  electricity  were  so  striking  in 
their  character,  such,  for  instance,  as  re- 
producing speech  by  the  telephone,  that 
they  at  once  caught  the  attention  of  the 
public,  who  at  once  believed  the  thiug 
was  perfection  before  it  had  really 
reached  the  practical  stage.  So  it  was 
with  the  accumulator ;  the  idea  of  stor- 
ing up  a  horse-power  in  a  deal  box  ap- 
p^ed  to  the  public  imagination,  and 
when  the  fact  was  first  published  in  the 
Times,  that  a  certain  gentieman  brought 
such  a  box  from  Paris  to  Sir  William 
Thomson,  in  Edinburgh,  inordinate  ex- 
pectations were  raised ;  then,  when  it  was 
not  found  at  first  a  practical  instrument, 
they  began  to  use  such  expressions  as  he 
had  referred  to,  and  thought  it  could  not 
be  relied  on.  He  had  no  doubt,  how- 
ever, we  should  yet  live  to  see  in  London 
and  the  suburbs,  the  Antwerp  experi- 
ments repeated  on  a  much  larger  scale. 

Mr.  A.  Beckenzaun  said  this  was  one 
of  the  most  interesting  and  practical 
papers  ever  read  on  the  subject  of  the 
mechanical  propulsion  of  tramcars,  but  it 
would  have  been  still  more  useful  had 
the  experiments  been  carried  out  on  a 
line  presenting  more  difficulties.  It  was 
very  easy  to  travel  on  a  level  line,  but 
very  difficult  to  travel  on  an  incline.  For 
instance,  if  it  required  2  horse-power  on 
the  level,  it  would  take  4  horse-power  to 
go  at  the  same  speed  up  a  gradient  of  1 
in  75,  6  horse-power  for  a  gradient  of  1 
in  37,  and  8  horse-power  for  1  in  26, 
which  was  not  very  serious  after  all. 
Again,  the  sharpest  curve  on  the  line  at 
Antwerp  was  only  of  a  radius  of  one 
chain,  and  he  was  rather  surprised  it  was 
not  made  sharper.  He  had  recently  been 
running  a  car  in  Berlin,  where  he  had 
received  much  more  encouragement  than  i 


in  London,  and  he  believed  a  fair  amount 
of  business  would  be  done  there  before 
any  start  was  made  in  England  at  all. 
There,  one  curve  was  11  tneters  radius, 
and  there  were  several  of  15  meters.    In 
the  Antwerp  tram  it  appeared  there  was 
a  certain  amount  of  noise  caused  by  the 
chain  gear,  and  this  kind  of  gearing  was 
not  very  practical  in  the  case  of  a  tram- 
way where  there  was  a  deal  of  dirt  to 
guard  against.    He  had  adopted  a  worm 
wheel,  such  as  was  shown  on  a  large 
drawing  of  his  tramcar  on    the    wall. 
Many  experienced  engineers  advised  him 
not  to  use  this  gearing,  but  having  ar- 
ranged it  so  that  the  wheel  dipped  into 
an  oil  bath,  and  the  whole  boxed  in,  so 
that  littie  or  no  dirt  could  find  access,  he 
found  that  there  was  not  nearly  so  much 
loss  by  friction  as  had  been  stated,  pre- 
vious experiments  having  all  been  made 
apparently  at  low  speeds,  and  showing 
an  efficiency  varying  between  30  and  50 
per  cent.     He  found,  however,  that  he 
got  as  much  as  80  to  85  per  cent.,  which 
was  as  much  as  could  be  got  with  a  chain. 
He  had  twb  motors,  so  that  the  speed  or 
power  could  be  varied  at  will.     One  mo- 
tor would  propel  the  car  along  a  level 
road,  and  it  would  run  down  an  incline 
of  1  in  70  by  its  own  momentum,  which 
showed  how  littie  friction  there  ^as.  The 
two  motors  in  parallel  arc  would  drive  it 
up  an  incline  of  1  in  18,  and  the  two 
were  used  in  series  at  starting,  when  the 
electric  resistance  was  greatest,  so  that 
the  current  flowing  then  should  be  the 
smallest  possible.    With  regard  to  the 
wonderfully  lasting  accumulators  which  it 
was  said  M.  Julien  had  discovered,  he 
would  only  say  that  if  the  plates  lasted 
only  six  or  eight  months  electrical  cars 
would   still    be    more  economical   than 
horses.    Although  the  efficiency  of  the 
whole  apparatus  between  the  steam-engine 
and  the  car-wheels  could  not  be  taken  at 
more  than  30  to  40  per  cent,  (he  reck- 
oned it  at  33),  still  it  was  economical  to 
use  electricity,  because  the  accumulators 
only  weighed  1^  ton,  and  the  whole  of 
the  rest  of  the  machhiery  weighed  half  a 
ton,    making    1|  ton  altogeuier,  which 
compared  very  favorably  with  a  locomo- 
tive weighing  eight  to  ten  tons.    You 
could  therefore  afiford  to  lose  60  to  70 
per   cent,   of  your  motive  power.      He 
ought  to  say  that  he  was  much  indebted 
to  the  Electric  Power  Storage  Company 
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who  had  assisted  him  \ery  materially  in 
bringing  this  car  to  perfection.  He  had 
been  working  at  it  for  four  years,  but  it 
was  only  within  the  last  twelve  months 
he  had  annved  at  a  practical  result. 
The  first  question  was,  to  produce  an  ac- 
cumulator which  was  light,  and  at  the 
same  time  durable  and  efficient.  The 
main  advantages  of  this  system  were, 
first,  economy,  and,  second,  the  electric 
car  had  the  same  appearance  as  those  in 
general  use,  which  could  be  easily  con- 
verted, and  at  a  small  cost  The  wearing 
parts  of  the  mechanism  were  very  few, 
and  could  be  easily  replaced.  *  The 
weight  of  motive  power  was  less  than 
two  tons,  distributed  over  two  Small  bo- 
gies of  four  wheels  each,  so  that  the  ac- 
tual weight  on  a  given  section  of  the 
rail  was  less  than  that  of  an  ordinary 
car  resting  on  four  wheels  only.  The 
propelling  apparatus  was  invisible  to  the 
passengers;  the  motor  was  boxed  in 
completely;  it  was  practically  noiseless 
and  free  from  danger.  One  man^  not 
necessarily  skilled,  could  drive  the  car, 
which  could  also  be  illumined  at  night  by 
the  electric  current.  Of  course,  the 
maintenance  of  the  permanent  way  would 
cost  less  than  where  horses  were  used, 
and  the  charging  stations  would  occupy 
less  space  than  the  stables. 

Mr.  W.  R.  Rowan  could  not  agree  with 
the  two  previous  speakers.  As  far  as  he 
could  gather,  the  contest  at  Antwerp  was 
really  between  two  combined  cars,  the 
elecbic  car,  and  the  steam-car  which  he 
had  designed.  Having  been  there  some 
eight  or  ten  weeks,  he  could  bear  testi- 
mony to  the  great  care  and  trouble 
taken  by  the  jury  over  this  question. 
There  was  no  doubt  that  the  most  taldng 
car  was  the  electric  motor,  but  the  whole 
question,  from  the  first,  hinged  on  one 
word—economy,  and  the  question  would 
turn  out  to  be,  Which  was  most  economi- 
cal, steam  used  directly  in  driving  the 
car,  or  to  produce  electricity  or  compress 
air,  which  should  then  drive  it?  The 
electric  car  had  aU  the  advantages  on  its 
side  as  regarded  appearance,  and  other 
qualities  which  might  be  desired  in  a 
motor  for  towns,  but  he  thought  it  would 
be  diffictdt  for  the  jury  to  decide  on  the 
question  of  economy.  There  were  four 
main  difficulties  which  he  thought  it 
would  take  electricians  some  time  to  get 
over.     The  first  was  the  transmission  of 


the  power.  The  use  of  a  belt  or  chain 
was  not  generally  supposed  to  be  satis- 
factory, and  he  had  his  doubts  about  the 
worm-wheeL  If  electricians  could  dis- 
cover a  gearing  which  would  enable  them 
to  work  from  a  shaft  running  at  1,000,  or 
even  600,  revolutions  a  minute,  those 
who  employed  steam  would  be  very  glad, 
because  they  could  use  it  with  small  en- 
gines running  rapidly.  Such  a  style  of 
engine  was  what  naturally  suggested  it- 
self for  this  purpose,  but  hitherto  it 
could  not  be  used  on  accoimt  of  the  dif- 
ficulty in  transmitting  the  power.  The 
second  difficulty  was  that  of  the  accumu- 
lators ;  would  they  really  last  if  knocked 
about  daily  in  a  tramcar  ?  The  trial  at 
Antwerp  gave  very  little  information  on 
that  point,  being  short,  straight,  and 
level,  so  that  they  only  had  to  be  charged 
once  a  day.  Had  it  been  a  line  such  as 
Mr.  Reckenzaun  mentioned,  they  would 
require  chaiging  four  or  five  times  a 
day.  There  was  as  yet  no  proof  that  the 
accumulators  would  stand,  and  if  they 
had  to  be  renewed  even  every  year,  the 
cost  would  be  greater  than  that  of  main- 
taining a  properly-constructed  steam- 
engine.  On  a  recent  visit  to  Brussels  he 
learned  that  the  Company  bad  voted  26,- 
000  francs  toward  the  establishment  of 
a  regular  elediric  service  on  one  of  the 
lines  there,  in  order  to  test  this  question ; 
but  he  felt  pretty  confident  that  one  or 
two  years*  trial  would  not  lead  to  horses 
being  superseded  by  electricity.  The 
third  difficulty  was  the  charging  of  the 
accumulators.  In  running  up  steep 
grades,  and  with  grooved  rails,  whi<^ 
added  greatiy  to  the  friction,  he  believed 
the  accumulators  would  have  to  be 
charged  five  times  a  day,  which  would 
be  a  practical  difficulty.  Lastiy,  if  all 
these  difficulties  could  be  overcome,  he 
doubted  if  they  could  work  as  cheaply  as 
with  steam  direct,  seeing  that  only  26 
to  40  per  cent,  of  the  power  would  be 
utilized.  The  question  of  the  power 
utihzed,  however,  did  not  play  an  import- 
ant part  in  tramway  maintenance,  the 
whole  secret  of  mechanical  tramway 
work  would  lie  in  having  a  motor  power- 
ful enough  under  certain  circumstances, 
which  would  run  very  cheaply  when  it 
had  little  work  to  do,  but  which  would 
work  expansively,  so  that  you  could  put 
on  a  second  car  and  carry  a  large  num- 
ber of  passengers   when  required;  and 
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up  to  the  present,  he  ventured  to  say, 
there  was  nothing  to  compete  with  a 
simple  form  of  st^m-engine,  where  you 
had  only  to  put  a  little  more  coal  on  the 
fire  to  obtain  the  necessary  power. 

Mr.  Scott  Bussell  thought  it  a  pity 
Captain  Gkdton  had  not  given  some  in- 
formation about  the  Chemins  de  Fer 
Vicinaux^  because  in  Ireland  that  sort 
of  railways  was  being  begun.  The 
other  day  he  went  oyer  one  of  these 
Hues,  running  partly  on  rails  and  partly 
along  the  road.  On  the  road  the  loco- 
motives were  made  to  condense  their 
steam ;  on  the  railway  they  worked  in  the 
ordinary  way.  The  paper  really  had  not 
much  bearing  on  tramways  in  this  coun- 
try, because  the  conditions  were  so  very 
different.  The  rail  at  Antwerp  was  an 
^ged  rail,  in  England  they  were  grooved, 
which  gave  treble  the  resistance;  and 
here  we  had  heavy  inclines,  and  in  nearly 
every  case  the  engine  or  horses  had  to 
be  detached  and  turned  round.  Abroad, 
steam-engines  puffed  through  the  sta- 
tions without  any  attempt  at  condensa- 
tion ;.  but  here  the  local  authorities  were 
Bo  strict  that  if  there  were  any  chance  of 
arriving  at  perfect  condensation,  they 
would  certainly  insist  upon  it.  He 
agreed  with  a  great  deal  of  what  Mr. 
I^wan  had  said  with  regard  to  using 
steam  direct ;  it  must  be  a  question  of 
economy,  and  however  much  the  pubUc 
liked  it,  you  would  never  find  a  tramway 
company  adopting  electricity  or  com- 
pressed air  unless  it  paid  them.  From 
published  results,  it  appeared  that  the 
cost  of  working  with  a  detached  steam- 
engine  had  been  brought  down  to  3s.  3d. 
a  mile,  and,  no  doubt,  with  a  combined 
car,  it  would  be  still  less,  as  there  would 
be  less  dead  weight ;  witii  horses  it  was 
48.  8d.,  and  compressed  air,  taking  the 
results  at  Nantes,  was  5d.  a  mile.  He 
was  rather  a  behever  in  compressed  air, 
but  did  not  think  either  the  Mekarski 
or  Beaumont  system  was  likely  to  be 
successful,  the  dead  weight  being  too 
great.  The  loss  in  the  compression  of 
air  was  so  enormous,  that  unless  the 
weight  were  reduced  to  a  minimum,  it 
could  not  be  worked  economically.  A 
much  more  practical  plan  had  been  pro- 
posed in  America,  making  a  very  light 
car  with  a  low  pressure  of  the  air,  and 
tubes  carried  idong  the  center  of  the 
track,  so  that  the  car  might  be  charged 


when  it  stopped,  by  means  of  a  coup- 
ling similar  to  that  of  the  air  brake. 
With  regard  to  electricity,  he  under- 
stood from  practical  electricians  that  the 
theoretical  loss  from  the  engines  to  the 
accumulators,  from  them  to  the  dyna- 
mo, and  from  that  to  the  rail,  was  some- 
thing hke  75  per  cent,  as  a  minimum, 
and  he  was  afraid,  unless  accumulators 
were  made  much  lighter,  they  would  be 
found  too  heavy. 

Mr.  Scott  Moncrieff  said  Captain  Gal- 
ton  had  pointed  out  what  would  be  ad- 
mitted more  and  more  as  time  went  on, 
that  certain  points,  such  as  simplicity  of 
construction,  power  of  moving  in  either 
direction,  apphcability  to  existing  lines, 
&c.,  were  of  .vital  importance,  and  espe- 
cially that  the  motor  should  be  self-con- 
tained for  the  purpose  of  locomotion  in 
crowded  thoroughfares.  This  was  the 
first  paper  of  importance  on  tramway 
traction  independent  of  particular  inter- 
ests, and  embracing  the  subject  as  a 
whole,  and  it  was  very  satisfactory  that 
it  should  be  based  on  a  series  of  prac- 
tical trials  such  as  those  made  at  Ant- 
werp. At  the  same  time,  he  agreed  that 
the  trials  were  very  unsatisfactory,  for 
the  reasons  which  had  been  pointed  out. 
The  absence  of  inclines  and  curves  was 
a  fatal  objection,  because  the  best  mo- 
tor at  Antwerp  might  get  a  prize,  on 
the  strength  of  which  it  might  be  intro- 
duced in  a  place  where  it  would  prove  a 
complete  failure.  He  hoped  that  public 
attention  being  drawn  to  the  matter 
would  lead  to  similar  trials  being  made 
in  this  country  before  long.  Time  did 
not  allow  of  nis  referring  at  length  to 
his  own  work  in  thi«  direction,  but  he 
might  say  that  his  first  series  of  experi- 
ments with  compressed  air  was  the  means 
of  inducing  the  Legislature  to  permit 
the  use  of  mechanical  traction  on  urban 
or  suburban  tram  lines.  In  1877  power 
was  given,  subject  to  the  approval  of  the 
Board  of  Trade,  for  mechanical  power 
upon  a  practically  country  line  at  Wan- 
tage, and  also  an  urban  line  in  the  Vale 
of  Clyde,  and  his  evidence  with  regard 
to  the  success  of  compressed  air  led  the 
Parliamentary  Committee  to  recommend 
the  passing  of  a  bill  sanctioning  the  use 
of  mechanical  power.  In  common  with 
many  others,  he  had  been  waiting  for 
the  ripening  of  public  opinion  with  re- 
gard to    the  use  of   mechanical  power 
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other  th^n  steam.    The  pressure  brought 
by  the  Board  of  Trade  on  inventors  to 
produce  something  which  would  comply 
with  their  rules  had  been  more  or  less 
relaxed,  because  no   steam-engine   had 
hitherto  complied    with  those  require- 
ments all  day  long.    During  a  certain 
period,  or  under  certain  conditions,  the 
smoke  and  steam  might  be  successfully 
suppressed,  but  after  a  certain  amount  of 
wear  and  tear  it  had  been  absolutely  nec- 
essary for  the  Board  of  Trade  require- 
ments to  be  relaxed,  if  steam  was  to  be 
applied  to  tramways  at  all.    He  could 
not  speak  as  an  expert  in  the  matter  of 
electricity,  but  its  advantages,  as  regard- 
ed a  self-contained  vehicle  of  good  ap- 
pearance, were  evident      Nothmg  sur- 
prised him  more  in  Table  No.  II.  than 
the  extraordinary  amount  of  fuel  used  by 
the  compressed-air  engine.    It  certainly 
bore  no  relation  at  all  to  the  theoretical 
laws  which  bore  on  the  conversion    of 
energy  from  the  boiler  to  the  reservoir, 
and  showed  some  egregious  failure  in  the 
system.    His  own  experience,  as  given 
in  evidence    in   1877,  more   nearly  ap- 
proached the  Bowan  engine,  which  stood 
at  the  head  of  the  list  for  economy ;  but, 
as  had  been  very  properly  said,  if  the 
proper  motor  were  obtained,  neither  the 
public  nor  the  companies  would  cut  the 
matter  so  fine  as  to  reject  it  on  account 
of  one  or  two  lbs.  of  coal  per  train  mile. 
He  had  urged  before   the   Institute  of 
Mechanical  Engineers  reasons  for  believ- 
ing that  in  this   particular  case  com- 
pressed air  would  be  quite  as  economical 
as  steam,  the  most  obvious  of  these  rea- 
sons being  that  a  very  large  and  power- 
ful engine,  embi^acing  all  modem  im- 
provements, and  using  a  very  small  quan- 
tity of   coal  per  indicated  horse-power, 
might  be  employed.    If  such  an  engine 
only  consumed  3  lbs.  of  coal,  and  i£iere 
were  a  loss  of  50  per  cent,  on  the  use 
of  compressed  air — which  there  ought 
not  to  be^you  would  get  to  practicdly 
the  same  economy  as  in  the  Kowan  en- 
gine, at  Antwerp,  5.42  lbs.     Then  the 
car    itself,   although   somewhat  heavier 
than  an  electric  car,  had  still  all  the  good 
qualities  of  a  self-contained  vehicle,  ca- 
pable of  surmounting   considerable  in- 
clines   and    going  round  sharp  curves. 
He  could  not  sit  down  without  saying  a 
word  on  the  electric  car  described  by  Mr. 
Beckenzaun.     He  had  long  thought  that 


the  worm-wheel  had  been  a  too  much 
abused  mechanical  appliance,  and  wa& 
not  astonished  to  hear  that  the  loss  from 
friction  at  high  velocities  was  much  less 
than  had  been  generally  supposed.  He 
should  be  interested  to  know  how  this 
worked  in  actual  practice,  but  thought,, 
from  the  appearance  of  the  drawmg,. 
that  it  was  too  slight  for  the  work  it  had 
to  do. 
Mr.  B.  Drake  said  that  there  were  on,e 
two  points  in  connection  with  the 


or 

Electric  Power  Storage  Company,  which 
he  represented,  which  he  should  like  to 
mention.    They  not  only  used  accumu- 
lators at  their  own  works,  but  had  sup- 
plied them  for  trials  elsewhere,  and  in 
practical  working  it  was  found  that  giv- 
ing them  the  full  charge,  the  efficiency  in 
amperes  was  75  per  cent.,  and  beyond 
that  the  loss  in  energy,  expressed  in  watts,, 
depended  on  the  time  at  disposal  to  dis- 
charge them.      When  Mr.   Beckenzaun 
tested  them  at  the  works,  the  power  go- 
ing into  the  accumulators  necessary  for 
each  car  was  reduced  to  a  minimum,  and 
in  those  trials  they  were  charged  up  rather 
quicker  than  they  would  be  for  lighting 
purposes,  and  there  the  efficiency  was 
about  seventy  per  cent,  in  watts.    That 
experiment  had  been  very  carefully  con- 
ducted, and  might  be  depended  upon. 
With  regard  to  the  duration,  the  same  a& 
had  been  in  use  for  two  years  were  now 
to  be  seen  at  the  works;  there  was  very 
little  destruction  of  the  plates,  and  what 
there  was,   was  from  mere   mechanical 
shaking  about.    They  were  all  perfectly 
ready^  and  if  they  were  wanted  to-mor- 
row for  an  electric  car  could  be  put  into 
regular  work.    M.  Julien  claimed  a  good 
d«ftl  in  the  way  of  production  of  local 
action  by  his  special  arrangement,  but  if 
one  went  into  the  causes  of  local  action 
it  would  be  seen  that,  if  pure  peroxide 
and  pure  lead  were  used,  there  was  no 
necessity  to  have  any  local  action  at  alL 
They  had  left  batteries  standing  for  six 
weeks  fully  charged,  and  at  the  end  of 
the  time  the  power  was  practically  equal 
to  what  was  put  in.    Whether  they  were 
discharged  in  one  week  or  six  weeks,  4ihe 
loss  was  hardly  appreciable.    The  car  at 
the  works,  from  one  cause  or  another,, 
had  not  been  used  for  some  months,  but 
still  they  were  able  to  show  it  that  day 
running  without  having  been  charged  or 
touched  for  months.    It  had  been  stated 
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on  behalf  of  the  compressed-air  car,  that 
stationary  engines  more  economical  than 
any  whicn  could  be  used  on  a  car  were 
applicable ;  this  wonld  also  hold  good  in 
accmnulators  with  this  additional  adyan- 
tage,  that  in  the  case  of  compressed  air, 
assuming  that  from  the  moment  you 
started  you  had  by  some  mechanical  ar- 
rangement to  get  oyer  the  gradual  de- 
crease of  power  from  the  air  chambers, 
whereas  with  accumulators  there  was 
practically  no  loss  of  locomotor  force, 
from  the  time  of  starting  until  the  time 
when  they  had  gone  so  low  that  for  the 
sake  of  sparing  the  plates  you  should 
not  discharge  ttiem  any  further. 

Mr.  M.  Holroyd  Smith  said  a  good  deal 
had  alreadjr  been  said  which  it  was  un- 
necessary for  him  to  repeat,  and  he  only 
needed  to  clinch  the  argument.  Mr. 
Bowan  and  Mr.  Beckenzaun  had  made 
comparisons  between  accumulators  and 
steam  traction,  the  former  pointing  out 
that  the  difficulty  with  accumulators  was, 
that  you  had  to  take  the  power  and  con- 


yert  it  into  electric 


energy, 


and  then  re- 


conyert  it  into  mechanical  energy,  and 
that  there  must  be  a  loss  in  the  trans- 
mission. With  that  he  perfectly  agreed ; 
on  the  other  hand,  Mr.  Bowan  showed 
that  the  tests  at  Antwerp  were  unfair  on 
account  of  the  car  running  on  a  leyel  with 
out  curyes,  and  that  where  2  horse-power 
would  be  sufficient  on  a  leyel  it  would 
haye  to  be  raised  to  8  on  a  gradient  of  1 
in  26.  Now,  he  wished  to  prove  that, 
especially  in  the  case  of  accumulators, 
that  meant  an  excessiye  demand  on  the 
stored  energy  contained  in  them,  and  he 
would  yenture  to  prophesy  that  Mr. 
Beckenzaun  would  find  that  by  the  man- 
ner in  which  he  was  now  worHng  the  ac- 
cumulators they  would  yery  soon  be  worn 
out,  and  he  did  not  see  how  a  tram  line 
could  be  worked  economically  if  the  mo- 
tive battery  in  the  car  lasted  only  six 
months.  However,  he  believed  he  had 
absolutely  solved  the  question  which 
Captain  Douglas  Gkdton  had  put  before 
them,  viz.,  that,  whether  electncity  could 
be  applied  with  certainty  to  the  propul- 
sion of  cars.  He  was  now  doing  that, 
day  in  and  day  out,  from  morning  to 
nighty  at  Blackpool.  He  used  electricity 
direct,  and,  therefore,  there  was  no  loss 
through  the  accumulatora  The  great 
question  with  regard  to  using  electricity 
direct  for  street  purposes  was  how  to  do 


it  with  safety  to  the  public,  and  until  he 
laid  down  this  line  it  had  not  been  done^ 
because  one  rail  had  been  used  for  the 
positive  and  the  other  for  the  negative 
current,  or  some  side  rail,  which  would 
be  very  dangerous  to  the  traffic,  had 
been  applied  By  conveying  the  electric- 
ity underground,  and  having  a  means  of 
communicating  with  it  in  the  car,  it  waa 
possible  to  utilize  it  without  any  danger,, 
either  to  the  public  or  the  traffic.  That 
point  had  been  most  carefully  tested  by 
Major  Armstrong.  The  Major  felt  a  Ht- 
tie  trepidation  at  first,  and  it  vms  not 
until  holding  his  hand  he  touched  the 
surface  of  uie  center  channel  and  the 
surface  of  the  rails  at  the  same  time,  and 
could  feel  no  possible  shock,  that  he  was 
satisfied  of  the  fact.  The  cars  were  run- 
ning every  day  except  Sundays ;  the  pres-^ 
ent  being  the  off-season,  there  are  only 
three,  whereas,  during  the  season  there 
would  be  ten,  and  of  course  the  same 
plant  had  to  be  put  down,  and  the  same 
electrician,  and  standing  wages  had  to  be 
paid  as  if  the  whole  ten  were  running. 
It  was,  therefore,  very  unfair  to  take  the 
present  experience  as  a  test  of  what  could 
be  done,  because  when  the  whole  of  the 
cars  were  running  it  only  meant  a  little 
more  coal  in  the  engine ;  but  even  now 
the  cost  was  only  half  that  of  horsing. 
On  the  same  line,  before  the  electric 
plant  was  completed,  horses  were  em- 
ployed, and  being  just  at  the  close  of  the 
season  they  were  obtained  from  omnibua 
proprietors  at  a  very  low  price,  but  still 
it  was  double  the  cost  of  electricity. 

Mr.  Scott  Moncrieff  asked  what  was 
the  actual  sum  paid 

Mr.  M.  Holroyd  Smith  said  it  waa 
rather  less  than  6d  per  mile  for  the 
horses,  but  they  were  now  doing  it  at 
half  that  price ;  when  the  whole  ten  cara 
were  running  it  would  cost  about  2jd. 
per  mile,  including  depreciation  and  in- 
terest on  outlay.  The  length  of  the  line 
was  over  two  miles,  the  steepest  gradient 
1  in  40,  and  the  sharpest  curve  one  of  48^ 
feet  radius,  curve  and  gradient  at  the 
same  place.  The  point  he  wished  to  in- 
sist upon  was  the  advantage  of  driving 
tram-cars  direct  instead  of  using  accumu- 
lators. He  did  not  wish  to  argue  against 
secondary  batteries  for  tram-car  work,, 
for  he  thought  they  would  serve  a  very 
useful  and  important  purpose,  by  increas- 
ing the  public  confidence  in  electricity,, 
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and  then  they  would  be  prepared  to  go 
the  whole  length,  and  use  the  direct  cur- 
rent. At  the  same  time,  if  you  had  to 
go  up  a  gradient  of  1  in  20  for  a  mile 
and^  a  half,  and  another  of  1  in  30  for 
two  milcB,  as  was  the  case  in  some  places 
in  Yorkshire,  it  required  some  pulling 
up,  and  unless  the  amount  of  accumula- 
tors in  the  car  were  doubled  they  would 
very  soon  be  spent.  Electricians  knew 
that  it  was  a  very  risky  thing  to  quickly 
exhaust  a  secondary  battery ;  you  might 
charge  them  quickly  if  you  liked,  but  it 
was  a  very  awkward  business  to  discharge 
them  rapidly.  The  weight,  therefore, 
would  have  to  be  increased,  or  their  life 
would  be  shortened.  Now,  by  his  sys- 
tem, if  the  tram-car  came  to  a  hill,  the 
man  in  charge  only  had  to  put  on  a  little 
more  resistance,  and  if  necessary,  the 
whole  power  generated  at  the  station 
might  be  taken  to  send  the  car  up  the 
gradient.  He  could  not  only  take  the 
car,  but  could  draw  another  behind  it, 
loaded  with  passengers,  up  the  steepest 
incline.  Although  they  had  been  work- 
ing through  wet,  wind,  and  snow,  and  the 
whole  line  had  been  deluged  with  sea 
water,  they  had  been  able  to  work  with  a 
loss  from  leakage  of  not  more  than  the 
ampere  of  current. 

Captain  Douglas  Galton,  in  reply,  said 
he  agreed  with  the  comments  which  had 
been  made  on  the  line  at  Antwerp,  which 
certainly  did  not  represent  those  found 
in  this  country,  but  those  who  knew  Ant- 
werp would  be  aware  that  it  was  impos 
sible  to  lay  down  a  line  there  with  steep 
gradients,  and  even  sharp  curves  could 
not  be  made  conveniently,  having  regard 
to  other  traffic  on  the  boulevards.  The 
full  report  of  the  jury  would  soon  be  pub- 
lished in  a  very  complete  form,  and  he 
hoped  all  persons  would  reserve  their 
final  opinion  until  then. 

Mr.  0.  J.  W.  Jakeman  writes : — I  have 
heard  Captain  Douglas  Ghdton  with  con- 
siderable pleasure,  as  his  paper  differs 
from  many  on  this  subject,  in  that  it  con- 
tains reliable  figures  and  data,  gathered 
from  specially  conducted  public  trials.  I 
may  say  that  my  firm  (Merryweather  & 
Sons)  was  invited  to  take  part  in  the 
trials,  but  after  examining  the  road,  de- 
cided that  it  would  be  no  fair  test  of  the 
practical  working  of  the  engines  on  ordi- 
nary town  tramways,  with  grooved  rails, 
and  consequently  did  not  enter  the  con- 


test. From  the  figures  given  in  the 
paper,  it  appears  that  Rowan's  combined 
car  was  most  economical  in  working,  and 
that  very  little  water  (three  quarters  of  a 
gallon  per  mile  only)  was  required  to 
make  up  loss ;  this  was  probably  due  to 
the  fact  that  on  a  combined  car,  consider- 
able roof-space  is  available  for  the  con- 
denser, and  not  to  its  construction ;  as  in 
our  experiments  with  plate  condensers 
we  have  always  found  them  inferior  to 
tubulous  ones,  which  we  have  finally 
adopted.  With  reference  to  this  point,  I 
may  say  that  with  our  detached  engines 
working  on  the  North  London  tramways, 
with  inclines  of  1  to  20,  only  from  10  to 
20  gallons  of  fresh  water  are  required 
after  a  run  of  .11  miles. 

The  figures  relating  to  the  compressed 
air  car  are  really  astonishing,  and,  unless 
the  principle  of  working  air  at  high  press- 
ure is  altogether  wrong,  as  it  possibly  is, 
there  must  have  been  some  very  bad 
management  in  the  working.  The  coke 
alone  (3  lbs.  per  mile),  used  to  warm  the 
air,  would  have  been  more  than  half  the 
quantity  of  fuel  required  to  drive  by  steam 
direct. 

The  average  heat  value  of  well  purified 
coal-gas  at  constant  volume  has  been 
recently  determined  by  M.  Witz — Ann. 
de  Chim,  et  de  Fhys, — as  about  5,200 
calories  per  cubic  meter  at  0  deg.,  and 
760  mm.  when  the  water  formed  is  fully 
condensed.  This  value,  got  from  a  great 
variety  of  experiments  with  gas  from  dif- 
ferent works,  appears  to  meJce  the  gen- 
erally accepted  figure  of  6,000  calories 
about  15  per  cent,  too  high,  and  the  cal- 
culation of  gas  motors  is  here  concerned. 
Ilie  heat  vtdue  of  the  gas  from  one  and 
the  same  works  varied  in  the  course  of  a 
year  from  4,719  to  5,425  calories,  which 
was  more  than  the  variation  between  dif- 
ferent works.  The  influence  of  tempera- 
ture and  external  pressure  was  not  per- 
ceptible. The  operations  for  purifying 
gas  diminish  the  heat  effect  sometimes 
as  much  as  5  per  cent  The  gas  of  the 
last  hour  of  distillation  is.  Nature  says 
— contrary  to  the  usual  view — ^less  rich 
than  that  of  the  first  hour.  Dilation 
with  oxygen  lessens  the  heat  value ;  but 
in  dilution  with  air,  curiously,  no  such 
effect  is  observed ;  the  heat  of  combus- 
tion was  the  same  with  six  or  with  ten 
volumes  of  air. 
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CORROSIVE  EFFECTS  OF  STEEL  ON  IRON  IN  SALT  WATER. 


Bt  J.  FABQTTHARSON,  Esq. 
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At  the  meeting  of  this  InBtitntion  last 
year,  attention  was  drawn  to  this  sub- 
ject, and  some  particulars  furnished  of 
actual  cases  of  rapid  corrosion.  The 
facts  then  stated  were  rather  suggestive 
than  conclusive  that  its  origin  was  the 
steel  combination,  as  there  are  other 
known  causes  of  equally  rapid  corrosion 
where  no  steel  is  present.  Large  iron 
forgings,  besides  being  liable  to  external 
influences,  contain  within  themselves  ele- 
ments of  decay  as  rapid  as  any  then  no- 
ticed. Such  forgings  are  made  up  of  nu- 
merous smaller  ones,  and  after  being 
welded  up  into  one  whole,  they  contain 
more  or  less  magnetic  oxide,  which  is  as 
destructive  as  a  like  quantity  of  copper 
would  be  if  placed  in  its  stead ;  the  well- 
known  flssm'es,  or  deep  seams  which  ap- 
pear more  or  less  in  all  rolled  or  forged 
iron  when  corroded  by  salt  water,  are 
wholly  due  to  this  cause ;  these  fissures 
bear,  in  direction,  a  certain  relation  to 
one  another,  by  which  they  are  readily 
known  when  the  actual  case  is  before  us, 
but  not  otherwise.  Although  the  Admir- 
alty practice  does  not  involve  combina- 
tions of  iron  and  steel  to  any  great  ex- 
tent, the  question  raised  last  year  was 
considered  of  sufficient  importance  to 
test,  by  actual  experiment,  the  results  of 
which  I  am  now  permitted  to  bring  be- 
fore you.  Before  doing  so,  in  order 
that  tiie  basis  of  the  experiment  may  be 
clearly  understood,  it  may  be  well  to  no- 
tice, briefly,  another  experiment,  made 
two  or  three  years  ago  for  the  purpose 
of  testing  the  effects  of  surface  oxide,  or 
scale,  on  rolled  mild  steel.  The  two 
points  which  that  experiment  was  de- 
signed to  ascertain  were,  first,  the  anlount 
of  injury  by  pitting  which  the  scale 
might  cause  in  a  given  time  when  por- 
tions of  the  surface  are  unprotected  by 
such  scale ;  secondly,  whether  such  scale 
action  is  likely  to  be  permanent  The 
result  went  to  show  that  there  is  practi- 
cally no  diminution  at  the  end  of  six 
months'  immersion  in  salt  water;  steel 
plates  completely  covered    by  scale  in 


combination  with  a  similar  steel  plate 
without  scale,  in  some  cases  did  not  lose 
a  single  grain  in  weight.  Second,  the 
loss  of  weight,  or  work  done  by  steel 
oxide,  was  found  to  be  rather  more  than 
from  a  plate  of  copper  of  the  same  size. 
The  experiment  now  about  to  be  de- 
scribed was  therefore  undertaken  with  a 
full  knowledge  of  these  results,  which 
account  for  much  of  the  confusion  and 
misapprehension  which  have  arisen  in 
cases  where  scale  was  neglected,  and 
which  show  that  in  any  case  intended  to 
test  relative  corrosion  of  metals,  surface 
scale,  or  oxide  must  not  be  neglected ; 
that  care  must  be  taken  that  the  mate- 
rials used  are  iron  and  steel,  and  nothing 
else,  and  that  the  surfaces  be  large 
enough  to  give  a  good  average  result. 
In  the  present  case,  plates  of  iron  and 
steel  of  equal  size,  with  an  aggregate 
surface  of  48  superficial  feet,  were  used. 
After  having  the  scale  completely  re- 
moved by  dilute  hydrochloric  acid,  they 
were  singly  weighed,  marked,  and  placed 
in  a  grooved  wooden  frame,  parallel  and 
one  inch  apart,  iron  and  steel  alternate- 
ly. The  first,  third,  and  fifth  pairs  were 
electrically  combined  by  straps  of  iron 
at  the  tops,  the  second,  fourth,  and  sixth 
pairs  being  left  unconnected,  and  there- 
fore each  plate  of  which  was  only 
subject  to  ordinary  corrosion,  as  if  no 
other  metal  existed.  The  whole  series, 
so  arranged,  were  placed  in  Portsmouth 
Harbor,  and  left  undisturbed  for  six 
months,  when  they  were  taken  up  and 
again  weighed.  The  loss  of  each  plate 
was  found  to  be  as  under : 

Oz.  Gr'iu. 
Steel)   ^^^,,^^^  j 0    427 

Steel 8    840 

Iron 3    837 

Steel)    ^^^HS^nH  i 0    297 

Steel 4    0 

Iron 3    190 

Steel 4    157 

Iron 4    57 
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From  the  above  it  will  be  seen  that 
the  three  iron  plates  combined  with  steel 
lost  21  ounces  57  grains ;  that  the  three 
similar  iron  plates  not  combined  lost  only 
11  ounces  137  grains.  The  plates  were 
identical  in  size,  and  all  cut  from  the 
same  sheet,  the  e£Fect  of  combination 
with  steel  being  to  nearly  doubly  the  loss 
of  weight.  The  proof  that  the  great  ex- 
cess of  loss  was  not  due  to  anything  in 
the  plates  themselyes  will  be  clearly  seen 
by  comparing  the  combined  and  uncom- 
bined  steel  plates  thus :  The  three  com- 
bined with  iron  lost  only  4  ounces  187 
grains ;  the  three  uncombined  lost  12 
ounces  60  grains,  or  nearly  three  times 
as  much  as  those  protected  electrically 
by  the  iron.  These  two  facts  taken  to- 
gether, viz.,  iron  combined  with  steel 
invariably  lost  more,  and  that  steel  so 
combined  lost  less,  prove  to  a  demon- 
stration that  electrical  action  existed. 
The  difference  in  such  loss  of  weight  is 
a  measure  of  the  amount  of  such  action 
from  which  it  would  be  easy  to  draw 
wrong  conclusions.  One  thing  may  be 
inferred,  viz.,  that  in  this  particular  case 
about  two-thirds  of  the  electrical  energy 
of  the  combination  was  given  up  in  re- 
ducing the  metal,  and  tine  other  one- 
third  in  the  intervening  liquid.  Taking 
the  distance  apart  into  consideration,  it 
will  be  seen  that  the  energy  was  consid- 
erable. The  laws  of  electro-cheniical 
action  are  brief,  simple,  and  invariable, 
but  the  results  are  so  modified  by  condi- 
tions which  interfere  in  practice  that  a 
clear  appreciation  of  them  is  necessary  in 
in  each  particular  case.  It  would  not 
be  safe  to  infer  that  if  these  plates  had 
only  been  one-fourth  the  distance  apart, 
the  loss  would  have  followed  the  well- 
known  law,  because,  in  such  a  case  it  is 
probable  that  the  action  would  soon  have 
been  arrested  by  the  formation  of  rust 
between  the  plates ;  on  the  other  hand,  if 
the  iron  plates  had  been  protected,  ex- 
cept a  patch  in  the  middle,  by  water- 
proof material,  all  other  things  remain- 
ing the  same,  it  is  quite  certain  that  the 
result  would  have  been  serious  injury  to 
the  plate  by  pitting  of  the  exposed  part, 
on  which  a  very  large  portion  of  the  en- 
ergy in  such  a  case  would  have  been  con- 
centrated. Again,  had  the  plates  been 
placed  edge  to  edge  and  contact  main- 
tained, the  iron  would  certainly  have  suf- 
fered much  on  the  edge  next  the  steel. 


Before  leaving  this  part  of  the  subject,  a 
word  of  explanation  with  reference  to  a 
difference  which  may  be  noticed  in  the 
relative  loss  of  the  third  pair  of  com- 
bined plates  is  necessary,  in  which  case 
the  steiel  lost  more  and  the  iron  less  than 
in  other  similar  pairs.  The  probable 
cause  of  this  is  that  the  connection  at 
the  top  was  less  perfect  than  it  should 
have  been,  and  that,  in  consequence,  rust 
formed  between  the  connecting  strap 
and  the  plate,  which  after  a  time  arrest- 
ed the  electrical  energy  and  reduced  it  to 
a  case  of  simple  corrosion.  With  this 
exception,  which  is  not  a  large  one,  the 
results  are  fairly  uniform,  when  judged 
in  the  light  of  local  influences  which  may 
exist  in  the  individual  plates. 

The  main  object  of  this  experiment 
was  to  test  the  effects  of  combinations  of 
iron  and  steel,  and  the  lesson  taught  is 
to  either  avoid  altogether  such  combina^ 
tions,  or  to  take  care  to  so  modify  the 
conditions  as  to  minimize  the  injury  to 
the  iron  ;  but  you  will  observe  that  the 
arrangements  in  this  experiment  are  such 
that  &e  results  may  throw  some  light  on 
a  still  more  important  question,  viz.,  the 
relative  endurance  of  iron  and  steel  when 
freed  from  injurious  combinations.  The 
already  extensive  and  still  growing  use 
of  steel  makes  this  a  matter  of  very  great 
importance.  Assuming  that  the  uncon- 
nected plates  of  steel  and  iron  repre- 
sent the  normal  loss  of  emeh  under  ordi- 
nary and  equal  conditions,  they  approxi- 
mate so  closely  that  the  endurance  may 
be  considered  as  practically  the  same^ 
and  thid  result  agrees  with  that  obtained 
from  other  and  more  extensive  tests  pre- 
viously made  for  the  Admiralty,  and 
which  formed  the  basis  and  justification 
of  the  use  of  steel  instead  of  iron  in 
naval  construction.  In  the  present  ex- 
periment the  unconnected  plates  had  an 
aggregate  surface  of  12  superficial  feet 
each  metal.  The  total  loss  of  weight 
was — ^iron,  11  ounces  137  grains ;  steel, 
12  ounces  60  grains ;  difference  in  favor 
of  iron  on  the  whole  surface,  360  graina 
weight,  or  30  grains  per  foot  supemdal, 
which  is  inconsiderable.  A  careful  ex- 
amination of  the  steel  plates  in  this  and 
other  cases,  after  immersion,  convinces 
me  that  these  results  (satisfactory  as 
they  may  be  when  taken  in  conjunction 
Yntii  the  other  advantages  of  steel)  are 
neither  as  good  as  they  might  be,  or  as 
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they  would  be,  if  the  importance  of  uni- 
formity were  recognized,  and  the  ingre- 
•dients  thoroughly  mixed,  as  they  should 
be  in  the  process  of  manufacture.  In 
tihnost  every  plate  there  are  evidences  of 
local  action  between  one  portion  and  an- 
other— a  sure  indication  that  the  mangan- 
ese is  not  evenly  diffused  throughout  The 
plates  used  in  this  experiment  are  here, 
and  we  advised  all  interested  to  examine 
ihem  and  judge  for  themselves.  In  a 
former  case,  in  which  the  surfaces  before 
immersion  had  been  finished  bright  by 
fine  filing,  the  marks  could  be  seen,  after 
six  months,  on  some  parts,  whilst  other 
parts  of  the  same  plate  were  well  cor 
roded.  In  the  present  case  the  plates 
were  not  so  prepared,  but  there  are 
^ually  clear  evidences  of  the  facts  ob- 
servable. I  commend  this  matter  to  the 
attention  of  steel-makers  and  steel-users, 
who  are  both  interested.  It  has  been 
said  that  manganese  is  difficult  of  diffu- 
sion, but  if  its  importance  as  affecting 
the  durability  of  the  steel  is  recognized, 
means  would  soon  be  found  to  improve 
it  Knowing  the  facts  stated  above,  on 
a  recent  visit  to  steel  works  I  took  care- 
ful note  of  the  practice,  which  was  as 
follows:  The  furnace  was  tapped,  and  as 
soon  as  the  molten  steel  b^^  to  run 
into  the  ladle,  two  men,  each  with  a 
shovel,  began  to  throw  the  f erro-mangan- 
ese  into  the  ladle,  and  this  they  contin- 
ued to  do  until  the  steel  was  aU  in ;  no 
steps  whatever  were  taken  to  mix  by  stir- 
ring or  agitation.  In  such  a  process  the 
wonder  is  that  the  results  are  no  worse 
than  they  are  found  to  be.  When  the 
ingredients  are  thorougly  mixed,  there  is 
good  reason  to  believe  that  the  endur 
ance  of  steel,  as  regards  corrosion,  will 
not  only  be  equal  to  the  best  iron,  but 
far  superior,  as  it  ought  to  be ;  and  the 
time  may  not  be  far  distant  when  con- 
sumers may  find  a  ready  means  for  de- 
tecting inequalities  which  will  help  to  se- 
cure attention  to  this  important  matter. 

DISCUSSION. 

Mr.  Mesham.  My  lord,  I  thought, 
perhaps,  it  would  interest  the  meeting — 
I  will  not  detain  you  long — to  show  you 
samples  of  iron  treated  by  a  process 
whereby  this  magnetic  oxide  is  produced 
by  artificial  means,  where  a  portion  of 
the  plate  has  stood  two  years  in  continu- 
ous submersion  in  salt  water.    I  have 


only  to  add  that  I  hope .  the  time  will 
soon  come  when  this  process  will  be 
largely  used  for  the  purpose  of  protect- 
ing steel  and  iron  ship  plates.  I  have 
this  piece  of  iron,  which  is  at  anyone's 
disposal,  and  I  think  you  will  all  admit 
there  is  not  a  particle  of  rust  upon  it  of 
any'  kind. 

Capt.  Watt  (of  Liverpool).  My  lord, 
I  have  a  little  experience  which  points  to 
exactly  the  reverse  of  that.  The  condi- 
tions are  not  exactly  the  same,  because 
the  vessel  that  I  sail  in  was  employed  in 
salt  water.  The  screw  was  worn  away 
on  the  leading  edge,  and  was  patched 
with  mild  steel.  We  found  that  tne  mild 
steel  was  eaten  away  by  the  cast  iron.  In 
that  case  the  steel  suffered  far  more  than 
iron. 

Mr.  B.  MartelL  My  lord,  I  have  only 
a  few  words  to  add,  and  these  are  in  cor-\ 
roboration  of  what  Captain  Watt  has 
said.  It  only  shows  the  mystery  thdt 
underlies  all  these  things.  I  think  we 
are  very  much  indebted  to  the  Admiralty 
for  placing  the  results  of  their  experi- 
ments before  us  in  this  way.  The  ques- 
tion of  steel  for  ship-building  purposes 
is  now  a  question  of  very  great  import- 
ance, not  only  to  the  Admiralty,  but  to 
the  mercantile  marine  also,  and  they  are 
not  only  looking  to  the  quality  of  it,  and 
to  these  mysterious  symptoms  which  are 
said  sometimes  to  occur,  but  also  to  its 
durabihty.  That  is  a  matter  that  is  oc- 
cupying the  very  serious  attention  of 
many  shipowners  at  the  present  time. 
Any  information  that  can  be  brought  be- 
fore them  in  the  way  of  real  practical  ex- 
perience of  this  kind  is  a  matter  of  great 
importance.  As  I  said  before,  we  are 
very  much  indebted  to  the  Admiralty  for 
placing  before  the  public  any  experiments 
they  make  in  this  way.  I  would  remark, 
that  in  the  case  of  a  ship  built  some  httle 
time  ago  (a  steel  vessel  that  was  riveted 
with  iron  rivets),  I  had  an  opportunity  of 
seeing  her  after  she  had  been  running 
twelve  months,  and  I  then  found  that 
the  steel  plates  in  the  immediate  proxim- 
ity of  the  iron  rivets  had  deteriorated 
very  considerably  beyond  what  the  iron 
rivets  had;  the  rivet  points  protruding 
some  distance  beyond  the  steel  plates, 
while  the  steel  around  the  iron  rivets  had 
deteriorated  very  considerably.  I  am 
sorry  that  the  builder  of  that  ship— -Mr. 
Baylton  Dixon — ^is  not  here ;  he  was  here 
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this  morning  to  make  some  remarks  upon 
that  point.  That  appeared  to  me  to  show 
that  this  deterioration  was  not  due  to 
mere  corrosion,  but  was  probably  due  to 
galvanio  action,  from  the  rapidity  with 
which  it  occurred,  and  from  its  being  in 
so  many  places  immediately  round  the 
riyet  points.  Although  we  see  the  plates 
placed  before  us  here,  and  can  place  im- 
plicit reliance  on  the  experiments  made 
by  Mr.  Farquharson,  showing  the  results 
to  be  almost  inyariably  that  the  iron  has 
suffered  most  from  this  action,  yet,  in 
the  case  I  have  mentioned,  the  steel  had 
deteriorated  more  than  the  iron. 

Mr.  Barnes.  Mr.  MarteU,  would  you 
kindly  inform  the  meeting  what  the  na- 
ture of  the  iron  rivets  wast  Was  it 
Bowling,  Lowmoor,  or  ordinary  Stafford- 
shire ? 

Mr.  Martell.  I  wish,  as  I  said  before, 
Mr.  Dixon  was  here,  but  I  have  reason  to 
believe  that  it  was  Continental  iron — I 
think  so — because  I  know  at  that  time  he 
was  importing  a  large  quantity  of  iron 
rivets  from  the  Continent. 

Mr.  Barnes.     That  is  very  important. 

Mr.  W.  Denny.  I  think  the  paper  Mr. 
Farquharson  has  brought  before  us  is 
one  for  which  we  have  every  reason  to 
be  thankful,  but  it  is  not  one  that  can  be 
easily  discussed  offhand,  because,  as  Mr. 
Farquharson  has  pointed  out,  there  are 
many  matters  in  it,  especially  these  ex- 
traordinary-looking lines  in  the  specimens 
(pointing),  which  are  rather  suggestive 
than  capable  of  solution  at  this  meeting, 
or  perhaps  for  several  meetings  to  come. 
There  are  many  points  about  the  corro- 
sion of  steel,  and  also  the  corrosion  of 
iron  by  steel,  that  are  really  worthy  of 
serious  consideration.  Mr.  Martell  has 
given  his  experience  where  iron  rivets 
corroded  steel  plates.  My  firm  has  had 
an  opposite  experience.  We  built  for  the 
Peninsular  and  Oriental  Company  their 
first  steel  steamer,  the  Jtavenna^  and  I 
drew  the  attention  of  the  Institution  last 
year  to  the  fact  that,  while  the  whole  of 
the  hull  of  the  HaveuTia  was  steel  and 
the  rivets  were  steel,  the  only  portions 
that  were  iron  were  the  forgings  and  cer- 
tain covering  plates  in  the  rudder— the 
plates  covering  the  distances  between  the 
pintles,  the  actual  rudder  plates  being 
steel.  What  we  found  in  the  case  of  the 
Mavenna  was  this,  that  there  was  a  large 
corrosion  (which  you  can  see  for  your- 


selves, because  here  is  a  cast  of  it)  at  the 
upper  rudder  band  of  the  JRavenna's 
rudder-posi  That  corrosion  goes  in  for 
nearly  -^  of  an  inch,  pitting  into  the  iron 
rudder-post  There  was  a  further  corro- 
sion, although  not  so  serious,  in  some 
portions  of  the  iron  rudder,  and  there 
was  some  little  corrosion  also  in  the  iron 
covering  plates  of  the  rudder.  There 
was  no  corrosion  whatever  in  the  steel 
plates  of  the  rudder,  showing  that  what- 
ever effect  was  produced  affected  simply 
the  iron  and  nothing  else.  While  I  da 
not  think  we  can  gather  anything  very 
conclusive  from  this  paper,  or  from  the 
experience  Mr.  Martell,  my  own  firm,  and 
the  Peninsular  and  Oriental  Company 
have  had,  with  regard  to  the  cause  of  the 
actual  effects  produced,  there  is  one  con- 
clusion we  can  draw  from  them,  that  it 
is  a  very  unsafe  thing  to  put  any  other 
metal  with  steel  under  wi^r.  On  that 
account  my  firm  have  adopted  the  prac- 
tice, in  all  our  steel  steamers,  of  using 
only  steel  rivets  and  steel  forgings.  Since 
we  have  done  that  we  have  not,  so  far, 
observed  any  of  these  defects.  There  is 
another  point  of  importance  on  the  sub- 
ject of  corrosion  :  I  had  occasion  to  ex- 
amine the  bottom  of  a  steel  steamer 
lately,  and,  among  other  parts,  the  inlet 
where  the  water  was  taken  in  for  the 
condenser.  The  inlet  was  covered  by  a 
large  brass  plate  with  holes  in  ii  When 
that  brass  plate  was  removed  we  were 
perfectly  astonished  at  the  corrosion 
which  had  gone  on,  and  which  had  eaten 
down  into  the  steel  to  the  extent  of  A, 
and  I  examined  the  other  inlets  in  the 
same  ship,  and  found  similar  corrosion. 
I  would,  therefore,  call  attention  to  the 
serious  danger  not  only  of  bringing  to- 
gether iron  and  steel  in  a  steel  ship,  but 
also  of  placing  brass  upon  the  bottom  of 
a  steel  snip. 

A  member.  May  I  ask  Mr.  Denny 
whether  the  rudder  bearings  were  bushed 
with  metal  in  the  case  of  the  Ravenna  f 

Mr.  Denny.  I  think  it  was  lignum- 
vitsB. 

Mr.  W.  W.  Eundell.  My  lord,  I  should 
like  to  ask  a  previous  speaker  a  question 
witti  regard  to  the  example  showing  cor- 
rosion of  the  plates  instead  of  the  rivets ; 
I  should  like  to  ask  in  what  sea  the  vessel 
sailed,  in  what  harbor  she  was  lying,  and 
under  what  circumstances  these  appar- 
ently curious  occurrences  happened.    I 
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am  not  surprised  to  hear  that  two  pieces 
of  iron  may  mutoally  act  on  one  another 
electrically,  because  I  remember  once 
having  a  battery  composed  entirely  of 
plates  of  iron  cut  from  the  same  sheet, 
and  therefore  of  the  same  chemical  com- 
position, but  yet  these  plates  of  iron 
formed  a  most  powerful  battery,  and  for 
this  reason,  that  the  plates  in  each  pair 
were  placed  in  opposite  electrical  condi- 
tions by  being  immersed  in  different 
fluids  with  a  thin  diaphragm  between; 
one  was  excited  by  nitric  acid,  and  the 
other  was  excited  by  an  alkaline  solution. 
They  were  thus  placed  in  very  different 
conditions,  although  they  were  plates 
from  the  same  material.  If  we  knew  the 
character  of  the  water  in  which  the  vessel 
in  question  had  been  lying  it  would 
throw  some  light  on  the  particular  cir- 
cumstances of  tiie  case.  I  should  like  to 
ask  if  it  is  known  in  what  sea  or  harbor 
that  vessel  had  been  lying.  i?he  myste- 
rious symptoms  would  probably  disap- 
pear if  the  facts  were  clearly  stated. 

Mr.  Denny.  With  reference  to  which 
ship — the  question  of  the  corrosion  of  the 
iron  by  the  steel  t 

Mr.  Rundell.  I  referred  to  the  case 
mentiosed  by  Mr.  Martell — the  vessel 
built  by  Mr.  Dixon. 

Mr.  Martell.  The  liquid  in  whioJi 
these  vessel^  were  was  salt  water. 

Mr.  Manuel.  May  I  ask  Mr.  Martell 
if  he  knows  from  his  own  experience  the 
action  of  the  iron  rivets  used  in  riveting 
on  the  mild  steel  shell  plates  of  the 
steamer  Etfielj  built  in  1878 1  It  so  hap- 
pened that  it  was  a  new  departure  to 
construct  ships  of  mild  steel  in  the  dis- 
trict where  I  had  the  honor  to  serve  as 
engineer  surveyor  to  Lloyd's  Registry, 
and  the  rivet  boys  in  heating  the  steel 
rivets  destroyed  them.  It  was  then 
thought  under  these  circumstances,  un- 
til we  found  out  the  cause  of  the  steel 
rivets  becoming  weak  and  unlit,  to  sub- 
stitute iron  rivets  instead  of  the  steel 
rivets,  and  as  this  vessel  is  periodically 
surveyed  by  Lloyd's  Begistiy,  Mr.  Mar- 
tell may  be  able  to  tell  us  now,  from  the 
time  that  steamer  has  been  running  in 
salt  water,  whether  the  iron  rivets  are 
affected  by  the  steel  plates,  or  the  steel 
plates  by  the  iron  rivets.  That  was  in 
1878.  With  regard  to  Mr.  Denny's  men- 
tion of  a  steamer  belonging  to  the  Pen- 
insular and  Oriental  Company  which  had 


steel  plates  in  the  rudder,  the  frame  of 
which  was  formed  of  iron,  it  will  be  in- 
teresting to  kuow,  when  that  steamer  re- 
turns, the  result  of  putting  in  iron  riveta 
instead  of  steel  to  keep  these  plates  close 
again,  which  Mr.  Denny  says  were  the 
cause  of  the  corrosion  of  the  iron.  I  shall 
be  able  to  give  at  some  future  time  some 
more  information  willi  regard  to  this. 
The  steel  rivets  which  had  become  loose 
in  the  rudder  were  replaced  by  iron 
rivets.  I  am  not  quite  of  the  same  opin- 
ion, and  I  do  not  think  that  there  is  any 
such  action  as  Mr.  Denny  seems  to  ex- 
pect It  is  very  difficult  and  a  very  criti- 
cal thing  in  constructing  a  steel  steamer 
to  get  everything  of  steel  throughout.  I 
do  not  think  if  the  steel  and  the  iron  are 
faithfully  put  together  there  will  be  very 
much  to  fear  from  the  action  of  the 
metals.  With  regard  to  the  corrosion  of 
steel  on  screw  propeUers  mentioned  by 
Captain  Watt,  I  have  had  a  little  experi- 
ence, and  I  have  not  found  that  even 
metal  such  as  brass  or  Muntz  metal  when 
put  on  steel  blades  has  such  a  bad  action 
as  has  been  stated.  For  instance,  the 
steamer  Lomhardy  has  Vickers'  bteel 
blades.  I  think  she  is  at  Messrs.  Caird 
&  Co.'syard  at  present,  but  she  was  built 
by  Messrs.  Denny  &  Co.  These  steel 
blades  corroded  so  rapidly— in  fifteen 
months  or  less — that  it  was  found  neces- 
sary to  do  something  to  protect  them, 
and  we  sheathed  them  at  ends  of  blades 
with  brass  plates  with  good  results,  and 
these  blades  have  now  been  i*unning  for 
five  or  six  years,  and  are  intact  still. 
Since  that  I  have  used  this  mild  steel  of 
twenty-six  tons  to  the  square  inch  on  be- 
half of  the  Peninsular  and  Oriental  Com- 
pany for  the  construction  of  some  pro- 
peller blades  on  account  of  its  superior 
strength,  but  again  they  were  subject  to 
this  same  corrosive  action  at  blade  points 
by  salt  water.  We  found  that  wlule  we 
got  steel  blades  to  stand  as  regards 
strength,  they  corroded  very  rapidly  in 
one  voyage  of  three  months,  and  to  pro- 
tect them  I  covered  them  with  brass 
sheathing,  and  we  have  found  this  to  be 
a  marked  success ;  the  blades  have  not 
deteriorated  further,  although  sheathing 
was  put  on  in  a  hurried  manner  in  dry 
dock,  as  close  as  it  could  be  done  by 
workmen.  It  stands  well,  and  I  believe 
it  will  be  successful,  and  that  we  shall  be 
able  to  keep  on  the  steel  blades  without 
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baTing  to  renew  them  by  suob  an  expens- 
ive  metbod  as  new  ones  eyery  eighteen 
months  or  two  years,  which  has  been  the 
case  with  some  of  the  steamers  in  the 
Liyerpopl  mail  service.  I  think  Messrs. 
Yickers  fully  agree  with  what  I  say. 
They  have  seen  the  blades  after  they  had 
run  two  voyages,  and  are  quite  pleased 
with  the  result  of  putting  brass  on  to 
steel  to  prevent  corrosion  of  steel  by  salt 
water. 

Mr.  W.  H.  White.  My  lord,  I  will  say 
a  word  in  reply  to  the  observations  of 
Mr.  Denny.  Mr.  Penny  said,  as  I  un- 
derstood him,  that  it  was  undesirable  to 
have  brass  under  water  fittings  in  ships. 

Mr.  Denny.    Tes. 

Mr.  W.  H.  White.  In  the  Admiralty 
service  we  always  have  brass  under  water 
fittings,  and  the  bottom  plates  do  not 
suffer  in  the  way  Mr.  Denny  has  experi- 
enced, because  we  fit  protectors  of  some 
other  metal  on  them,  which  will  suffer 
from  the  action  of  the  brass,  and  leave 
the  skin  of  the  ship  intact.  Of  course, 
the  principle  of  protection  may  be  carried 
further.  I  will  only  add  that  I  think  the 
value  of  this  paper  will  appear  on  closer 
reading,  but  we  have  here  really  a  large 
laboratory  experiment  rather  than  an  ex- 
ample of  common  practice.  We  have  not 
the  surface  protected  by  anticorrosive 
paint  at  all.  It  is  quite  possible  the  re- 
sults attained  here  with  bared  surfaces 
are  exaggerations,  as  I  think  Mr.  Far- 
quharson  will  tell  us,  as  compared  with  any 
thing  we  could  expect  to  get  in  the  way 
of  wear  in  actual  practice  on  the  bottoms 
of  ships  protected  by  paints.  In  the  ex- 
periments the  plates  had  this  bare  sur- 
face, and  were  immersed  in  sea  water  and 
fully  exposed. 

Mr.  Farquharson.  My  lord,  first  let 
me  refer  to  a  remark  made  by  Mr.  White 
before  I  forget  it.  It  is  quite  true  that 
these  experiments  were  made  expressly 
to  put  the  two  metals  on  an  equal  foot- 
ing, and  under  the  worst  conditions  pos- 
sible. The  object  of  it  was  to  ascertain 
what  effect  steel  had  on  iron,  or  iron  on 
steel ;  therefore,  it  was  necessary,  as  it  is 
in  all  experiments,  to  carefully  provide 
against  any  extraneous  circumstances  that 
would  influence  the  result.  Now,  with  re- 
gard to  Oapt.  Watt's  observations,  I  need 
only  say  that  those  circumstances  were 
different,  and  cannot  be  judged  of  from 


anything  you  see  here  or  what  I  have 
said.  Mr.  Martell  has  made  some  inter- 
esting remarks  with  regard  to  what  oc- 
curred around  iron  rivets.  That,  again, 
is  a  case  that  I  should  have  very  much 
liked  to  have  seen,  because  there  are 
many  circumstances  to  be  taken  into  con- 
sideration that  might  modify  the  results. 
These  results  follow,  and  will  follow,  all 
similar  arrangements  placed  as  that  was, 
but  there  are  many  circumstances,  I  need 
hardly  tell  you,  that  influence  it  very 
much.  The  formation  of  an  oxide  on 
one  metal  less  exposed  to  the  wash  of 
the  water  than  the  other,  at  once  changes 
the  direction  of  the  current,  and  woi^d, 
therefore,  throw  the  action  on  the  oppo- 
site metal  A  remark  has  been  made 
with  regard  to  an  iron  battery,  which 
leads  me  to  say  that  we  expect,  in  all 
wrought  iron,  conditions  which  would 
produce  almost  anything  that  you  like, 
provided  that  you  only  let  us  arrange  it 
in  the  order  that  will  produce  that.  I 
think,  sir,  I  need  hardly  trouble  you  with 
any  further  remarks  on  the  matter,  as  I 
think  the  facts  are  not  challenged. 

The  President.  I  am  sure  you  will  al- 
low me  to  convey,  not  only  our  formal 
thanks  to  Mr.  Farquharson,  but  also  will 
allow  me  to  point  out  to  you  that  we  are 
under  a  special  obligation  to  Mr.  Farqu- 
harson, because  he  is  not  a  member  of 
our  institution,  and  he  h&  conducted 
the  experiments  with  the  greatest  care. 
I  am  sure  you  will  see  from  his  paper, 
and  gather  from  his  remarks  likewise, 
these  valuable  experiments,  which,  I  ven- 
ture to  think  are  of  national  importance 
to  all  users  of  steel.  Therefore  you  will 
allow  me  to  convey  a  special  vote  of 
thanks  to  Mr.  Farquharson  for  his  paper, 
and  for  the  ability  with  which  he  has 
conducted  for  the  Admiralty,  and  the 
public  in  general,  these  most  valuable 
experiments. 


The  mortar  used  for  the  external  brick 
facing  of  the  Forth  Bridge  piers  below 
water,  says  Engineeringy  consists  of  one 
part  of  Portland  cement  and  one  part  of 
sand  lightly  ground  together  in  a  mill 
with  salt  water.  The  average  tensile 
strength  of  samples  taken  from  the 
mill  is  365  lbs.  per  square  inch  at  one 
week,  and  510  Ids.  at  five  weeks  after 
mixing. 
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p:xperiments  to  determine  prictional  resistances 

op  railway  trains. 

By  C.  H.  HUDSON. 
Journal  of  the  Association  of  Enidneeiing  Sooteties. 


This  paper  is  descriptive  of  a  series  of 
experiments  made  by  the  writer  a  few 
jears  ago  for  the  purpose  of  fumishingf 
Kome  eyidence  in  a  pending  lawsuit  be- 
tween two  railroad  companies.  The 
questions  studied  were  the  resistances  of 
the  trains  and  the  powei*s  of  the  engines. 
The  subject  was  not  a  new  one,  the 
ground  having  been  gone  over  many 
times ;  but  possibly  the  treatment  of  it 
in  this  case  may  vaiy  somewhat  from 
other  methods,  as  shown  by  published 
records.  The  means  adopted  were  such 
as  we  deemed  best  to  furnish  us  with  the 
information  needed  at  the  time,  and, 
though  somewhat  crude,  the  end  was  at- 
tained. The  experiments  themselves 
were  not  as  extended  or  varied  as  they 
probably  would  have  been,  had  any  other 
use  been  expected  of  them.  Those  relating 
to  the  resistance  consisted  in  ascertaining 
in  what  time  and  distance  a  train  of  a 
given  weight,  and  moving  at  a  known 
speed  upon  given  grades,  would  stop,  and 
from  the  data  obttuned  we  have  made  our 
calculations. 

The  time  was  measured  by  watches 
usually  used  for  timing  horses,  and  to  be 
sure  that  no  mistakes  were  made  they 
were  in  the  hands  of  several  people,  so 
that  in  no  case  did  less  than  two  people 
observe  the  times  taken.  Distances  were 
accurately  measured  in  the  usual  way. 
No  special  pains  were  taken  to  select  en- 
gines or  cars  in  good  order.  The  latter 
were  taken  from  the  side  track  as  they 
chanced  to  stand,  loacjed  with  coal,  and 
accurate  weights  taken.  The  engines,  in 
the  same  way,  were  taken  as  they  came, 
and  were  at  liberty;  but  they  were  in 
good  condition,  and  of  the  ordinary 
'^American  "  type,  of  dimensions  hereafter 
shown.  The  oars  were  ordinary  flat-bot- 
tom coal-ear»,  or  gondolas,  with  thirty- 
three-inch  wlieels,  three  and  one-half  by 
six  and  one-half  journal,  brass  bearings, 
and  lubricated  witii  bla.;k  oil  of  rather  in- 
ferior quality. 

The  dimensions  and  weights  of  the  en- 
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gines  as  used,  and  of  the  cars,  with  their 
loads,  are  as  follows : 

Engine  No.  48. — Cylinders,  17  in.  di- 
ameter, 24  in.  stroke ;  driving  wheels,  62 
in.  diameter,  four  coupled,  with  four-wheel 
truck,  "  American  "  style ;  tender  on  two 
four-wheeled  trucks.  Weight  of  engine 
on  trucks,  27,450  lbs.  (as  it  came  in  from 
the  road,  with  about  three-fourths  tank 
water  and  one-half  tank  of  coal) ;  weight 
on  driving  wheels,  46,300  lbs.;  total 
weight,  73,750  lbs. ;  tender  three-fourths 
full  of  water  and  one-half  full  of  coal, 
40,900  lbs. 

JSngine  No,  47. — Same  as  48. 

PosmoN  IN  Tbain  and  Weight  of  Cabs  Uskd 

in  expbbimbnts,  numbbeinq  fbom 

South  End. 


Position. 


1 
2 
8 
4 
6 
6 
7 
8 
0 

10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 


21 
25 
25 
27 


80 


Number. 

uros8 
WeiKht. 

3,057 

47,700 

3,815 

47,900 

167 

47,100 

3,189 

50,700 

987 

48,200 

3,061 

48,200 

3,015 

49,700 

405 

47,700 

3,165 

48,000 

208 

44,900 

285 

48,600 

977 

47,400 

855 

48,9()0 

3,103 

48,800 

205 

58,400 

3,049 

48,500 

528 

48,200 

2,078 

47,800 

498 

47,700 

883 

47.100 

907 

48,000 

677 

44,000 

2,171 

49,100 

2,287 

48,000 

825 

48,500 

495 

49,000 

811 

61,200 

3,295 

51,000 

851 

49,400 

2,035 

47,600 
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Engine  No.  63.— Cylinders,!?  in.  diam- 
eter, 24  in.  stroke ;  driving  wheels,  58  in. 
diameter,  four  coupled,  with  four-wheeled 
truck ;  tender  on  two  trucks,  four  wheels 
each ;  weight,  engine  truck,  light,  23,740 
lbs. ;  3  gauges  water,  26,557  lbs. ;  weight 
on  drivers,  light,  40,960  lbs. ;  3  gauges 
water,  46,563  lbs.;  total  weight,  lights 
64,700  lbs. ;  3  gauges  water,  73,120  lbs. ; 
tender  weight,  light,  23,100  lbs. ;  full  of 
water,  42,200  lbs. ;  full  of  water  and  4^ 
tons  coal  51,200  lbs. 

Experiment  1. 

Bnirine  48,  weight 78,750  lbs. 

Tender  **      40  900  ** 

16care(l  to  15  inclusive),  weight!  7a7!200  ** 


we  shall  not  get  an  exact  result,  but  will 
take  the  three  formulas  for  the  momen- 
tum at  end  of  first  second  (working  from 
the  other  end,  and  supposing  that  our 
body  moves  from  a  stand  with  increased 
velocity  till  it  reaches  that  at  which,  in 
our  experiments,  we  start) : 

V* 

First  P.,  momentimi=2^=.27399 

Second  P.,  =^,=  27110 


Third  P., 


=^  =.27270 


Total 841.850  lbs. 

Length  of  train,  including  engine.         538  ft. 

Train  got  under  motion  on  level,  an^ 
steam  shut  off  at  foot  of  52.8  up-grade, 
on  tangent. 

Speed  measured  by  time  taken  to  pass 
a  base  line  400  feet  long : 

Seconds  passing  base 28.85 

Speed  per  second 17.17  ft 

♦*       minute 1,028        ** 

♦*      hour 11.70  mis. 

Train  ran  by  momentum 588      ft 

Time  used  (estimated) 68      sec. 

Yery  light  wind  on  right  side,  nearly 
at  right  angles  to  train. 

Unfortunately,  in  the  first  six  experi- 
ments no  note  was  taken  of  actual  time 
used  in  the  stop,  and  we  have  to  estimate 
it.  We  do  this  on  the  theory  that  the 
retarding  force  is  constant  (probably  not 
exactly  true  in  this  case). 

We  use  the  formula  T=-rr,  in  which 

T=time;   S= space,  and  Y= velocity  at 
time  steam  is  shut  off.     This  gives  T  = 

1 07fi 
=7^=-T-p«=63.     The  estimated  times  men- 

17.17 
tioned  hereafter  are  calculated  in  this 
way. 

Now,  to  estimate  the  resistance,  which 
•  is  the  retarding  force,  we  will  again  ias- 
sume  that  it  is  constant  This  would  be 
true  if  the  train  was  all  on  the  52.8 
grade ;  but  in  fact  it  commences  to  enter 
that  grade  just  when  steam  is  shut  off, 
and  when  the  train  is  on  a  level.  We 
take  V=velocity =17.17;  S=space  run 
= 538 ;  T = time  (estimated) = 63.  As  our 
three  items  do  not  exactly  correspond. 


.81779 
Average,  .27259 

The  momentum  of  a  body  in  a  uni- 
formly accelerated  motion  at  the  end  of 
the  first  second  varies  as  the  velocity, 
and  the  velocity  varies  as  the  power 
causing  the  velocity  or  motion.  In  case 
of  a  body  affected  by  gn^vity  we  have, 
the  power  (weight  of  body)=l,  and  mo- 
mentum 32. 

In  the  case  of  our  experiments  we  have 
the  momentum  .27259.  Unon  the  basis 
of  above  relations  we  can  take  the  follow- 
ing proportions :  1  :  32  :  :  a; :  .27259,  x 
being  the  measure  of  amount  of  force 
causing  the  acceleration  (or  retarding), 
which  gives =.27259. 

Eeduce,  and  we  have  x  =  .008519. 
Now,  for  one  ton  we  have  .008519x2,000 
=17.038,  which  gives  the  resistance  per 
ton  causing  the  train  to  stop,  providing 
the  force  acted  uniformly. 

As  a  matter  of  fact,  the  train  all  stood 
on  a  level  save  the  engine  itself ;  the  ten- 
der was  on  the  level. 

The  movement  was  538  feet,  and  grav- 
ity affected  the  engine  during  the  entire 
movement,  and  the  tender  all  but  its 
length,  and  so  on. 

On  next  page  is  a  table  of  the  weights 
of  engines,  tenders  and  cars,  in  tons, 
with  the  distance  they  moved  on  the  52.8 
grade,  where  gravity  would  retard  the 
movement  at  20  lbs.  per  ton. 

Column  1  shows  engine  and  cars  as  in 
train.  Column  2  shows  weight  in  tons. 
Column  3  shows  distance  moved  on  52.8 
grades.  Column  4  shows  weight  multi- 
plied by  distance. 
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Bngine. 
Tender. 

1 

3 

8 

4 

5 

6 


8. 

9. 
10 
11. 
13. 
18. 
14. 
15. 


86.9 
20.4 
38.9 
28.9 
23.6 
35.8 
34.1 
34.1 
34.8 
33.9 
34.0 
23.5 
34.3 
38  7 
34.4 
34.4 
36.7 


430.9 


588  feet. 

618  ** 

486  " 

454  ** 

423  -^ 

890  '* 

358  '* 

826  ** 

394  ** 

363  ** 

380  " 

198  ** 

166  *• 

134  ** 

103  ** 

70  ** 


19,852.3 
10,567.3 
11,615.4 
10,850.6 
9,959.3 
9,867.0 
8,637.8 
7,856.6 
7,391.3 
6,361.8 
5,520  0 
4,455.0 
4,033.8 
8,175.8 
3,488.8 
1,708.0 
1,014.6 


135,145.0 


126,145x20  lbs.  (due  gravity) =2,602,- 
900. 

Nowy  our  estimated  resistance  to  the 
ion,  as  given  (p.  256),  was  17.038  lbs.  per 
ton. 

17.088x430.9  (weight  of  train)  x588 

feet  (distance  moved) 8,858,144 

From  which  deduct  am't  due  gravity.  3,C02,900 

We  have 1,356,344 

Divide  by  538  (distance  moved)  we 
have  2,519.04;  again  divide  by  420.9 
(total  tons)  we  have  5.984  lbs.  for  the  re- 
sistance due  other  causes  than  gravity. 

Experiment  2. — Same  train,  place  and 
conditions. 

Time  passing  base 38.9   sec. 

Speed  per  second 18.88  ft. 

*•      minute 880      ft. 

"       hour 9.48  m. 

Distance  run 408      ft. 

Time  (estimated) 58.8 

As  before,  V=13.83,  S=403,  T=y  = 

=58.3  (estimated). 
Then, 

F=g=.2373 

P=^=.2371 

F=~=.2372 

Average,  .2372    ^ 
As  before,  1  :  32  :  :  a; :  .2372,  and  a;= 


.0074125,  or  per  ton  .0074125x2,000= 
14.825. 


Engine. 

Tender. 

1 


8. 

4. 

6. 

6 

7. 

8. 

9. 
10. 
11. 
12. 
18. 
14. 
15. 


Tons. 


86  9 
20.4 
28.9 
28.9 
33.6 
35.8 
34.1 
34.1 
34.8 
23.9 
34.0 
23  5 
34.8 
38.7 
344 
34  4 
26  7 


420  9 


DistAOoe 
on 

Tons 

62.8ptide. 
Peet. 

X 
Distance. 

403 

14,870.7 

,      888 

7,813.3 

351 

8,888.9 

-819 

7,634.1 

i      287 

6,778.3 

;      255 

6,451.5 

1      238 

5,874.8 

191 

4,608.1 

159 

8,948.3 

137 

8,085.8 

95 

3,280.0 

63 

1,417.5 

81 

758.8 

0 

0 

0 

0 

78,838.8 


78,838  8X20  (effect  of  gravity  on  53.8 
grade) 1,466,566 

430.9  (tons)  X 408  (distance>X  14.835.  3,514,656 
Subtract  amount  due  gravity 1,466,G66 

We  liave 1 .048,030 

Divide  by  408  (distance) 3,600.73 

Divide  again  by  430.9  (tons) 6.45 

equals  resistance  from  all  other  sources  besides 
gravity. 

Experiment  3. — Same  train,  place  and 
conditions: 

Time  passing  base 40  sec. 

Speed  per  second 10  ft. 

Speed  per  minute 600  '* 

Speed  per  hour 6.81  m. 

Distance  run 284  ft. 

Time  used  (estimated) 47  sec. 

As  before, 

V=10    T=-?=47  8eo. 

And  again: 

P=g=.213«7 

F=^=.21186 

P=^  =.21256 


Ayerage,        .21260 
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As  before,  1  :  «2  ; :  a  :  .21269.  x— 
.0066465,  or,  per  ton=.0066465x2000= 
13.39  lbs. 


26,074.2 


26.074.2X20  (effect  of  gravity) 521,484 

420.9  (ton8)X  13.89  (ontimated  mo- 
mciitinn)  x  234  (distance) 1,818,789 

Due  other  resistance  than  gravity..      797,805 

Divide  by  284  (distance) .*. .      8,407.8 

Divide  again  by  420 . 9  (tons) 8.09 

equals  resistance  per  ton  other  than  gravity. 

E J j>er intent  4. — Same  train,  place  and 
conditions  : 

Time  passing  base 85.4  sec. 

Speed  per  second 11.8  ft. 

Speed  per  minute 678  ft. 

Speed  per  hour 7.70  m. 

Distance  run 816  ft. 

Time  used  (estimated) 56  sec. 

Ab  before, 
V  =  11.3     S=316feet      T  =  56  seconds. 
P=^=.20204 

F=,^T -.20163 

F  =  ^=r  .20178 


Average, 


.60635 
.20179 


Then,  1  :  32  : :  a; :  .20179.   a:=.006306, 
r.  per  ton,  .001)306x2000= 12.61  lbs. 


Engine. 

Tender. 

1 


4 

6 

6 

7  

8 

9 

10 

11 

12 

ig I  S  (as  before) 

15 


Tons. 


86.9 
20.4 
28.9 
28.9 
28.6 
25.8 
24.1 
24.1 
24.8 
28.9 
24.1 


Distance 

on  frrade. 

Feet. 


816 

296 

264 

282 

200 

168 

186 

104 

72 

40 

8 


Tons 

X 

dtstance. 


8,500.4 
6,088.4 
6,809  6 
5.644.8 
4,720.0 
4,250.4 
8,277.6 
2,506.4 
1,785.6 
9560 
192.8 


420.9 


44,082.0 


44,082  X  20  (effect  of  gravity) 881,640 

420.9  (tons)  x  12.61  (estimated  resist- 
ance) X  816  (distance) 1,677,185 

Resistance  other  than  gravity 795,545 

Divide  by  816  (distance) 2,617.55 

Divide  by  420.9  (tons)  .     5.95  lbs. 

equals  resistance  other  than  gravity. 

Experhnent  5. — Same  place,  time  and 
conditions: 

Time  passing  base 25.6  sec. 

Speed  persecond 15.62  ft 

Speed  per  minute 9875ft. 

Speed  per  hour 10.65  m. 

Distance  run        495  ft. 

Time  (estiniati'd) 63  sec. 


Then, 

V=16.62        S=496 

F=-— =.2464 
2S 

F=^,=.2488 


F=^  =  .2479 


T=63. 


.7431 


Average,         .2477 


Then,  1  :  32  ; :  a; :  .2477.  ar=.0077l  ; 
.00771  x2m)0=resi8tance  per  ton=:15.42 
lbs. 
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Engine. 
Tender. 

1 

2 

8 

4 

5 

6 

7 

8 

9 

10 

n 

12. 

18 

14 

15. 


Tons. 


Distanoe 

on  frrade 

Feet. 


36.9 
20  4 
23.9 
23.9 
28.6 
25.8 
24.1 
24.1 
24  8 
23.9 
24.0 
22.5 
24.8 
23.7 
24.4 
24  4 
26.7 


420.9 


495 

475 

443 

411 

379 

337 

805 

278 

241 

209 

177 

145 

118 

81 

49 

17 

0 


Tons 

X 

distance. 


18,265.5 
9,690.0 

10.587.7 
9,822.9 
8,944.4 
8.526.1 
7,350.5 
6,579.3 
5,976.8 
4,995.1 
4,248.0 
8,262.5 
2,745.9 
1„919.7 
1,195.6 
414.8 


104.524.8 


104,424.8x20 2,090,496 

4a0.9  (tons)  X  495  ft  X  15.42 3,212.687 

Due  other  than  gravity 1,122,191 

Divideby495 22,669 

Divide  again  by  420.9 5.88  lbs 

TMistance  per  ton  other  than  gravity. 

Experiment  6. — Same  train  and  time. 
Train  entirely  upon  a  52.8  grade,  but  en- 
gine at  beginning  of  2  degree  carve  to 
right  when  shut  off,  train  on  straight 
line. 

Time  passing  base  (800  ft) 18.10  sec. 

Speed  per  second 16.57  ft 

Speed  per  minute 994  ft 

Speed  per  hour 11.88  m. 

Distance  run 821  ft 

Time  (estimated) 89  sec. 

V=16.57        S=321        T=39 

P=^.=.42208 
P=^=.42487 


Average, 


1.27462 
.42484 


Then,  1 :  32  ; :  a; :  .42484.  a5=.013277 ; 
per  ton =.013277  X  2000=26.654  lbs.  As 
whole  train  was  on  52.8  grade,  the  re- 
sistance due  gravity  =20  lbs. ;  resistance 
other  than  due  gravity,  6.554  lbs. 

Experiment  8. — The  trial  was  made 
upon  level  and  straight  track.      Track 


was  in  fair  condition,  iron  rail  put  up 
with  sand  (as  was  the  track  where  all 
these  experiments  have  been  made). 
The  joints  were  down  somewhat,  and  the 
whole  bed  was  much  more  elastic  than  if 
put  up  with  coarse  gravel  or  stone.  En- 
gine 47.     Oars  16  to  30,  inclusive. 

Base  line 300  ft 

Time  passing  base 17  sec. 

Speed  per  second 17.65  ft 

Speed  per  minute 1,059  ft. 

Speed  per  hour 12.08  m. 

Distance  run 1,500  ft. 

When  engine  struck  down  grade,  train 
was  then  runniug  at  speed,  per  second, 
8.10  ft ;  per  minute,  4.86  ft. ;  per  hour, 
5.52  miles.  Light  wind  on  right-hand 
side  and  a  little  in  rear.  Train  going 
north. 

Now,  to  estimate  the  time : 

T,  the  train  is  in  passing  the  1,500  ft. 

8.1  T=the  space  passed  due  the  veloc- 
ity at  end ;  and,  1,500—8.1  T=the  space 
due  the  retarded  velocity. 

Then, 

^_„_2(1500-^8JIT) 

Reduce,  and  T=116.6. 
We  before  had 

S=1,500-8.1T=1112.7 
V=9.66. 
Then, 

P=g=.08196 
P=^,=.08368 

P=^=.08868 

Average,       .08311 

Then,  1  :  32  : ;  a;  :  .08311.  x= 
.0025973;  .0025973x2000=5.194  lb8.= 
resistance  per  ton. 

Experiment  9. — Same  time,  place  and 
conditions: 

Time  passing  base  (300) 26.1  sec. 

Speed  per  second 11.48  ft. 

Speed  per  minute 689  ft. 

Speed  per  hour 7.82  m. 

Run 1,272ft. 

Time  (estimated)  going  north 221  sec. 

V=11.48  S=l,272  ft  T=(est.)221  sro. 
F=||=.0518 
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F  =  f  =  .0521 


.1668 
Average,       .05193 

Then,  1  :  32  : :  a; :  .05193.  a;  =  .001623; 
for  one  ton  .001623X2000=3.246  lbs.= 
resistance  per  ton. 

Experiment  10. — At  same  place  as  8 
and  9.  Engine  63,  weight  60  tons;  cars 
16  to  30,  weiffht  :{60  tons;  total,  420 
tons ;  length  of  train,  533  feet 

Time  passing  base  (300) 80.4  sec. 

Speed  per  second 9  87  ft. 

Speed  per  minute 592  ft. 

Speed  per  hour 6.78  m. 

Run,  north 1,018  ft. 

Time,  actual  185.6  sec. 

Time  estimated  as  206  seconds.  Light; 
wind  on  side  and  toward  rear. 

V=9.87  S =1,013 

T  (actual) =185.5. 

F=g=.04862 

2S 
F=^-.05»88 

F=^,=  .0532 

1.16061 
Average,  0.6363 

1  :  32  :  :  «  :  .06363.  aj=. 001673  ;  for 
1  ton=.001673  x  2000=3.346  lbs.=re- 
sistance  per  ton. 

Experiment  11.— Same  place,  time  and 
train.  Same  conditions,  except  that  train 
inoved  south  over  same  ground,  the  en- 
gine being  in  rear,  and  same  light  wind 
tending  to  retard,  if  enough  in  rear 
(froijt)  to  have  any  effect. 

Time  passing  base  (300) 88.8  sec. 

.  Speed  per  second 8.87  ft. 

Speed  per  minute 582.2  ft. 

Speed  per  hour 6.04  m. 

Run 592  ft 

Time,  actual 132.6  sec. 

estimated 188.6  ** 

V=8.87        S=692         T=132.6 
F=~=.06646 


F=^,  =.06744 
F=~=  .06694 


.20063 
Average,  .06688 

1  :  32  : :  a; :  .06688.  aj=.00209  ;  per 
ton=.00209  X  2000  =  4.18  lbs.  =  resist- 
ance  per  ton. 

Experiment  12. — Same  time,  place, 
train  and  conditions,  except  run,  which 
was  north,  as  in  10. 

Time  passing  base  (800  feet) 27  sec 

Speed  per  second 11.11  ft 

Speed  per  minute 668.68  ft- 

Speed  per  hour 7.67  m. 

Run 1,079  ft 

Time 182.48ec. 

,Thne  (estimated) 194.2   *' 

V=ll.ll        8=1,079        T=182.4 
F=^  =.0672 

P=^|;=.0648 

F= J  =.0609 


.1829 
Average,  .061 

1  :  32  : :  a; :  .061.  aj=.001906 ;  per  ton 
=.001906x2000=3.81  lbs.  =  reastanoe 
per  ton. 

Mem. — ^Had  estimated  time  been  used 
we  would  have  3.58. 

Experiment  13. — Same  place,  time  and 
train.     Bun  south. 

Time  passing  base 26.8  sec. 

Speed  per  second 11.19  ft 

Speed  per  minute 671.4    ** 

Speed  per  hour 7.68  m. 

Run 925ft 

Time 166  48ec 

"     (estimated) 165.8  " 

V=11.19        S=926        T=166.4. 
F=^=06768 

F=^=.06681 

F=^ =.06726 
T 


Average, 


.20174 
.06725 
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1  :  32  : :  a: :  .06725.  «=0021016  ;  for 
one  ton,  .0021016x2000=4.20  lbs. 

JSxperiment  14. — On  low  grade.  Same 
train  as  in  13.  Banning  north.  Base 
line  200  feet.  From  bouUi  end  of  base 
line  grade  is  .377  per  100  feet  on  an  av- 
erage=19.905  feet  per  mile.  Back  of 
south  end  of  base  line  is  level. 

Time  passing  base  (200  feet) 11.8  sec. 

Speed  per  second * 17.86  ft. 

Speed  per  minute 1,071.4  ft. 

Speed  per  hour 12.17  m. 

Run 847  ft 

Time 104  sec. 

•*      (estimated) 94.8  sec. 

Wind  on  right  side  light,  and  a  little 
in  front. 

To  get  at  the  average  resistance  on 
the  basis  of  a  uniform  retardation  as  in 
the  first  experiments,  we  have : 

V=:17.86        8=847  .     T=104 
F=5=.1883 

2S 
P=g=.1666 

F=I=  .1717 

.5166 
Average,        .1722 

1  :  32  :  :  aj  :  .1722 ;  a;=.O05381 ;  per 
ton,  .005381X2000=10.76  lbs. 


Train. 


Engine. . 
Tender. . 
Cars  80. . 

29.. 

28.. 

27.. 

26.. 

25.. 

24.. 


Tons. 


21. 
20. 
19. 
18. 
17.. 
18.. 


86.6 
28.4 
23.8 
24.7 
25.5 
25.6 
24.5 
24  2 
24.0 
24.6 
22  0 
24.0 
28  5 
28.9 
28  9 
24.1 
21  8 


Distance 

on 

grade. 


8471 

847 

847 

847 

847 

847 

847 

835 

803 

781 

749 

717 

685 

658 

621 

589 

557 


420.1 


Tons 

X 

distance. 


156,779.7 


20.207.0 
19,272. 0 
19,212. 6 
16,478. 0 
17,208.0 
16,097.5 
15,603.7 
14,841.9 
14,194.9 
12,142.6 


822,040.9 


822,049.9x7.54  (due  gravity)  ...  2,428.188.886 

Now  take  the  estimated  resist- 
ance per  ton  above,  and  the 
weight  420.1  X 10  76  X  847  (dis- 
tance) 8.828,673  772 

Other  than  gravity 1,4  0,485.386 

Divide  by  847  (distance), 1,658.406 

Divide  again  by  20  1  (tons),  we 

have 8.935  lbs. 

equals  resistance  other  than  gravity. 

Experiment  15. — Same  time,  place  and 
train.  Light  wind  in  front  and  right 
side. 

Time  passing  base  (200) 8.2  sec. 

Speed  per  second 24.39  ft. 

Speed  per  minute 1,463.4  ** 

Speed  per  hour 16.68  m. 

Run 1,988ft. 

Time 148.5  sec. 

**    (estimated) 121    ** 

As  before, 
V=24.39      S=l,982      T=U8.5 

F=5=.15008 
F=g=.17976 

F=^=  .16424 

.49408 
Average,  .16469 
1  :  32  : :  a: :  .16469.  a;=.0051465 ;  per 
ton=.0051465x2000=10.293  lbs.,  equals 
total  resistance  per  ton,  i/*  resistance  were 
constant.  The  grade  for  1,000  ft  from 
north  end  of  base  line  was,  as  before, 
.377  per  100  ft,  and  beyond  that  was 
level,  as  in  14. 


Train. 

Tons. 

Distance 

on 

grade. 

1,000 

1,020 

1,052 

1,084 

1,116 

1,148 

1,180 

1,2001 

1,200 

1,200 

1,200 

1,200 

1.200  f 

1,200 

1,200 

1,200 

1,200J 

Tons 

X 

distance. 

Engine 

Tender 

80 

29 

28     

27 

86.6 
28.4 
23.8 
24.7 
25.5 
25.6 
24.5 
24.2 
24.0 
24.6 
22.0 
24.0 
23  5 
28.9 
23.9 
24.1 
21.8 

86,600.0 
23,868.0 
25,037.6 
26,774.8 
28,458.0 
29,888.8 

2S 

26,460.0 

25  

24 

23 

22 

21 

20 

283,200.0 

19 

18 

17 

16 

4?0.1 

479,787.2 
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479,787.2x7.54  (due  gravity). . . .  3,617,595.488 

420.1    (tons)  X 10. 293   (estimated 
resistance;  X  1,082 8,570,843.998 

4,952,749  505 

Divide  by  1,982  (distance) 2,498,864 

Divide  by  420. 1  (ton8> 5.948  lbs. 

resistance  per  ton  otlier  than  gravity. 

Ej-periment  16. — Same  time,  train  and 
conditions  as  last.  Light  wind  in  front. 
and  right  side. 

Time  passing  base  (200) 11.4  sec. 

Speed  per  second        17.54  ft. 

Speed  per  minute 1.052.6  ** 

Speed  per  hour 11.96  m. 

Run 870  ft 

Time 103  sec. 

«♦    (estimated) 99  •* 

As  before, 

V=17.54        S=870        T=108 

F=g=.17681 
P=g=.16401 
F=^=.17029 


Average, 


.51111 
.17037 


1  :  32  :  :  05  :   .17037.        a;=.005324; 
.005324  X  2000=10.648=estimated 
sistance  if  regularly  applied. 


re- 


Train. 


Engine. 
Tender. 

30 

29 

28 , 

27 


25. 

24. 


21. 
20 
19. 
18. 
17. 
16. 


23.4 
23.8 
24.7 
25  5 
25.6 
24.5 
24.2 
24.0 
24.6 
22.0 
24.0 
23.5 
23.9 
23.9 
24  1 
21.8 

420.1 


DLstanoe 

on 
grade. 


870 

870 

870 

870 

870 

870 

870 

838' 

806 

774 

742 

710 

678 

646 

614 

582 

550 


Tons 

X 

distance. 


160,167.0 


20,279.6 
19,344.0 
19,040.4 
16,324.0 
17,040.0 
15,933.0 
15,439.4 
14,674.6 
14,026.2 
11,990.0 


!  324,258  2 


324.258.2x7.54,  (due  gravity)...  2,444,906.899 

As  before, 
420.1  (wt.)  X  10.648  (est.  resist.)  x 

870  (dist.) 3,891,706.57« 

Leaving  a  resistance  other  than 

gravity 1.446,798.748 

Divide  by  870  (distance) 1,662.987 

Divide  by  420.1  (tons) 3.878  Iba. 

equals  resistance  per  ton  other  than  due  grav. 
ity. 

Experiment  17. — Same  train,  time  and 
conditions : 

Time  passing  base 12.8  sec. 

Speed  per  second 15.62  ft 

Speed  per  minute 937.5     ** 

Speed  per  hour 10  05  m. 

Run 670  ft 

Time 93  sec. 

*'    (estimated) 86  " 

V=15.62        8:^670        T=93. 
F=g=.18207 

F=P=.15496 

F=^=.  16796 


Average, 


.50499 
.16833 


1  :  32  :  :  a;  :  .16833.  aj=.00526  ; 
.00526  X  2000=10.52  lbs. = estimated 
constant  resistance. 


Train. 

Ton§. 

Distance 

on 

grade. 

Tom 

X 

distance 

Engine 

Tender 

30 

36.6 
23.4 
28.8 
24.7 
25  5 
25.6 
24.5 
24.2 
24.0 
24.6 
22.0 
24.0 
23.5 
23  9 
28.9 
24.1 
21.8 

6701 

670 

670 

670 

670 

670 

670 

638 

► 

29 

123,950.0 

28 

27 

26 

25 

15,48J).6 
14,544.0 

24 

606 
574 
542 
510 
478 
446 
414 
882 
350 

23 

14,120  4 

22 

11,924-0 

21 

12.240.0 

20 

11,238.0 

19 

10.659  4 

18 

17 

9,804.6 
9,206.2 

16 

7,030.0 

420.1 

240  841.2 
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M0,841.dx  7.54  (due  gravity)....  1^815,942.648 

As  before, 
420.1  (tons)  X  10.52  (est.  resist.)  x 

670dl8t) 2,961,082.840 

Resistance  other  than  gravity  ...  1.145,190192 

Divide  by  670  (distance) 1,709.289 

Divide  by  420.1  (tons)        4,068  lbs. 

resistance  other  than  due  Oravily. 

JSxperiment  18. — Same  train,  place  and 
conditions.  Wind  as  in  last,  about  three 
miles  or,  perhaps,  more  per  hour  on  right 
hand  and  well  ahead. 

Time  passing  base  (200) 25.6  sec. 

Speed  per  second 7.81  ft. 

Speed  per  minute 468.7    *' 

Speed  per  hour 5.82  m. 

Run 191  ft. 

Time 68  sec 

*•    (estimated) 49    *' 

V=7.81        S=19i        T=63 
P=5=.1592 

F=^=.1360 
F  =  V=.1474 


Average, 


.4426 
.1476 


1  :  32  :  :  a;  :  .1475.  a;=.0046 ;  .0046 
X  2000=9.22  lbs. = estimated  constant 
resistance. 


Train. 


Engine. 
Tender. 

80 

20 

28...... 

27 

26 

26 

24. 

28. 

22. 

21 

20 

19 

18 

17 

16 


Tons. 


86.6 
28.4 
28.8 
24  7 
25.5 
25.6 
24.5 
24.2 
24.0 
24.6 
22.0 
24.0 
28.5 
28.9 
28.9 
24.1 
21.8 

420.1 


Distance 

on 
grade. 


191"^ 

191 

191 

191 

191 

191 

191 

159 

127 
95 
68 
81 


Tons 

X 

distance. 


85,168.1 


8,847.8 
3,048.0 
2,887.0 
1,886.0 
744.0 


46,525.9 


46.525.9X7.54  (due  gravity) 850,805.286 

420.1X9.22  (est  resist.)xl91  dis. 
tance 789,8r4.602 

Resistance  other  than  gravity 488,999.216 

Divide  by  191  (distance) 2,560.206 

Divide  by  420.1  (tons) 6.094  lbs. 

resistance  per  ton  other  than  gravity. 

Experiment  19. — Same  train,  etc. 
Wind  a  little  stronger  each  time ;  three 
miles  an  hour  at  least. 

Time  passing  base 26.(J  sec. 

Speed  per  second 7.51  ft 

Speed  per  minute 450.14  ** 

Speed  per  hour 5.11m. 

Run 179  ft. 

Time 51   sec. 

'*    (estimated) 4?>      ' 

V=7.51        S=179        T=51. 
P=,^=.13755 


F=Y=14675 


Average, 


.44134 
.14711 


1  :  32  :  :  a  :  .14711.  a;=. 004697; 
.004597  X  2000=9.094  lbB.=  estimated 
resistance  if  constant. 


Train. 

Tons. 

Distance 

on 
grade. 

Tons 

X 

distance. 

Engine 

Tender 

30 

86.6. 

28.4 

28.8 

24.7 

25.5 

25.6 

24.6 

24.2 

24.0 

24.6 

22.0 

24.0 

28.5 

28.9 

28.9 

24.1 

21.8 

1791 

179 

179 

179 

179 

179 

179 

29 

82,958.9 

28 

27.... 

26 

25 

147^ 
115 

88 

51 

19 

8,557  4 

24 

2,760.0 

28 

2.041.8 

22 

1,122.0 

21 

45fi  0 

20 

10 

18 

17 

16 

420.1 

42,891  1 
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42.891.1  X  7.64  (due  gravity) 828,838,894 

42  ».  1 X  9.094  (est  resistance)  x  179 
(diat.) 683,849.708 

360  450.809 

Divide  by  179  (dist.) 2,013*687 

Divide  by  420  1  (tons) 4.798  lbs. 

resistance  other  than  due  gravity  per  ton. 

Experiment  20. — Same  time,  train,  etc. 

Time  passing  base 20.8  sec. 

Speed  per  second 9.61  ft. 

Speed  per  minute 577  *' 

Speed  per  hour 6.56 m. 

Run 805  ft. 

Time 62  sec. 

"    (estimated) 68    ** 

V=9.61        S=305        T=62 
F=J=.161397 

F=^=.158688 


F=y=.156000 


Average, 


.465085 
.155028 


1 :  32  :  :  a: :  .155028.  aj=9.689  lb8.= 
estimated  constant  retarding  power  per 
ton. 


Train.                 Tons. 

Distance 

on 

grade. 

Tons 
distance. 

Engine 88.6 

Tender 28.4 

80  ,        23.8 

23 !        24.7 

28 25  6 

3051 

805 

305 

305 

805 

805 

305 

273 

241 

219 

56,150.5 

27 25.6 

26 24.6 

25 24.2 

24 24.0 

28 24.6 

6,6t)6.0 
5,784.0 
5,387.4 
4.1140 
3,720.0 
2,890.5 
2,174.9 
1,410.1 
650.7 

22 22  0 

187 

155 

128 

91 

59 

27 

21 24.0 

2a 23.5 

19 23  9 

18 28.9 

17 24  1 

16 21.8 

420.1 

88,8887 

88,888.7  X  7.54  (due  gravity) 670.220.798 

420.1  X  9.689  (estimated  resistance) 

x8j5  (distance) 1,241.466.414 

Total  resistance  due  otlier  than 

gravity 571,235.616 

Divide  by  305  (dUtance)        1,872.908 

Divide  by  420.1  (tons) 4  458  Ibt. 

equals  resistance  per  ton  other  than  gravity. 

JSxperiment  21. — Same  train,  time  and 
conditions. 

Time  passing  base 17.6  sec 

Speed  per  second 11.87  ft. 

Speed  per  minute 662        " 

Speed  per  hour 7.78  m. 

Run 405  ft 

l^me 70  sec. 

*•    (estimated) 71    ** 

V=11.37        8=405        T=70. 
P=5=.1596 

P=p=.1663 

P=^=.1624 


Average 


.4873 
.16243 


1  :  32  :  :  sc  :  .16243.  a;=.005107 ; 
.005107  X  2000=10.214  lbs.  =  estimated 
constant  resistance  per  ton. 


Train. 


Engine. 
Tender. 
30. 

2) 

28 

27 

26 

25 

24. 

23 

22 

21 

20 

19 

18 

17 

16 


Tons. 


36.6 
23.4 
23.8 
24.7 
25.5 
25.6 
24.5 
24.2 
24.0 
24.6 
22.0 
24.0 
23.5 
23.9 
23.9 
24.1 
21.8 

420.1 


Distance 

on 

grade. 


405') 
405  1 
4051 
405  > 
405 
405 
405 
873 
841 
309 
277 
245 
213 
181 
149 
117 
85 


Tons 

X 

distauoe. 


74,560.5 


9,026.6 
8.184.0 
7,601.4 
6,094.0 
5.880.0 
5,005.5 
4,325.9 
3,561.1 
2,819.7 
1.853.0 

128.911.7 
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128.911.7X7.54  (due  gravity). . . .      971,994.218 
420  1X10.214  (est.  resistance)  X 
405  (dist). 1,737,816.067 

Resistance  other  than  gravity 766,820.849 

Divide  by  405  (distance) 1,644.002 

Divide  by  420.1  (tons) 8918  lbs. 

resistance  per  ton  other  than  gravity. 

jEhsperiment  22. — Same  train  and  con- 
ditions. 

Time  passing  base 16.4  sec. 

Speed  per  second 12.2    ft 

Speed  per  minute 782    " 

Speed  per  hour 8.8   m. 

Run 415   ft 

Time. 70.5  sec. 

*•    (estimated) 68    *' 

V=12.2        8=415        T=705 
F=J=.17932 

F=^=.16703 


F=' =.17305 


Average, 


.51937 
•17312 


1  :  32  :  :  aj  :  .17312.  x  =  .00541 ; 
.00541  X  2000  =  10.83  lbs.  =  estimated 
G  justant  resistance  per  ton. 


TtaIil 


Eugine. 
Tender 

80 

29 

88 

27 

2J 

25 

24 

23 

22 

21 

20 

19 

18 

17 

16    .... 


Tons. 


86.6 
28.4 
28.8 
24.7 
25.6 
26.6 
24.5 
24.2 
24  0 
21.6 
22  0 
24.0 
23.6 
23.9 
28.9 
24.1 
21.8 


420  1 


Distance 

on 
grade. 


416 
415 
415 
416 
416 
415 
415 
883' 
851 
819 
287 
255 
228 
191 
159 
127 
95 


Tons 
X 

distance. 


76,401.5 


9,268.6 : 

8,424  0! 

7,847.4 

6,814.0 

6,120.0 

5,240.5 

4,564  9 

8,800.1 

8.060.7 

2,071.0 


188,112.7X7.54  (due  gravity). . . .  1,008,669.758 
420.1X10.82  (est.    resist.)  X415 
(dist) 1,883.375.080 


Resistance  other  than  gravity 888,705.272 

Divide  by  415  (distance) 2,129.410 

Divide  by  420.1  (tons) 5.068  lbs. 

resistance  per  ton  other  than  due  gravity. 

See  Summary  of  JSxperime/Ua  next  page. 

A  portion  of  the  resistance  other  than 
gravity  in  these  experiments  was  atmos- 
pheric resistance,  partly  due  to  speed  of 
trains  and  partly  due  to  wind. 

In  experiments  1  to  6  and  8  to  9  the 
wind  was  so  light  and  so  near  right 
angles  that  its  effect  could  hardly  be  esti- 
mated. 

In  10  and  12  it  was  on  the  rear  quar- 
ter, 30  or  40  degrees  from  the  line  of  the 
train  and  about  four  miles  per  hour. 

In  the  other  experiments,  when  it  is 
mentioned  it  was  on  the  right  hand,  30 
to  40  degrees  from  dead  ahead,  and  esti* 
mated  about  four  miles  per  hour. 

In  order  to  make  our  estimates  we  will 
assume  that  the  pressure  per  square  foot 
due  speed  is  as  laid  down  by  various  au- 
thorities and  as  given  below :  t 


Speed 
per 
hour. 


8 

4 

5 

6 

7 

8 

9 

10 

12 

16 

16 

18 


Velocity 

Pressure 

per 

per 

second. 

square  foot 

4.4' 

;644 

5.87 

.079      V 

7.88 

.128 

8.8 

.177 

10.25 

.241 

11.75 

.815 

18  2 

.400 

14.67 

.492 

20  5 

.984 

22. 

1.107 

23.45 

1.25 

26.4 

1.55 

188,112.7 


The  train  consisted  of  an  engine  and 
fifteen  coal  cars,  loaded  as  high  as  co^l 
could  well  be  piled  on. 

The  sxirface  presented  by  the  engine 
we  estimated  to  be  about  64  square  feet, 
and  as  the  wind  was  at  an  angle,  it  took 
effect  on  the  sides  of  .the  train  as  well 
as  upon  the  ends  of  the  cars  which  pre- 
sented a  surface,  and  the  coal,  and  we 
estimated  that  the  surface  so  acted  on 
was  about  six  square  feet  per  car.  This 
would  make  the  whole  surutce  154  square 
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SUMMART  OF  EXPSBIHSNTS. 

Started  on 

Run  on 

Resist. 

Speed 

Est. 

due 

Other 

No. 

per  hour. 

Grade. 

Curve. 

Grade. 

Curve. 

Distance. 

Time. 

time. 

irravlty. 

Teh\sx, 

1 

11.70 

level. 

52.8 

688  ft. 

63  sec. 

20  lbs. 

5  98 

3 

9.48 

«« 

i( 

403  •• 

58.8'* 

(« 

6.45 

3 

6.81 

•  « 

•  « 

234  " 

47    " 

*• 

8.(»9 

4 

7.70 

ii 

•  ( 

816  •• 

56    '* 

t4 

6.1)5 

5 

10.65 

4> 

44 

495  ** 

63    - 

(< 

6  38 

AV^e. 

9.25 

897  ft. 

67.4  sec. 

20  lbs. 

6  3T 

11.33 

52.8 

52.8 

r 

321  •* 

•• 

39      ** 

20    " 

6.55 

;     •             1 

started  on             Rm 

Qon 

Time. 

Dis- 

Resistance. 

per 

tauce 

No. 

hour.    Urade.  Curre. 

1 

Grade. 

Curve 

A^ctual 

Bst'd. 

run. 

Gra'y. 

Other. 

1 

r'nning  at  speed 

8 

12.08  1  Level 

Level 

, , 

116.5 

1,600 

, , 

6.19 

.       5.52  end  of 

9 

7.82;     **      1     ..     1     ** 

221 

1,272 

3.246 

1.500  feet. 

10 

6  73  1     •* 

1     (( 

, , 

185.5 

205 

1,013 

, , 

3.346 

11 

6.04  1     " 

.. 

it 

132.5 

133.5 

582 

4.18 

going  south 

12 

7.57  :    " 

«t 

, , 

182.4 

194.2 

1,079 

381 

18 

7.63  1     •* 

1 

4« 

166.4 

166.3 

925 

•• 

4.20 

•4        t« 

Av'ge. 

!               , 

7.98;     ..         .... 

7.16       ..          ..     j     .. 

1                       i 

•• 

976 

•' 

3.995 
3.756 

<» 

9  to  18 

14 

12.17 

. .     i     . .     :  19.9 

104 

94.3 

847 

1 
7  51    3935; 

16 

16.63 

. .     '       .     1     '* 

148.5 

121 

1.982 

14 

5.948 

.  16 

11.96 

i     . .     1     " 

103 

99 

870 

(( 

3  878t 

^l'? 

10.66 

I            '     ** 

98 

86 

670 

it 

4.068 

18 

5.32 

3-5  n 

1        ^^ 

58 

40 

191 

4t 

6.094 

19 

5  11  12-5  up 

•  •         1 

61 

49 

179 

«* 

4.793 

ao 

6.56 

grade 

•  t 

62 

63 

806 

tl 

4.458 

21 

7.73 

19.9 

i* 

70 

71 

406 

*« 

3.913 

22 

8.30 

- 

•• 

«i 

•• 

70.6 

68 

415 

*' 

6  068 

9.38 

83  8 

661.6 

7.54 

4684 

Averajre. 

8  to  22 
8-22 

.4.408  Total. 
.4.8P8 

Average  all  on  straight  line  1-6, 

No  6  on  two  degrees  curve. . . . 

6.55 

feet,  and  upon  this  surface  we  have  fig- 
ntedy  although  Mr.  Channte  estimates 
that  the  additional  surface  for  each  car  is 
about  twenty  per  cent,  of  the  first  surface 
presented,  or  a  little  more  than  twice 
what  we  have  taken.  If  he  is  right,  re- 
sults 67  per  cent,  greater  than  we  show 
would  be  reached. 

As  we  do  not  wish  to  ot;«r-estimate,  we 
will  assume  our  figures  for  154  square 
feet;  for  wind  pressure. 

The  wind  pressure  varies  as  the  square 


of  the  velocity ;  as  our  train  moved  from 
a  given  speNsd  to  a  standstill  we  must 
average  the  effect,  which  would  be  as  the 
average  of  the  square  of  the  various 
speeds  during  the  time — which  within  the 
limits  of  our  experiments  would  be  sub- 
stantially one-fourth  less  than  half  the 
maximum  effect,  or  three  eighths  of  the 
maximum  effect,  i.  e.,  maximum  pressure. 
The  variation  from  this  is  so  small  that 
it  will  make  no  practical  difference  in  fig- 
ures. 
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On  this  basis  we  figure  as  follows : 

EXPBBIMSNT  1. 

Pressure  of  wind 0 

"       due  maximum  speed 964  lbs. 

Three-eighths  of  this 362    ** 

154  sq.  ft.  X.8e2  lbs.  pressure 55.748    *' 

Divide  by  430.1  tons  (wt.  of  train}.       .182    ** 
resistance  per  ton  due  atmosphcnc 
causes. 

[In  the  same  way  the  writer  gets  the 
atmospheric  resistance  for  each  of  the  24 
experiments.  It  is  not  thought  essential 
to  print  the  calculations  here.] 
>CFrom  these  figures  we  may  conclude 
that  the  frictional  resistance  of  that  train, 
including  the  engine,  was  4.725  lbs.  per 
ton,  though  many  of  the  results  are  be- 
low this. 

;;;  You  will  note  that  in  five  cases  the  es- 
timated time  taken  in  the  stop  was  more 
than  the  actual,  and  in  eight  cases  it  was 
less. 


You  will  note  that  the  initial  speed  in 
cases  where  the  estimated  time  exceeds 
the  actual  is  low,  averaging  6.72  miles ; 
while  in  cases  where  the  estimated  time 
is  less  than  the  actual,  the  initial  speed 
is  higher,  averaging  9.72  miles,  or  almost 
45  per  cent,  higher. 

Now,  in  the  first  ten  cases  the  average 
initial  speed  is  on  an  average  of  9.69 
miles,  and,  if  the  same  rules  hold,  we 
will  have  an  estimated  time  of  consider- 
ably less  than  the  actual. 

In  the  case  of  No.  12  we  found  that 
an  increase  of  six  per  cent,  of  the  esti- 
mated time  over  the  actual  would,  in  cal- 
culation, show  a  six-per-cent.  decrease  in 
the  resistance. 

If  the  time  used  in  the  calculation 
of  cases  1  to  9  is  too  small,  then  the  use 
of  the  actual  or  correct  time  in  the  cal- 
culation  would  show   a  resistance  less 


Results  Tabdlatbd. 


Series. 


Average. 


Average. 


Average. 


Bxperl- 
ments. 


8 
9 

10 
11 
12 
18 


ri4 

116 
16 
17 
18 
19 
20 
21 


A VI  rage  8  to  22 
1  to  5  and  8  to  i 


Besistanoe 

other  than 

gravity. 


5.98 
6.45 
8.09 
5.95 
5.88 


6.55 

5.190 
8.246 
8.846 
4.180 
3.810 
4.200 


Atmospberic 
resistance. 


.182 


8.935 
8.948 
3.878 
4.068 
6.094 
4.798 
4.458 
3.913 
5.068 


.091 
.080 
.090 


.110 

.204 
.044 
.002 
.056 
.026 
.069 


.163 
.215 
.162 
.130 
.049 
.047 
.059 
.070 
.079 


Frtotton  and 
other  reslstaooe. 


5.848 
6.888 
8.009 
5.920 
5.290 

6.291 

6.440  on  2°  curve. 

4.986 
8.202 
3.844 
4.124 
3.784 
4.181 


3.929 

3.772 
3.738 
8.716 
8  988 
6  045 
4.746 
4.899 
8.848 
4.989 

4.358 

4.183 
4.710 
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Table  Showing  Actual  Timb,  Estimated  Time,  Initial  Velooitt  in  Miles  per  Houb, 

AND  FbIOTIONAL  RESISTANCES  AS  CALCULATED. 


Series. 


Average. 


Experi- 
ments. 


1 

2 

8 

4 

5 

6 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

20 

21 

L22 


Observed 
time. 


185 

132 

182 

166 

104 

148 

108 

98 

58 

51 


70 
70.6 


Initial  speed. 


11.70 

9.48 

6.81 

7.70 

10.65 

11.83 

12.08 

7.82 

6.73 

6.04 

7.52 

7.68 

12.17 

16.68 

11.96 

10.65 

5.82 

6  11 

6.56 

7.78 

8  80 

9.041 


Frictlonal  reiitstane*. 


6.848 

6.888 

8.809 

6.920 

6.290 

6.440  on  2°  carve. 

4. 986 

8  202   . 

8.844 

4.124 

8.784 

4.181 

8  772 

8.788 

8  716 

8.988 

6.045 

4.746 

4.899 

8.848 

4.989 


than  that  tabulated  by  a  percentage 
equal  to  the  error  in  the  time  element. 

How  much  of  the  resistances  calcu- 
lated is  due  to  imperfect  track  is  un- 
known. In  no  case  was  the  track  per- 
fect, though  it  was  fair,  and  an  average 
sand-ballasted  track. 

Some  very  crude  experiments  were 
made  to  test  the  friction al  resistance  both 
at  the  start  and  when  in  motion,  the  cars 
used  being  of  the  lot  used  in  former  ex- 
periments, weight  of  which  we  had. 

Our  arrangement  for  measuring  the 
resistance  being  a  lever  with  length  four 
inches  and  eighty- four  inches,  with  spring 
balance  to  measure  strain  ;  tJius : 


.0 


84" 


4" 


.B 


This  lever  being  upon  one  empty  coal 
car  at  one  end,  the  point  A  being  fixed 
upon  the  car,  the  point  B  being  upon  a 
wire  which  was  fastened  to  the  draw-bar 
of  the  car  to  be  tested ;  the  point  0  be 


ing  the  point  to  which  the  spring  balance 
was  fixed,  the  other  end  of  the  balanoe 
being  put  to  the  lever. 

We  found  that  the  arrangement  was 
not  accurate,  as,  for  instance,  the  weight 
of  the  parts  would  show  on  the  balanoe, 
and  we  had  to  start  in  by  an  allowance 
to  provide  against  such  influence.  The 
pointer  would  bob  about  rapidly,  so  that 
an  exact  reading  could  hardly  be  taken. 
We  attempted  to  read  the  amount  that  it 
took  to  start  the  car,  and  then  how  much 
to  keep  it  going.  We  could  not  get  an 
exactly  steady  motion,  and  the  strains 
after  the  start  were  spasmodic  in  spite  of 
all  we  could  do. 

The  point  selected  was  upon  a  level 
piece  of  track,  on  straight  line,  steel  rail 
and  good  surface. 

The  first  test  was  with  car  2,057,  weight 
47,700  lbs. 

We  give,  first,  the  number  of  the  t^st; 
second,  the  amount  our  scale  registered 
(after  deducting  our  allowance)  to  start 
the  car  ;  third,  the  range  through  which 
our  pointer  vibrated  (after  deducting  as 
before)  to  k^eep  the  car  going : 
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No. 
Te«t 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

18 

14 

15 

16 

17 

18 

19 

20 

21 


Pointers, 
when  oar 
started. 


Ranfre 

of  pointers 

to  keep 

moving. 


24 
80 
14 
80 
12 
14 
18 
16 
11 
8 
8 
12 
11 
18 
16 
10 
15 
21 
15 
20 
10 


4-12 
2-10 
4-  8 
4-  8 
4-  8 
4-10 
8-  6 
8-10 
4-8 
4-10 

2^*6 
2-6 
2-  6 


As  before, 


Footing  of  experiment  to  start 855 

Average 16.44 

Multiply  by  the  leverage,  21,  and  we 

have ^ 824.24 

Divide  by  25.85  (tons) 18.596 

wliich  we  may  take  as  the  resistance  per  ton 
upon  this  car  at  the  start. 

Foot  the  average  of  amounts  required 
to  keep  the  car  in  motion,  and  we 

have 745 

Wh**ch  gives  an  average  of 5 .  78 

Multiply  by  21  (leverage) 120. 88 

Divide  by  28.85  (tons) 5.04 

equals  r^istance  per  ton. 

The  wind  was  light  and  upon  side,  so 
did  not  affect  it. 

Another  car  was  taken,  weight,  47,100 
lbB.=23  55  tons. 


The  result  as  a  whole  was  very  unsat- 
isfactory, and  of  little  or  no- value,  except 
to  show  that  the  frictional  resistance 
from  a  start  is  much  more  than  while  in 
motion. 

The  average  resistance  to  a  start  was 
17.27  lbs.  per  ton,  while  that  to  keep  in 
motion  seems  to  have  been  about  5.10 
lbs.  per  ton,  or  less  than  one-third  of  the 
former. 


Test. 

Start. 

24 

21 
21 
24 
21 
27 
12 
8 
19 
17 
15 
14 
19 
26 
28 
80 
28 
27 
28 
19 
81 
27 

26 

20 

27 

28 

29 

80 

81 

82 

88 

84 
85 

86 

87 
88 



89 

40 

41 

42 

48 

44 

Av'ge. 

462 
22 

4-  8 
8-12 
4-8 
8-8 
7-14 
2-10 
6-14 


2-12 


8-12 
4-10 


78 
7.8 


22x21=462,  divided  by  23.65=19.62 
= average  resistance  per  ton  to  starting. 

7.8X21=163.8,  divided  by  23.55=6.96 
= resistance  when  running  very  slowly. 

Next  car:  weight,  50,700. 


start.  I   Bange. 


_ 

81 

28 

4-10 

28 

2-  6 

84 

4-12 

80 

8-  6 

81 

8-8 

180 

80 

80 

6 

30X21  (leverage) =630,  divided  by  25- 
.35=24.85  average  resistance  at  start 

6X21=126,  divided  by  25.35=4.97= 
resistance  in  motion. 

The  motion  in  last  car  was  about  three 
or  three  and  a  half  miles  per  hour,  while 
in  other  two  it  was  very  much  less ;  just 
barely  a  motion. 
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THE  PERMISSIBLE  STRAIN   UPON   BRICKWORK. 


Bt  Db.  BOHMB. 

Mltthetlaiif?en  aus  der  '*  Prdfuiigsstation  fQr  BaumaterialieD.** 
Translated  for  Abstracts  of  the  lostitution  of  Civil  Engineers. 


The  experiments  given  in  detail  in  this 
paper  were  m:ide  to  ascertain  the  crush- 
ing strength  of  brickwork  composed  of 
different  kinds  of  brick  with  various  mor- 
tars. The  mortars  used  were  made  with 
either  lime  or  Portland  cement,  in  each 
case  mixed  with  sand.  The  bricks  were 
those  chiefly  in  use  in  Berlin.  The  com- 
position of  the  mortar  was  found  to  have 
great  influence  upon  the  strength.  Brick- 
work set  in  a  mortar  composed  of  1  part 
lime  and  2  parts  sand  possessed  only  44 
per  cent,  of  the  strength  of  the  bricks 
alone,  while  the  mortar  composed  of  1 
part  Portland  cement  and  3  parts  sand 
raised  the  percentage  to  63.  A  great 
number  of  tests  were  made,  full  particu- 
lars of  each  being  given.  The  results  ob- 
tained are  summarized  in  the  following 
table,  in  which  the  safety  limit  is  taken 
as  one-tenth  of  the  absolute  crushing 
strength. 


for  being  dissatisfied  with  the  way  in 
which  the  rich  resources  of  their  own 
country  are  being  neglected.  At  the 
racent  conference  of  the  ironmasters  of 
Poland,  at  Warsaw,  a  petition  was  adopt- 
ed praying  the  Government  to  revise  the 
traffic  rates  of  the  principal  Polish  lines, 
and  alleging  that  a  ton  of  English  rails 
can  be  conveyed  from  England  to  War- 
saw as  cheaply  as  a  ton  of  Polish  rails 
from  the  Badom  and  other  districts  of 
West  Bussia.  During  the  conference  it 
was  mentioned  that  the  firm  of  Krampst 
&  Co.  had  realized  a  clear  profit  of 
£44,350  during  the  past  year,  enabling 
it  to  declare  a  dividend  of  9  per  cent 
It  was  also  asserted  that,  while  Uie  neigh- 
boring iron  mines  of  Silesia  are  becom* 
ing  poorer  every  year,  and  do  not  yield 
more  than  28  per  cent  of  iron,  the  yield 
of  the  Bussian  mines  of  Poland  ranges 
between  30  and  45  per  cent.,  in  conse- 


Description  of  Brlok. 


Ordinary  stocks 

Selected       *'     

Clinkers 

Porous  Bricks 

Porous  perforated  do. 
Perforated  do 


Average  Crush- 
ing Strenf;tb 

of 
Brick  Alone. 


Lbs.  per  Square 
Inob. 


Permissible  Strain  upon  Brickwork  with  Mortar 
composed  of — 


1  Lime. 
8  Sand. 

4.4  per  cent. 


7  Lime. 
1  Cement. 
16  Sand. 
4.8  per  cent. 


1  Cement. 
6  8and. 

5.5  per  cent. 


3,669 
5.890 
2,617 
1,196 
2,759 


129 
162 
237 
115 
53 
121 


Lbs.  per  Square  Inch 

18'J 

161 

176 

202 

259 

296 

125 

144 

57 

65 

182 

152 

1  Cement. 
8  Sand. 

6.8  per  cent. 


186 
2'2 
841 
165 
76 
171 


The  figures  arrived  at  by  the  author 
are  in  each  case  higher  than  those  upon 
which  the  building  regulations  of  Berlin 
are  based. 


Russian  Minsbal  Resoubobs. — The  Rus- 
sian people  appear  to  have  some  cause 


quence  of  which,  foreign  firms  have  ap 
plied  for  upwards  of  100  plots  of  ground 
in  the  Dombrova  district,  in  order  to  be 
able  to  extract  the  ore  and  dispatch  ii 
to  Silesia.  In  the  Erivoj  Rog  district, 
of  South  Russia,  the  yield  of  magnetic 
ore  is  stated  by  a  correspondent  to  be  65 
per  cent.,  and  a  French  company  is  work- 
ing the  deposits. 
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VENTILATION  OF  SEWERS.* 

Bt  GEORGE  BBDES  BACHUS«  M.  I.  C.  B. 
From  **  The  Arohlteot." 


In  presenting  a  paper  on  the  ventila- 
tion of  sewers  for  the  consideration  and 
discussion  of  the  Society,  the  author  has 
confined  himself  to  giving  a  short  ac- 
count of  what  has  been  done,  and  a  de- 
scription of  a  system  which  he  has  per- 
sonally adopted  as  the  result  of  investi- 
gation into  the  working  and  defects  of 
previous  systems. 

Until  the  last  twenty  or  thirty  years  it 
was  not  the  general  custom  to  ventilate 
sewers,  and  most  of  the  main  sewers 
themselves  wore  constructed  without 
manholes  or  ventilators,  the  branch  sew- 
ers often  discharging  into  cesspools,  the 
overflow  from  which  was  connected  with 
the  main  sewers — ^the  cesspools  being  as 
far  as  practicable,  hermetically  sealed 
and  seldom  emptied,  the  consequence 
being  that  the  stagnant  sewafi^e  was  de- 
composed, and  the  germs  of  disease  rap- 
idly spread. 

The  numerous  cases  of  typhoid  and 
kindred  diseases  arising  from  these  de- 
fects in  works  of  drainage  caused  sani- 
tary reformers  to  awake  to  the  dangers 
of  pent-up  sewage,  and  it  was  then 
sought  to  send  the  sewage  away  as  far 
and  as  quickly  as  possible,  and  ^outlets 
were  provided  for  the  escape  of  the 
sewer  gas  both  from  cesspools  and 
sewers. 

The  modem  French  system  has  been 
based  somewhat  on  this  system,  the  cess- 
pools themselves  being  retained,  but 
msAe  as  air  and  watertight  as  possible, 
with  upcast  shafts  to  take  the  sewer  gas 
from  the  cesspools,  and  the  soil-pipe  car- 
ried down  from  the  top  of  the  house, 
with  an  outlet  to  the  air  at  the  top,  and 
the  bottom  extended  below  the  surface 
level  of  the  liquid  retained  in  the  cess- 
pool as  a  trap.  This  system,  called  the 
fosse  fixey  is  sometimes  connected  with  a 
sewer,  sometimes  not,  and  of  course, 
especially  in  the  latter  case,  involves  peri- 
ocQcal  and  frequent  cleansing,  and  this 
necessity  has    caused  the  invention  of 


*  A  paper  read  at  a  meeting  of  the  Civil  and  He- 
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several  ingenious  arrangements  for  emp- 
tying \hef08se  fixe^  or  cesspool ;  but  this 
system  is  much  more  costly  than  the 
English,  owing  to  the  large  annual  cost 
botib  of  cleansing  the  cesspools  and  cart- 
ing away  the  soil ,  otherwise  the  effect 
where  the  work  is  scientifically  and  well 
executed,  and  the  emptying  and  cleans- 
ing constantly  attended  to,  is  to  keep  the 
sewer  gas  from  being  discharged  within 
the  dwellinfi^.  But  much  more  sewer  gas 
is  generated  than  in  the  English  system 
of  constant  flow,  and  the  annual  cost  is 
about  five  times  the  cost  of  removal  by 
water,  or  about  12s.  6d.,  as  compared 
with  2s.  6d.  per  head  per  annum  in  the 
case  of  large  towns. 

The  main  sewers  in  France,  and  gen- 
erally abroad,  are,  as  a  rule,  very  badly 
ventilated,  and  their  construction  is  of- 
ten such  as  to  favor  the  generation  of 
large  quantities  of  sewer  gas,  discharged 
often  by  gullies  and  other  openings  im- 
mediately under  the  nose  of  foot  passen- 
gers. 

In  England  the  sewers,  as  far  as  their 
liability  to  generate  sewer  gas  is  con- 
cerned, have  been  generally  much  better 
constructed  than  abroad,  and  of  much 
smaller  dimensions  than  the  French,  and 
better  proportioned  to  the  normal  flow 
of  sewage,  filling,  consequently,  at  all 
times,  a  larger  portion  of  the  sewer,  and 
the  sewage  runs  with  a  greater  and,  for 
the  sewers,  more  self-cleansing  velocity. 
Sewers  so  constructed  also  expose  a 
smaller  proportionate  surface  of  sewer 
wall  to  the  alternate  wetting  by  sewage 
and  drying  and  decomposition  which 
takes  place,  especially  at  certain  seasons 
of  the  year,  and  when  dry  weather  fol- 
lows after  a  storm.  The  English  sewers 
are  better  constructed  to  avoid  genera- 
tion of  sewer  gas,  and  better  cleased,  but, 
imtil  recently,  very  little  has  been  done 
in  the  way  of  ventilating  the  sewers  ex- 
cept by  the  insertion  of  a  greater  or  less 
number  of  stink  outlets,  and  next  to 
nothing  has  been  done  to  render  sewer 
gas  escaping  at  these  blowholes  innocu- 
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ous,  nor  tmtil  recently  has  much  been 
done  to  assist  in  the  cleansing  of  sewers 
in  a  practical  manner.  It  is  needless  to 
inform  engineers  that  it  is  absolutely  nec- 
essary to  keep  sewers  dean,  either  by 
natural  or  artificial  flushing,  and  for  this 
purpose,  where  a  sewer  is  laid  with  a  flat 
gradient,  much  more  is  needed  than  an 
occasional  flush  at  a  few  points  from  a 
500  or  1,000  gallons  seH-acting  flush- 
tank,  the  flush  from  which,  in  a  sewer  of 
moderate  size,  is  spent  in  a  very  short 
distance.  Most  sewerage  engineers  who 
hare  turned  their  attention  to  the  venti- 
lation of  sewers  have  contented  them- 
selves with  making  the  stink  outlets,  or 
ventilating  manholes,  at  intervals  of  from 
about  60  yards  and  upwards,  the  dis- 
tance generally  adopted  being  over  100 
yards,  the  idea  being  that  the  sewer  gas 
discharging  at  these  outlets  would  be 
sufficiently  diluted  with  atmospheric  air 
to  render  it  innocuous.  The  author's 
own  practice  has  been,  of  late,  to  place 
ventilating  manholes  200  ft.  apart  as  a 
convenient  distance  for  examination,  and 
quite  far  enough  for  the  free  circulation 
of  air,  which  the  author  seeks  to  secure 
in  every  sewer. 

As  tiie  age  of  sewers  has  increased, 
all  the  defects  due  to  defective  private- 
house  drainage  and  connections  of  house 
drains  with  the  sewers  have  become  ap- 
parent, and  the  smells  from  some  venti- 
hiting  manholes  have  so  increased,  that 
pubhc  opinion  has  been  roused  even  to 
the  extent  of  compelling  the  stoppage  of 
ventilators,  instead  of  ad4ing  to  their 
number ;  the  public  generally,  in  a  time 
of  excitement  and  fear  of  microbes  and 
bacilli,  acting  upon  the  principle  that 
what  the  eye  does  not  see  or  tne  nose 
smell,  th$  heart  does  not  grieve  at 

When  ventilators  were  first  introduced, 
many  attempts  were  made  to  filter  the 
sewer  gas  before  allowing  it  to  discharge 
into  the  open  air,  and  many  and  compli- 
cated were  the  ventilators  patented,  char- 
coal being  generally  the  substance  em- 
ployed to  filter  the  gas ;  but  owing  part- 
ly to  the  charcoal  being  often  so  dis- 
placed, when  the  filter  was  put  in,  that 
the  sewer  gas  could  pass  freely  through 
the  open  spaces,  partly  owing  to  the  ven- 
tilators being  so  constructed  that  the 
charcoal  was  constantly  wet  and  clogged, 
so  as  not  to  act  properly,  owing  to  these 
and  other  causes,  these  charcoal  trays 


and  filters  have  gradually  come  into  dis- 
use. 

Various  attempts  have  also  been  made 
to  create  strong  upcast  draft  by  furnace 
chimneys,  cowls,  or  other  artificial  means, 
but  these  attempts  have  never  been  more 
than  locally,  and  then  only  very  partial- 
ly successful. 

The  author  having  himself  encoun- 
tered most  of  these  practical  difficulties^ 
tried  a  number  of  experiments  at  his  own 
house  and  on  sewers  under  his  charge, 
in  order  to  test  by  the  practical  and  ele- 
mentary sense  of  smell  (which  is  the  test 
put  by  the  public,  rather  than  by  deli- 
cate anemometers  and  other  means,  when 
and  under  what  conditions  the  sewer 
gas  was  most  freely  generated  and  dis- 
charged. The  next  point  was  to  ascer- 
tain now  the  flow  of  sewer  gas  could  be 
so  regulated  as  to  prevent  undue  accu- 
mulation at  any  one  point,  and  how  the 
passers  by  the  ventilators  could  be 
reheved  of  the  constantiy  unpleasant 
smell  experienced  at  many  places.  The 
result  of  these  experiment  was  to  show 
that  a  well-constructed  sewer,  with  a 
moderately  quick  fall  and  constant  flow, 
running  from  one-third  to  one-half  full, 
or  more,  of  sewage,  generated  the  least 
quantity  of  sewer  gas ;  also  that  a  sewer 
similarly  constructed,  with  a  similar  fall, 
seemed  to  form  the  best  channel  for  the 
conveyance  of  sewer  gas;  and  for  this 
reason,  where  practicable,  the  author  of 
this  paper  prefers  to  have  a  sloping  out- 
let, up  which  the  sewer  gas  may  ascend, 
so  as  to  arrive  at  its  point  of  discharge 
with  the  least  possible  obstruction.  More 
sewer  gas  was  found  to  be  generated  in 
the  larger  and  badly-constructed  sewers, 
especisdly  in  those  with  flat  fall  and  vary- 
ing flow,  and  where  the  velocity  of  flow 
is  insufficient  for  the  sewer  to  be  self- 
cleansed.  The  sense  of  smell  is,  of 
course,  most  apparent  when  the  neces- 
sary conditions  of  stagnation  and  com- 
parative temperatures  of  the  sewer  and 
of  the  air  happen  to  meet,  and  hot  fluids 
entering  the  sewers  always  add  to  the 
aroma  and  increase  the  difficulty  of  deal- 
ing with  the  gas. 

The  flow  of  the  gas  and  the  sense  of 
smell  both  seem  to  travel,  as  a  rule,  vol 
the  direction  inverse  to  the  flow  of  sew- 
age, but  this  rule  is  by  no  means  withont 
exceptions.  For  the  purposes  of  this 
paper  it  is,  however,  better  ta  deal  with 
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the  general  role,  which  is,  that  sewer  gas, 
when  generated,  travels  upward,  and 
tends  to  accomnlate  in  the  upper  dis- 
triets  at  points  where  there  is  some  check 
to  the  flow,  or  some  local  circumstance 
to  make  a  ventilating  manhole  a  good  up- 
cast shaft.  The  author  had  a  good  case 
in  point  where  a  clean,  new,  well-laid 
sewer,  with  a  rather  quick  fall  and  no 
sewage  in  it,  served  as  an  admirable  ven- 
tilating shaft  for  an  old  sewer. 

To  prevent  this  accumulation  of  sewer 
^^— to  dilute  the  gas  with  atmospheric 
air,  and  to  filter  the  diluted  gas  before 
its  discharge — the  author,  in  conjunction 
with  Mr.  Maififnen  (the  well-known  pat- 
entee of  the  Filtre  rapide\  has  taken  out 
a  patenfc  for  localizing  the  sewer  gas,  di- 
luting it  as  much  as  possible,  and  filter- 
ing it  through  a  charcoal  filter  in  such  a 
way  as  to  overcome  the  disadvantages 
above  referred  to.  The  accumulation  is 
prevented  by  localization,  and  this  is  ef- 
fected by  means  of  double  or  divided 
manholes  provided  with  stops  or  valves, 
placed  at  the  lower  part  of  the  middle 
division  in  each  manhole.  The  model 
and  drawing  show  the  general  arrange- 
ment by  which  the  air  is  allowed  to  enter 
the  sewer  through  that  par t  of  the  manhole 
called  the  air  inlet.  The  air  passes  up 
the  line  of  sewer,  mixing  with  the  sewer 
gas  as  it  travels,  until  it  comes  to  the 
valve  or  stop  at  the  next  manhole,  which 
prevents  its  further  progress,  and  turns 
it  through  the  filter  out  at  the  ventilat- 
ing cover  or  gas  outlet.  This  valve  or 
stop  is  made  in  sections,  being  like  a  bal- 
ance valve  on  a  common  spindle,  and  each 
of  the  lower  sections  working  independ- 
ently of  those  above,  so  that,  while  the 
sewage  flows  down  the  sewer,  the  flow  of 
gas  in  the  opposite  direction  is  arrested 
and  diverted  up  the  gas  outlet  at  each 
manhole. 

In  trying  to  ascertain  the  velocity  and 
force  with  which  sewer  gas  travels,  the 
author  has  not  yet  met  with  great  suc- 
cess ;  but  he  finds  that,  except  with  large 
differences  of  temperature  or  sudden 
variation  in  flow,  the  current  is  hardly 
perceptible,  and  yet  without  any  percep- 
tible current  of  gas  there  may  be  verv 
strong  smells  perceptible  at  many  venti- 
lators. These  would  appear  to  be  due 
to  the  diffusion  of  the  gases  which  always 
takes  place,  rather  than  to  an  actual  cur- 
rent; and  tJiis  wiU  be  readily  understood 


by  reminding  the  members  of  the  experi- 
ment which  shows  that  if  a  heavy  gas  is 
placed  in  the  lower  half  of  a  closed 
vessel,  and  a  light  gas  in  the  upper  part, 
the  two  parts  divided  by  plaster  of  Paris, 
the  gases  are  found  to  diffuse,  even  pass- 
ing through  a  considerable  thickness  of 
plaster  of  Paris  to  mix  one  with  the 
other. 

In  carrying  out  this  system,  the  author 
prefers,  where  practicable,  instead  of  hav- 
ing the  outlet  of  the  upcast  shaft  at  the 
surface  of  the  road,  to  conduct  a  pipe  by 
easy  lines  up  the  side  of  a  house  or  other 
convenient  place.  Where  this  can  be 
done  it  is  not  essential  in  many  instances 
to  filter  the  sewer  gas,  but  where  it  can- 
not be  done  the  author  has  found,  after 
nearly  twelve  months'  experience,  that 
the  filter  of  the  fbrm  shown  by  the  model 
effectively  does  away  with  8my  objection- 
able smell  from  the  sewer  gas,  the  char- 
coal cannot  be  displaced  to  allow  the  free 
passage  of  the  gas,  and  both  the  form  of 
the  filter  and  the  overflow  for  the  water 
provided  in  the  dirt  box  prevent  the 
charcoal  becoming  wet  or  damp,  even 
after  many  months*  use.  The  vapor 
arising  from  the  sewage  is  condensed  on 
the  underside  of  the  filter  without  wet- 
ting the  charcoal. 

A  very  similar  arrangement  to  that 
above  described  has  been  used  by  the 
author  in  the  drainage  of  the  Town  Hall, 
Edmonton,  and  there  is  no  difficulty  in 
the  general  application  of  the  system  for 
house  drainage  as  well  as  sewerage. 

The  author  is  an  advocate  for  trapless 
valve  closets  and  drains  without  siphons, 
and  for  the  straightest  possible  Imes  of 
soil  pipes  and  ventilating  pipes,  so  as  to 
maintain  a  free  circulation  from  each  air 
inlet  to  the  adjoining  gas  outlet,  and  the 
air  ought,  in  the  author's  opinion,  to  have 
a  free  circulation  through  every  foot  of 
sewer  drain  and  soil  pipe.  The  variation 
between  the  day  and  night  flow  in  this  sys- 
tem secures  fresh  supplies  of  atmospheric 
air  in  each  length  of  each  sewer  every 
night.  The  system  can  in  most  cases  be 
easily  adapted  to  existing  arrangements 
of  sewerage  and  house  drainage. 

It  has  now  been  in  work  adjoining  the 
Town  Hall,  Edmonton,  for  twelve  months, 
and  for  nearly  nine  months  in  another 
street  at  Edmonton ;  and  Mr.  Laws,  the 
engineer,  of  Newcastle,  who  saw  the 
model  at  the  Exhibition  this  year,  where 
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it  was  awarded  a  medal,  has  been  twice 
to  Edmonton  to  inspect  its  working,  and 
intends  trying  it  in  certain  places  in 
Newcastle  which  have  hitherto  given 
trouble. 

The  author  finds  that  the  bottom  sec- 
tions of  the  valve  are  not  required,  and, 
indeed,  the  system  seems  to  work  best 
without  them.  It  is  not  even  necessary 
to  stop  the  back  flow  of  sewer  gas  that 
the  valve  should  reach  the  sewage  at  its 
normal  level,  although  the  author  prefers 
that  it  should  nearly,  if  not  quite,  touch 
it. 

No  stoppage  or  heading  up  of  either 
of  the  sewers  where  it  has  been  used  has 
taken  place,  although  one  of  them  has 
only  a  fall  of  4  feet  in  a  mile. 

In  concluding  this  paper,  the  author 
would  again  call  attention  to  the  fact 


that  under  this  system  no  lodgment  or 
deposit  can  take  place  between  the  closets 
in  the  house  and  the  final  outlets,  the 
circulation  of  both  air  and  water  being 
quite  free  throughout;  and  the  whole 
system  of  sewers  is  so  divided  into  sec- 
tions that  there  can  be  no  accumulation 
of  sewer  gas  at  any  one  point,  and  any 
gas  generated  is  well  diluted  with  air, 
and  well  filtered  before  it  escapes  into 
the  atmosphere. 

The  temperature  in  the  sewers  is  lower 
than  under  any  other  system.  Any  kind 
of  filter  or  disinfectant  can  be  used  in 
connection  with  the  system  above  de- 
scribed, and  it  has  been  found  satisfac- 
tory as  regards  the  prevention  of  smells 
botii  from  the  street  manholes  and  house 
drains.  The  manholes  are  usually  con- 
structed in  concrete. 


PRIME  MERIDIAN  TIME.* 


From  "Nature." 


On  the  first  day  of  the  month,  the 
President  of  the  United  States,  in  his 
message  at  the  opening  of  Congress,  re- 
ferred to  the  International  Meridian  Con- 
ference, lately  convened  in  Washington, 
in  the  following  words :  "  The  Confer- 
ence concluded  its  labors  on  November 
1,  having,  with  substantial  unanimity, 
agreed  upon  the  meridian  of  Greenwich 
as  the  starting  point  whence  longitude 
is  to  be  computed  through  180"^  eastward 
and  westward,  and  upon  the  adoption  for 
all  purposes  for  which  it  may  be  found 
convenient  of  a  Universal  Day,  which 
shall  begin  at  midnight  on  the  initial  me- 
ridian, and  whose  hours  shall  be  counted 
from  zero  up  to  twenty-four.*' 

The  Canadian  Institute  is  peculiarly 
interested  in  this  announcement.  No  so- 
ciety, literary  or  scientific,  has  taken  a 
more  important  part  in  the  initiation  of 
the  movement  to  reform  our  time  sys- 
tem, of  which  the  success  is,  to  some  ex- 
tent, indicated  in  the  President's  words. 
It  therefore  appears  to  me  fit  and  proper 
that  I  should  recall  to  your  attention  the 

*  This  paper,  glyin>c  the  early  history  of  a  moye- 
ment  which  Is  now  attraotlnfr  such  general  attention, 
was  reprinted  in  Nature  from  the  *' Transactions  ^*  of 
the  Canadian  Institute. 


various  steps  which  from  time  to  time  have 
been  taken,  so  that  we  may  possess  a 
record  of  the  events  which  have  led  to 
the  now  almost  general  recognition  of 
the  necessity  for  a  new  notation. 

Six  years  ago,  on  several  occasions,  the 
meetings  of  Uie  Institute  were  engaged 
in  discussing  the  subject  of  time-reckon- 
ing,  and  the  selection  of  a  prime  merid- 
ian common  to  all  nations.  Papers  were 
read  and  arguments  wese  advanced,  with 
the  view  of  showing  the  necessity  of 
establishing  a  cosmopolitan  or  universal 
time,  by  which  the  events  of  histo^ 
might  be  more  accurately  recorded,  and 
which  would  respond  to  the  more  precise 
demands  of  science,  and  generally  satisfy 
the  requirements  of  modem  civHization. 
The  "Proceedings'*  of  the  Institute  for 
for  January  and  February,  1879,  give  at 
considerable  length  the  views  submitted 
and  the  suggestions  offered  to  meet  the 
new  conditions  of  life.  While,  on  the 
one  hand,  it  was  argued  that  the  intro- 
duction of  a  comprehensive  scheme  by 
which  time  could  be  universally  reckoned 
was  highly  desirable,  it  was  equally  main- 
tained that  the  determination  of  a  com- 
mon prime  meridian  for  the  world  was 
the  key  to  its  success,  and  that  the  estab- 
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lishment  of  such  a  meridian,  as  a  zero, 
recognized  by  all  nations,  was  the  first 
important  step  demanded. 

These  "Proceedings*'  were  brought 
tmder  the  notice  of  His  Excellency  the 
Marquis  of  Lome,  then  Govemor-Qen- 
eral  of  Canada.  In  the  name  of  the  In- 
stitute, they  were  submitted,  in  the  form 
of  a  memorial,  with  the  hope  that  His 
Excellency  would  see  fit  to  lay  them  be- 
fore the  Imperial  Government,  that  they 
would  by  these  means  obtain  the  atten- 
tion of  the  several  scientific  bodies 
throughout  Europe,  and  that  some  gen- 
eral systematic  effort  would  be  made  in 
the  right  direction  to  secure  the  import- 
ant objects  sought  to  be  obtained. 

Through  the  good  offices  of  His  Ex- 
cellency, copies  of  the  Canadian  Insti- 
tute "Proceedings**  found  their  way  to 
the  British  Admiralty,  the  Astronomer 
Boyal,  Greenwich,  the  Astronomer  Boyal 
for  Scotland,  Edinburgh,  the  Boyal  So- 
ciety, the  Boyal  Geographical  Society, 
the  Boyal  Astronomical  Society,  the 
Boyal  United  Service  Institute,  and  other 
societies  of  eminence  and  weight  in  the 
United  Kingdom.  Copies  of  tiie  papers 
were  likewise  sent  through  the  Imperial 
Government  to  the  Governments  of  the 
the  following  countries  viz. : 

Prance, 

Italy, 

The  United  States, 

Austria, 

Brazil, 

Japan, 

Spain, 

Switzerland, 

Greece, 

Germany, 

Norway  and  Sweden, 

Bussia, 

Belgium, 

Denmark, 

The  Netherlands, 

Portugal, 

Turkey, 

China. 

In  the  year  following,  the  American 
Metrological  Society  issued  a  report  of 
the  Committee  on  Standard  Time.  The 
report  bears  the  name  of  Mr.  Cleveland 
Abbe,  the  chairman  of  the  committee, 
and  the  date  of  May,  1879.  It  draws  at- 
tention to  many  of  the  causes  calling  for 
the  establishment  of  accurate  time,  and 


the  attempts  made  since  the  establish- 
ment of  the  electro-magnetic  telegraph 
to  make  the  notation  of  time  synchro- 
nous. While  pointing  out  that  this  re- 
sult had  been  obtained  in  Great  Britain 
through  the  efforts  of  ProfesFov  Airy, 
Mr.  Cleveland  Abbe  gave  a  Hst  of  the  va- 
rious observatories  on  this  continent, 
which  are  in  possession  of  the  necessary 
apparatus  and  force  proper  to  furnish  as- 
tronomically accurate  time  by  telegraph. 
Writing  in  February,  1880,  while  giving 
the  resolution  adopted  by  the  Society, 
recommending  the  adoption  of  accurate 
time  by  telegraph,  from  an  established 
astronomical  observatory,  Mr.  Cleveland 
Abbe  points  out  that  the  subject  of  accu- 
rate time  has  been  taken  up  by  the  Hor- 
ological  Bureau  of  the  Winchester  Ob- 
servatory of  Yale  College,  and  that  the 
most  perfect  apx>aratus  had  been  received 
for  the  purpose  of  distributing  New 
York  time  with  the  highest  degree  of  uni- 
formity and  accuracy. 

Mr.  Cleveland  Abbe's  own  remarks  on 
the  subject  are  of  high  value.  He  forci- 
bly points  out  the  difficulties  and  incon- 
veniences under  which  railway  opera- 
tions in  America  labor  from  the  want  of 
a  proper  system  of  time.  To  show  this 
fact  in  greater  force,  he  gives  the  74 
standards  then  followed.  These  several 
standards  he  proposed  to  set  aside  and 
replace  by  standards  each  differing  one 
hour,  or  15**  of  longitude. 

While  recommending  this  course,  the 
report  sets  forth  that  the  change  would 
only  be  regarded  as  a  step  towards  the 
absolute  tmiformity  of  all  time-pieces, 
and  the  Society  passed  resolutions,  that 
absolute  uniformity  of  time  is  desirable  ; 
that  the  meridian  six  hours  west  of 
Greenwich  should  be  adopted  as  the  Na- 
tional Standard  to  be  used  in  common 
on  all  railways  and  telegraphs,  to  be 
known  as  "Bailroad  and  Telegraph 
Time":  that  after  July  4,  1880,  such  uni- 
form Standard  Time  should  be  the  legal 
standard  for  the  whole  country,  and  that 
the  State  and  National  Legislatures  should 
be  memorialized  on  the  subject. 

Mr.  Cleveland  Abbe,  in  this  report  al- 
luded to  the  previous  "  Proceedings  "  of 
the  Canadian  Institute. 

The  active  sympathy  of  the  Marquis 
of  Lome  greatly  aided  the  movement  of 
time  reform  in  its  early  stages.  In  1879, 
in  his  official  position  as  Governor- Gen- 
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eral,  he  had  been  the  recipient  of  the 
papers  published  by  the  Canadian  Insti- 
tute, and  had  transmitted  them  to  Great 
Britain,  and,  through  the  Imperial  Gov- 
ernment, to  the  several  European  centers. 
In  1880,  it  was  learned  that  the  Beport 
to  the  American  Metrological  Society, 
above  alluded  to,  would  shortly  be  is- 
sued. Accordingly,  advance  copies  were 
obtained  from  New  York,  and,  together 
with  additional  papers  issued  by  this  In- 
stitute, they  were  transmitted  by  His  Ex- 
cellency to  the  following  European  So- 
cieties, and  the  special  attention  of  their 
members  was  directed  to  the  documents 
themselves : 

1.  The  Institut  de  France. . .  Paris. 

2.  Societe  de  G^ographie Paris. 

8.  Societe  Beige  deG^oraphie  Brussels. 

4.  KOnigliche      Preussische 

Akademle  der  Wissen- 
schaften Beriin. 

5.  Gesellschaft  fur  Erdkunde  Berlin. 

6.  EaiserlischeAkademieder 

Wissenschaften        ...    Vienna. 

7.  K.  K.  Geographische  Ges- 

ellschaft Vienna. 

8.  Nicolaievskaia     Glavnaia 

Observatoria Pultowa. 

9.  Imper.  Rousskae  Geografi- 

cbeskoe  Obschestou. ...  St.  Petersburg. 

10.  Imper.  Akademia  Nauk . .  St.  Petersburg. 

11.  8oci§te  de  Geographie. .. .  Cteneva. 

By  this  means  attention  was  obtained 
for  the  subject  in  Europe,  and  when  I 
submit  evidence  of  the  fact,  I  think  you 
will  agree  with  me  that  no  little  of  the 
success  which  has  attended  the  move- 
ment is  owing  to  our  late  Governor- 
General.  We  must  all  acknowledge  how 
much  we  are  indebted  to  him  for  the 
great  personal  interest  he  has  always 
shown  on  the  subject.  We  are  certainly 
warranted  in  forming  the  opinion  that 
the  dissemination  of  these  papers,  under 
such  distinguished  auspices,  awakened 
attention  to  the  arguments  they  contain, 
and  prepared  the  way  for  the  subsequent 
action  taken  at  the  International  Geo- 
graphical Congress  at  Venice,  at  the  Geo- 
detic Congress  at  Rome,  and,  more  re- 
cently, at  the  Conference  at  Washington. 

Mr.  Wilhelm  Forster,  Director  of  the 
Berlin  Observatory,  enters  into  the  sub- 
ject at  length  in  a  paper  ''  Zur  Beurthei- 
lund  Einiger  Zeitfragen,  insbesondere 
gegen  die  Einfuhrung  einer  deutschen 
Normalzeit."  [A  review  of  some  consid- 
erations on  Time,  especially  against  the 


introduction  of  German  National  Uniform 
Time.] 

Mr.  Forster  proceeds  to  say:  "The 
British  Government  is  now  transmitting, 
through  its  representatives,  although,  at 
the  same  time,  it  declares  itself  neutral, 
a  proposition  which  has  been  published 
by  a  society  of  scientific  men  in  Canada, 
which  aims  at  the  establishment  of  a  cos- 
mopolitan normal  datum  (Prime  Merid- 
ian) and  of  Universal  Time,  and  also  the 
establishment  of  24  meridians  of  an  hour 
apart,  by  which  local  time  will  be  ab- 
sorb^" The  first  proposal  Mr.  Forster 
describes  as  an  important  sign  of  the 
times,  and  evidently  favors  it. 

He  strongly  protests  against  the 
establishment  of  a  National  German 
Time ;  but  for  railway  business,  and  for 
such  matters  of  communication  as  re- 
quire precision,  also  for  the  form  of  ex- 
pression of  all  scientific  relations  to  time. 
Mr.  Forster  points  out  that  a  Universal 
Time  common  to  the  whole  world  is  to  be 
recommended. 

Dr.  G.  von  Boguslavski,  in  the  Ver- 
handlungen  der  Qesellschaft  fur  Erd- 
kunde ("  Transactions  of  the  Geographi- 
cal Society  of  Berlin  *'),  commends  the 
new  scheme  as  it  has  been  put  forth  in 
the  Canadian  Institute  papers,  and  fore- 
tells that  it  will  be  a  matter  of  fact  in  a 
short  time. 

Col.  Aden,  Director  of  the  Military 
School,  Belgium,  has  two  papers  in  the 
Bulletin  de  la  Societe  Beige  de  Oio- 
graphie.  He  supports  the  proposal  to 
establish  Universal  Time,  and  expresses 
the  opinion  that  longitude  throughout 
the  world  should  have  a  common  nota- 
tion, dating  from  one  universally-adopted 
Prime  Meridian. 

Col.  Wauverman,  President  of  the  Geo- 
graphical Society  of  Antwerp,  in  the 
BvXlttln  of  that  Society,  1882,  advocates 
the  change,  and  with  ability  meets  the 
arguments  raised  against  it,  showing 
them  to  be  groundless  and  aiising  from 
a  want  of  thoroughly  understanding  the 
question. 

In  Spain,  the  proposals  have  met  with 
full  support  All  the  papers  issued  by 
the  Canadian  Institute  have  been  trans- 
lated and  published  in  a  paper  of  80 
pages  by  the  Revista  Genend  de  Marina. 
The  translator,  Don  Juan  Pastorin,  an 
officer  of  the  Spanish  navy,  is  warm  in 
I  his  commendation  of   the  scheme,   and 
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takes  a  wise  and  comprehensive  view  of 
the  whole  question.  The  Spanish  Gov- 
ernment secured  the  advantage  of  this 
gentleman's  services  as  delegate  to  the 
Washington  Conference. 

M.  Otto  Struve,  the  well-known  As- 
tronomer and  Director  of  the  Imperial 
Observatory,  Pultowa,  reports  on  the 
papers  transmitted  by  Lord  Lome  to  the 
Imperial  Academy  of  Science  at  St. 
Petersburg.  He  gives  his  adherence  to 
the  establishment  of  Universal  Time, 
based,  as  suggested,  on  a  Prime  Merid- 
ian common  to  the  whole  globe,  and 
strongly  advocates  counting  the  hours  in 
one  series  up  to  24. 

In  England,  the  Royal  Society  consid- 
ered favorably  both  the  establishment  of 
a  Universal  Time  and  the  determination 
of  a  common  Prime  Meridian.  While 
the  present  Astronomer  Royal,  Mr.  Chris- 
tie, takes  a  favorable  view  of  the  ques- 
tion, his  predecessor,  Sir  G.  B.  Airy,  re- 
I)orted  Unfavorably.  The  report  of  the 
Astronomer  Royal  for  Scotland,  Prof. 
Piazzi-Smith,  is  decidedly  adverse.  These 
documents  have  been  transmitted  to  the 
Institute. 

In  Italy,  the  Italian  Geographical  So 
ciety  has  given  its  countenance  to  a  work 
by  Mr.  Fernando  Bosari,  who,  in  a  pam- 
phlet of  68  pages,  reviews  the  whole 
question  at  length,  and  lays  down  three 
principles:  1.  The  determination  of  a 
Zero-meridian.  2.  The  establishment  of 
Cosmopolitan  Time  based  upon  it  3. 
The  notation  of  the  hours  from  1  to  24 
in  a  continuous  series. 

The  question  of  a  Universal  Time  and 
the  selection  of  a  Prime  Meridian  is  dis- 
cussed with  ability  in  a  paper  published 
by  M.  Thury,  Professor  at  the  University 
of  Geneva. 

At  the  meeting  of  the  Association  for 
the  Reform  and  Codification  of  the  Laws 
of  Nations,  at  Cologne,  Prussia,  in  1881, 
the  question  of  regulating  time  on  the 
new  system  was  considered  and  resolu- 
tions moved. 

In  the  same  year  (1881),  the  subject 
occupied  the  attention  of  the  Interna- 
tional Geographical  Congress  at  Venice, 
at  which  a  delegate  from  the  Canadian 
Institute  attended.  The  general  ques- 
tion was  warmly  discussed  and  resolu- 
tions adopted.  The  appointment  of  an 
International  Conference  to  meet  at 
Washington,  specially    to    consider  the 


question,  was  then  suggested  by  the  Can- 
adian delegate,  and  warmly  supported  by 
gentlemen  representing  the  Government 
and  scientic  societies  of  the  United  States. 
The  President  of  the  Congress  commu- 
nicated the  resolutions  to  the,  Italian 
Government,  and  Prince  Teano,  on  be- 
half of  the  Italian  Government,  under- 
took to  conduct  the  official  correspond- 
ence. Out  of  this  appears  to  have  sprung 
the  important  discussion  at  the  meeting 
of  the  International  Geodetic  Associa- 
tion at  Rome,  in  October  1883,  when  the 
utility  of  Universal  Time  was  recognized, 
and  a  special  International  Conference 
for  the  establishment  of  a  zero-meridian 
for  longitude  and  time  recommended. 

Returning  to  this  side  of  the  Atlantic, 
the  question  of  regulating  time  for  rail- 
way, telegraph,  and  civil  purposes  gener- 
ally, was  considered  at  the  Convention 
of  the  American  Society  of  Civil  Engi- 
neers, held  at  Montreal,  June  15, 1881, 
and  a  committee  of  men  engaged  in  the 
management,  and  familiar  with  the  econ- 
omy of  railways,  appointed  to  examine 
the  question.  The  committee  has  re- 
ported from  time  to  time.  They  recog- 
nized that  a  proposition  to  reform  the 
general  time  system  of  the  country  was 
a  problem  beset  with  difficulties,  but  it 
did  not  appear  to  them  insolvable.  It 
was  felt,  however,  that  the  question  af- 
fect so  many  interests  that  any  change 
could  only  be  eflfected  by  gener^  concur- 
rence. 

To  attain  the  end  proposed  by  this  so- 
ciety, the  papers  bearing  on  the  question 
were  printed,  and  a  scheme  modified  on 
the  "Proceedings"  of  the  Canadian  Insti- 
tute was  drawn  up,  under  the  title  of 
**  Cosmopolitan  scheme  for  regulating 
time." 

I  may  briefly  recall  the  features  of  the 
scheme. 

There  should  be  one  standard  of  ab- 
solute time,  a  Universal  Day,  based  on 
the  mean  solar  passage,  at  one  particular 
meridian,  the  Prime  or  initial  meridian 
for  computing  longitude.  This  Prime 
Meridian,  together  with  the  Universal 
Day,  to  be  observed  by  all  civilized  na- 
tions. 

There  should  be  24  secondary  or  hour- 
meridians  established,  15  degrees  of  lon- 
gitude apart,  beginning  with  the  Prime 
Meridian  as  zero. 

To  distinguish  the  Universal  Day  from 
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local  days,   it  should  bear  the  title  of 
"  Cosmic  Day."  ♦ 

Cosmic  Time  is  intended  to  be  used  to 
promote  exactness  in  chronology,  and  to 
be  employed  in  astronomy,  navigation, 
meteorology,  and  in  synchronous  obser- 
vations throughout  the  world.  To  be 
employed  in  ocean  telegraphy,  and  fi;en- 
erally  in  all  operations  non-local  in  ch^- 
acter. 

The  several  24  meridians  to  be  used  as 
standards  for  local  time  around  the 
globe.  Applying  the  system  to  North 
America,  the  effect  would  be  to  reduce 
the  standards  to  four  or  five,  as  suggested 
by  the  Metrological  Society. 

A  circular,  dated  March  15,  1882, 
signed  by  Mr.  John  Bogart,  the  Secretary 
of  the  American  Society  of  Civil  En- 
gineers, was  forwarded  to  the  leading 
men  in  railway  direction,  either  as  gener^ 
managers,  superintendents,  or  engineers, 
and  to  men  of  scientific  attainments 
throughout  the  United  States  and  Can- 
ada. The  paper  thus  circulated  contained 
eleven  questions,  and  categorical  replies 
were  invited  to  them. 

Replies  were  received  and  reported  on 
at  a  Convention  of  the  Society,  held  in 
Washington  on  May  15,  1882.  The 
scheme  submitted  was  generally  and 
cordially  approved. 

An  emphatic  and  unanimous  opinion 
was  expressed,  that  there  should  be  es- 
tablished as  early  as  possible  a  compre- 
hensive system  of  Standard  Time  for 
North  America. 

Of  those  who  replied  to  the  queries, 
95  per  cent,  favored  the  idea  that  there 
should  be  a  common  agreement  between 
the  standards  of  time  in  all  countries. 
That  while  we  must  primarily  look  to 
our  own  convenience  on  this  continent, 
it  is  proper  to  aim  at  eventually  attaining 
general  uniformity  among  ail  nations. 

Seventy-six  per  cent,  were  in  favor  of 
reducing  the  standards  in  North  America 
so  that  they  would  differ  only  by  intervals 
of  one  hour,  and  92  per  cent,  were  in 
favor  of  a  notation  of  the  hours  of  the 
day  by  a  single  series  from  1  to  24,  in- 


*  [iVW< -I  may  remark  that  the  desUnaatlon,  "Cos- 
naio,"  was  first  suggested,  Independently,  by  two 
Canadian  irentlemen  widely  separated^  by  Mr.  R,  G 
Hallburton,  then  In  Algiers,  and  by  Mr.  Thomas  Hec- 
tor, of  Ottawa.  The  efymology  commends  the  use  of 
the  word.  It  has  been  accepted  by  a  number  of  soci- 
eties and  by  many  indivicfuals  as  appropriate  and 
appliCHble.l 


stead  of  in  two  divisions,  ^eaoh  of   12 
hours. 

The  character  of  the  replies  received 
indicated  that  a  remarkable  unanimity  of 
opinion  prevailed  in  every  section  of  the 
continent  heard  from.  The  Convention 
accordingly  resolved  that  an  attempt 
should  be  made  to  obtain  European  con- 
currence to  the  selection  of  a  Prime 
Meridian  on  which  a  time-system  could 
be  definitely  based.  But,  failing  to  ob- 
tain this  recognition,  the  people  of  the 
Western  Con^nent  .shotfld  determine  a 
zero-meridian  for  their  own  use  and  guid- 
ance. 

It  was  thereupon  resolved  to  petition 
the  Congress  of  the  United  States  to  take 
the  matter  into  consideration.  The  Am- 
erican Metrological  Society  about  the 
same  time  adopted  a  similar  proceeding. 
The  consequences  were  that  a  joint  reso- 
lution of  the  House  of  Bepresentatives 
and  the  Senate  was  passed,  authorizing 
the  President  of  the  United  States  to 
call  an  International  Conference  to  fix  on 
and  recommend  for  universal  adoption  a 
common  Prime  Meridian  to  be  used  in 
the  reckoning  of  longitude  and  in  the 
regulation  of  time  throughout  the  world. 

On  the  meeting  of  the  American  Asso- 
ciation for  the  Advancement  of  Science 
in  Montreal,  in  July,  1882,  the  subject 
was  brought  forward,  and  all  the  docu- 
ments were  submitted  and  discussed.  It 
was  agreed  that  the  Association  should 
co-operate  with  other  bodies  in  further- 
ance of  the  movement. 

On  two  occasions  the  Royal  Society  of 
Canada  has  had  its  attention  directed  to 
the  matter,  and  this  body  has  assisted  in 
furthering  the  determination  of  the  prob- 
lem by  its  co-operation  and  by  corre- 
spondence with  the  Government. 

While  some  delay  took  place  in  sum- 
moning the  International  Conference  by 
the  President,  in  consequence  of  diplo- 
matic correspondence  on  the  subject,  the 
question  was  ripening  on  both  sides  of 
the  Atlantic  for  concerted  action.  In- 
deed, a  decision  with  respect  to  the  regu- 
lation of  local  time  was  anticipated  by 
the  railway  authorities  in  North  America, 
who  adopted  the  system  of  hour-stand- 
ards which  had  been  prominently  brought 
forward  as  described. 

On  November  18th  of  last  year  (1883), 
the  new  system  of  regulating  railway 
time  on  this  continent  came  into  opera- 
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tion.  There  had  been  seyeral  prelunin- 
ary  meetings  of  railway  managers;  the 
last  meeting  was  a  Conventicm  held  in 
Chicago  the  previous  October,  and  it  was 
then  determined  immediately  to  carry 
oat  the  change. 

Mr.  W.  F.  Allen,  the  secretary  of  this 
Ck)nvention,  who  also  took  a  prominent 
part  in  effecting  the  adoption  of  the 
change,  has  ^ven  a  history  of  the  events 
leading  to  it.  Upon  this  gentleman 
mainly  fell  the  labor  of  arranging  detuls, 
and  he  executed  the  difficult  duties  as- 
signed to  him  with  consummate  ability. 
In  the  words  of  the  historian,  the  transi- 
tion from  the  old  to  the  new  system  "  was 
put  into  effect  without  any  appreciable 
jar,  and  without  a  single  accident  occur- 
ring.'' According  to  this  authority  the 
first  newspaper  to  advocate  some  change 
was  the  JRailroad  Gazette  for  April  2d, 
1870,  and  it  is  claimed  that  as  early  as 
1869  Professor  Charles  F.  Dowd,  Prin- 
cipal of  Temple  Grove  Ladies'  Seminary, 
Saratoga  Springs,  proposed  a  system  of 
meridians  based  on  the  meridian  of 
Washington  at  intervals  of  one  hour,  by 
which  railways  should  be  operated,  and 
that  an  expression  of  his  views  was 
placed  in  the  hands  of  the  President  of 
the  New  York  and  Canada  Bailroad.  The 
proposition  appears  to  have  attracted  at- 
tention in  the  "  Travelers'  Official  Guide  *' 
of  1872.  In  1873  it  was  brought  before 
the  Railway  Association  of  America,  noi 
now  in  existence.  A  committee  was  ap- 
pointed to  examine  into  its  merits ;  they 
failed  to  recognize  the  necessity,  and 
recommended  that  the  question  of  Na- 
tional Standard  Time  for  use  on  Railways 
be  deferred  till  it  more  clearly  appeared 
that  the  public  interest  called  for  it. 

Mr.  Dowd's  efforts  to  introduce  a  Na- 
tional Standard  Time  to  meet  the  diffi- 
culties which  were  being  developed  were 
at  the  time  imperfectly  appreciated.  He, 
however,  had  the  satisfaction  of  seeing  a 
scheme  unanimously  accepted,  and  put 
in  operation,  which  in  essential  features 
does  not  materially  differ  from  that  which 
he  advocated ;  and  he  himself  attended 
at  the  meeting  of  the  American  Metro- 
logical  Society,  and  took  part  in  the  pro- 
ceedings when  the  details  of  the  new 
time  arrangements  were  officially  nar- 
rated. 

Prominent  among  those  who  have 
earnestly  labored  to  advance  the  move- 


ment of  time  reform  is  the  distinguished 
President  of  Columbia  College,  New 
York.  Dr.  Barnard  has  from  the  first 
taken  the  deepest  interest  in  the  question, 
and  few  men  have  done  so  much  to  bring 
it  to  a  practical  issue*.  In  the  "Proceed- 
ings "  of  the  American  Metrological  So- 
ciety for  1881  will  be  found  a  paper  pre- 
pared by  Dr.  Barnard  in  1872,  and  pre- 
sented to  an  association  which  has  since 
assumed  an  intemationiil  character,  and 
is  known  as  the  Association  for  the  He- 
form  and  Codification  of  the  Laws  of 
Nations.  In  this  paper  Dr.  Barnard  re- 
commends the  selection  of  Greenwich  as 
the  Prime  Meridian  for  the  world,  and 
he  submits  the  views  he  held  at  that 
early  date,  which  at  this  hour  are  of 
peculiar  interest.  He  points  out  that "  it 
is  becoming  a  matter  of  greater  import- 
ance every  day  that  there  should  be  es- 
tablished some  universal  rule  for  defining 
the  calendar  day  for  all  the  world.'* 

I  have  alluded  to  the  valuable  report 
of  Professor  Cleveland  Abbe,  of  the 
United  States  Signal  Service,  to  the 
Metrological  Society,  and  I  cannot  deny 
myself  the  pleasure  of  acknowledging 
the  services  of  the  gentlemen  with  whom 
I  have  been  associated  on  the  special 
committee  on  Standard  Time  of  the  Am- 
erican Society  of  Civil  Engineers,  Mr. 
Charles  Paine,  of  New  York  ;  Mr.  Theo- 
dore N.  Ely,  of  Altoona,  Pennsylvania ; 
Mr.  J.  M.  Toucey,  of  the  Hudson  River 
Railway ;  Professor  Hilgard,  Coast  Sur- 
vey, Washington ;  Professor  T.  Egleston, 
of  Columbia  College;  General  T.  G. 
Ellis,  of  Hartford,  now  unfortunately 
deceased,  and  Mr.  John  Bogart,  Secre- 
tary of  the  Society. 

The  American  Society  of  Civil  Engin- 
eers, since  meeting  in  Montreal,  in  1881, 
has  made  persistent  and  continuous 
efforts  in  the  common  interest  to  advance 
the  movement  of  time  reform,  having 
greatly  aided  in  bringing  about  the  im- 
portant change  carried  into  effect  a  year 
ago.  This  Society  is  now  directing  at- 
tention to  a  reform  of  scarcely  less  im- 
portance, the  notation  of  the  hours  of  the 
day.  At  the  Buffalo  Convention  in  Juno, 
1884,  this  particular  question  received 
prominent  consideration  in  the  address 
of  the  President,  as  well  as  in  the  report 
of  the  special  committee.  Since  that  date 
a  correspondence  has  taken  place  between 
the  Secretary  and  the  railway  managers 
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in  the  United  States  and  Canada.  Al- 
ready replies  have  been  received  from 
the  representatives  of  some  60,000  miles 
of  railway,  98  per  cent,  of  whom  have 
given  expression  to  their  sympathy  with 
the  movement,  to  abandon  the  old  prac- 
tice of  halving  the  day,  designating  the 
two  sets  of  twelve  hours  by  the  abbrevi- 
ations A.  M.  and  p.  M.,  and  are  prepared 
to  adopt  a  simple  notation  of  1  to  24  in 
a  single  series.  The  great  telegraph  in- 
terests of  the  country  are  likewise  in  full 
sympathy  with  it.  The  President  of  the 
Western  Union  Telegraph  Company,  Dr. 
Norvin  Green,  states  that  their  tele- 
graphic traffic  is  equal  to  the  transmission 
of  44,000,000  messages  a  year,  and  the 
general  adoption  of  the  24  o'clock  system 
(as  it  has  been  designated),  would  be  cor- 
dially welcomed  by  telegraphers.  It 
would  reduce  materially  the  risk  of  er- 
rors, and  to  the  company  over  which  he 
presides,  he  says  it  would  save  the  trans- 
mission by  telegraph  of  at  least  150,000,- 
000  letters  annually. 

The  branch  literature  bearing  on  the 
two  questions  of  Universal  Time  and  the 
establishment  of  a  Prime  Meridian,  has 
been  enriched  by  a  series  of  papers  which 
have  appeared  during  the  past  year  in 
the  Internatio7ial  Standard^  a  magazine 
published  in  Cleveland,  Ohio.  These 
papers  are  by  the  following  gentlemen, 
connected  with  the  International  Insti- 
tute :  Eev.  H.  G.Wood,  of  Sharon,  Penn- 
sylvania; Professor  C.  Piazzi  -  Smith, 
Astronomer  Royal  for  Scotland ;  Professor 
John  N.  Stockwell,  Astronomer,  Cleve- 
land ;  Mr.  Jacob  M.  Clark,  C.  E.,  New 
York ;  Mr.  William  H.  Searle,  Pennsyl- 
vania ;  the  late  Abbe  F.  Moigno,  Canon 
of  St.  Denis,  Paris ;  Commodore  Wm.  B. 
Whiting,  United  States  Navy;  Mr. 
Charles  Latimer,  C.  E.,  Cleveland,  and 
others. 

It  will  be  seen  from  what  I  have  sub- 
mitted, that  the  proceedings  have  neither 
been  few  nor  without  success,  and  that 
since  this  Institute  published  the  first 
issue  of  papers  on  Time  and  Time  reckon- 
ing, the  subject  has  received  much  atten- 
tion on  both  sides  of  the  Atlantic.  Soci- 
eties with  kindred  pursuits,  men  of  rec- 
ognized merit  in  the  scientific  world, 
have  turned  to  its  examination  and  aided 
in  its  development  Some  few  men  have 
acted  in  concert.  The  labors  of  others 
have  been  independent.     Some  of  these 


names  I  have  been  able  to  record,  but  I 
fear  that  I  neglect  to  include  many  of 
eminence  because  they  are  not  known  to 
me.  It  is  this  varied  and  widely  diffused 
effort  which  has  rendered  possible  the 
realization  of  the  practical  results  which 
I  have  the  gratification  to  record,  and  all 
the  members  of  this  Society  must  equally 
join  in  the'  common  satisfaction  in  the 
measure  of  success  which  has  been 
achieved. 

Six  years  back,  when  the  subject  was 
discussed  in  this  hall,  there  were  prob- 
ably not  a  few  who  viewed  the  proposi- 
tions then  submitted  as  merely  fanciful 
theories.  Others,  who  did  not  refuse  to 
recognize  their  bearing,  entertained  the 
feeling  that  many  grave  difficulties  pre- 
sented themselves  to  interfere  with  any 
successful  attempt  to  reform  or  modify 
usages  so  ancient  as  the  computation  of 
time.  But  the  Institute,  as  a  body,  was 
hopeful.  The  action  taken  by  the  Coun- 
cil to  extend  the  field  of  discussion  and 
awaken  the  attention  of  foreign  commu- 
nities, evinced  confidence,  and  we  may 
now  ask,  was  this  confidence  justified! 
What  are  the  facts  to-day  t  Twelve 
months  have  passed  since  an  important 
change  in  the  notation  of  railway  time 
was  made  with  general  approval  through- 
out the  length  and  breadth  of  North 
America;  a  revolution  in  the  usages  of 
60,000,000  of  people  has  been  silently 
effected  and  with  scarcely  a  trace  that  it 
has  happened.  That  proceeding  has  been 
followed  by  events  of  equal  importance. 
On  October  1st  last,  a  body  of  accredited 
delegates  from  the  different  nations,  on 
the  invitation  of  the  President  of  the 
United  States,  met  in  conference  to  con- 
sider the  problem  first  submitted  to  the 
world  by  this  Institute.  The  delegates 
were  the  representatives  of  25  civilized 
nations.  The  Conference  continued  dur- 
ing the  whole  month  of  October,  and,  as 
a  body,  they  came  to  conclusions  affecting 
all  peoples  living  under  our  theories  of 
civilization. 

It  was  early  understood  that  a  deter- 
mination with  respect  to  Universal  Time 
was  not  possible  without  the  general  rec- 
ognition of  a  Prime  Meridian.  Hence 
the  importance  attached  to  its  choice, 
that  it  should  be  universally  accepted. 


It  is  stated  that  trials  made  of  Natal  coal  on 
the  local  railway  have  ended  satisfactorily. 
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THE  ANTWERP  TRAMWAY  LOCOMOTIVE  TRIALS. 

From  "The  Bnjflneer." 


Aptbr  a  trial  of  four  months  with  va- 
rioos  kinds  of  mechanical  motors,  carried 
out  with  the  appearance  of  conclusive 
exactness,  the  Antwerp  jury  have  arrived 
at  a  decision  concerning  their  award. 
This  was  mentioned  by  us  last  week 
without  comment.  An  interesting  paper 
on  the  results  of  the  experiments  was 
read  before  the  Society  of  Arts,  on  the 
20th  insi,  by  Captain  Douglas  Galton, 
and  this,  while  serving  to  demonstrate 
the  satisfactory  nature  of  the  trial,  in 
some  respects,  showed,  on  the  other 
hand,  what  we  may  venture  to  call  very 
insufficient  evidence  for  arriving  at  a 
conclusion  and  making  an  award.  The 
various  systems  of  tramway  haulage  were 
insufficiently  represented,  and  the  ar- 
rangements for  ascertaining  the  cost  of 
working  by  electricity  were  very  incom- 
plete. The  experiments  lasted  about 
four  months.  I^ve  competitive  systems 
offered  themselves,  which  may  be  classed 
as  follows  :  Three  were  propelled  by  the 
direct  action  of  steam,  and  two  were  pro- 
pelled by  stored-up  work  supplied  from 
fixed  engines.  The  former  were:  (1)  The 
Krauss  locomotive  engine,  separate  from 
the  carriage.  (2)  The  Wilkinson  loco- 
motive engine,  i,  e.,  Black  and  Hawthorn 
— also  separate  from  the  carriage.  (3) 
The  Bo  wan  engine  and  carriage  com- 
bined. The  second  class,  or  those  pro 
pelled  by  stored-up  force,  were :  (4)  The 
Beaumont  compressed  air  car.  (5)  The 
electric  car  worked  by  a  secondary  bat- 
tery of  2,464  lbs.  weight.  Captain  Gal- 
ton  very  mildly  comments  on  the  inade 
quacy  of  the  range  of  the  experiments 
when  he  says  it  is  to  be  regretted  in  the 
public  interest  that  other  forms  of  me- 
chanical motors,  such  as  the  Mekarski 
compressed-air  engine,  or  the  engine 
worked  with  superheated  water,  or  cable 
tramways,  or  electrical  tramways,  were 
not  also  present  for  competition.        , 

The  engines  named  above  include 
three  out  of  the  five  known  system^ of 
tramcar  haulage,  only  three  being  rep^- 
sented  at  Antwerp.  The  jury  could  noY 
of  course,  alter  this  or  compel  makers  td 
attend  or  go  to  the  expense  of  building  a 


cable  tramway.  They  might,  however, 
have  taken  into  consideration  the  fact 
that  only  half  of  the  best  systems  of 
working  tramways  by  mechanical  power 
were  represented  at  Antwerp.  The  ex- 
periments were  made  upon  a  line  of  tram- 
way laid  down  for  the  purpose  from  near 
the  main  entrance  of  the  Exhibition  to 
the  principal  railway  station,  a  distance 
of  2,292  meters,  or  1.4  mile,  beside 
which  there  was  a  triangle  for  turning  of 
500  meters,  or  0.31  mile.  Out  of  the 
whole  length  of  the  line,  viz.,  2,797  me- 
ters, 2,295  meters  were  in  a  straight  line, 
189  meters  in  curves  of  1|  chain  radius, 
and  313  meters  in  curves  of  1  chain  ra- 
dius. There  were  on  the  line  four  pass- 
ing places,  beside  a  passing  place  at  the 
terminus ;  these  were  joined  to  the  main 
line  by  cui-ves  of  If  chain  radius.  The 
line  was  practically  level,  the  steepest 
incline  being  1  in  1,000,  so  that  the  ex- 
periments cannot  be  said  to  have  tested 
the  capabilities  of  the  motors  for  dealing 
with  lines  on  which  horse  traction  be- 
comes most  expensive. 

A  regular  service  was  established  ac- 
cording to  a  fixed  time  table.  Each 
journey  was  reckoned  as  starting  from 
the  end  near  the  Exhibition,  proceeding 
to  the  beginning  of  the  triangle,  and  re- 
turning to  the  starting  point.  An  hour 
was  allowed  between  the  commencement 
of  each  joiuney,  fourteen  minutes  were 
allowed  for  a  stoppage  at  the  end  near 
the  Exhibition,  and  eighteen  minutes  at 
the  other  end — thus  allowing  twenty- 
eight  minutes  for  traveling  2  miles  1,500 
yards,  or  a  traveling  speed  of  about  six 
miles  an  hour.  The  motors  were  re- 
quire to  work  four  days  out  of  six,  and 
on  one  of  the  four  days  to  draw  a  sup- 
plementary carriage.  The  conditions  and 
circumstances  were  thus  of  the  easiest 
and  in  every  respect  of  the  most  favor- 
able kind.  As  an  explanation  of  the  fact 
that  the  cars  ran  only  f6ur  days  per 
week,  it  was  explained  that  there  was 
not  room  in  the  service  for  the  cars  to 
work  more  than  this  proportion  of  the 
whole  time.  It  will  thus  be  seen  practi- 
cally unlimited  time  was    available   for 
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nursing  any  car  or  motor  that  needed  it, 
and  it  is  quite  certain  that  the  wealthiest 
tramway  company  could  not  afiford  to 
have  as  much  plaiit  standing  idle  as  this 
represents. 

A  large  number  of  conditions  were 
laid  down  as  requirements,  but  we  need 
not  refer  to  them  here.  We  need  only 
refer  to  those  which  tramway  companies 
would  have  most  to  consider,  and  these 
will  be  gathered  from  the  figures  we  will 
give  from  Captain  Galton's  paper,  pre- 
mising that  all  the  cars  satisfied  the  reg- 
ulations concerning  the  emission  of  steam 
and  smoke,  brake  power  and  appearance. 
The  dead  Weights  per  paying  load  were : 
Electric  car,  1.78 ;  Bowan,  2.3 ;  com- 
pressed-air, 2.55.  In  this  comparison  it 
is  necessary  to  remember  that  both  the 
Rowan  and  the  Beaumont  car  possessed 
much  greater  power  and  range  of  power 
than  the  electric,  both  being  made  to  deal 
with  considerable  gradients  and  heavy 
traffic. 

The  electric  car  stands  first  in  respect 
of  rapidity  with  which  it  can  be  brought 
into  action  from  the  shed,  as  it  can  re- 
ceive its  battery  more  rapidly  than  even 
the  boiler  for  heating  the  compressed  air 
could  be  got  ready  for  use.  The  Rowan 
engine  stands  next,  obtaining  steam  of  8 
atmospheres  in  forty  minutes,  the  Wil- 
kinson requiring  forty-seven  minutes.  In 
consumption  of  fuel  per  train  mile,  the 
Rowan  stands  first,  using  5.42  lbs. ;  elec- 
tric (estimated)  6.16 ;  Wilkinson,  8.82 ; 
Krauss,  9.1 ;  and  the  Beaumont,  39.48. 
The  Rowan  is,  however,  far  ahead  of  the 
others  in  consumption  of  fuel  per  place 
indicated,  per  mile,  using  but  0.09  lb.  per 
mile,  the  electric  and  the  Wilkinson  used 
0.18,  the  Krauss  0.20,  and  the  Beaumont 
0.69;  and  the  Rowan  is  still  further 
ahead  of  the  others  in  fuel  per  seat  per 
mile  run,  allowing  16  in.  per  seat,  using 
but  0.10,  while  the  electric  and  the  Wil- 
kinson used  0.23,  the  Krauss  0.25,  and  the 
Beaumont  0.66.  The  Rowan  and  the 
electric  were  the  same  in  consumption  of 
oil  and  tallow,  namely,  0.038  lb.  per  mile, 
the  others  being  all  much  higher.  The 
Rowan,  having  a  condenser,  was  not  only 
the  most  economical  in  fuel,  but  used 
only  0.75  gallon  of  water  per  mile,  as 
compared  with  1.06  by  the  Beamont  com- 
pressed air,  5.89  by  the  Wilkinson,  and 
6.52  by  the  Krauss. 

The  consumption  of  fuel  for  the  elec- 


tric car  cannot  be  taken  as  at  all  ac- 
curate, ^'  because  the  engine  which  fur- 
nished the  electricity  to  the  motor  also 
supplied  electricity  for  electric  lights,  as 
well  as  for  an  experimental  electric  motor 
which  was  running  on  the  lines  of  tram- 
way, but  was  not  brought  into  competi> 
tion."  Anyone  who  has  had  any  experi- 
ence of  electricians'  estimates  of  power 
used  by  them,  will  know  that  the  above 
facts  pretty  considerably  complicate  the 
estimate,  and  go  far  to  vitiate  its  value. 
The  conclusion  arrived  at  by  Captain 
Douglas  Gkdton,  who  was  the  English 
juror,  is  that  the  electric  is  undoubtedly 
the  preferable  tramway  motor  if  it  can  be 
relied  upon,  and  if  the  accumulators  and 
machinery  can  be  made  durable  in  the 
service;  and  assuming  this  durability 
and  trustworthiness,  then  the  Rowan  en- 
gine is  the  best  under  every  considera- 
tion. In  spite,  however,  of  the  unproved 
practicability  in  long  and  severe  service, 
the  jury  have  determined,  we  believe,  to 
award  the  electric  car  the  first  prize  and 
to  give  the  Rowan  a  gold  medal,  a  deci- 
sion which  does  not  seem  to  be  supported 
by  the  results  either  of  the  trials  or  ex 
perience.  There  is  no  doubt  that  the 
electric  car  is  very  highly  deserving  of 
commendation ;  but  why  it  has  been 
placed  first  in  the  list  of  awards,  except 
that  it  promises  to  suit  Antwerp  traffic 
very  well,  does  not  appear.  The  award 
has  no  value  whatever  in  England,  for  it 
was  arrived  at  without  sufficient  tests ; 
and  by  comparison  of  only  three  out  of 
six  of  the  systems  now  in  use ;  and  if  we 
consider  the  cable  system  and  the  electric 
system  as  now  in  operation  at  Blackpool, 
we  must  think  that  two  of  the  most 
promising  of  all  methods  of  tramway 
working  were  not  included  in  the  trials. 


A  NEW8PAPEB  correspondent  describing  the 
American  watch  manufactory  at  Waltnam, 
Mass.,  and  in  speaking  of  the  astonishing 
minuteness  of  some  very  essential  parts  of  the 
watch,  says: — **A  small  heap  of  grain  was 
shown  to  us,  looking  like  iron  filings  or  grains 
of  pepper  from  a  pepper  castor— apparently 
the  mere  dust  of  the  machine  which  turned 
them  out — and  these,  when  examined  with  a 
microscope,  were  found  to  be  perfect  screws, 
each  to  be  driven  to  its  place  with  a  screw- 
driver. It  is  one  of  the  statistics  at  Waltham 
worth  remembering  that  a  single  pound  of 
steel,  costing  but  50  cents,  is  thus  manufac- 
tured into  100,000  screws,  which  are  worth  11 
dollars." — The  Engineer, 
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THE  RELATIVE  MERITS  OP  ELECTRICITY,  GAS,  AND  OIL  AS 
LIGHTHOUSE  ILLUMINANTS. 


From  "Nature." 


The  Oommittee  appointed  by  the  Trin- 
ity House  to  report  on  the  merits  of 
electricity,  gas  and  mineral  oil  as  light- 
house illuminants  have  recently  issued  a 
valuable  report  giving  an  account  of  the 
investigations  carried  out  under  their  di- 
rections, and  the  conclusions  they  have 
arrived  at.  The  committee  consisted  of 
Elder  Brethren  of  the  Trinity  House. 
They  were  assisted  by  Mr.  A.  Vernon 
Harcourt,  who  was  appointed  by  the 
Board  of  Trade  to  co-operate  with  the 
Committee,  and  by  Professor  W.  Grylls 
Adams  and  Mr.  Harold  Dixon,  in  the 
more  purely  scientific  part  of  their  in- 
vestigation. 

Three  temporary  lighthouses  were 
erected  on  South  Foreland,  and  fitted  up 
for  electricity,  gas  and  mineral  oil ;  the 
optical  arrangements  were  "  multiform  " 
in  all  thi*ee— that  is,  consisted  of  several 
similar  sources  of  light,  each  with  its 
own  condensing  lenses,  superposed;  in 
the  case  of  the  electrical  tower  there  were 
three  superposed  lamps,  as  was  also  the 
case  with  the  oil  tower ;  but  in  the  gas 
tower  there  were  four  lamps;  the  two 
former  were  therefore  "  triform,"  whereas 
the  latter  was  a  **  quadriform "  light 
Any  one  lamp  in  either  tower  could  be 
lighted  independently  of  the  others,  so 
as,  for  instance,  to  perform  biform  elec- 
tricity to  be  compared  with  triform  oil 
and  quadriform  gas. 

The  lamps  for  the  electric  hght,  and 
the  magneto-electric  machines  for  work- 
ing them,  were  supplied  by  M.  de  Mer- 
itens ;  the  gas  apparatus  was  that  of  Mr. 
Wighiskm,  each  burner  consisting  of  108 
jets  in  concentric  rings,  of  which  a  part 
only  might  be  employed ;  the  oil  lamps 
in  the  third  tower  during  the  greater 
part  of  the  trials  were  six-wicked  Doug- 
lass pattern,  but  burners  of  this  descrip- 
tion with  seven  and  eight  concentric 
wicks  were  also  tried  at  various  times 
during  the  progress  of  the  experiments. 

In  addition  to  the  temporary  light- 
houses, three  observing  huts  and  a  pho- 
tometric gallery  380  ft.  long  were  erect- 
ed. 


The  actual  observations  that  were 
made  may  be  divided  into  two  classes — 
eye  estimations,  and  photometric  meas- 
urements. The  former  were  made  by 
the  Elder  Brethren,  by  officers  on  board 
the  light  vessels  in  the  neighborhood,  by 
merchant  officers  in  passing  ships,  and 
by  the  coastguard  officers  at  those  sta- 
tions from  which  the  lights  were  visible. 
These  eye  observations  were  of  two 
kinds — (1)  Estimations  of  the  compara- 
tive brilliancy  of  the  lights ;  (2)  definite 
statements  as  to  the  various  distances  at 
which  the  lights  were  visible  in  hazy  or 
foggy  weather. 

With  reference  to  observations  of  the 
first  kind,  they  were  conducted  in  accord- 
ance with  regulations  issued  by  the  Trin- 
ity House  Oommittee ;  the  observers  were 
instructed  in  fiUing  in  the  books  of  forms 
which  were  issued  to  them,  to  put  down 
in  one  column  the  light  from  the  elec- 
trical tower  as  100  and  in  the  other  col- 
umn the  estimated  brilliancy  of  the  lights 
exhibited  by  the  other  two  towers  as 
compared  with  it.  It  seems  probable 
that  the  recorded  numerical  values  of  the 
relative  brilliancy  of  the  lights  can  only 
be  a  very  rough  approximation,  and  that 
the  figures  can  hiardly  be  taken  as  indi- 
cating with  any  degree  of  precision  how 
much  brighter  one  or  other  of  the  lights 
was  on  any  particular  occasion.  This 
would  probably  be  admitted  by  all  who 
have  any  acquaintance  with  actual  photo- 
metric measurements,  and  who  therefore 
know  how  difficult  it  is  to  form  any  reli- 
able judgment  of  the  relative  illumination 
of  two  surfaces,  even  when  these  sur- 
faces are  actually  in  contact,  excepting 
the  relation  of  equality.  In  the  case  of 
the  experimental  lights  the  comparison 
must  have  been  rendered  still  more  diffi- 
cult by  the  fact  that  what  was  to  be  com- 
pared was  not  tlie  comparative  illumina- 
tion of  two  moderately  bright  surfaces  in 
close  proximity,  but  the  comparative 
brilliancy  of  two  lights  at  some  distance 
from  each  other,  their  very  brightness 
adding  to  the  difficulty. 

Still,  these  estimations  are  manifestiy 
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valuable  as  setting  forth  in  a  clear  and 
unmistakable  form  that,  to  the  average 
observer,  a  particular  light  appeared  the 
most  brUliant ;  and  such  se^s  to  have 
been  the  way  in  which  they  were  re- 
garded by  the  Committee,  for  on  page  21 
they  state  "it  will  be  evident  that  by 
mere  eye-measurement  proportions  can 
only  be  approximately  determined,  al- 
though the  order  of  superiority  may  be 
accepted  as  proved." 

The  results  of  these  determinations 
are  set  forth  in  four  tables,  from  which 
it  appears  that  in  clear  weather,  and  in 
weather  that,  although  not  absolutely 
clear,  was  not  very  foggy,  there  was  no 
question  as  to  the  absolute  superiority  of 
the  electric  hght  over  both  its  competit- 
ors, the  electnc  light  in  the  single  form 
having  a  superiority  of  more  than  80  per 
cent,  assigned  to  it,  as  over  gas,  or  oil, 
in  their  highest  powers  (i.  «.,  quadriform 
for  gas,  and,  triform  for  oil) ;  the  large- 
sized  gas-burner,  with  108  jets,  appears 
to  have  been  slightly  superior  to  tixe  six- 
wick  oil-burner,  and,  consequently,  the 
quadriform  gas  to  the  triform  oil. 

The  eye  observations  of  the  second 
kind,  those  in  which  the  distances  at 
which  the  lights  were  visible  in  foggy 
weather  were  recorded,  gave  much  the 
same  result ;  that  the  electric  light  pene- 
trated through  the  fog  to  the  greatest 
distance,  and  that  the  oil  and  the  gas 
were  about  equal  in  their  penetrating 
power. 

These  observations  also  showed  that 
in  the  case  of  the  electricity  the  best  re- 
sult was  obtained  when  the  currents  pro- 
duced by  two  or  even  three  machines 
were  sent  throug^h  a  single  lamp,  and  not 
when  each  of  me  lamps  was  worked  by 
its  own  special  current. 

The  photometric  measurements  were 
carried  out  by  Mr.  Dixon,  Mr.  Harcourt's 
pentane  flame  being  used  as  the  stand- 
ard. As  is  well  known,  Mr.  Harcourt^s 
standard  is  an  air-gas  flame  which,  un- 
like the  so-called  standard  candles  still 
commonly  used  for  photometric  purposes, 
is  not  subject  to  irregular  variations  in 
its  light-producing  powers.  Part  II.  of 
the  Report  contains  a  full  account  of  the 
standard  flame,  and  the  two  arrange- 
ments for  producing  it,  both  of  which 
were  in  use  at  the  South  Foreland.  In 
Mr.  Harcourt's  original  arrangement  the 
air-gas  was  made  and  stored  in  a  gas- 


holder by  causing  a  volume  of  pentane 
to  difluse  into  a  known  volume  of  air, 
and  then  burning  the  mixture  under  cer- 
tain definite  conditions  which  could  be 
accurately  produced  at  all  times.  The 
conditions  were  such  that  the  flame 
emitted  the  same  amount  of  light  as  an 
average  sperm  candle  burning  under  the 
conditions  laid  down  in  the  Acts  of  Par- 
liament which  control  the  quality  of  the 
metropolitan  gas  supply,  an  amount  of 
light  which  may  differ  considerably  from 
that  emitted  by  any  single  candla 

Mr.  Harcourt^s  pentane  lamp  was  also 
used ;  in  this  arrangement  the  air-gas  is 
produced  as  it  is  required.  The  lamp  is 
very  simple  in  construction,  and  the  flame 
is  just  as  constant  as  in  the  older  form, 
and  as  easily  regulated,  whilst,  unlike  the 
older  form,  the  lamp  is  extremely  port- 
able, the  whole  apparatus  not  occupying 
much  more  space  than  a  packet,  of 
candles. 

Two  kinds  of  photometer  were  used — 
a  bar  photometer  with  a  Leeson  star 
disk,  and  Mr.  Harcourt's  table  photom- 
eter. The  latter  is  a  vaiiety  of  shadow 
photometer,  and  possesses  two  special  ad- 
vantages— (1)  In  common  with  all  shad- 
ow photometers  the  two  sources  of  hght 
are  on  the  same  side  of  the  illuminated 
surface,  and  therefore  there  is  less  risk 
of  the  results  being  rendered  untrust- 
worthy by  diffused  or  accidentally  re- 
flected hght  than  when,  as  in  the  more 
commonly  employed  arrangements,  the 
sources  of  light  are  on  opposite  sides. 
(2)  The  comparison  being  made  by  al- 
tering the  size  of  the  flames,  and  not 
their  distance,  the  two  portions  of  the 
illuminated  surface  do  not  alter  their 
relative  position,  and  are  always  in  that 
which  is  most  favorable  for  comparison, 
accurate  juxtaposition.  The  difference 
in  color  between  the  arc  hght  and  the 
pentane  rendered  it  impossible  to  employ 
the  shadow  photometer  for  the  estima- 
tion of  the  electric  light.  For  these 
measurements  a  Leeson  star  disk  was 
employed,  and  it  was  found  that  reHable 
measurements  could  be  obtained  by 
placing  the  disk  between  the  two  lights 
and  moving  it  to  and  fro  until  a  pal^m 
of  the  star  was  equally  distinct  on  either 
side,  although  on  the  two  sides  the  colors 
of  the  pattern  and  the  background  were 
reversed. 

There  was  so  Uttle  difference  between 
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the  color  of  the  gas  and  oil  flames,  and 
that  of  the  pentane  flame,  that  in  the 
case  of  these  two  illuminants  measure- 
ments could  be  made  both  with  the  star 
disk  and  with  the  shadow  photometer. 

Comparisons  were  made  in  the  photo- 
metric shed  of  the  light  emitted  by  the 
De  Meritens  electric  lamp ;  the  Wigham 
gas  burners  with  different  numbers  of 
jets  up  to  the  maximum  of  108,  the 
Douglass  Argand  gas-burner,  the  Sugg 
gas-burner,  and  the  Siemens  regenerative 
gas-burner,  and  also  the  six  and  seven- 
wick  Douglass  oil-burners. 

The  amount  of  light  emitted  by  each 
of  the  experimental  ligbthoiises  was  also 
determined,  the  observations  being  made 
in  the  huts  which  had  been  erected  for 
this  purpose  at  different  distances  from 
the  towers.  At  the  hut  nearest  to  the 
towers,  the  light  from  all  the  burners 
could  be  compared  directly  with  the  pen- 
tane lamp  giving  the  light  of  one  candle, 
but  at  the  second  hut  only  the  electric 
light  and  the  higher  powers  of  the  gas 
and  oil  lights  could  be  directly  compared 
with  the  pentane  lamp;  the  single  gas 
and  oil  lights  had  to  be  condensed  by  a 
lens  before  accurate  measurements  of 
them  could  be  taken ;  an  achromatic  lens, 
lent  by  the  Astronomer  Eoyal,  was  used 
for  this  purpose.  The  fraction  of  the 
light  lost  by  the  absorption  and  reflec- 
tion of  the  lens  was  experimentally  de- 
termined and  allowed  for  in  the  observa- 
tion. 

The  general  result  of  a  very  large 
number  of  observations  appears  to  have 
been  that  there' is  but  little  to  choose  be- 
tween oil  and  gas,  as  far  as  their  illumin- 
ating powers  are  concerned,  and  that 
electricity  is  greatly  superior  to  both. 

The  experiments  brought  out  one  fact 
of  great  practical,  as  well  as  scientific  in- 
terest— that  remarkable  changes  in  the 
transparency  of  the  air  occur  without 
any  visible  haze  or  mist.  To  quote  Mr. 
Dixon's  words — "  Invisible  clouds  seemed 
to  float  by,  obscuring  the  lights  for  a 
time  as  they  passed  across  our  line  of 
vision.  Sometimes  the  French  lights  at 
Calais  and  Cape  Grisnez  showed  bril- 
liantly, when  the  photometer  at  Hut  2 
proved  that  the  lights  from  the  experi- 
mental towers,  only  a  mile  and  a  quarter 
away,  had  lost  one-fourth  to  one-third 
their  power." 

With  a  view  of  further  investigating 


the  fog-penetrating  powers  of  these  dif- 
ferent lights,  the  photometer  shed  was 
filled  with  an  artificial  steam  fog,  by 
means  of  a  pipe  brought  from  the  boiler 
of  the  engine-house,  and  the  108-jet  Wig- 
ham  gas-burner,  and  an  electric  arc  fed 
by  one  machine,  were  pitted  against  each 
other,  and  the  distances  from  which  the 
lights  could  be  seen  determined.  In  all 
cases  the  electric  arc  became  visible  be- 
fore the  gas  flame,  as  the  observers 
walked  up  the  shed  towards  the  lights, 
confirming  the  other  eye-observations 
which  have  been  already  mentioned. 

The  experiments  showed  also  that  the 
electric  light  suffered  a  greater  propor- 
tional loss  than  either  of  the  two  other 
illuminants  when  passing  through  fog  or 
haze,  but  that,  owing  to  its  far  greater 
initial  intensity,  it  nevertheless  exceeded 
the  other  lights  in  its  penetrating  power. 

The  Committee  add  to  their  report 
some  account  of  the  cost  of  the  three 
illuminants,  from  which  it  appears  that 
there  is  but  little  difference  in  the  first 
cost  of  the  electric  and  gas  systems,  the 
latter  being  sUghtly  the  more  costly ;  but, 
on  the  other  hand,  the  annual  cost  of  the 
gas  is  estimated  at  rather  less  than  that 
of  the  electricity.  The  cost  of  the  min- 
eral oil  apparatus  is  estimated,  both  for 
its  installation  and  for  its  annual  main- 
tenance, at  about  two-thirds  that  of 
either  gas  or  electricity. 

The  general  conclusions  arrived  at  by 
the  Committee — conclusions  which  seem 
fully  borne  out  by  the  evidence  set  forth 
in  the  report — are,  that  the  "electric 
light,  as  exhibited  in  the  experimental 
tower  at  South  Foreland,  has  proved  to 
be  the  most  powerful  hght  under  all  con- 
ditions of  weather,  and  to  have  the  great- 
est penetrative  power  in  fog  " ;  that  for 
all  practical  purposes  the  gas  and  oil 
were  equal ;  and  "  that  for  the  ordinary 
necessities  of  lighthouse  illumination, 
mineral  oil  is  the  most  suitable  and  eco- 
nomical illuminant,  and  that  for  salient 
headlands,  import^t  landfalls,  and  places 
where  a  very  powerful  light  is  required, 
electricity  offers  the  greatest  advantages." 


Gbrman  Stbel  Rails.— The  Rhine  Steel 
Works  Company  has  obtained  an  order  for 
1,600  tons  of  steel  rails  for  Spain.  The  same 
company  and  the  Bochum  Steel  Works  Com- 
pany have  secured  orders  for  steel  rails  for  the 
Swedish  State  lines,  2,000  tons  and  4,500  tons 
respectivdy. 
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REPORTS  OF  ENGINEERING  SOCIETIES. 

AMBBIOAN  SOOIKTY  OF  CiVIL  ENGINKEBS — 
Annual  Meeting  Janoaby  20th-2L8t.— 
The  Annual  Meeting  of  Society  was  called  to 
order  at  10  o'clock,  Wednesday,  January  20th, 
President  Frederic  Graff  in  the  chair.  Messrs. 
Charles  H.  Swan,  J  P.  Plagg,  Robert  Cart- 
wright,  and  P.  C.  Prindle  were  appointed  tell- 
ers to  canvass  the  vote  for  officers  of  the  So- 
ciety. 

The  Report  of  the  Board  of  Direction  for  the 
yeai-  ending  December  31st,  1885,  was  present- 
ed. There  has  been  during  the  year  an  addi- 
tion of  74  to  the  various  grades  of  membership 
in  the  Society,  viz.,  56  members,  2  associates, 
15  juniors,  and  1  fellow.  Three  juniors  were 
transferred  to  members.  There  have  been  12 
deaths,  5  resignations,  and  4  have  been  dropped 
from  the  rolls.  Reference  was  made  in  the 
report  to  the  successful  convention  held  at 
Deer  Park,  Md.,  June,  1885;  also  to  the  fact 
that  the  attendance  at  other  meetings  of  the 
Society  durmg  the  yeat  has  been  larger  than 
ever  before,  and  that  very  many  non-resi- 
dent members  have  been  present  at  such  meet- 
mgs.  The  collations  and  informal  receptions 
h^ld  after  the  meetings  on  the  Arst  of  each 
month  have  provided  opportunities  for  inter- 
course between  members  and  visiting  engineers 
which  would  not  otherwise  have  occurred. 
The  collations  have  been  furnished  by  subscrip- 
tions  from  resident  members.  No  funds  of  the 
Society  have  been  used  for  this  purpose. 

The  *' Transactions  and  Proceedings"  for 
1885  contain  some  160  pages  more  than  have 
ever  been  issued  in  any  previous  year.  The 
Board  devotes  the  larger  part  of  the  income  of 
the  Society  to  the  preparation  and  issue  of  these 
publications. 

There  have  been  but  two  contributions  to  the 
building  fund  during  the  year.  Every  contri- 
bution  to  this  fund  reduces  the  rental  paid  by 
the  Society  for  its  house,  which  rental  is  now 
in  the  form  of  interest  on  the  mortgage  and 
taxes  on  the  property.  The  house  itself  is  an 
excellent  investment,  steadily  increasing  in 
value.  The  Board  calls  the  attention  of  mem- 
bers to  the  desirability  of  reducing  the  mort- 
gage upon  the  property  by  contributions  to  the 
building  fund  from  persons  interested  in  the 
welfare  of  the  Society.  During  the  year  but  one 
fellow  was  elected.  The  Board  refers  to  the 
fact  that  association  with  the  Society  as  a  fel- 
.low  secures  all  the  publications  and  a  participa- 
tion in  all  the  privileges,  except  the  right  to 
vote,  and  that  the  suggestion  of  such  association 
with  the  Society,  to  many  gentlemen  not  other- 
wise connected  with  it,  might  result  in  a  large  in- 
crease  of  this  important  fund,  the  income  from 
which  is  devotecf  to  the  publications.  The  fel- 
lowship subscription  is,  at  present,  $150  for 
life. 

The  only  amendment  to  the  Constitution  passed 
during  the  year  was  one  providing  for  the  com- 
pounding for  future  annual  dues  by  a  single 
payment. 

The  Board  of  Censors  to  award  the  Norman 
Medal  for  the  past  year,  reports  the  award  of 
that  medal  to  paper  No.  800,  "  Record  of  Tests 
of  Cement  made  for  the  Boston  Main  Drainage 
Works,  1878-1884,"  by  EUiot  C.  Clarke,  M. 


Am.  Soc.  C.  E.  The  committee  to  award  the 
Rowland  Prize  for  the  past  year  report  the 
award  of  that  prize  to  paper  No.  295,  "  EJx- 
periments  with  New  Apparatus  at  Low  Veloci- 
ties,*' by  A.  M.  Wellington,  M.  Am.  Soc.  C.  E. 

The  committee  appointed  to  confer  with  com- 
mittees appointed  by  kindred  societies  for  the 
purpose  of  devising  and  considering  a  plan  for 
creating  a  library  for  the  joint  use  of  the  or- 
ganizations represented,  reported  that  meetings 
had  been  held  with  committees  from  the  Ameri- 
can Institute  of  Mining  Engineers,  the  Ameri- 
can Society  of  Mechanical  Engineers,  and  the 
American  Institute  of  Electrical  Engineers; 
that  the  members  of  the  joint  committee  are 
practically  in  accord  as  to  the  desirability  of  the 
joint  libraiT  and  as  to  the  general  plan  to  be 
adopted.  The  committee  is  encouraged  with 
the  prospect  of  success  in  securing  a  plan  ca- 
pable of  execution,  but  is  not  yet  prepared  to 
report  in  detail.  The  report  was  accepted  and 
the  committee  continued. 

The  committee  on  Uniform  Standard  Time  re- 
ported that  practical  progress  was  being  made  in 
the  direction  of  notation  of  the  hours  from  one 
to  twen^-four,  and  the  abandonment  of  the  di- 
vision of  the  day  into  half  days ;  that  many  im- 
portant railways  were  ready  to  co-operate  in 
this  direction,  and  tliat  it  had  been  publicly 
announced  that  the  Canadian  Pacific  Railway 
was  prepared  to  make  this  change  at  an  early 
day.  The  report  was  accepted,  and  the  com- 
mittee continued. 

The  committee  on  the  Compressive  Strength 
of  Cements,  and  the  Compression  of  Cements 
and  the  Settlement  of  Masonry,  reported  the 
organization  of  the  committee  and  the  com- 
mencement of  investigation  of  the  subject. 
The  committee  was  continued 

A  report  from  a  minority  of  the  committee 
to  Consider  changes  in  the  Organization  of  the 
Society  was  presented.  No  report  from  the 
majorihr  was  presented.  The  whole  subject 
was  referred  back  to  the  committee. 

The  tellers  appointed  to  canvass  the  ballot 
for  officers  of  the  Society  reported  the  result  of 
the  canvass,  and  the  foUowing  members  were 
declared  elected  officers  of  the  Society  for  the 
ensuing  year:  President,  Henry  Flad;  Vice- 
Presidents,  Thomas  F.  Rowland  and  Thomas 
C.  Keefer ;  Secretary  and  Librarian,  John  Bo- 
gart ;  Treasurer,  J.  James  R.  Croes ;  Direct- 
ors, Q.  S.  Greene,  Jr.,  William  R.  Hutlon,  W. 
Howard  White,  Henry  G.  Morris,  and  Charles 
L.  Strobel. 

February  8d,  1886.— Vice-President  Thomas 
F.  Rowland  in  the  chair.  The  following  can- 
didates were  elected  as  members :  Edward  Wm. 
Eckert,  MaissiUon,  Ohio;  James  Ellison  Mills, 
Quincy,  111.:  Edward  Thomas  Wright,  Los 
Angeles,  Cal.  As  associates^^^eorge  Lord 
Burrows,  Saginaw,  Mich. ;  Palmer  Chamber- 
laine  Ricketts,  Troy,  N.  Y. 

A  paper  by  T.  H  McKenzie.  M.  Am.  Soc. 
C.  E.,  on  the  **  Water-works  of  Southington, 
Connecticut,"  was  read.  The  town  of  South- 
ington is  on  the  Qununpiac  River^  in  a  valley 
surrounded  by  hills  rising  600  feet  above  the 
river.  The  water- works  were  constructed  by  a 
private  corporation  in  1883-84.  The  water  is 
procured  from  a  mountain  stream  with  a  dndn- 
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age-way  of  2^  square  miles,  mostljr  inclined 
and  with  regular  surface.  The  rock  is  granite. 
The  storage  reservoir  is  formed  by  an  earth 
dam,  4  mues  from  and  535  feet  above  the  town. 
The  distributing  reservoir  is  built  about  8 
miles  from  the  town,  and  240  feet  above  it ;  the 
water  is  conveyed  from  this  reservoir  by  a 
cast-iron  pipe.  The  gaugings  of  the  stream 
dorins  1888  showed  an  average  daily  flow  of 
4,^,000  gallons.  The  storage  reservoir  covers 
an  area  of  28  acres,  has  25  feet  depth  of  water 
at  the  dam,  and  a  capacity  of  60,000,000  gal- 
Ions.  The  earth  for  the  dam  was  of  solid  loam, 
placed  in  horizontal  layers  not  more  than  6  in. 
in  depth,  and  each  layer  wet  and  rolled  with  a 
8-ton  grooved  iron  roller.  A  20-in.  'cast-iron 
pipe  is  laid  through  the  dam  on  a  heavy  ma- 
sonry wall  for  its  entire  length,  with  short  cut* 
oflE  walls  every  24  feet  At  the  outlet  of  the 
lipe  a  heavy  masonry  apron,  with  wing-walls, 

built  on  the  bed  rock. 

The  distributing  reservoir  is  formed  by  a  ma- 
sonry dam  20  ft.  in  height,  which  covers  an 
area  of  1^  acres,  and  contains  8,000,000  gal- 
lons. 

The  main  supply-pipe  through  the  dam  is  12 
in.  in  diameter,  and  from  thence  to  the  town  10 
in. ;  the  general  depth  is  5^  ft.  It  is  all  care- 
fully laid  to  grade  with  very  few  horizontal 
bends ;  there  are  no  vertical  bends,  except  at 
Uie  four  summits,  where  air-cocks  are  placed. 
There  are  blow-offs  at  each  depression  of  the 
grade.  Thickness  and  weight  of  pipe  are  ad- 
fusted  to  the  pressure  to  each  100  ft.  of  head. 
The  pipes  are  coated  by  immersion  in  a  bath  of 
heated  coal-tar  pitch,  and  were  tested  to  a 
pressure  of  800  lbs.  por  square  inch.  The  dis- 
tribution pipes,  8,  6,  and  4  in.  in  diameter,  are 
laid  to  grade,  and  at  all  summits  house  supply 
pipes  are  arranged  to  act  as  air  vents.  The 
pressure  over  most  of  the  town  ranges  from  90 
to  100  pounds.  Hydrants  are  set  at  all  corners, 
and  also  at  other  points,  so  that  they  are  not 
more  than  500  ft  apart.  The  whole  cost  of  the 
works  was  $88,750,  which  is  moderate,  as 
compared  with  many  other  similar  works.  No 
leaks  have  appeared,  and  no  fissures  of  any 
kind  have  occurred  in  the  dams,  pipes,  or  fix- 
tures. 

EKGiNBBRS*  Club  of    Philadelphia-— Reo- 
OBD  OF  RbOULAR  MEETING,  JaNUABT  16th, 

1886. — ^Mr.  Howard  Constable  gave  an  interest- 
ing account  of  the  system  used  in  London  for 
the  Public  Supply  of  Hydraulic  Power,  which 
he  has  recently  had  occasion  to  examine.  The 
company  in  London  was  started  in  1882,  based 
upon  the  success  achieved  by  a  similar  scheme 
in  Hull,  which  has  been  in  operation  some 
eight  years ;  it,  in  turn,  was  the  outgrowth  of 
a  system  which  prevails  very  extensively  in 
many  English  manufacturing  and  warehouse 
concerns — that  of  employing  nydraulic  cranes, 
hoist  capstans,  and  the  lise,  and  operating 
them  from  one  pumping  station.  This  plan 
was  advocated  by  Mr.  Bramah  as  early  as  1802. 
and  during  the  past  for^  years  Sir  William 
Armstrong  has  done  much  towards  putting  it 
into  practice  by  the  manufacture  of  hydraulic 
plant,  80  that  the  advantages  of  the  principle 
are  much  more  thoroughly  understooa  abroad 
than  with  us,  The  .general  mind  in  this  coim- 
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try  looks  with  some  fear  upon  high  pressures, 
and  thinks  the  system  rather  novel,  not  know- 
ing  that  in  our  practice  of  piunping  oil  to 
the  seaboard,  pressing  cotton  and  extracting 
oil  from  seeds,  we  employ  hydraulic  pressures 
ranging  all  the  way  from  400  to  5,000  lbs.,  and 
over,  per  square  inch,  whereas  the  London  Sup. 
ply  Co.  use  only  700  to  800  lbs. 

Their  plant  consists  of  about  12  miles  of 
cast-iron  mains,  distributed  throughout  the 
busiest  parts  of  London,  on  both  sides  of  the 
river,  and  as  tar  west  as  Victoria  Station.  The 
mains  and  branches  are  laid  so  as  to  avoid  any 
dead-ends,  and  with  stop-valves  so  that  any 
length  of  1,000  ft.  can  be  isolated.  The  water 
us^  is  taken  from  the  Thames  and  filtered 
into  tanks,  from  which  it  is  received  by  the 
pumps  and  passed  into  two  accmnulators, 
thence  on  through  the  mains.  The  pumps  are 
of  the  vertical,  three-cylinder,  fly-wheel  type, 
compound*condensing,  single-actine  plungers, 
directly  connected  to  piston-rod.  The  starting 
and  stopping  of  the  pumps  is  done  automati- 
cally by  the  accuntulators ;  and  in  connection 
with  this,  the  arrangements  for  letting  live 
steam  into  the  low-pressure  cylinder  is  very  in- 
genious. The  boilers  are  of  the  Lancashire 
type,  fitted  out  with  automatic  fuel-hoppers, 
stokers,  etc.,  and  fuel  elevator.  The  charges 
for  power  water  are  made  upOn  meter  register 
and  a  sliding  scale  of  prices.  The  financial 
success  of  the  company  was  almost  assured 
from  the  first. 

Prof.  T.  M.  Haupt  read  a  profusely  illustrat- 
ed paper  on  Harbors,  containing  data  as  to 
depths,  etc.,  and  showing  that  from  New  York 
to  the  Gulf  there  were  only  four  natural  en- 
trances where  the  depth  at  moan  low  water  was 
over  16  ft.,  while  the  largest  ships  draw  from 
26  to  28^  ft.  He  discussed  the  relation  of  the 
forces,  stated  the  general  principles  to  be  ob- 
served in  harbor  improvements,  commented  on 
the  unfavorable  resmts  obtained  bv  using  sub- 
merged jetties,  and  the  reasons  therefor,  and 
called  attention  to  a  few  special  cases,  which 
were  reserved  for  a  more  complete  discussion 
subsequently.  A  model  was  also  shown,  ex- 
hibiting a  portion  of  the  bed  of  the  lower  bay 
of  New  York  entrance,  with  the  peculiar  hole 
at  the  head  of  Gedney's  Channel,  with  an  ex- 
planation of  the  forces  which  had  maintained 
It  for  many  years.  He  also  stated  that  he  be- 
lieved it  entirely  feasible  to  so  modify  the 
forces  as  to  change  the  direction  of  the  result- 
ant and  throw  it  into  Qedney's  Channel.  By 
such  a  local  treatment  an  excellent  entrance 
could  be  obtained  to  the  harbor,  at  a  cost  very 
much  less  than  that  proposed  to  be  exx>ended 
for  the  submerged  dykes — five  miles  Ion? — and 
other  works,  estimated  at  five  to  six  millions. 
The  various  features  were  freely  illustrated  by 
TJ.  S.  C.  &  G.  S.  and  other  diagrams. 

Fbbbuabt  6th,  1886.— The  Secretary  pre- 
sented, for  Mr  A.  R.  Cruse,  a  compilation  of 
tests  of  the  eflBciency  and  economy  of  yaiious 
gas  bmmers. 

The  Secretary  presented,  for  Mr.  Mataro 
Crizuka,  a  paper,  illustrated  by  Japanese  map, 
upon  the  Kailways  in  Jai)an.  The  history  of 
the  present  railways  is  given,  and  the  projects 
for  the  future.    The  paper  treats  of  costs  per 
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mile;  the  bridges,  tunnels,  shops,  etc.;  the 
meUiods^  of  operation,  the  profits  of  the  traffic, 
the  native  and  foreign  supervision  and  labor, 
and  the  relations  of  the  Government  and  pri- 
vate enterprise  to  the  work. 

Prof.  L.  M.  Haupt  read  a  second  paper  on 
Harbor  Studies,  discussing  the  action  of  tidal 
currents,  and  showing  their  locus  as  revealed 
by  the  mold  of  the  harbor  and  the  divide  or 
crest  line  of  the  bars.  He  believed  that  local 
efforts  to  improve  the  channel  across  the  New 
York  bar  would  be  most  successful  by  utilizing 
the  resulting  ebVs  scour  at  the  head  of  Qea- 
ney's  Channel  by  floating  devices  for  concen- 
tration and  vertical  deflection  of  the  currents 
there  existing,  and  made  a  few  remarks  show- 
ing how  such  floating  deflectors  misht  be  used 
to  regulate  the  currents  of  the  Mississippi 
River  and  so  tend  to  establish  a  constant  regi- 
men. 

Mr.  J.  Foster  Crowell  read  a  paper  upon  the 
Present  Situation  of  the  Interoceanic  Canal 
Question,  presenting  the  subject  from  a  gen- 
eral standpoint.  He  sketcbed  the  history  of 
the  various  past  attempts  to  establish  commu- 
nication through  the  American  Isthmus,  and 
traced  the  developments  in  the  different  direc- 
tions of  effort,  which  Anally  concentrated  the 
problem  upon  the  three  projects  now  before 
the  world,  summarizing  the  progress  in  each 
case,  and  stating  the  following  propositions : 

L  That  Panama  is  the  only  possible  site  for 
a  sea-level  canal,  and  that  such  treatment  is  the 
only  feasible  method  at  that  place. 

II.  The  Nicaragua  is  the  only  practicable 
fdte  for  a  slack -water  system  (for  a  canal  with 
locks),  and  that  it  is  pre  eminently  adapted  by 
nature  for  such  a  use ;  that  there  are  no  ob- 
stacles in  an  engineering  sense,  and  no  physi- 
cal drawbacks  that  need  deter  the  undertaking. 

HI.  That  the  Ship  Railway,  as  a  mechanical 
contrivance,  has  the  endorsement  of  the  best 
authorities,  and  may  be  admitted  to  be  the  nd 
phu  uUra  as  a  means  of  taking  ships  from 
their  natural  element  and  transporting  them 
over  the  land. 

IV.  That  none  of  these  plans  has  as  vet  ad- 
yanced  sufficiently  to  warrant  our  considering 
its  completion  as  beyond  doubt. 

V.  That,  as  the  additional  sum  now  asked 
for  by  De  Lesseps  (even  \fmfflcient)  to  complete 
the  Panama  Canal,  is  greater  than  the  esti- 
mated cost  of  either  Nicaragua  Canal  or  the  Ship 
Railway,  it  would  be  economical  to  abandon 
the  Panama  Canal,  and  the  money  sunk  in  it, 
to  date,  unless  its  location  and  form  possess 
paramount  advantages,  and  we  therefore  may 
profitably  consider  the  relative  merits  of  the 
three  lines,  without  regard  to  the  past,  from 
four  standpoints,  viz. : 

1.  Geographical  convenience  of  location. 

2.  Adaptiveness  to  all  marine  requirements, 
present  and  future. 

8.  Political  security. 

4.  Economy  of  construction  and  operation. 

He  then  discussed  the  comparative  claims  to 
excellence.  In  the  first  consideration,  after 
classifying  the  several  grand  divisions  of  fu- 
ture ocean  traffic,  and  noting  especially  the 
needs  of  the  United  States,  he  chtimed  that, 
while  there  was  little  to  choose,  in  this  respect, 


between  Nicaragua  and  Tehuantepec,  either 
was  far  superior  to  Panama. 

In  the  second  particular  he  maintained  that, 
owine  to  the  characteristics  of  the  Panama 
Canal  and  the  practical  impossibility  of  enlarg- 
ing it  hereafter,  excepting  at  stupendous  cost, 
it  could  not  serve  the  purposes  of  the  future, 
although  it  mi^ht,  if  completed,  supply  present 
need.  He  praised  the  ingenuity  of  the  plans 
for  the  Ship  Railway,  but  emphasized  the  fact 
that  it  will  be  the  mof>ement  of  the  traffic,  not 
merely  the  lifting  and  supporting  of  ships  in 
transit,  that  will  test  the  system,  and  suggested 
that  even  the  beautiful  application  of  mechani- 
cal force  which  had  been  contrived  might  be 
powerless  to  insure  the  high  grade  of  service 
which  is  an  absolute  necessity.  In  this  con- 
nection the  general  features  of  the  Nicarai^ia 
Canal,  in  its  latest  form  "^ere  referred  to,  and 
the  opinion  expressed  that  even  were  all  diffi- 
culties in  the  way  of  the  Ship  Railway  elimi- 
nated, it  could  not  be  superior  to  the  canal  in 
respect  of  adaptiveness. 

In  point  of  political  security  he  claimed  that 
both  Tehuantepec  and  Nicaragua  were  reason- 
ably free  from  doubts,  with  tne  advantage  in 
favor  of  the  latter,  while  at  Panama  no  security, 
for  United  States  interests  at  least,  could  be 
counted  on,  without  the  liability  of  a  military 
expenditure  far  exceeding  the  cost  of  the  canal 
itself. 

The  matter  of  comparative  cost  of  construc- 
tion and  operation  was  discussed  generally, 
and  in  conclusion  the  author  stated  that  **  this 
all-important  question  is  still  an  open  one,  of 
which  the  future  needs  of  our  country  justify 
and  demand  at  this  time  a  most  searching  scru- 
tiny, and,  moreover,  our  interest  and  the  inter- 
est of  mankind  require  that  before  this  centuiy 
closes,  the  best  possible  pathway  between  the 
Atlantic  and  the  Pacific  shall  be  open  to  the 
navies  of  the  world. 

The  paper  was  illustrated  with  maps  and  dia- 
grams. 

ENGINEERING  NOTES. 

THE  ClbANSINO  and  VsNTILATIOir  OF  SSW- 
EBs.— At  a  recent  meeting  of  the  Metro- 
politan Board  of  Works  a  report  was  presented 
by  the  Sanitary  Committee,  making  the  follow- 
ing recommendations : 

1.  That  any  old  and  defective,  disused,  or  par- 
tially disused  sewers  which  may  remain  in  any 
part  of  the  metropolis  should  be  disconnected 
from  the  present  sewerage  system,  cleansed, 
and  filled  up ;  and  that,  where  necessary,  pipe 
or  other  proper  sewers  should  be  substituted. 

2.  That  sUineent  measures  be  taken  by  the 
Board,  and  by  ue  Vestries  and  District  Boards 
(a)  for  preventing  road-sweepings  passing  into 
sewers,  {b)  for  preventing  the  discharge  into 
sewers  from  manufactories  and  other  places  of 
improper  substances,  such  as  chemicisl  refuse 
or  trade  ffith,  or  of  hot  water  or  steam,  so  as  to 
be  the  cause  of  nuisance. 

8.  That  the  most  im{>ortant  requirement  for 
keeping  sewers  in  satisfactory  condition  is  a 
supply  of  water  sufficient  in  quantity  to  cany 
the  sewage  in  suspension  through  the  sewers. 

4.  That  whenever  the  supply  of  water  in 
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sewers  is  insufficient  fdr  cleansing  the  sewers, 
effectoal  provision  for  cleansing  snch  sewers 
should  be  adopted  by  flushing  or  other  means. 

5.  That  one  of  the  most  ef^tual  methods  of 
flushing  would  be  bv  means  of  water  simulta- 
neously discharged  into  house  drains,  as  such 
a  simultaneous  discharge  would  flush  branch 
sewers,  then  local  sewers,  and  flnally  main 
sewers ;  that  such  a  method  of  flushing  can  be 
effectually  carried  out  by  householders  flushing 
their  house  drains  periodically  and  simultane- 
ously at  stated  times ;  that  a  sreat  number  of 
householders  would  probably  be  willing  to  co- 
operate with  the  authorities  in  improving  the 
condition  of  the  sewers  in  their  district  in  this 
way ;  and  that  it  is  desirable  that  the  several 
Vestries  and  District  Boards  should  intimate 
upon  what  days  and  at  what  hours  household- 
ers should  flush  their  drains. 

6.  That  provision  near  the  heads  of  branch 
sewers,  for  flushing  such  sewers  from  their 
commencement,  is  to  be  desired. 

7.  That  the  practice  of  flushing  the  courts, 
alleys,  small  streets,  etc.  in  poor  districts  in 
summer,  is  to  be  highly  reconmiended  as  a  de- 
sinible  method  of  flushing  sewers  and  improv- 
ing the  sanitary  condition  of  the  districts. 

8.  That  next  to  effectual  cleansing,  one  of 
the  most  important  safeguards  against  nuisance 
and  danger  to  health  from  sewers,  is  the  dilu- 
tion of  the  gases  therein  by  a  constant  and 
plentiful  supply  of  fresh  air  to  the  sewers  by 
means  of  effective  ventilation. 

9.  That  the  ventilation  of  sewers  in  the  me- 
tropolis by  means  of  ventilating  shafts  leading 
to  gratings  in  the  center  of  roadways,  has  been 
the  cause  of  complaint,  owing  to  the  imperfect 
manner  in  which  the  system  has  been  carried 
out,  the  ventilators  being  deficient  both  in  size 
and  number. 

10.  That  the  surface  ventilators  to  the  re- 
cently-constructed sewers  have  ordinarily  been 
placed  at  a  distance  of  from  60  to  60  yards 
apart,  with  air  openings  in  the  gratings  equal 
to  60  square  inches,  and  that  the  number  and 
rize  of  many  of  the  ventilators  on  other  sewers 
in  the  metropolis  should  be  increased. 

11.  That  the  amount  of  ventilation  afforded 
by  large  special  ventilating  shafts  is  in  no  way 
commensurate  with  their  cost,  and  that  the 
adoption  of  such  shafts,  with  or  without  fire 
heat,  or  the  connection  of  sewers  with  factory 
shafts  can  only  be  adopted  in  very  exceptional 
circumstances.  Where  shafts  with  fires  are 
used,  the  sewer  gases  should  be  allowed  to  pass 
into  such  shafts  over  as  well  as  through  the 
fires;  otherwise  the  amount  of  ventilation  af- 
forded will  be  very  much  limited. 

12.  That  pipe  ventilators  of  large  section, 
and  constructed  with  bends  and  without  angles, 
can  be  used  with  great  advantage  in  addition 
to,  and  not  in  substitution  for,  surface  venti- 
lators, wherever  the  consent  of  owners  and  oc- 
cupiers can  be  obtained  to  such  ventilators  be- 
ing affixed. 

18.  That  the  Committee  are  of  opinion  that 
the  ventilation  of  the  sewers  of  the  metropolis 
may  be  improved  by  altering  the  construction 
of  many  of  the  surface  ventilators  as  previously 
recommended,  and  by  carrying  up  large  pipe 
ventilators  at  convenient  points  wherever  prac- 
ticable. 


14.  That  the  use  of  charcoal  or  other  appli- 
ances for  deodorizing  gases  in  sewer  ventilators 
is  undesirable,  as  such  appliances  do  much 
harm  by  obstructing  ventilation,  are  costly  and 
troublesome,  and  are  quite  unsuitable  for  gen- 
eral use  over  a  large  sewerage  system. 

15.  That  during  the  cold  and  wet  sraAons  the 
arrangements  suggested  in  the  repui  i  for  pro- 
viding ventilation  will  be  sufficient,  as  putre- 
faction proceeds  so  slowly  at  low  temperatures, 
and  when  the  sewage  is  diluted  with  large  vol- 
umes of  fresh  water,  that  the  foul  matters  pass 
from  the  sewers  before  material  quantities  of 
offensive  gases  are  generated. 

16.  That  during  dry  and  hot  weather  the 
foregoing  recommendations  respecting  the 
flushing  and  cleansing  be  carried  out  as  far  as 
practicable,  especially  In  sewers  having  only  a 
small  flow  of  water. 

17.  That  in  addition  to  these  precautions,  a 
system  of  deodorization  during  the  summer  be 
arranged  for  the  main  sewers,  on  the  plan 
adopted  by  the  Board  during  the  past  summer ; 
that  local  boards  be  requested  to  adopt  a  similar 
system  with  local  sewers,  and  to  use  all  their 
influence  to  induce  householders  to  employ  in 
their  house  drains  suitable  deodorizing  agents 
durine  periods  of  high  temperature  and 
drought. 

18.  That  manufacturers  and  others  discharg- 
ing  refuse  into  the  sewers  be  compelled  to  so 
treat  their  waste  water  (by  such  process  as  they 
may  deem  flt.  but  to  the  Board*s  satisfaction), 
that  it  shall  have  no  n'eater  deoxidinng  power 
than  average  household  sewage. 

19.  That  the  Committee  are  not  prepared  to 
recommend  the  Board  to  exercise  the  powers 
ffiven  by  the  88d  section  of  the  Metropolis 
Management  Amendment  Act  for  making  by- 
laws for  the  guidance,  direction,  and  control 
of  the  vestries  and  district  boards,  and  other 
persons  in  relation  to  the  maintenance,  cleans- 
ing, ventilation,  etc.,  of  sewers,  until  it  is 
shown  that  the  suggestions  made  in  the  report 
have  not  been  voluntarily  adopted. — BuikUng 
News, 
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WOBK  of  considerable  engineering  import- 
_  ance,  involving  the  diversion  of  the  Spey 
was  completed  on  Tuesday,  in  connection  with 
a  new  line  along  the  coast  of  Banff  and  Elgin. 
The  Great  Northern  Railway  Comiwmy  of  Scot- 
land found  it  necessary  to  construct  a  bridge 
across  the  river  about  two  miles  from  the 
month.  The  contractors  had  to  construct  the 
bridge  at  a  point  which  rendered  it  necessary 
to  divert  the  course  of  the  river.  It  was  done 
by  opening  a  new  bed  to  the  left  of  the  old  one. 
Into  this  bed  the  water  burst  on  Saturday  rather 
unexpectedly.  A  great  body  of  water  still 
flowed  in  the  old  course,  and  to  prevent  this  it 
was  decided  to  form  a  huge  dyke.  Bass  filled 
with  sand  were  piled  high  up  against  the  bed, 
but  these  were  swept  away,  as  the  river  nar- 
rowed, and  the  water  cut  a  course  10  ft  where 
previously  it  had  only  been  4  ft.  deep.  The 
sand  bags  were  then  cnained  together  in  twen- 
ties, ana  dropped  into  the  water.  After  con- 
tinuous labor  for  a  week,  the  work  was  com- 
'  pleted  on  Tuesday,  and  the  whole  body  of 
'  water  now  flows  under  the  new  bridge. 
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IRON  AND  STEEL  NOTES. 

From  statistics  just  published  it  appears  that 
the  production  of  all  descriptions  of  steel  in  the 
United  States  since  1874  has  been  as  foUows : 
1874.  241,614  net  tons;  1875,  486,575  tons; 
1876,597,174  tons;  1877,  687,973  tons;  1878, 
819,814  tons;  1879,  1,047,586  tons;  1880, 
1,897,015  tons ;  1881,  1,778,912  tons;  1882, 
1,945,095  tons;  1883,  1.874,859  tons;  1884, 
1,786,985.  The  principal  steel  manufacturing 
State  of  the  Union  is  Pennsylvania,  which,  of 
the  1,786,985  tons  of  steel  made  last  year,  pro- 
duced 1,157.876  tons. 


RAILWAY  NOTES. 

AUTOMATIC  Bbakes.— Continental  railway 
companies,  like  some  of  those  in  this 
countrv,  continue  to  afford  practical  illustra- 
tions of  the  advantages  of  really  efficient  brakes. 
Recently,  near  Courtrai,  on  the  Belgian  State 
Railway,  the  endne  of  an  express  train  left  the 
rails,  causing  tne  coupling  to  snap,  and  the 
Weslinghouse  brake  to  be  automatically  ap- 
plied, thus  avoiding  most  serious  consequences. 
Again,  at  Thalhausen,  on  the  Wurtemburg 
State  Kailway,  the  express  train  from  Berlin  to 
Milan  had  a  very  narrow  escape  indeed  from 
being  thrown  into  the  river  Neckar,  from  a 
cause  which  was  at  one  time  a  fruitful  source 
of  disaster  in  this  country.  To  shunt  a  wagon 
into  a  siding,  leave  the  points  open,  and  take 
off  the  main-line  signals  for  an  express  train 
running  at  forty-five  or  fifty  miles  an  hour,  cer- 
tainly affords  an  excellent  chance  of  calamitous 
results  ensuing,  and  these  were  only  prevented 
on  this  occasion  by  the  driver  observing  that 
the  points  were  open  and  applying  the  Westing- 
house  brake,  by  which  means  the  train  was 
brought  to  a  stand  in  the  siding  only  two  or 
three  yards  from  the  edge  of  the  steep  bank  to 
the  river.  A  further  illustration  comes  to  hand 
from  France.  The  Indian  mail,  when  running 
at  fortj-five  miles  per  hour,  left  the  line  near 
Aiguelielle,  on  the  Paris,  Lyons,  and  Mediter- 
'  ranean  Railway  between  Modane  and  Cham- 
bery,  it  is  supposed  owing  to  the  spreading  of 
the  permanent  way.  Once  more  the  ennne 
separated  from  the  train,  and  again  the  West- 
ing:house  brake  was  applied  automatically,  the 
train  being  brought  to  a  stand  without  injury 
to  a  single  passenger.  It  wUl  be  noted  that 
these  accidents  were  all  of  that  sudden  emer- 
gency type  which  we  have  frequently  pointed 
out  is  now,  and  will  continue  to  be,  the  chief 
feature  of  our  railway  accidents.  For  such 
cases  it  is  not  sufficient  simply  to  provide  a  con- 
tinuous brake.  It  is  perfectly  clear  that  had 
the  brake  in  either  of  these  three  instances 
given,  not  been  powerful,  instantaneous  and 
automatic  as  well  as  continuous,  it  could  have 
been  of  but  little  use  in  averting  the  terrible 
results  which  must  idmost  inevitably  have  fol- 
lowed in  every  case.  Fortunately,  although 
opinions  on  the  brake  question  differ  on  the 
Continent  as  to  some  points,  there  would  ap- 
pear to  be  an  almost  universal  feeling  in  favor 
of  automaticity  and  high  pressure,  as  against 
simple  brakes  and  those  worked  by  vacuum, 
thus  agreeing  with  the  practice  in  America  and 


the  Colonies.  At  a  recent  meeting  of  the  Soci- 
ety of  Qerman  Mechanical  Engineers  at  Berlin, 
a  paper  was  read  on  the  automatic  vacuum 
brake,  and  some  of  our  own  ndlway  companies 
would  do  well  to  weich  the  remarks  M  Privy 
Councillor  Stamke,  Chief  Technical  Adviser  ot 
the  Minister  of  Prussian  railways.  In  the  dis- 
cussion which  took  place  this  influential  official 
stated  that  it  was  quite  useless  to  discuss  vac- 
uum brakes,  since  there  could  no  longer  be  any 
question  that  automatic  compressed-air  brakes 
alone  would  be  used  over  the  whole  Continent. 
This  opinion  receives  some  confirmation  from 
the  fact  that  it  has  just  been  decided  to  replace 
the  vacuum  brake  by  the  Westinghouse  on  the 
Rome-Naples  section  of  the  Itelian-Mediter- 
ranean  Railway. — Building  News. 


ORDNANCE  AND  NAVAL 

ABMOB-PLATBD  TuKBETS. — The  experiments 
which  have  just  been  concluded  at 
Bucharest  with  the  cupola  turrets  of  the  future 
fortifications  of  the  Roumanian  capital  deserve 
attention  for  various  reasons,  the  principal  one 
of  which  is  tnat  they  involved  a  trial  of  strength 
between  the  competing  German  and  French 
systems.  They  also  excited  more  than  usual 
interest  on  account  of  a  report  to  the  effect  that 
General  Brialmont,  the  well-known  Belgian  en- 
gineer officer,  who  is  charged  with  superin- 
tending the  construction  of  those  fortifications, 
had  declined  to  undertake  that  duty  unless  the 
German  style  of  turret  was  adopted.  The  un- 
expected results— unexpected  because  so  much 
was  anticipated  from  the  French  turrets — seem 
to  indicate  that  General  Brialmont  was  right. 
It  appears  to  have  been  a  foregone  conclusion 
with  the  Roumanian  military  authorities  that 
the  German  turret  plates,  manufactured  by  the 
weU-known  firm  of  armor-plate  makers  of  H. 
Gruson,  of  Buckau,  near  Mi^deburg,  would 
have  no  chance  against  the  French  plates,  sup- 
plied by  the  Society  de  Saint-Chamond  (depart- 
ment of  the  Loire),  when  submitted  to  equally 
severe  tests.  The  results  have  falsified  the  ex- 
pectations or  predilections  of  those  most  neariy 
concerned.  Before  ^vin^  those  results,  it 
should  be  stated  that  it  is  intended  to  convert 
Bucharest  into  a  place  (farmes  of  the  first  rank, 
by  surrounding  it  with  a  girdle  of  fortifications 
between  87  and  44  miles  long,  and  consisting  of 
eighteen  forts  of  three  degrees  of  stren^. 
The  chief  point  of  stren^  of  the  principal 
fort  is  to  be  forty  revolving  ironclad  turrets, 
distributed  amongst  the  forts,  and  each  armed 
with  two  15-centimeter  guns.  Having  regard 
to  the  immense  strides  made  by  the  artillery  of 
the  present  day,  owing  to  the  introduction  of 
chilled  shot  and  rolled  iron,  as  well  as  of  long- 
range  guns,  and  the  progress  achieved  in  the 
manufacture  of  iron  armor  for  ships  and  land 
batteries,  the  decision  respecting  the  turret  sys- 
tem was  made  dependent,  at  the  suggestion  of 
General  Brialmont,  upon  the  competitive  trials 
which  have  taken  place,  and  the  importance  of 
which  was  enhanced  by  the  presence  not  only 
of  tiie  military  representatives  of  the  great  pow- 
ers, but  of  officers  of  the  Dutch,  Danish,  and 
Chinese  armies.    The  respective  turrets  of  the 
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rival  manufacturers  were  erected  on  the  plateau 
of  Cotroceni,  near  Bucharest,  and  armed  with 
Krupp  and  De  Bange  guns  and  mortars  re- 
fipectiyely.  It  ousht  to  be  added  that  the  sys- 
tem adopted  in  tne  French  turret  is  that  of 
Major  Mougin,  of  the  French  engineers,  and  in 
the  German  turret  that  of  Major  Schumann,  of 
the  German  engineers.  At  the  beginning  of 
the  trials  public  opinion  was  on  the  side  of  the 
French  system,  and  this  appeared  to  be  justi- 
fled  by  the  reports  of  the  first  few  days*  work. 
According  to  them,  the  French  turret,  notwith- 
standing Its  greater  weight,  revolved  much 
more  easily  and  more  quickly  than  the  lighter 
German  turret.  That  statement  was  quite  cor- 
rect, and  it  was  also  a  fact  that  the  Krupp  guns 
of  the  Schumann-Gruson  turret  had  nine  miss- 
fires  in  the  first  twenty-five  rounds  of  two  guns 
each,  whilst  the  Bange  guns  in  the  French  tur- 
ret fired  all  the  fifty  rounds  without  a  hitch. 
During  the  following  days,  however,  the  Krupp 
guns,  provided  with  friction  fuzes,  worked  as 
satisfactorilvastheDe  Bange  battery,  furnished 
with  electric  fuzes,  if  the  quick-match  was 
pulled  properly.  Although  during  salvo  target 
firing  the  Schumann  turret  could  only  fire 
forty-one  rounds,  more  hits  were  obtainea  from 
it  than  from  the  Mougin  turret  with  fifty 
rounds.  In  quick  firing,  the  German  turret 
fired  the  salvoes  in  thirteen  minutes,  whilst  the 
French  turret  took  twenty-one  minutes.  The 
battery  of  the  German  turret  also  excelled  that 
of  the  French  turret  in  firing  at  an  unknown 
target  indicated  by  hoisting  and  as  quickly 
dropping  a  signaling  flag.  Still  more  favorable 
results  were  registered  for  the  Schumann-Gru- 
son  turret  system  when  the  two  revolving  tur- 
rets served  as  targets  to  a  battery  of  15.centl- 
meter  Krupp  hooped  guns,  fired  at  a  distance 
of  1,000  meters.  In  order  to  ^trike  the  French 
turret  thirty  times,  only  forty-seven  rounds  had 
to  be  fired,  whilst,  to  obtain  a  like  number  of 
hits  of  the  German  turret,  which  is  provided 
with  a  fiat  dome,  eighty-seven  rounds  had  to 
be  discharged.  The  mantle  of  the  French  tur- 
ret, consisting  of  rolled  iron  40  centimeters 
thick,  has,  besides,  suffered  considerably  by 
the  bombardment,  a  piece  of  iron  weighing  6 
cwt,  besides  several  smaller  fragments,  having 
been  detached  from  the  enormous  iron  mantle 
of  the  Mougin  turret.  The  German  turret, 
with  the  exception  of  a  small  crack,  has  not 
been  Injured.  The  firing  from  mortars  and  the 
blasting  experiments  with  dynamite  carried  on 
against  the  enormous  chilled  hoops  outside  the 
base  of  the  two  turrets  having  also  resulted  in 
A  victory  for  the  German  turret,  no  surprise 
will  be  felt  when  it  is  stated  that  the  cofnmis- 
«ion  of  experts  have  pronounced  in  favor  ci 
the  tiurets  on  the  Schumann-Gruson  principle, 
and  that  the  French  turret  has  been  discarded. 
General  Brialmont*s  views  on  the  subject  have 
thus  been  fully  sustained,  notwithstanding  that 
popular  opinion  was  at  first  adverse  to  him.  It 
is  stated  that  the  work  of  fortification  of  the 
Roumanian  capital  is  to  be  proceeded  with  as 
soon  as  providon  is  made  for  the  large  funds 
required  for  carrying  out  the  stupendous  un- 
dertaking, the  completion  of  which  wiU  con- 
vert  Bucharest  into  the  most  formidable  en- 
trenched camp,  next  to  Paris,  in  existence.— 
McrrUng  Post, 
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Grover,  LL.  D. 

First  Principles  of  Euclid;  First  Principles 
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of  French  Histoi^r ;  First  Principles  of  English 
Histoiy ;  First  Principles  of  English  Grammar. 
ByT.  8.  Taylor. 

First  Tear  of  Scientiflc  Knowledge.  By  Paul 
Bert. 

A  Latin  Book  for  Beginners.  By  C.  H. 
Gibson. 

English  Spelling  as  it  is. 

Refie  Brothers*  Model  Reading  Books,  I^os. 
8,  4,  5,  6. 

Cassell*s  Magazine  of  Art  for  March. 

STATISTI08    OF    HtDBAULIO  WoBKS  AND  Ht- 
DBOLOOT    OF    EnOLAKD,    GaHADA,    EoTPT 

AND  India.  By  Louis  D'A.  Jackson.  London : 
W.  Thacker  &  Co. 

This  work  is  an  enlargement  of  the  second 
part  of  the  **  Hydratdic  Manual  and  Statistics  '* 
by  the  same  author.  The  additions  are  ex- 
tended,  obtained  partly  by  the  author's  own 
work  and  partly  from  other  reports  and  rec- 
ords. 

The  regions  are  described  separately  and  in 
the  order  given  in  the  title.  In  Great  Britain, 
the  river  basins,  canals,  storage  works,  sewage 
irrigation,  irrigated  crops  and  analysis  of  water 
are  treated  in  turn. 

Of  Canada,  onlv  river  basins,  canals,  naviga- 
tions, geology  and  meterology  are  presented. 

Of  Kgjpi,  the  hydrology  of  the  Nile,  the  ir- 
rigation, irrigated  crops  and  analysis  of  the 
water  occupy  most  of  the  space. 

Of  India  and  Ceylon,  the  rivers,  canals  and 
tanks  or  storaee  works  are  of  chief  importance. 
The  history  of  the  progress  of  these  works  is 
full  of  interest. 

The  work  will  prove  to  be  a  valuable  guide 
to  engineers  who  are  charged  with  sinuUar 
works  in  other  countries. 

The  details  of  the  engineering  features  are 
regarded  as  subordinate  to  the  economic  and 
commercial  phases  of  the  improvements,  so 
the  statistics  relate  to  expenditures  for  cost  and 
values  received. 

The  book  is  well  printed  but  is  without  illus- 
trations of  any  kind. 
rpHB  Thbobt'of  Stbbsses  in  Gibdxbs  and 

JL       SiMILAB    StBTTOTURKS,     WITH     PbAOTIOAL 

Obssbvations  on  thb  Stbxnoth  and  Otheb 
Pbopebtibs  of  Matebials.  By  Bindon  B. 
SroNET,  LL.  D.,  F.  R.  S.,  Member  of  the  Insti- 
tution of  Civil  Engineers.  Price,  f  12.50.  New 
York:  D.  Van  Nostrand. 

The  new  edition  of  this  well-known  standard 
work  exhibits  several  new  and  important  feat- 
ures. The  general  principles  of  graphic  statics 
are  introduced  early  in  the  treatise,  and  graphic 
solutions  form  a  conspicuous  feature  of  the 
book. 

Additions  have  also  been  made  to  the  sub- 
jects of  oscillating  stresses,  working  loads, 
wind  pressure,  steel,  pillars  and  riveting. 

Full  advantage  has  been  taken  of  the  results 
of  tests  of  materials  made  known  since  the  pre- 
vious  edition  was  written  The  total  result  is 
an  octavo  volume  of  777  pages,  with  148  iUus- 
trations  and  five  folding  plates. 

The  following  are  the  headings  of  the  various 
ch^ters :  Introductory ;  Flmged  Girders  with 
Braced  or  Thin  Continuous  'Webs ;  Transverse 
Stresses ;  Girders  of  Various  Secdons ;  Braced 


Girders  with  Parallel  Flanees  and  Webs,  formed 
of  Isosceles  Bracing;  Girders  with  Parallel 
FUmses,  connected  by  Vertical  and  Diagonal 
Bracinf ;  Braced  Girders  with  Oblique  or 
Curved  Flanges ;  Deflection;  Continuous Ghrd- 
ers;  Quantity  of  Material  on  Braced  Girders;^ 
Angle  of  Economy;  Torsion;  Strength  of  Hol- 
low Cylinders  and  Spheres;  Tensile  Stren^ 
of  Materials;  Crushing  Strength  of  MateriiOs ; 
Pillars;  Shearing  Stress ;  E&sticity  and  Set ; 
Temperature ;  Web ;  Flanges ;  Wind  Pressure 
and  Cross  Bracing ;  Cross  Girders  and  Bridge^ 
Flooring;  Counterbracing ;  Deflection  and 
Camber;  Depth  of  Girders  and  Arches; 
Working  Stress  and  Working  Load ;  Fasten- 
ings and  Connecdons ;  Estimation  of  Girder\ 
Work;  Appendix. 

Dtnaiio-Elbotbio  Maohinxbt.— The  follow- 
ing  letter  to  the  editor  of  the  Eleetridan 
(American)  will  appear  in  the  March  issue  of 
that  journal : 
To  the  Editor  of  ths  Electridan : 

Sib:— In  the  second  edition  of  Prof.  S.  P. 
Thompson's  work  upon  '*  Dynamo-Electric  Ma- 
chineiy,"  which  has  recently  appeared,  I  notic^ 
that  the  author  has  reprinted  the  preface  whidP 
appeared  to  his  first  edition.  This  original  pre- 
face contained  certain  statements  which,  at  the 
time,  I  passed  over  in  silence,  because  I  thought . 
that  the  majority  of  the  readers  of  his  book  in 
this  country  would  readily  see  the  iiriustice  of 
the  reflections  contained  therein.  My  reasons 
for  thinking  so  were,  that  inasmudi  as  the. 
statements  &ere  made  were  evidenUy  penned 
in  an  unfriendly  spirit,  and  as  they  seemed  to 
give  an  unjust  unpression  regarding  the  dealing 
of  American  publishers  with  Engfish  authors, 
they  were  at  the  same  time  accompanied  with  a 
positive  declaration  that  the  lectures  com- 
plained  of  as  reprinted  by  me,  were  reprinted 
as  well  in  the  ^Isetrtoan  (English),  the  BngUth 
MechaniCy  and  other  technical  ioumals.  and 
were  translated  into  French ;  and  as  Professor 
Thompson  did  not  intimate  that  he  was  the  re- 
cipient of  a  check  from  these  journals,  or  from 
the  French  publisher,  I  imagined  that  Professor 
Thompson's  readers,  in  this  coimtry,  at  least, 
would  not  judge  me  harshly  for  not  doinff  what 
no  one  else  who  had  used  his  lectures  had  done, 
or  which  even  he  (Prof.  Thompson)  would 
seem  to  have  expected  them  to  do. 

I  think,  perhaps,  now  that  this  second  edition 
of  his  extended  work  has  appeared,  containing 
this  original  preface,  that  a  statement  of  the 
case  may  properly  be  made. 

In  1888  there  appeared  in  the  Journal  of  the 
Society  of  Arts  a  series  of  papers,  being  certain 
lectures  delivered  by  Professor  Thonipson.  As 
is  the  custom  with  the  editor  of  mv  Magazine, 
when  any  really  valuable  contributions  appear 
in  that  journal,  he  reprinted  them,  and  they  may 
be  found  in  the  Enginbebing  Magazine  for 
March,  April,  and  May,  1888,  duly  credited  to 
the  JouriuU  of  the  Society  of  Arts.  Subse- 
quently thev  were  printed  in  a  collected  form 
in  my  ''Science  Series,"  after  having  been  sub- 
mitted to  the  able  editorship  of  Mr.  P.  L  Pope. 
In  this  form  I  printed  1,000  copies,  and  after 

Eaying  the  cost  of  the  cuts,  paper,  printing  and 
inding,  when  all  are  sold,  at  the  small  retail 
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price  of  50  cents,  at  which  they  were  placed, 
there  will  be  but  a  veryinadequate  margin  of 
profit  on  the  yentore.  The  author  se^ms  to  ig- 
nore the  fact  that  the  magazine  in  which  his 
lectures  api>eared  in  this  country,  and  which 
magadne  is  conducted  at  considerable  annual 
loss  to  the  publisher,  first  gave  publicity  to 
them  here,  and  which  the  subsequent  reprint- 
ins  of  them  in  the  '*  Science  Series  '*  hel^d  to 
eimance,  and  to  this  fact,  let  me  assure  the  au- 
thor, is  due  very  much  of  his  reputation,  as 
well  as  of  the  demand  for  his  larger  work  in 
the  United  States.  D.  Van  Nostband. 


MISCELUNEOUS. 


MBOHANIOAL  USBS  FOB   NaTTTBAL  GaS. — At 
many  of  the  wells  near  Pittsburgh  the 
natural  gas  issues  with  an  initial  pressure  of 
200  lbs.  to  the  square  inch,  or  even  more,  and 
before  it  can  be  used  as  fuel  or  illuminant, 
must  have  this  pressure  considerably  reduced, 
where  the  pipe  lines  are  of  any  great  length, 
the  friction  of  the  gas  against  the  sides  and 
angles  is  sufiScient  to  accomplish  the  purpose ; 
but  where  the  fuel  1b  used  directly  from  the 
well,  or  where  the  transit  is  but  short,  mechani- 
cal devices  become  necessary.    It  is  now  pro- 
posed, however,  to  make  use  of  the  force  thus 
stored  up  in  the  compressed  eas,  instead  of 
wasting  it,  as  heretofore,  or  making  provision 
for  its  dispersion.    One  plan  suggested  utilizes 
the  pressure  for  blowing  blast  furnaces,  thus 
dispensing  with  the  enormous  engines  now  em- 
ployed for  that  purpose.    Sufficient  air  would, 
of  course,  have  to  be  introduced  along  with  the 
gas  to  furnish  the  oxygen  necessary  for  its 
combustion,  and  for  so  much  of  the  solid  fuel 
in  the  furnace  charge  as  was  not  oxidized  in 
the  reduction  of  the  ore  or  combined  in  the  re- 
sulting  pig    iron.     Should    this  plan   prove 
practicable,  it  would  also  lessen  to  a  great  ex- 
tent, the  amount  of  solid  fuel  in  the  burden, 
and  would  be  a  preliminary  step  in  the  solution 
of  the  problem  of  aeasblast  furnace.    Another 
proposition  is  to  maJLe  use  of  the  gas  in  work- 
ing engines  similar  to  those  using  compressed 
air.    llie  gas,  after  giving  up  its  stored  me- 
chanical energy,  would  be  equally  available  for 
the  production  of  light  or  heat,  and  its  entire 
power  would  be  utilized.    If  the  supply  of  nat- 
ural gas  proves  at  all  permanent,  it  promises 
to  become  daily  more  valuable.    Mr.  Andrew 
Carnegie,  in  his  description  of  the  Pittsburgh 
field,  mentions  one  well,  in  the  Murraysvme 
district,  which  yields  80,000,000  cubic  feet  of 
gas  in  twenty-four  hours.    Although  this  is  ex- 
ceptional, there  are  many  which  nave  a  daily 
output  of  half  this  amount,  and  within  a  ra- 
dius of  from  fifteen  to  twenty  miles  around 
Pittsburgh  there  are  four  distinct  gas-producing 
districts.    The  only  question  to  our  mind  is 
whether  this  supply  and  pressure  will  be  per- 
manent. 

nr*BAN8MI8SION    OF    DbAWINGS    BY    SIGNAL.— 

I  Lieutenant  A.  Glen,  of  the  Inns  of  Court 
volunteers,  read  a  paper  on  this  subject  at  the 
Roval  United  Service  Institution  on  January 
IfSuL  The  author,  in  introducing  his  subject, 
said  he  had  been  induced  to  take  up  the  ques- 
tion of  army  signaling  at  the  suggestion  of 


Colonel  Bonham,  district  signal  officer,  who 
expressed  the  opinion  that  it  was  a  subject  that 
might  well  be  taken  up  by  volunteers  with  ad- 
vantage to  the  regular  army.    At  the  Easter 
review  in  1884,  Lieutenant  Glen,  beiug  in  charge 
of  the  Inns  of  Court  signaling  party,  put  his 
scheme  in  practice,  ana  was  able  to  test  its 
merits  and  discover  its  defects,  most  of  which 
had  since  been  remedied.    Lieutenant  Glen  ex- 
plained that  the  object  of  the  system  is  that 
one  person  who  has  the  means  of  communicat- 
ing with    another   by   telegraph,  heliograph, 
lamp,  flag,  or  other  mode  of  signaling,  may 
enable  the  recipient  of  the  signals  to  make  a 
facsimile  of  any  drawing  which  may  be  in  the 
hands  of  the  sender.    The  drawing  may  be  of 
any  kind,  from  a  rough  sketch  or  plan  to  a 
I  photographic  likeness  or  a  chromo-litnograph. 
The  accuracy  with  which  the  drawing  is  trans- 
mitted may  be  increased  to  any  extent  that  the 
sender  may  think  fit,  whUe  the  scale  on  which 
the  facsimile  is  drawn  is  at  the  discretion  of  the 
recipient    The  system  is  based  upon  the  rep- 
resentation of  the  position  of  a  point  by  its 
Cartesian  co-ordinates  approximately.    Polar 
co-ordinates  might  be  used  in  almost  the  same 
maimer,  but  it  would  then  be  found  that  the 
accuracy  with  which  the  position  of  a  point 
was  represented  increased  as  its  distance  from 
the  pole  diminished,  and  this  peculiarity  would 
be  advantageous  in  signaling  the  diagrams  of  a 
rifle  match.    Having  described  the  working  of 
his  system  with  the  aid  of  a  number  of  dia- 
grams. Lieutenant  Glen  gave  interesting  details 
of  several  experiments  that  had  been  made  with 
a  view  to  prove  the  accuracy  by  which  a  dn^- 
ing  might  be  signaled.    One  of  these  experi- 
ments was  the  sending  by  message  a  likeness 
of  Colonel  Bulwer,  Q.  O.,  M.  P.,  which  was  re- 
produced by  the  recipient  on  a  larger  scale,  and 
recognized  upon  its  completion  by  those  pres- 
ent as  a  good  portrait.    In  the  discussion  that 
followed,  Colonel  Melville,  R  E.,  briefly  de- 
scribed a  system  which  he  had  patented,  hav- 
ing the  same  object  as  that  invented  bv  Lieu- 
tenant Glen,  and  Mr.  H.  L.  Pilkington  adverted 
to  the  valuable  aid  that  might  be  rendered  to  an 
army  in  the  field  by  means  of  such  processes. 
The  Chairman  (Colonel  Moncriefl!),  m  moving 
a  vote  of  thanks  to  the  lecturer,  observed  that 
he  had  managed  to  invest  the  technical  details 
of  his  subject  with  considerable  interest,  and 
had  made  many  valuable  suggestions,  which 
showed  with  what  assiduity  he  nad  studied  the 
question  of  army  signaling. 

THX  Usb  and  Abusx  of  ths  Indioatob.— 
At  the  meeting  of  the  Manchester  Asso- 
ciation of  Engineers,  held  on  January  28,  Mr. 
W.  H.  Bailey  in  the  chair,  an  interestmgpaper 
on  '*  The  Use  and  Abuse  of  the  Steam^ngme 
Indicator  "  was  read  by  Mr.  James  Hartley.  In 
the  course  of  his  paper,  Mr.  Hartley  pointed 
out  that,  although  the  principal  use  of  tne  indi- 
cator was  to  exhibit  the  behavior  of  the  steam- 
in  the  cylinder  of  an  engine,  this  was  by  no 
means  txie  only  purpose  to  which  it  could  be 
advantageously  applied.  In  fact  it  afforded  the 
sole  means  of  exhibiting  and  recording  the 
changes  of  pressure  that  took  place  in  anv 
chamber  in  which  an  elastic  fluid  was  conflnedl 
It  was  well  known  that  the  action  of  steam-en- 
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gines  working  ezpansiyely,  especially  with 
small  pipes  and  valves,  produced  pulsations  in 
the  boiler  sometimes  of  a  dangerous  character, 
and  the  extent  of  these  pulsations  could  onlybe 
shown  by  the  application  of  the  indicator.  The 
indicator  was  also  useful  to  apply  on  the  delivery 
pipes  of  certain  classes  of  pumps,  to  ascertain 
whether  or  not  the  pumps  were  working  satis- 
factorily, which,  in  a  great  many  cases  was 
questionable.  If  engineers  and  ensine  tenters 
would  only  devote  a  little  more  nme  to  the 
study  of  the  use  of  the  indicator,  and  the  dia- 
grams taken  by  it,  there  would  be  very  few  of 
me  wasteful  engines  that  were  often  referred 
to,  and  we  should  be  able  to  obtain  the  maxi- 
mum amount  of  power  for  the  minimum  amount 
of  fuel  consumed.  He  wished,  however,  to 
point  out  emphatically  that  reliable  diagrams 
could  not  be  obtained  unless  the  following  con- 
ditions were  complied  with :  1.  A  trood  indica- 
tor in  thorough  working  order.  2.  A  careful 
and  competent  operator.  8.  Suitable  tap 
placed  at  each  end  of  the  cylinder,  not  loop 

gipes,  with  a  three-way  tap  in  the  center,  as, 
owever  convenient  these  may  be,  they  were 
not  satisfactoiy,  as  the  diagrams  must  certainly 
be  somewhat  inaccurate  on  account  of  leakage 
at  times,  also  from  the  fact  that  the  steam  had 
a  longer  distance  to  travel  before  acting  on  the 
piston  of  the  indicator,  especisdly  in  engines 
with  long  strokes.  4.  A  good,  sharp,  metallic 
point,  and  good  paper ;  and,  lastly,  a  correct 
method  of  giving  motion  to  the  barrel  of  the 
indicator.  If  ful  these  conditions  were  not 
coniplied  with,  unsatisfactory  and  unreliable 
diagrams  would  be  the  result.  The  president 
said  they  had  had  a  very  practical  and  useful 
paper.  Progress  in  engineering  was  very  much 
dependent  upon  the  delicacy  and  accuracy  of 
the  instruments  they  had  to  use,  and  it  was  in 
the  knowledge  of  differences  that  scientific 
men  showed  their  ability.  Mr.  Lavington 
Fletcher  said  the  indicator  was  a  most  useful 
instnmient,  but  might  be  abused,  and  the  loop 
pipe  was  a  great  trap,  and  very  deceptive.  The 
indicator  would  not  always  tell  them  the  amount 
of  steam  passing  through  the  engine.  Very 
often,  when  a  complete  test  was  made,  a  dis- 
crepancy of  80  per  cent  was  discovered ;  and 
if  any  member  of  that  association  could  invent 
some  kind  of  meter  that  they  could  apply  to 
the  hot  overflow  of  an  engine,  it  would  be  in- 
valuable. They  must  not  be  content  with  the 
indicator  as  it  is,  and  he  hoped  some  one  would 
try  the  testine  of  the  heat  that  passed  out  of 
the  engine.  Mr.  Lewis  said,  to  his  mind,  the 
indicator  was  by  no  means  perfect,  and  no 
system  of  levers  could  be  reliable.  He  thought 
some  instrument  might  be  devised  for  commu- 
nicating the  motion  of  the  engine  direct  to 
the  indicator.  Mr.  Taylor  said  that,  for  very 
high  speed  engines,  it  was  a  question  whether 
anything  in  the  present  shape  of  indicators  was 
altogether  reliable.  The  primary  use  of  the 
indicator  was  that  it  should  record  the  exact 
pressure  of  the  steam  at  any  particular  part  of 
the  cylinder.  The  usual  vote  of  thanks  closed 
the  proceedings. 

PB0FB860B  CoBFiELD,  the  medical  officer  of 
health  of  8t.  Qeorge's,  Hanover  square, 


has  presented  to  the  governing  body  of  the  dis- 
trict—which includes  Belgravia,  Mayfair,  and 
the  central  parish  of  St  George's — an  interest- 
ing  account  of  matters  relating  to  health  in  that 
part  of  London.  In  the  completed  twelve 
months  under  notice,  while  the  death  rate  of 
London  as  a  whole  stood  at  20.8,  and  of  twentrv- 
eisht  large  towns  in  England  at  21.6  per  1,000 
01  population,  the  rate  of  all  St  Georee*s  stood 
at  the  low  figure  of  16.80.  The  Ipw  death  rate 
of  St.  George's  is  not  only  in  strong  contrast 
with  the  rates  in  other  parts  of  London,  but 
also  with  some  of  the  large  English.  Scotch  and 
Irish  towns.  Preston,  in  Lancashire,  has  the 
largest  death  rate  of  the  English  towns,  stand- 
ing  at  27.8  per  1.000  of  the  population,  and  is 
closely  run  by  Manchester,  with  26.4,  which  is 
a^ain  closely  run  by  Liverpool,  with  25.2. 
Glasgow  had  a  death  rate  in  1884  of  26.9.  and 
Dublin  27.6.  There  were  only  five  towns  in 
England  which  had  a  lower  death  rate  than  St. 
George's. 

THE  Minot's  Led^e  lighthouse  near  Boston, 
U.  S.,  harbor,  is  a  solid  granite  structure 
200  ft.  high,  and  in  a  recent  cjle  was  severely 
tried.  Tne  keeper  of  the  uehthouse  ssys: 
**  The  gale  increased  constant^,  and  on  Wed- 
nesday night  we  could  not  sleep  on  account  of 
the  noise.  Everything  placed  against  the  walls 
rattled  and  the  thunder  of  the  sea  was  terrific 
Thursday  morning  I  was  in  the  watch-room, 
iust  below  the  lantern,  when  a  sea  struck, 
breakine  heavily  against  the  solid  granite  wall, 
and  dashed  its  spray  and  foam  40  ft  to  60  ft. 
above  the  pinnacle.  The  spray  from  nearly 
every  wave  broke  over  the  tower,  but  none 
seemed  to  have  a  force  equal  to  this.  We 
thought  it  the  heaviest  g^e  at  that  time  the 
P.ffhthouse  had  ever  experienced,  but  still  the 
winds  went  on  increasinjz  and  the  shocks  were 
of  greater  power.  At  2.80  o'clock,  and  just 
about  high  tide,  another  tremendous  wave 
struck  it.  still  heavier  than  the  one  in  the  night, 
starting  the  paint  from  between  the  craclS  in 
the  ceiling  of  the  watch-room  and  moving  about 
in  all  directions.  This  was  the  last  great  effort 
to  beat  down  the  structure,  and  soon  after  the 
gale  began  to  abate." 

a"*  HE  Tallest  Chimnst  in  the  World. — ^In 
the  summer  of  1884  a  new  chimney  stack, 
was  commenced  by  the  Mechemich  Lead-Min- 
ing Company,  which  had  reached  a  height  of 
28  meters  when  tlie  works  were  discontinue 
on  account  of  the  autumn  storms  commencing. 
On  the  14th  of  April,  1886,  the  building  was^ 
resumed,  and  on  the  19th  of  September  foUow- 
ing,  the  total  height  of  184.6  meters  was 
reached.  The  leading  dimensions  are  as  fol- 
lows :  The  foundation,  in  dressed  stone  mas- 
onry, is  11  meters  square,  and  8.6  meters  high. 
The  base,  a  cube  of  10  meters,  and  the  octago- 
nal plinth  of  the  shaft,  are  built  of  annular- 
kiln  bricks.  The  shaft,  of  circular  form,  in 
radial  bricks,  is  121.1  meters  high,  7.6  meters 
outside,  and  8.6  meters  inside  diameter  at  the 
base,  and  8.6  meters  outside  and  8  meters  in- 
side diameter  at  the  top.  The  height  of  184.6 
meters  (441.6  ft.),  is  2.1  meters  (6.9  ft.)  more 
than  that  of  Tennant's  chimney,  at  St  KoUox,. 
which  is  given  as  182.6  meters  (484.7  ft).  ^.^ 
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PREFAOB. 

I  have  attempted  in  this  treatise  to  at- 
tain two  results : 

Flrat. — To  supply  our  American  engi- 
neering literature  with  a  short,  clear 
treatment  of  the  construction  of  Helicoi- 
dal  Oblique  Arches ;  and, 

Second. — To  render  simple  all  prob- 
lems connected  with  their  theory  or  con- 
struction. I  especially  hope  that  I  may 
make  the  second  plain  to  all  who  shall 
read  these  pages. 

Long  since  I  have  been  satisfied  that 
much  of  the  confusion  and  misunder 
standing  arising  from  the  attempts  to 
nnderstond  this  subject,  haye  arisen  from 
the  fact  that  authors  have  failed,  either 
to  state  the  fundamental  principle,  or  to 
keep  it  constantly  before  the  student's 
mind.  Hence  the  general  opinion  has 
arisen,  that  helicoidfu  arches  are  of  the 
most  intricate  construction,  and  too  often 
their  consideration  has  been  abandoned 
with  disgust 

The  conception  of  a  single  principle 
will  clear  away  all  this  misunderstanding. 
It  is  that  of  the  process  of  the  genera- 
tion of  helicoidal  surfaces.  It  is  a  sim- 
ple one,  and,  if  constantly  kept  in  mind, 
will  render  all  other  problems  equally 
simple.  No  engineer's  education  is  com- 
plete without  a  thorough  knowledge  of 
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this  subject  If  the  simple  propositions 
of  Chapter  I.  are  mastered,  there  will  be 
no  trouble  with  the  remainder  of  the 
treatise. 

Chapter  I. 

ELEMENTART  PRINCIPLES. 

1.  A  hdix  is  a  cylindrical  onrre  that 
in  passing  over  equal  portions  of  the 
circumference  of  the  cylinder,  it  travels 
over  equal  portions  of  the  length  of  the 
cylinder. 

2.  Thus,  in  Pig.  1,  A  B  C  is  the  eleva- 
tion of  the  semi-cylinder,  A  0  D  E, 
whose  diameter  is  A  C,  and  length  is 
A  E.  Let  A  E  also  be  tbe  cylindrical 
length  of  the  semi-helix,  A  D,  whose  ele- 
vation is  A  B  C. 

Divide  A  E  and  the  circumference. 
ABO,  each  into  the  same  number  of 
parts  of  equal  length,  as  shown  in  Fig.  1. 
Through  the  points,  1,  2,  3,  &c.,  of  A  E 
draw  lines  pandlel  to  A  C,  and  through 
the  corresponding  points,  1',  2/  3',  Ac., 
of  A  B  C,  draw  lines  parallel  to  A  B. 
The  intersections,  1",  2  ,  3",  are  points, 
in  the  plan,  of  the  semi-helix,  A  D. 

Any  number  of  points  may  thus  be  de- 
termined, and  the  curve  of  i^e  semi- 
helix  readily  located,  or  drawn  in  the  plan, 
Or,  when  the  relation  of  the  cylindrical 
length  to  the  semi-circumference  is  con- 
stant, we  can  readily  determine  the  equa- 
tion of  the  curve,  A  D. 
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3.  If  the  cjlindrical  surface,  A  C  D  E, 
be  straightened  out  into  a  plane  surface, 
its  width  will  evidently  be  equal  to  the 
semi-circumference,  ABC,  and  its  length 
will  be  equal  to  A  E,  whilst  the  semi- 
helix,  by  construction,  would  become  a 
straight  line  on  this  surface.  Therefore, 
in  Fig.  1  draw  A  G  equal  to  the  semi-cir- 
cumference, ABC,  perpendicular  to  A  E, 
and  complete  the  rectangle,  A  E  F  G. 
This  rectangle  is  called  the  development 
of  the  semi-cylindrical  surface,  A  C  D  E, 
since  it  is  its  equivalent  in  plane  surface. 
If  we  regard  A  C  D  E  the  inner  surface 
or  soffit  of  a  right  arch,  A  E  F  G  is  the 


as  A  L  D  was  determined,  and  as  here 
shown. 

5.  In  Fig.  3  H IJ  is  the  elevation^  and 
H  J  K  L  the  plan  of  the  extrados  or 
outer  surface  of  a  right  arch  of  the  depth 
I  B,  whose  extradosal  development  is 
H  L  M  N,  wherein  H  N  equal  to  the 
semi-circumference  HIJ  is  drawn  per- 
pendicular to  H  L,  and  L  M  and  M  N  are 
respectively  drawn  parallel  to  H  N  and 
toHL. 

The  extradosal  and  intradosal  develop- 
ments are  both  made  from  the  axis  X  X  for 
the  convenience  of  comparison  of  these 
surplan  of  the  semi-extradosal  helix  HIJ, 


development  of  the  intrados,  and  the 
straight  line,  A  F,  is  the  development  of 
the  intradosal  semi-helix,  A  D. 

4.  From  this  we  can  determine  the  lo- 
cation in  the  plan  of  a  semi-helix  I J  nor- 
mal to  A  D  at  L  (Fig.  2).  Its  develop- 
ment will  evidently  be  also  a  straight 
line  perpendicular  to  A  F.  Through  L 
draw  L  M  paraUel  to  A  G,  intersecting 
A  F  at  M,  I M  H  drawn  through  M  per- 
pendicular to  A  F,  is  the  development  of 
the  semi-helix  normal  to  A  D  at  L.  Draw 
H  J  parallel  to  A  G,  then  J  and  I  will  be 
the  extremities  of  the  normal  semi-helix 
in  plan,  whose  cylindrical  length  is  I  K, 
and  elevation  is  ABC,  whence  we  can 
determine  the  J  L  I  in  the  same  manner 


faces  and  their  lines.  Here  H  P  K  is  the 
whose  cylindrical  length  H  L  is  equal  to 
HE  of  the  semi-intradosal  helix  APD. 
The  curve  H  P  K  is  determined  from  H  li 
and  H  IJ  in  the  same  manner  as  was 
APDfromAEandABO.  The  straight 
line  H  O  M  is  the  development  of  H  P  K. 

By  construction  P  and  O,  the  respec- 
tive points  of  intersection  of  the  curves 
HPK  and  APD,  and  of  the  straight 
lines  H  O  M  and  A  O  F  are  both  on  the 
line  X  X— X'X',  i,e,m  plan  anpl  in  devel- 
opment 

6.  The  surface  included  between  the 
curves  HPK  and  A  P  D  is  called  the 
arch  helicoidal  surface,  or  arch  helicoid, 
and  a  careful  examination  of  Fig.  3  will 
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elucidate  to  ns  the  tondamental  princi- 
ple of  helicoidal  arch  analyses  and  con- 
struction. This  fundamental  principle  is 
that  of  the  process  of  the  generation  of 
this  helicoidal  warped  surface. 

7.  All  lines  1  a-l'a',  2  *-2'y,  &c.,  are 
evidently  elements  of,  and  the  only 
straight  lines  lying  entirely  within  this 
warped  surface,  1  o^  2  6,  Sui.,  are  the  ac- 
tual lengths  of  1  a— I'a'  of  2*-2'6',  &c., 
since  Ta',  2'h\  &c.,  produced  are  normal 
to  the  axis  X  X,  or  parallel  to  the  right 
section  of  the  arch.  They  are  each  equal 
to  I B  the  depth  of  the  arch  as  they  are 
the  portions  of  the  radii  xla:  x2b,  &c., 
included  between  ABO  and  H IJ. 


8.  Whence,  when  the  right  sections  of 
the  intrados  and  the  extrados  of  an  arch 
are  circular  arcs,  we  derive  the  following 
fundamental  principle : 

First.  A  helicoidal  svrface  is  generated 
by  a  right  line  perpendicular  to 
and  moving  on  the  axis  as  one  di- 
rectrix and  on  a  helix  as  the  other 
directrix,  and  the  arch  helicoid  is 
that  part  of  this  surface  generated 
by  that  portion  of  the  generating 
line,  equal  to  the  depth  of  the  arch, 
and  included  between  the  intrados 
and  the  extrados.  The  said  gen- 
erator  of  the  arch  helicoid  is  at 


Again  the  radii  a;  1  a,  a;2  6,  &a,  at  their 
points  of  contact  in  the  intxados  and  in 
extrados,  are  perpendicular  to  these  sur- 
faces, and  are  perpendicular  to  all  lines 
within  these  surfaces  passing  through 
these  points  of  contact,  and  are  therefore 
perpendicular  to  the  heHces  passing 
through  these  points.  In  other  words, 
any  radius  xlaorx^b  drawn  from  the 
axis  XX  to  either  intradosal  or  extradosal 
helix,  is  at  the  point  of  contact  with  the 
helix  perpendicular  to  it.  From  thi^  it 
follows  that  the  elements  1  a— I'a';  2^— 
^b\  &C.,  are  perpendicular,  at  the  same 
time,  to  both  the  intradosal  and  extra* 
dosal  helices  A  P  D  and  H  P  K 


all  times  perpendicular  to  the  in- 
tradosal and  extradosal  helices  of 
such  helicoid. 

And  as  a  corollary. 

The  intradosal  and  extradosal  helices 
of  an  arch  helicoid  are  parallel 
spiral  curves  whose  perpendicular 
distances  apart  eqiuil  the  depth  of 
the  arch, 

9.  These  deductions  are  the  essence  of 
all  problems  connected  with  this  subject. 
Nor  should  any  one  pursue  it  further 
without  a  thorough  mastery  of  the  prin- 
ciples here  stated.    A  full  understanding 
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of  the  process  of  the  generation  of  heli- 
coidal  surfaces  is  of  the  first  importance, 
and  such  a  conception  will  render  all  fur- 
ther consideration  of  the  elements  of 
these  warped  surfaces  clear  and  simple. 

Chapter  II. 

HELICOIDAL    OOBVES    AND    TEMPLETS — TWIST 
BULES. 

10.  In  the  plan  (Fig.  4)  of  the  intra- 
dosal  helix,  make  P  S'  equal  to  P  B',  and 
join  R'  and  S'  by  a  straight  line,  R'  S', 
K'  S'  will,  by  construction,  pass  through 
P,  B  S  will  be  its  elevation.  If,  then,  we 
lav  off  R"  S"  equal  to  and  parallel  to 
R  S^,  we  can  construct  on  it  the  curve  of 


tic  curve,  6  7  8,  may  be  similarly  con- 
structed, or  both  it  and  the  intradosal 
ciirves  may  be  determined  for  the  equa- 
tion of  these  elipses. 

12.  Let  R"  R'  S'  S"  (Fig.  6)  be  the 
plan  and  S'',  3  4  5  R"  the  elevation  of  a 
piece  of  timber  of  any  thickness,  R''  R'. 
On  R''  R'  S'  S"  produce  R'  P  S'  of  the 
plan  of  the  helix  in  Fig.  4  at  any  con- 
venient distance  from,  and  parallel  to, 
R'  P  S'  draw  the  dotted  line  here  shown. 
The  space  between  R'  P  S'  and  the  dot- 
ted parallel  line  will  be  the  plan,  and 
S"  3  4  5  R"  the  elevation  of  a  templet  of 
the  intradosal  helix,  or  the  soffit  cousing 
joint,  RBS-R'PS'. 


the  intersection  of  a  right  vertical  plane, 
B'  P  S',  with  the  intrados,  A  C  D  E.  It 
will  be  evident,  by  reference  to  the  eleva- 
tion, ABO,  that  the  middle  ordinate  of 
R"  S"  at  X  wiU  be  X  4  equal  to  X  B  in 
elevation.  Again,  if  at  XT  and  T  in  the 
elevation  we  draw  perpendiculars  to  B  S, 
these  perpendiculars  will  respectively 
equal  the  ordinates  V  3  and  W  5  of  B"  S" 
at  V  and  W.  In  this  manner  may  be  ob- 
tained any  number  of  points,  3,  4,  5,  &c., 
and  the  curve,  S",  3,  4,  i,  &c.,  B"  con- 
structed, which  will  be  the  curve  of  the 
intersection  of  the  vertical  plane,  B'  S'> 
with^the  intractos,  A  0  D  E. 

11.  The  corresponding  extradosal  clip- 


In  like  manner  the  templet  of  the  ex- 
tradosal helix  may  be  constructed.  When 
any  considerable  portion  of  a  helix  is  to 
be  treated  at  one  time  this  is  the  true 
way  to  construct  the  coursing  joint  temp- 
lets. 

TWIST   BULBS. 

13.  Let  Fig.  6  be  an  enlarged  drawing 
of  the  plan  and  development  of  the  heli- 
ces, A  P  D  and  H  P  El,  between  the  point, 
P  O,  and  the  element,  1'  a'  (Fig.  3).  It 
will  be  observed  that  the  point,  P,  is  the 
the  plan  of  a  vertical  element  of  the  arch 
helicoid,  or  the  element  at  P  is  perpen- 
dicular to  tiie  horizontal  plane.  The 
element  P  and  the  point,  1',  of  the  intra- 
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dosal  helix,  locate  the  yertical  plane  pass- 
ing through  P  and  1',  whose  trace  on  the 
horizontal  plane  is  P  I'S".  Then  the  line, 
a'S\  drawn  from  a'  in  the  extradosal  he- 
lix perpendicular  to  the  vertical  plane, 
P'  1'  3,  is  the  measure  of  the  warp  of  the 
arch  helicoid  at  1'  a'— 1  a'  from  the  plane, 
P  1'  3',  for  the  given  depth,  I  B,  of  the 
arch. 

14.  1'  a'  is,  bj  construction,  equal  to 
I  B  and  a'  3'  being  perpendicular  to  the 
vertical  plane,  is  perpendicular  to  any 
line  within  tiie  vertical  plane  passing 


that  is  perpendicular  to  the  vertical  plane, 
P 1'  3",  and  that  supports  the  plane  above 
the  helicoid,  P  1'  a'  at  1'  a'.  It  should 
be  noticed  that  4  5  is  the  actual  length 
of  the  line,  1'  3',  in  the  plan  or  trace  of 
the  vertical  plane. 

15.  To  determine  the  warp  of  any  ele- 
ment, 2'  b\  from  b'  and  from  2'  draw  the 
perpendiculars,  *'  7  and  2^  8  to  P  1'  3'. 
Then  on  any  line,  9 10,  erect  a  perpendicu- 
lar, 10  11,  equal  to  6'  7,  and  lay  of  10  13, 
equal  to  2'  8,  and  through  13  draw  12  13 
parallel  to  9  10.  Then,  with  11  as  a  cen- 
ter, intersect  12  13  at  12  with  an  arc  of 
the  radius,  11 12,  equal  to  I  B,  and  draw 
9  12  parallel  to  10  11.  9  10  11  12  wiU 
be  the  actual  size  of  the  truncated  wedge 
shown  in  plan  at  2'  b'  7  8,  that  is  perpen- 
dicular to  the  vertical  plane  through  P 
and  1',  and  that  sunnorts  this  plane 
above  the  helicoid  at  2^—2  d. 

In  same  manner  the  warp  of  any  ele> 
ment  of  the  helicoid  from  the  vertical 
plane,  P  V  S%  may  be  obtained. 
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through  its  foot,  3'.  Consequently  a  3'  is 
perpendicular  to  the  line  whose  plan  is 
1'8'. 

Therefore  on  the  straight  line,  4  5  (Fig. 
7)  erect  the  perpendicular,  5  6,equal  to  a'3', 
and  with  6  as  a  center,  intersect  4  5  at  4 
with  an  arch  whose  radius,  4  6,  equals 
I  B,  the  depth  of  the  arch.  4  5  6  is  the 
actual  size  of  the  wedge,  1'  3'  a',  in  plan, 


16.  The  figures  4  5  6;  9  JO  11  12,  and 
a  straight  Ime,  14  15,  equal  to  I  B,  are 
templete  of  the  helicoid  respectively  at 
1'  a'-l  a  :  2'  ^-2  6,  and  at  P-0,  and 
in  applying  them  care  should  be  exercised 
that  the  lines  4  6  and  11 12  are  applied  to 
the  helicoid  with  the  points  4  and  12  ex- 
actly at  I'-l  and  at  2' -2,  and  with  the 
points  6  and  1 1  exactly  at  a'-a  and aib'—b. 
The  lines,  4  5  and  9 10  are,  of  course,  to  be 
brought  exactly  into  the  plane,  P'  1'  S\ 
while  the  straight  line,  14  15,  will  be  ap- 
plied at  the  intersection  of  the  plane 
P  1'  3',  and  the  helicoid  at  P-0.  In 
practice,  however,  a  straight  line,  14  15, 
cannot  be  used.  Therefore,  draw  16  17 
parallel  to  14  15=- 15  16  and  increase  the 
depths  of  4  5  6  and  of  9  10  11 12  each  a 
distance  equal  to  14 17  to  the  dotted  line 
shown. 

Then  16  17  and  the  dotted  lines,  4  5 
and  9 10,  will  be  in  a  plane  parallel  to  the 
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plane,  P 1'  3',  and  these  parallel  and  twist 
nUes  shotild,  when  applied,  be  alwisiys 
perpendicular  to  this  parallel  plane  that 
they  may  ever  be  perpendiealar  to  the 
first  plane,  P  1'  3'. 


the  plane  4  5  16  17,  to  which  these  mles 
are  perpendicular.  The  comers  of  the 
redes  6 11  and  15  are  in  the  extradosal 
helix  6  11 15,  while  the  comers  4  12  and 
14  are  in   the  intradosal.    It  will  also 


•^The  parallel  and  twist  rules  are  all 
known  as  twist  roles,  as  they  are  the 
templets  by  which  the  warp  of  the  cours- 
ing beds  are  worked. 

17.  Fig.  8  is  a  perspective  view  show- 
ing the  manner  of  applying  the  twist  and 
parallel  rules  of  Fig.  7.  15  11  6,  is  the 
extradosal  helix  whose  exact  length  and 


Fig.  7 


that  of  its  parts,  15  11  and  11  6,  are 
taken  from  the  development  (Fig.  6), 
and  are  respectively  equal  to  O  a,  O  b 
and  b  a.  14  12  4  is  the  intradosal 
helix  equal  to  0,  1,  and  its  parts  14, 12 
and  12,  4  are  equal  to  02  and  21  (Fig. 
6).  The  parallel  and  twist  rules  are 
of  the  same  size  and  characteristics 
as  in  Fiff.  7.  Their  upper  edges  16  17, 
d  10,  and  4  5  lie  in  and  coincide  with 


be  noticed  that  since  the  lower  edges  of 
these  rules  coincide  with  elements  of  the 
helicoid,  they  are  and  should  be  normal 
to  the  two  helices  of  the  helicoid. 

18.  We  have  here  used  in  Fig.  8  three 
rules  simply  for  the  convenience  of  illus- 
tration. In  practice,  many  may  be  used. 
Sometimes  a  parallel  rule  and  a  single 
twist  rule  will  be  all  that  are  needed,  and 
in  fact  this  will  generally  be  the  case. 
The  number  of  twist  rules  to  be  used  de- 
pends upon  the  length  and  warp  of  the 
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voussoir  treated.  However,  enough  of 
these  should  always  be  ui^d  to  exactly 
determine  the  warped  heliooids. 

19.  This  method  of  determining  the 
warped  helicoids  will  overcome  Professor 
Hyde's  objection  to  the  ordinary  method 
of  determming  them,  referred  to  in  his 
book,  **  Skew  Arches,"  pp.  11  and  12. 

20.  John  Watson  Buck  in  his  treatise 
on  this  subject,  "Essay  on  Oblique 
Bridges,"  pp.  13  and  14,  presumes  to 
determine  the  warp  of  the  helicoids  in 
the  following  manner:    Let  PI' a'  and 
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Ola  (Fig.  9)  be  the  plan  and  develop- 
ment a  heliooid.  From  1  in  the  develop- 
ment|  draw  1 3'  perpendionlar  to  O  a.  It 
is  there  stated  that  1 3'  is  the  warp  of 


12  0  and  a  &  0  make  the  same  included 
angles. 

But  if  warped  helicoids  of  any  magni- 
tude are  to  be  worked  at  one  time,  it 


the  element  Va'  from  the  plane  P  1'  3'. 
It  has  already  been  proven  equal  to  a'  3'. 
Therefore  a'  3'  would  have  to  be  equal  to 
1  3'.  But  by  construction  they  are  not 
equal.  Hence  it  is  that  Buck's  rule  is 
not  strictly  true.  But  inasmuch  as  the 
length  of  the  voussoirs  are  nearly  always 


would  not  be  safe  to  use  Buck's  rule. 
The  rule  we  have  given  is  true  for  any 
length  of  the  helicoid,  and  as  easily  ob- 
tained and  applied  as  Buck's,  and  there  is 
no  reason  why  it  should  not  be  always 
used. 


ismall  in  comparison  to  the  whole  length 
of  the  helix,  this  rule,  though  not  theo- 
retically true,  is  practically  correct ;  for 
At  the  points  P  and  O  the  curved  lines 
1'  2"  P  and  a'  V  P,  and  the  straight  Imes 


21.  Produce  the  lines  1'  a!  and  1  a  (Fig, 
10)  to  c  and  J  in  XX  and  X'X 

Let  the  ft  be  angle  of  the  intradoBy 
1  O  tf ;  fi'  be  the  angle  of  the  extrados 
aOtf  (Fig.  10);  *  equal  the  angle  1' P  o 
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=:angle  3'a'l'  by  construction ;  r  tne  ra- 
dius of  the  intrados  and  ¥  the  radius  of 

cr=rsin.(^'^.180^).        .     (4) 

^,      ^     ,      \d     ad 
the  extrados,  — •  = — -. 

ca'=r'BiB.(|^.180')      .        (5) 

Then 

Whence  we  obtain 

'cl' 
l'a=c  a'-  cl,  and  tang.  *= V  •    (*> 

Pc=Orf=0  1  co8in/?=Oa  cosin/?'    (1) 

\d^Od\K^.§               .    (2) 
and             arf=0(^tan. /y          .        (3) 

.-.    3'a'-l'a  sin.  *               (7) 

In  like  manner  any  warp  distances  V  7 
and  2'  8  may  be  obtained. 

KUTTER'S  FORMULA. 

Bt  p.  J.  FLTNN,  Mem.  Tech.  Soo. 
Transaotloiis  of  the  Teohnioal  Society  of  the  Paolflo  Coast. 


Eutter's  formula  for  feet  measures  is — 


where 


4l.6+l:«L^^«2?«l 


C= 


n 


1  +  (41.6  +  I^2?L1)!U 


(1) 


(2) 


In  this  formula  and  in  what  follows : 

V= velocity  in  feet  per  second. 

C=coefficient  of  mean  velocity. 

S=fall  of  water  surface  (A),  in  any 
any  distance  (Q,  divided  by  that 

distance=  j=sine  of  slope. 

It = hydraulic  mean  depth  in  feet = area 
of  cross-section  of  pipe  or  con- 
duit or  channel  in  square  feet  di- 
vided by  its  wetted  perimeter  in 
lineal  feet. 

D= diameter  of  pipe  or  conduit. 

N=the  natural  coefficient,  the  value  of 
which  depends  on  the  nature  and 
condition  of  the  bed  of  the  chan- 
nel through  which  the  water  flows, 
or,  in  other  words,  its  degree  of 
roughness. 

In  that  admirable  and  useful  work, 
"  Molesworth's  Pocket  Book  of  Engineer- 
ing FormulsB,  a  modified  form  of  Kutter's 
formula  for  pipe  discharge  is  given,  in 
which  the  value  of 


181  + 


.00281 


C= 


1  + 


.026(41.6 +  :50?L«) 


(3> 


For  facility  of  reference  I  will  call  this 
equation  Molesworth's  Kutter  (3),  and 
equation  (2)  Kutter's  formula  (2).  No 
mention  is  made  by  Molesworth  of  the 
value  of  n,  that  is,  as  to  whether  the  for- 
mula is  intended  to  apply  to  pipes  having 
a  rough  or  "h  smooth  inner  surface.  An 
investigation  will,  however,  show  that  his 
formula  is  accurately  applicable  to  only 
one  diameter,  that  is,  to  a  diameter  of 
one  foot,  and  with  the  value  of  /j=.013. 


The  value  of  the 


term  —7=  in  formula 

vr 


(2)  is  given  by  Molesworth  in  formula  (3) 
as  a  constant  quantity,  whereas,  in  fact  it 
is  a  variable  quantity,  its  value,  with  the 
same  value  of  n,  changing  with  every 
change  in  the  hydraulic  mean  radius  or 
diameter  of  pipe. 

Now,  assuming  the  value  of  n  taken  by 
Molesworth  to  be=.013,  and  substituting 
this  value  for  n  in  formula  (2),  we  have 

^,  ^  .  1.811  .  .00281 


(41.6 


1+41.6  + 


.00281\.013 


and 


A.018 

f^/r 
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181  + 


.00281 


•.  C= 


,     /„„    .00281\.018 
1  +  (41.6  +  -^)-^ 


(*) 


bat  by  Molesworth's  Eutter  (8) 

.-.  VV=0.6 
r=.26 
and  d=l 

If  we  sabstitnte  in  f ormnla  (4)  for  VT 
its  yalue  0.6,  we  have — 


181  + 


.00281 


C= 


1  +  .026(41.6  +  -^^) 

which  is  Molesworth's  Kutter. 

It  isy  therefore,  apparent  that  no  mat- 
ter what  the  yalue  of  n  may  be.  Moles- 
worth's  Kutter  (3)  does  not  give  the 
same  results  as  Kutter's  formula,  as  it 
gives  a  constant  coefficient  of  velocity,  c, 
for  all  diameters  having  tiie  same  slope 
and  the  same  value  of  n. 

Kutter's  formula  (2)  has  certan  peculi- 
arities which  are  wantmg  in  Molesworth's 
Kutter,  and  an  investigation  will  show 
that  Molesworth's  Kutter  differs  materi- 
ally from  Kutter's  formula,  and  that  its 
application,  except  to  one  diameter,  is 
sure  to  lead  to  serious  error.  I  will 
briefly  explain.    In  what  follows  n=:.013. 

1,  By  Kutter's  formula  (2)  the  value 
of  c,  or  the  velocity  changes  with  every 
changes  with  every  change  in  the  value 
of  r,  s  or  n,  and  with  the  same  slope  and 
the  same  value  of  n,  the  value  of  c  in- 
creases with  the  increase  of  r,  that  is, 
with  the  increase  of  diameter.  It  is  on 
this  variability  of  its  coefficient  te  suit 
the  different  changes  of  slope,  diameter 


and  lining  of  channel  that  the  accuracy 
of  Kutter's  formula  depends. 

By  Molesworth's  Kutter  a  change  in 
the  diameter,  other  things  remaining  the 
same,  does  not  affect  the  value  of  c. 
With  the  same  slope  the  value  of  o  is 
constcmt  for  all  diameters. 

As  an  instance,  with  a  slope  of  1  in 
1,000— 


By  Kutter's  formula  (2). 
By  Molesworth's  Kutter  (8) 


6  Inches 

Diameter 

C= 


69.5 
85.3 


20  Feet 

Diameter 

0- 


146.0 
85.3 


It  will  thus  be  seen  that  the  value  of  e 
by  Kutter's  formula  (2)  when  «=.001, 
has  a  large  range  from  69.5  te  146,  show- 
ing an  increase  of  111  per  cent  from  a 
diameter  of  6  inches  te  a  diameter  of  20 
feet  In  this  case,  Molesworth's  Kutter 
gives  a  constant  coefficient  of  85.3,  and 
this  coefficient  applies  to  all  diameters 
with  a  slope  of  1  in  1,000. 

It  will  be  further  found  that  Moles- 
worth's formula  sfives  the  value  of  o,  and, 
therefore,  t^e  value  of  the  velocity  and 
discharge,  too  high  for  diameters  less 
than  one  foot,  and  too  low  for  diameters 
above  one  foot,  and  the  more  the  diame- 
ter differs  from  one  foot  the  greater  is 
the  error.  In  these  respects  it  follows 
the  error  of  the  old  formulsB. 

2.  According  te  Kutter's  formula  (2) 
the  value  of  c  increases  with  the  increase 
of  slope  for  all  diameters  whose  hydraulic 
mean  depth  is  less  than  3.281  feet — one 
meter — and  with  a  hydraulic  mean  depth 
greater  than  3.281  feet,  an  increase  of 
slope  gives  a  diminution  in  the  value  of  o. 

The  small  table  herewith  given  shows 
this. 


12  Feet  Diameter. 

20  Feet  Diameter. 

• 

1  in  1.000. 

lin40. 

1  in  1,000 

lin40. 

Molesworth's  Kutter,  c= 

85.8 
137.7 

83.9 
137.9 

85.3 
146.0 

•      86.9 

Kutter's  formula,  c=« 

145  7 

274 


VAN  nostrand's  engineering  magazine. 


It  will  be  seen  that  by  Kutter^s  formu- 
la, when  r=3  feet,  that  is,  less  than  3.281 
feet,  an  increase  in  the  slope  from  1  in 
1,000  to  1  in  40  causes  a  sUght  increase 
in  the  coefficient,  but 'when  r  is  5  feet, 
that  is,  more  than  3.281  feet,  the  same 
increase  in  the  slope  causes  a  slight  dim- 
inution in  the  yalue  of  c. 

By  Molesworth's  Kutter,  when  r=r3 
feet  an  increase  in  the  slope  from  1  in 
1,000  to  1  in  40  causes  a  greater  propor- 
tional increase  in  the  coefficient  than  Kut- 
ter gives,  and  when  r=5  feet  the  value 
of  the  coeffi«ient  does  not  diminish  with 
the  increase  of  slope,  but,  on  the  con- 
trary, it  increases  with  the  increase  in 
slope,  and  its  value  is  the  same  as  when 
r=3  feet. 

3.  By  Kutter's  formula  (2)  when  the 

hydraulic  mean  depth  is  equal  to  3.281 

feet  (1  meter),  the  value  of  e  is  constant 

1  811 
for  all  slopes,  and  is  =  - —  which  in  this 

Let  r =3.281  feet,  and,  therefore,  ^^ 

=  a/3.281=1.811,  substitute  this  value 
in  formula  (2)  for  y^  ^^  and  we  have 


0= 


..  ^  .  1.811     .00281 

41. 6h -f. 

n  8 


^^V*^''         B     71.811 

and 

1  811 

C=— ^ and  when  n=0.13, 

n 

C=139  3l. 


This  is  the  only  instance,  I  believe, 
where  Kutter's  formula  (2)  gives  a  con- 
stunt  coefficient  with  a  chajige  of  slope. 
By  Molesworth's  Kutter,  on  the  contrary, 
the  value  of  c  chani^es  with  every  change 
of  slope  when  r=3.281  feet 

It  is  evident  that  Molesworth's  formula 
was  adopted  in  brder  to  simplify  the  ap- 
plication of  Kutter^s  formula  (2),  but  its 
simplification  is  of  no  practical  use  as  it 
gives  very  inaccurate  results.  As  shown 
above,  with  the  exception  of  its  applica- 
tion to  one  diameter,  the  formula  is  not 
Kutter's,  although  in  appearance  bearing 
a  resemblance  to  it.  However,  a  modifi- 
cation of  Kutter's  formula  can  be  made, 
simpler  in  form  than  even  Molesworth's 
Kutter,  and  giving  results  near  enough 
for  all  practical  purposes  to  those  ob- 
tained by  the  use  of  the  more  compli- 
cated Kutter  formula  (2). 

The  value  of  C  in  Kutter's  formula  (2) 
with  a  slope  of  1  in  1,000  and  »=  .013, 
is  thus  expressed: 


41.6  +  l^4-««281 


C= 


.013 


.001 


(ilA 


1  +  (41.6  + 


00281.. 013 


.001 


)VT 


and 


C= 


183.72 


1  +  M.41X 


■  013 


(5) 


The  following  table  will  show  the  value 
of  the  coefficient  c  for  several  slopes  and 
diameters  according  to  f ormulsB : 


6  inches  diameter,  slope  1  in  40. 


6 

4  feet 
4  ** 
8  " 
8     " 


1  in  1000. 
1  in  400. . 
1  in  1000. 
1  in  700. . 
1  in  2600. 


Molesworth's 

Kutter  (3) 

C= 


86.9 
85.3 
87.2 
85.8 
85.8 
82.9 


Kutter's 
Formula  (2) 


71.5 
69.5 
116.0 
116.5 
180.5 
129  8 


Formula 

(5) 


69.5 
69.5 
115.5 
116.5 
130.5 
130.5 


This  table  shows  the  close  agreement 
of  formula  (6)  with  Kutter's  formula  (2), 
and  it  also  shows  the  inaccurate  results 
obtained  by  the  use  of  Molesworth's 
Kutter  (3). 


The  first  column  of  this  table  shows 
that  a  formula  with  a  conaiant^yslue  of 
0=85,  that  is, 


V=85V7^ 


(6) 


kutter'b  fobmula. 
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will  give  results  differiDg  in  an  extreme 
case,  only  2^  per  cent  from  Molesworth's 
Kutter,  and  in  the  greater  number  of 
oases,  differing  only  about  one  per  cent 

The  second  column  of  the  table  shows 
the  wide  range  of  the  coefficient  c,  by 
Sutter's  formula  (2),  from  69.5  to  130.5 
to  suit  the  different  changes  in  the  hy- 
draulic mean  depth  and  slope. 


The  objection  to  the  old  formulsB  was 
that  they  gave  yelocities  too  high  for 
small  pipes  and  channels,  and  too  low  for 
large  pipes  and  channels. 

The  following  table  will  show  that 
the  same  inaccurate  results  are  ob- 
tained by  the  use  of  Molesworth's  Kut- 
ter  (3) : 


Velocity  in  feet  per  second  by 


Molesworth 
(3). 

Kutter  (2). 

Formula 

(5) 

6  inches  diameter,  slope  lin  40 

6       *             *♦             *'     1  in  1000 

4.86 
0.95 
4.86 
2  70 
^    4.59 
2.80 

4.00 
0.78 
586 
'  8.68 
6.97 
3.60 

889 
0.78 

4  feet           **             "     lin  400 

4      **             *♦             *»     lin  1000 

5.88 
8.68 

8      **             "             **     lin  700 

^      ♦*             ♦*             *♦     lin2fU)0 

6.97 
8.62 

This  table  shows  that  there  is  a  wide 
difference  between  the  yelocities  obtained 
by  Molesworth*s  Kutter  (3)  and  Kutter's 
formula  (2),  and  it  further  shows  that 
for  the  slopes  usually  adopted  in  practice 
for  pipes,  sewers,  conduits,  etc.,  that  it  is 
for  slopes  not  flatter  than  two  feet  per 
mile,  or  1  in  2640,  formula  (5)  will  give 
yelocities  that  for  all  practical  purposes 
may  be  considered  almost  identical  with 
the  yelocities  obtained  by  Kutter^s  for- 
mula (2).  The  difference  is  generally 
less  than  one  per  cent,  and  it  seldom 
Teaches  three  per  cent. 

Mr.  L.  D'A.  Jackson,  C.  E.,  in  his  "Hy- 
draulic Manual,'*  and  Mr.  B.  Herring, 
O.  E ,  in  a  paper  read  before  the  Am.  Soc. 
C.  E.,  in  1878,  extend  the  range  of  mate- 
rials to  which  the  different  yalues  of  n 
adopted  by  Kutter  apply. 

A  table  of  the  yalue  of  n  for  different 
materials,  compiled  from  Kutter,  Jack- 
son and  Herring,  is  herewith  giyen,  and 
this  yalue  of  n  applies  also  in  each  in- 
stance to  the  surfaces  of  other  materials, 
equally  rough. 

n=.009.  Well  planed  timber,  in  perfect 
order  and  alignment;  otherwise, 
perhaps  .010  would  be  suitable. 

n=.010.  Plaster  in  pure  cement;  planed 
timber;  glazed,  coated  or  en- 
ameled stoneware  and  iron  pipes; 


n= 


n= 


n= 


glazed  surfaces  of  eyery  sort  in 
pArfect  order. 

.011.  Plaster  in  cement  with  one-third 
sand,  in  good  condition;  also, 
for  iron,  cement  and  terra  cotta 
pipes,  well  jointed  and  in  best 
order. 

.012.  Unplaned  timber  when  perfectly 
continuous  on  the  inside. 

Flumes. 

.013.  Ashlar  and  well  laid  brickwork; 
ordinary  metal ;  earthenware 
and  stoneware  pipe  in  good 
condition,  but  not  new ;  cement 
and  terra  cotta  pipe  not  well 
jointed  nor  in  perfect  order; 
plaster  and  planed  wood  in  im- 
perfect or  inferior  condition; 
and  generally  the  materials  men- 
tioned with  n=.010,  when  in 
imperfect  or  inferior  condition. 

.016.  Second  class  or  rough  -  faced 
brickwork ;  well  dressed  stone- 
work; foul  and  slightly  tuber- 
culated  iron ;  cement  and  terra 
cotta  pipes  with  imperfect  joints 
and  in  bad  order;  and  oanyas 
lining  on  wooden  frames. 

.017.  Brickwork,  ashlar  and  stoneware 
in  an  inferior  condition ;  tuber- 
culated  iron  pipes;  rubble  in 
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cement  or  plaster,  in  good  or- 
der; fine  gravel,  well  rammed, 
^  to  f  inches  diameter;    and 
generaJlj    the   materials    men- 
tioned with  n=.013  when  in  bad 
order  and  condition. 
n=.020.  Bubble  in  cement,  in  an  inferior 
condition ;  coarse  rubble,  rough 
set,  in  a  normal  condition,  coarse 
rubble,  set  dry;   ruined  brick- 
work   and    masonry;      coarse 
gravel,  well  rammed,  from  1  to 
1^  inches  diameter ;  canals  with 
beds  and  banks  of   very  firm, 
regular  gravel  carefully  trimmed 
and  punned  in  defective  places ; 
rough  rubble ;  with  bed  partial- 
ly covered  with  silt  and  mud; 
rectangular    wooden     troughs 
with  battels  on  the  inside  two 
inches  apart. 
n=.0225.  Coarse,  dry-set  rubble  in  bad 
condition. 
The  accuracy  of  the  results  by  Kut- 
ter's  formula  depends  on  the  proper  se 
lection  of  the  value  of  n  for  Jbhe  surface 
of   the  material  over  which  the  water 
flows. 

Again  referring  to  the  simplified  form 
of  Kutter's  formula  (5) ;  if,  in  this  equa- 
tion, we  call  the  numerator  on  the  rifi^bt 
hand  side  of  the  equation  K  for  any  value 
of  n  we  have 


C= 


K 


H-44.41X 


V^ 


In  the  fpUowing  table  the  value  of  K  is 
given  for  the  several  values  of  n  already 
referred  to. 


n. 

K. 

• 

K. 

.009 

245.68 

.015 

165.14 

.010 

225.51 

.017 

150.94 

.011 

209.05 

.020 

184  96 

.012 

195.88 

.0225 

124.90 

.018 

188.72 

If,  therefore,  in  the  application  of  for- 
mula (7),  within  the  limits  of  n  as  given 
in  the  table,  and  within  the  limits  of 
slope  of  1  in  2640  as  already  explained,  we 
substitute  for  n  and  K  their  values  found 
on  the  same  line  in  table,  and  also  the 
value  of y^  we  have  a  simplified  form  of 
Kutter's  formula. 


For  instance,  when  n=.011  and  D: 
feet,  we  have 


=2 


209.05 


"=h-(""x^: 


)h 


V«     (8) 


Table  Givnio  Valuk  of  \/~r^ 


Diameter. 

Vi: 

Feet 

Inches. 

0 

6 

0.828 

0 

6 

0.854 

0 

7 

0.882- 

0 

8 

0.406 

0 

9 

0.488 

0 

10 

0.456 

0 

11 

0  479 

0 

0.600 

1 

0  620 

2 

0.540 

3 

0.569 

4 

0.577 

5 

0.595 

6 

0.612 

7 

0.629 

8 

0.646 

9 

0.661 

10 

0.677 

11 

0.692 

2 

0 

0.707 

2 

1 

0.722 

2 

2 

0.736 

2 

8 

0.760 

2 

4 

0.764 

2 

5 

0  777 

Diameter. 
Feet.  Inches. 


2 
2 
8 
3 
3 
8 
4 
4 
4 
4 
5 
5 
5 
5 
6 
6 
7 
7 
8 
9 
10 
11 
12 
18 
14 


6 
9 
0 
8 
6 
9 
0 
8 
6 
9 
0 
8 
6 
9 
0 
6 
0 
6 
0 
0 
0 
0 
0 
0 
0 


vt: 


0.790 
0.829 
0.866 
0.901 
0.985 
0.968 
1.000 
1.081 
1.061 
1  069 
1.116 
1.146 
1.178 
1.199 
1.225 
1.275 
1.828 
1.869 
1  414 
1.500 
1.581 
1.658 
1.782 
1.808 
1.871 


To  prevent  possible  difSculties  on  the 
waterway  through  a  lack  of  water  in  the 
summer  months,  the  Leeds  and  Liver- 
pool Canal  Company  has  constructed  a 
storage  reservoir  to  hold  a  hundred  mil- 
lion gallons  of  water,  at  Barrowford, 
near  Colne,  for  the  benefit  of  the  Lanca- 
shire portion  of  the  system,  and  is  build- 
ing another  at  Winterbum,  near  Skipton, 
which  is  to  have  a  capacity  for  three 
hundred  million  gallons,  for  the  protec- 
tion of  Yorkshire  interests  on  the  canaL 
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UNAPPROVED  ARMOR-CLADS. 

From  "The  Bn^ineer." 


Onb  of  those  awkward  things  desig- 
nated **an  open  secret"  has  lately  ap- 
peared with  regard  to  the  projected  ar- 
mor-clads  the  Trafalgar  and  the  Nile. 
These  two  ships,  the  construction  of 
which  is  just  being  oommenced,  will  be 
the  largest  ships  in  the  British  Navy,  and 
will  each  cost,  with  her  armament,  a  mil- 
lion sterling.  It  might  be  supposed  that 
the  construction  of  these  enormous  and 
costly  vessels  would  not  be  entered  upon 
without  the  most  careful  consideration  of 
everything  which  can  appertain  to  their 
•efficiency  as  engines  of  war.  Larger 
than  the  Inflexible — though  not  to  any 
marked  extent — these  ships  might  be  ex- 
pected to  embody,  in  their  structure  and 
equipment,  the  most  advanced  ideas  as  to 
offensive  and  defensive  power.  In  noth- 
ing ought  these  ships  to  fall  behind  their 
competitors,  whether  at  home  or  abroad. 
Yet  on  the  very  threshold  of  this  affair 
we  are  met  with  the  astounding  state- 
ment that  the  design  on  which  these  two 
sister  ships  are  to  be  constructed  is  minus 
ihe  approval  of  the  late  Director  of  Naval 
Construction,  Sir  N.  Barnaby,  and  also 
of  that  gentleman's  successor,  Mr.  W.  H. 
White.  Neither  of  these  eminent  naval 
architects  identifies  his  reputation  with 
these  coming  armor-clads.  Neither  one 
Jior  the  other  designed  them,  and  we  be- 
lieve we  are  right  in  saying  that  the  op- 
j>osition  of  Sir  N.  Barnaby  to  the  con- 
struction of  these  ships  was  and  is  of  a 
very  emphatic  character.  With  regard  to 
Jiir.  White,  it  may  be  sufficient  to  say  that 
he  simply  withholds  his  concurrence  from 
the  proposal  to  build  ships  of  such  a 
type.  The  question  arises,  therefore — 
W^o  designed  these  ships  t  Not  dnly 
so,  but  who  is  to  be  held  responsible  for 
them  when  they  are  finished?  The  de- 
sign could  not  have  dropped  from  the 
•clouds  ;  but  we  fear  that  the  responsibil- 
ity concerning  it  is  of  a  very  hazy  de- 
scription. We  need  not  suppose  that  the 
design  is  actually  bad  per  se.  It  is  suf- 
ficient to  fear  that  it  is  bad  relatively.  A 
Lord  Mayor's  coach  might  be  very  ad- 
mirably planned  and  properly  built,  but 
it  would  be  a  very  poor  substitute  for  a 


locomotive.  This  is  the  kind  of  objec- 
tion which  applies  to  the  Nile  and  Tra- 
falgar. They  may  be  very  good  ships  in 
themselves,  but  the  British  Navy  wants 
something  else.  As  the  most  costly  and 
largest  ships  in  the  whole  fleet,  they 
ought  not  merely  to  exhibit  superiority 
to  the  other  ships  of  the  navy,  but  they 
ought  to  show  the  maximum  effect  pro- 
ducible from  the  expenditure  that  is  to 
be  devoted  to  them.  In  this  they  will 
infallibly  fail,  and  their  inception  is  marl^- 
ed  by  absurdity,  as  falling  dismally  short 
of  what  is  required  of  the  latest  and 
most  costly  of  British  ironclads. 

We  shall  doubtless  be  asked  for  the 
particulars  on  which  this  indictment  is 
founded.  First,  with  regard  to  the  ar- 
mor. It  is  said  that  these  ships  are  to 
have  steel-faced  armor  20  inches  thick. 
This  is  no  great  achievement,  seeing  that 
the  Inflexible  has  armor  of  24  inches. 
The  latter,  being  of  iron,  is  probably  in- 
ferior to  the  steel-faced  plates  of  the 
new  ships.  But  why  not  retain  the  thick- 
ness of  two  feet  as  a  maximum,  and 
couple  with  this  the  increased  resisting 
power  due  to  the  face  of  steel  ?  The  11^ 
ton  guns  of  the  Italian  Navy  have  pene- 
trated 19  inches  of  steel-faced  armor,  so 
strongly  backed  that  we  may  rest  assured 
the  20  inches  on  the  Trafalgar  or  the  Nile 
would  yield  to  the  blow.  But  this  does 
not  end  the  story.  The  armor  is  not  20 
inches  everywhere.  A  concession  has 
been  made  to  Sir  Edward  Beed  by  length- 
ening the  belt  along  the  water-line,  with 
the  inevitable  result  of  thinning  the  ar- 
mor upon  the  citadel.  As  a  consequence, 
the  heart  of  the  ship  is  accessible  to  the 
enemy's  fire.  It  is  putting  armor  upon  a 
man's  legs  and  thinning  the  breastplate. 
The  man  may  save  his  shins  and  get  his 
heart  pierced.  After  all,  the  belt  does 
not  extend  the  whole  length  of  the  ship, 
at  least  one- third  of  the  water-line  being 
left  without  this  defence,  the  sole  pro- 
tection there  being  the  under-water  ar- 
mored deck,  for  which  Sir  E.  Beed  gen- 
erally expresses  such  profound  contempt. 
From  a  consideration  of  the  armor  we 
may  proceed  to  a  survey  of  the  guns.  Here, 
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indeed,  we  witness  a  falling  off  of  a  most 
extraordinary  character.  The  Inflexible 
carries  her  four  guns  of  80  tons  each. 
But  these  two  armor-clads,  embodying 
somebody's  latest  ideas,  are  to  have 
nothing  heavier  than  breech-loaders  of  66 
or  68  tons,  four  being  in  each  ship,  car- 
ried in  two  turrets.  That  these  guns  are 
more  powerful  than  those  of  the  Inflexi- 
ble is  no  answer  to  the  objection  that 
they  are  not  so  powerful  as  they  ought 
to  be.  How  do  they  stand  in  comparison 
with  the  110- ton  guns  of  the  Italian 
fleet?  Even  our  own  Benbow,  one  of 
the  despised  ^'Admiral "  class,  will  carry 
a  couple  of  110-ton  guns.  Again,  in  the 
element  of  speed  what  do  we  find?  The 
projected  rate  is  16  knots.  An  attempt 
is  made  to  get  up  a  belief  that  the  speed 
will  be  18  ^ots.  But  this  is  mere  con- 
jecture, and  when  we  remember  that  the 
practice  now  is  to  make  the  contractor 
specifically  undertake  the  highest  practic- 
able speed,  or  very  nearly  so,  there  is  no 
reason  to  expect  that  the  coming  ships 
will  exceed  the  proposed  rate  by  any  im 
portant  amount.  Perhaps  halt  a  knot 
more  may  be  looked  for,  but  nothing  fur- 
ther is  probable.  That  the  wish  should 
be  father  to  the  thought  concerning  this 
higher  rate  of  speed  is  readily  accounted 
for.  The  Italia,  just  about  to  commence 
her  steam  trials,  is  expected  to  realize  18 
knots,  and  anyi^ng  less  from  the  Brit- 
ish ships  would  be  intolerable.  Com- 
menced eight  or  nine  years  ago,  the 
Italian  monsters,  Italia  and  Lepanto, 
took  their  start  in  a  period  when  there 
was  less  light  on  the  armor-clad  question 
than  now  exists.  The  year  1886  is  not 
as  1877  or  1878,  so  far  as  naval  arma- 
ments are  concerned.  We  do  not  say 
that  a  ship  of  12,000  tons  displacement 
can  be  reasonably  expected  to  vie  upon 
all  points  with  one  of  13,500,  but  assur- 
edly she  ought  not  to  lag  so  far  behind 
as  to  carry  guns  of  68  tons  instead  of 
110  tons,  and  to  have  a  speed  of  16  knots 
as  opposed  to  18,  with  armor  somewhat 
thinner  than  that  of  the  foreigner. 

We  grant  that  the  armor-clad  question 
is  one  of  great  difficulty.  So  it  has  been 
from  the  first ;  but  more  especially  now. 
The  difficulty  culminates  at  last  in  a  con- 
flict of  opinion  between  the  Board  of  Ad- 
mirality  and  its  technical  advisers.  It 
may  be  said  that  the  question  is  rather 
one  of  policy  than  of  naval  architecture. 


To  a  certain  extent  this  may  be  true,  yet 
one  element  overlaps  the  other  in  a  man- 
ner which  renders  a  complete  severance 
impossible.     Sir  N.  Bamaby  does   not 
absolutely  object  to  armor-clads,  neither 
does  Mr.  W.  H.  White.    But  seeing  that 
we  have  a  certain  number  of  iron-clads  al- 
ready in  the  navy,  the  question  arises  as 
to  what  is  the  real  need  of  the  present 
hour.     The  two  authorities  just  named 
are  perhaps  better  able  to  estimate  the 
merits  and  defects  of  different  classes  of 
ships  tiian  the  usual  members  of  a  Board 
of  Admiralty.     Minds  technically  trained 
may  be  supposed  to  discern  with  peculiar 
readiness  the  weak  points  in  a  ship  of 
given  design.     The  defects  which  now 
beset  the  armor-clads  are  doubtless  real- 
ized with  pecuUar  keenness  by  those  who 
have  most  to  do  with  the  introduction  of 
such  ships.    If  ever  there  was  need  for 
a  Committee  of  Inquiry  into  this  matter, 
it  is  now.    Some  years  ago  we  had  a 
Committee  on  Designs  for  Ships-of-War. 
Such  a  committee  need  be  appointed 
again,  and  there  is  .this  happy  feature 
with  regard  to  the  suggestion,  that  it  has 
the  support  both  of  Sir  E.  Beed  and  Mr. 
W.  H^  White,  whOe  to  these  names  may 
be  doubtless  added  that  of  Sir  N.  Bar- 
naby.     In  the  current  number  of  JETar- 
per' 8  Magazine  Sir  E  Reed  has  an  arti- 
cle on  "  The  British  Navy,"  which  par- 
tially revives  the  old  contaroversy  con- 
cerning the  Inflexible,  and  reiterates  to 
the  full  the  furious  criticisms  put  forth 
by  the  writer  in  his  letters  to  Uie  Times 
with  regard  to  the  "Admiral"  class  of 
armor-clads  as  well  as  other  ships.    Sir 
Edward  declares  that  the  "whole  series 
of  so-called  first-class  iron-clads,  of  which 
only  about  one-third  of  the  length  has 
been  protected  by  armor,  are  quite  unfit 
to  take  a  place  in  any  European  line  of 
battle.''     The  present  condition  of  tiie 
British  Navy  is  spoken  of  as  "  deplora- 
ble."    One  cause  of  this  degeneracy  10 
said  to  be  the  sustained  attempt  of  suc- 
cessive Governments  to  keep  the  naval 
expenditure  within  or  near  to  a  fixed 
annual  amount.  Hence,  the  size  and  cost 
of  our  first-class  ships  have  been  cut 
down  to  suit  a  financial  pressure.     Of 
course,  this  argument  makes  no  reflection 
on  the  naval  architects  concerned  in  de- 
signing the  ships  in  question.    But  Sir 
E.  Beed  complains  that  another  source  of 
mischief  has  consisted  in  reducing  the 
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extent  of  drmor  carried  by  the  principal 
vessels,  rendering  them,  in  his  opinion, 
quite  unfit  to  take  part,  with  any  reasonable 
hope  of  success,  in  any  general  engage- 
ment Certain  ships  which  the  authori- 
ties consider  to  be  armored  Sir  E.  Beed 
refuses  to  recognize  as  such,  and  in  this 
way  as  many  as  a  dozen  are  struck  off 
the  list,  namely,  the  Ajoa,  Agamemnon, 
Anson,  Benbow,  Camperdown,  CoUing- 
wood,  Colossus,  Edinburgh,  Howe,  Rod- 
ney, Imperieuse,  and  Warspite.  To  this 
there  is  an  addition  of  two  ships  of  10,- 
400  tons  displacement,  with  18-inch  ar 
mor,  and  five  cruisers  of  5,000  tons  dis- 
placent,  with  10-inch  armor,  recently 
ordered  by  the  Admiralty  to  be  built  by 
contract  The  objection  to  these  ships 
is  that,  although  they  have  some  armor 
on  their  sides,  '^  they  are  liable  to  capsize 
at  sea  from  injuries  inflicted  on  their  un- 
armored  parts."  The  Inflexible  is  omit- 
ted from  the  list,  '^  out  of  compassion  for 
those  officers  of  the  Admiralty  who  have 
long  ago  repented  those  trying  compro- 
mises with  conscience,  by  aid  of  which 
they  expressed  some  slight  confidence  in 
her  ability  to  float  upright  with  her  un- 
armored  ends  badly  damaged."  With 
this  sarcastic  stroke,  t^ir  E.  Beed  inti- 
mates that,  although  his  condemnation 
of  the  Inflexible  has  been  refuted  by  a 
thoroughly  qualified  tribunal,  he  is  "  of 
the  same  opinion  still." 

That  Sir  E.  Beed  should  be  thus  dis- 


posed to  criticise  ships  which  do  not  rep- 
resent his  own  ideas,  is,  of  course,  to  be 
expected.  But  to  this  we  have  now  to 
add  that  two  responsible  advisers  of  the 
Admiralty  are  far  from  satisfied  with  cer- 
tain recent  designs.  Sir  N.  Bamaby  is 
free  now  to  say  what  he  likes,  but  the 
question  is  not  merely  one  between  him- 
self and  Sir  E.  Beed.  These  two  author- 
ities may  controvert  each  other  to  any 
extent,  but  the  interest  of  the  public  lies 
in  knowing  what  is  the  real  state  of  the 
Navy,  and  what  are  the  prospects  for  the 
future.  If  our  ships  are  defective,  as  Sir 
E.  Beed  declares,  the  fact  should  be 
placed  beyond  the  reach  of  controversy. 
If  the  attack  is  unreasonable  and  ground- 
less, let  the  public  mind  be  reassured. 
If  the  coming  Nile  and  Trafalgar,  though 
uncondemned  by  Sir  E.  Beed,  are  not 
what  they  ought  to  be,  let  the  design  be 
altered  while  alteration  is  practicable. 
A  properly  constituted  committee  to  in- 
vestigate  all  these  points  is  the  need  of 
the  hour.  If  such  a  committee  should 
be  appointed — as  we  trust  will  be  the 
case— K>ne  result,  we  expect,  will  be  this, 
that  they  will  advise  caution  in  laying 
down  any  more  armor-clads.  But  if  such 
a  committee  is  to  be  of  any  service,  it 
must  be  more  expeditious  in  doing  its 
work,  and  more  unanimous  in  its  verdict 
than  committees  of  the  kind  have  been 
heretofore.  Better  no  committee  at  all 
than  one  which  will  merely  serve  as  an 
excuse  to  baffle  inquiry. 


THE  CAUSE  OF  EROSION  IN  THE  BORE  OF  GUNS. 

Bt  Captain  A  LAUFROT,  of  the  Marine  Artillery. 
From  Abstraots  of  the  lastltatlon  of  Ctvil  Bngineers. 


The  author  commences  with  a  proposi- 
tion already  enunciated  in  several  works 
on  ballistics,  viz.,  '^  That  the  erosion  of 
the  bore  of  a  gun  results  from  the  escape 
of  the  powder-gases  at  high  tension 
through  narrow  orifices,  such  as  the  vent 
or  windage  of  the  projectile.'*  The  es- 
say is  divided  into  six  chapters.  (1  and 
2)  Historical,  deal  with  smooth-bore  guns, 
guns  with  few  grooves,  and  the  modem 
polygroove  rifling.  After  citing  numer- 
ous experiments  with  various  pieces  of 
the  above  description,  the  author  con- 
cludes on  the  polygroove  system  as  fol- 


lows : — ^viz.,  "  That,  erosion  always  com- 
mences in  the  upper  parts  of  the  bore, 
and  is  divided  into  two  distinct  zones 
separated  by  an  interval  less  attacked." 
The  first  zone  is  in  the  forward  part  of 
the  cone  of  the  powder-chamber,  and 
often  embraces  the  origin  of  the  grooves. 
The  second,  which  is  always  the  most 
important  after  a  prolonged  firing,  is  at 
a  (Hstance  from  the  commencement  of  the 
rifling,  greater  as  the  powder  is  more 
progressive.  The  lands  are  always  less 
atti^ked  than  the  neighboring  grooves, 
sometimes  they  are  intact.    In  time,  the 
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erosion  extends  over  the  circumfereDce  of 
the  bore,  at  the  positions  of  the  two 
zones,  but  the  top  is  always  most  injured. 
Other  things  being  equal,  the  erosion  de- 
velops as  much  more  rapidly  as  the  cali- 
bre is  greater,  and  more  quickly  in 
bronze  than  in  steel.  Tool-marks  or  de- 
fects in  metal  in  the  upper  part  only  of 
the  powder-chamber  are  increased  rapid 
ly.  After  prolonged  firing,  an  increase 
in  the  diameter  of  the  bore  is  found 
chiefly  in  the  shot-chamber,  where  the 
greatest  erosion  occurs.  At  the  same 
time  the  ring  of  the  projectile  advances 
further  up  the  cone,  joining  the  powder- 
chamber  to  the  bore. 

The  length  of  service  of  a  gun  is  almost 
always  limited  by  the  loss  of  velocity 
and  accuracy  occasioned  by  erosion. 

The  wear  of  the  rings,  almost  nothing 
at  the  commencement  of  firing,  increases 
with  the  service  of  the  gun. 

For  the  first  round  of  each  series  in  a 
gun,  the  wear  of  the  ring  is  about  double 
that  of  the  succeeding  rounds  (Beport 
826, 1879). 

Chapter  III.  is  a  theoretical  study  of 
the  mode  of  production  of  erosion  in  the 
bores  of  guns  made  since  1870. 

The  author  states  that  when  a  gun  is 
fired,  it  expands  under  the  action  of  the 
powder-gas,  which  exerts  a  certain  ten- 
sion on  the  interior  of  the  bore  in  a  cir- 
cular sense.  When  the  gun  is  in  one 
piece,  this  expansion  of  the  bore  is  pro- 
portional to  the  calibre  and  interior 
pressure;  according  to  the  formula  of 
General  Virgile  it  is  in  inverse  ratio  of ! 


the  modulus  of  elasticity,  and  diminishes 
when  the  thickness  of  the  tube  increases. 
But  large  guns  are  composed  of  sev- 
eral pieces,  which,  if  they  have  the  same 
modulus  of  elasticity,  require  a  fresh  for- 
mula to  express  the  relations  of  the  cir- 
cular tension  and  interior  pressure  on 
the  bore,  owing  to  the  shrinkage  em- 
ployed to  build  up  the  gun.  This  formu- 
la is  given,  and  the  author,  with  the  ob- 
ject of  proving  that  the  erosion  com- 
mences in  the  upper  part  of  the  bore  at 
the  point  occupied  by  the  driving  ring 
of  the  projectile  when  the  maximum 
pressure  occurs,  and  that  all  things  being 
equal,  it  is  greater  as  the  calibre  increases, 
proceeds  to  consider  the  ib^g  of  the  pro- 
jectile in  three  positions  in  the  bore :  (1) 
In  the  forward  part  of  the  cone  at  the 
commencement  of  the  bore.     (2)  A  little 


to  the  rear  of  the  last  position.  (3)  At 
the  rear  of  the  cone — the  gun  being 
taken  as  a  smooth-bore,  with  the  powder- 
chamber  larger  than  the  bore,  and  con- 
nected with  it  by  a  cone. 

The  second  zone  of  erosion  is  next 
dealt  with,  this  being  a  consequence  of 
the  first.  The  theory  that  the  principal 
zone  is  caused  by  blows  from  the  projec- 
tile, is  questioned,  as  in  this  case  the 
lands  should  suffer  most,  whereas  it  is 
the  grooves  that  are  most  injured ;  it  is 
not  denied  that  blows  are  given  by  the 
projectile,  but  it  is  suggested  that  these 
will  be  reduced,  as  also  the  escape  of 
gas,  by  increased  forcing  of  the  rotating 
rings.  In  considering  the  wear  of  the 
driving  rings,  on  the  hypothesis  that  the 
walls  of  the  gun  act  as  a  file,  for  helicoid 
rifling  the  author  gives  a  formula  show- 
ing the  wear  to  be  proportional  to  the 
tangent  of  the  final  inclination  of  the 
grooves  and  the  square  of  the  initial  ve- 
locity, and  considers  it  advantageous  to 
increase  the  number  of  the  grooves.  To 
diminish  the  wear  as  much  as  possible, 
and  to  preserve  the  ballistic  properties  of 
the  gun,  the  author  suggests  a  parabolic 
form  of  rifling,  in  which  the  pressure  will 
be  little  at  the  commencement  of  move- 
ment, that  is,  at  the  parts  most  eroded ; 
but  in  choosing  a  form  of  rifling,  the 
wear,  and  also  the  maximum  circular 
pressure  exerted  by  the  lands  on  the 
ring,  must  be  taken  into  account. 

Suggesting  an  interior  design  for  a 
gun,  the  author  adopts  for  the  shot- 
chamber  a  cone  sufficiently  long  for  the 


ring  to  be  tightly  in  contact  at  the  mo- 
ment of  maximum  pressure.  The  angle 
of  this  cone  has  been  approximately  de- 
termined by  experiment,  the  length 
should  be  a  little  more  tha^  the  distance, 
which  in  guns  of  the  same  calibre  already 
proved,  separates  the  initial  position  of 
the  driving-ring  and  the  mass  of  the  ero- 
sion. The  suggested  modifications  en- 
tail an  increase  in  the  diameter  of  the 
fillet  of  the  driving-ring,  which  must  be 
fixed  by  experiment. 

The  simplest  solution  from  the  manu- 
facturing point  of  view  consists  in  mak- 
ing a  second  cone  to  follow  the  cone  of 
supports  for  the  ring  of  a  projectile,  this 
cone  having  a  greater  inclination,  the 
commencement  of  the  grooves  being  well 
in  advance  of  the  £iving-ring  of  the 
projectile  when  sent  home. 
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When  I  had  the  honor,  just  a  year 
SLgo,  to  give  a  course  of  Cantor  Lectures 
to  this  Society,  on  the  distribution  of 
electricity,  the  subject  had  not  till  then 
been  treated  in  a  systematic  manner.  I 
had  then  occasion  to  speak  in  strong 
terms  of  the  methods  habitually  adopted 
and  subsequent  experience  has  confirmed 
me  in  the  justness  of  my  criticisms.  I 
gave  a  fairly  complete  account  of  the 
practical  systems  of  laying  electric  mains 
which  were  at  the  disposal  of  the  en- 
^neer  when  designing  a  system  of  dis- 
tribution ;  but  in  the  course  of  only  three 
lectures  it  was  impossible  to  do  justice 
-equally  to  all  systems.  When  I  was  this 
year  asked  to  read  a  paper  before  the 
Society,  I  eagerly  availed  myself  of  the 
opportunity  to  teke  up  the  straggling 
threads,  and  say  a  few  words  on  the  sub- 
jects which  were  previously  but  inad- 
-equately  treated. 

Allow  me  to  remind  you  that,  in  my 
lectures,  I  described  five  different  ways 
of  laying  the  mains,  each  one  depending 
upon  a  different  method  of  connecting 
the  dynamo  machines  and  lamps.  Three 
•of  these  may  be  called  direct  systems, 
and  two  indirect.  Each  system  has  spe- 
<nal  advantages  when  applied  to  suitable 
cases,  and  when  an  engineer  is  designing 
a  scheme  of  distribution  he  carefully 
considers  the  pros  and  cons  of  each  sys- 
tem as  applied  to  the  special  case,  and 
Tery  often  he  has  to  go  through  the 
whole  calculations  of  the  scheme  accord- 
ing to  several  different  systems.  And 
here  let  me  repeat,  what  I  have  often 
stated  before,  that  no  amount  of  labor 
and  expense  in  these  preliminary  calcula- 
tions should  be  grudged,  as  the  ultimate 
saving  effected  by  the  careful  selection  of 
a  suitable  and  economical  system  may 
easily  range  to  50  per  cent,  or  more  on 
the  total  cost  of  the  installation. 

The  three  direct  systems  are  the  par- 
fJlel,  series,  and  parallel-series  methods 
of  attaching  lamps  to  the  main  conduct- 
ors.*    The  two  indirect  systems  are  with 


*  Id  my  Cantor  Lectures  I  used  the  terms  multiple 
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the  use  of  secondary  batteries  and  sec- 
ondary generators.  Each  of  these  sys- 
tems is  capable  of  being  varied  in  the 
details  of  its  application,  and  each  is 
specially  applicable  to  particular  cases. 

In  a  parallel  system,  each  lamp  is  at- 
tached by  wires  to  the  two  main  con- 
ductors, and  thus  to  the  two  terminals 
of  the  dynamo.  This  is  its  characteristic 
feature,  viz.,  that  the  lamps  are  all  me- 
tallically connected  with  the  terminals  of 
the  machines. 

In  the  series  system,  the  conductor 
going  through  the  district  has  its  two 
ends  connected  one  to  each  pole  of  the 
dynamo.  But  wherever  there  is  a  lamp 
the  conductor  is  severed,  and  each  ter- 
minal of  the  lamp  is  attached  to  one  of 
the  severed  ends. 

In  the  parallel-series  arrangement  the 
district  is  divided  into  sections.  The 
first  section  and  the  last  section  have 
each  a  conductor  attached  to  one  terminal 
of  the  dynamo.  The  other  conductor  of 
the  first  section  extends  also  through  the 
second  section,  but  no  farther.  Ajaother 
conductor  extends  through  the  second 
and  third  sections,  another  through  the 
third  and  fourth,  and  so  on.  In  each 
section  the  two  wires  from  each  lamp  are 
attached  to  the  two  conductors  of  that 
section. 

The  first,  or  parallel  system,  is  generally 
most  suitable  for  small  installations,  but 
the  cost  of  conductors  becomes  extrav- 
agant when  the  area  is  extended,  except 
in  very  special  cases.  The  series  system 
is  at  present  only  used  for  arc  lights, 
sometimes  with  the  insertion  of  a  few 
glow  lamps  in  parallel  to  replace  an  arc 
lamp. 

The  third  system  is  admirably  suited 
in  every  case  where  the  number  of  lamps 
in  use  at  any  time  is  constant,  and  may 
perhaps  be  modified  so  as  to  be  appUc- 
able  to  other  cases.  Smaller  conductors 
can  be  used  on  this  system  than  on  the 
first,  and  this  effects  a  very  great  economy. 


arc,  series,  and  multiple  series.    I  prefer  the  terms 
now  advocated. 
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Having  recalled  these  points  to  your 
notice,  I  need  say  no  more,  as  I  treated 
these  three  systems  and  their  modifica- 
tions very  fully  in  my  Cantor  Lectures. 

I  thovight  I  had  spoken  strongly 
enough  about  the  enormous  cost  of  the 
main  conductors,  and  the  necessity  for 
selecting  that  size  of  conductor  which  is 
the  most  economical.  We  must  not  use 
too  small  a  conductor,  for  then  the  waste 
of  energy  in  heating  the  conductors 
would  he  enormous.  Nor  must  we  u-e 
too  large  a  conductor,  for  this  means 
buried  capital.  We  must  select  that  size 
which  balances  one  cause  of  loss  against 
the  other,  so  as  to  give  the  maximum 
economy. 

I  find,  however,  that,  while  this  axiom 
has  been  accepted  as  such  in  this  coun- 
try, some  writers  from  America  still  try 
to  uphold  the  fallacious  views  which  have 
hitherto  been  in  vogue  here.  I  have  no- 
ticed more  than  one  criticism  from  Am- 
erica, by  people  asserting  themselven  to 
be  connected  in  some  way  with  some  of 
the  Edison  companies,  who  protest 
against  my  statement  that  the  three- wire 
system  effects  an  economy  of  copper  of 
only  25  per  cent,  over  a  two-wire  system. 
The  difference  between  us  is  that  I  start 
with  the  axiom  that  we  are  to  use  the 
most  economical  size  of  conductor.  My 
critics  start  with  the  assumption  that 
they  shall  us€^a  conductor  which  shall 
waste  exactly  10  per  cent,  of  the  energy. 
In  this  way  they  use  a  conductor  which 
is  not  the  most  economical,  and  they 
show  a  saving  of  62^  per  cent,  of  copper 
over  the  two- wire  system,  but  with  a  pos- 
sible extra  waste  of  energy  of  62^  per 
cent.  I  said  in  my  Cantor  Lectures,  and 
I  repeat  it  this  evening,  that  the  manipu- 
lation of  figures  may  suit  American 
financiers,  but  it  is  not  electrical  en- 
gineering. 

Before  proceeding  to  discuss  the  in- 
direct methods  of  distributing  electricity, 
which  is  the  main  point  I  wish  to  touch 
upon  to-night,  I  wish  to  supplement  my 
remarks  on  series  lighting  by  a  statement 
of  what  has  been  done  in  the  last  year. 
I  expressed  a  hope  that  more  attention 
might  be  given  to  the  lighting  of  houses 
by  glow  lamps  in  series.  I  further 
showed  that  it  was  only  by  means  of  a 
constant  current  flowing  through  glow 
lamps  in  series  that  the  regulation  of 
each  lamp  could  possibly  be  effected  on 


I  economical  principles.  This  regulation 
I  must  be  accomplished  by  altering  the 
length  of  the  filament  in  the  lamp.  This 
has  never  yet  been  done,  but  if  inventors 
once  realize  the  importance  of  the  object 
to  be  attained,  I  feel  sure  that  we  shall 
not  have  long  to  wait  for  the  solution  of 
the  problem.  Now  I  am  delighted  to  be 
able  to  inform  you  that  during  the  past 
year  at  least  one  inventor  has  been  apply- 
!  ing  himself  to  the  placing  of  glow  lamps 
!  in  s^es.  Mr.  Bernstein,  who  has  paid 
so  much  attention  to  the  system  of  glow 
lamps,  has  worked  out  the  problem  of 
using  lamps  of  low  pressure  and  large 
current  in  series.  He  has  boldly  taken 
extreme  measures,  and  proposes  to  use 
lamps  of  6  volts  and  10  amperes.  And 
here  he  has  got  over  a  diflBculty  I  referred 
to  in  my  Cantor  Lectures.  I  said  that 
there  was  no  economical  way  of  prevent- 
ing a  broken  lamp  from  extinguishing  all 
the  others  on  the  series.  Passing  part 
of  the  current  through  a  shunt  whose  re- 
sistance is  100  times  that  of  the  lamp 
would  be  very  expensive  if  we  had  in  use 
lamps  of  the  ordinary  type,  but  with  & 
lamp  whose  resistance  is  a  fraction  of  an 
ohm,  the  expense  would  be  trifling. 
When  the  lamp  breaks,  the  current  in  the 
shunt  is  increased  so  as  to  release  a  con- 
tact which  short-circuits  both  the  lamp 
and  the  shunt. 

I  still  think,  however,  that  the  loss  of 
energy  by  heat  conduction  at  the  ter- 
minals may  be  very  great  in  lamps  of  so 
low  a  resistance ;  Mr.  Bernstein  tells  me 
it  is  ten  per  cent  Still  I  can  well  foresee 
that,  even  if  a  very  sensible  loss  of  energy 
occurred,  the  economy  and  convenience 
of  using  such  a  system  might  be  amply 
sufficient  to  warrant  its  adoption  in  many 
cases. 

I  congratulate  Mr.  Bernstein  on  his 
work  in  the  past,  and  would  urge  him  to 
develop  this  idea  more  fully,  and  I  can 
assure  him  that  I,  for  one,  will  give  the 
fullest  consideration  to  the  system  when 
preparing  the  plans  for  electric  light  in- 
stallations. 

I  should  like  also  to  take  this  opportu- 
nity of  congratulating  other  makers  of  elec- 
trical appliances  on  the  advances  which 
have  been  made  since  the  date  of  my 
Cantor  Lectures.  I  should  like  especially 
to  congratulate  Mr.  Swan  on  the  im- 
provements he  has  made  in  the  manufac- 
ture of  glow  lamps ;  the  Messrs.  Siemens 
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and  Messrs.  Crompton  on  their  sucoess- 
fol  oonstmction  of  very  large  dynamos ; 
Messrs.  Elwell  and  Parker  on  their  great 
hnproTements  in  the  details  of  construc- 
tion of  dynamos  and  motors;  and  the 
Electrical  Powt^r  and  Storage  Company 
on  the  continued  improvements  in  their 
secondary  batteries.  I  would  equally 
congratulate  Messrs.  Willans  and  Cromp- 
ton for  the  continued  improvements  in 
steam-engine  governors,  for  keeping  the 
current  from  a  dynamo  or  the  pressure  at 
any  point  in  the  circuit  constant ;  like- 
vnse  Mr.  F^ranti  for  having  brought  out 
an  electric  current  meter  which  promises 
to  fulfil  all  the  wants  of  engineers  and 
the  public  in  this  direction ;  and  last, 
but  by  no  means  least,  Messrs.  Wood- 
house  and  Kawson  for  various  new  de- 
vices which  will  go  far  to  assist  in  de- 
signing and  carrying  out  many  schemes 
of  lighting ;  and  I  would  specially  men- 
tion their  automatic  cut-out,  adjustable 
to  any  strength  of  current,  which,  though 
not  BO  new  as  some  other  devices,  has 
only  been  brought  prominently  to  my 
notice  during  the  past  year,  and  whose 
simplicity  and  reliability  give  me  great 
confidence  in  employing  it.  I  must  not 
fail  to  include  here,  as  a  subject  for  con- 
gratulation, the  rising  esteem  in  which 
secondary  generators  are  held,  and  the 
improvements  which  have  been  made  in 
their  manufacture. 

When  I  add  to  this  list  the  admirable 
lamp-holder  of  Mr.  Alfred  Swan,  Varley's 
adjustable  carbon  resistances,  and  other 
snu^ll  but  useful  accessories,  I  think  you 
will  agree  with  me  that  the  facihties  at 
the  disposal  of  the  engineer  for  design- 
ing a  satisfactory  scheme  of  electric 
Hghting,  and  which  have  been  added  to 
his  store  during  the  past  year,  are  very 
abundant. 

About  one  of  these  appliances  I  should 
like  to  add  a  few  words  : 

First,  I  may  say  that  the  Electric 
Lighting  Act  was  rendered  abortive,  if 
for  no  other  reason,  simply  for  the  want 
of  an  electric-current  meter  which  was  in 
all  points  satisfactory.  In  the  year  1882, 
a  patent  was  taken  out  for  a  meter  in 
which  the  current  passing  round  an 
electro- magnet  created  a  field  where  mer- 
cury was  placed,  which  rotated  when  the 
current  passed  through  the  mercury  from 
the  center  to  the  exterior  of  the  field.  If 
the  magnetism  be  proportional  to  the  cur- 


rent and  the  friction  be  proportional  to  the 
square  of  the  velocity,  then  the  number 
of  turns  completed  in  any  time  is  a  di- 
rect measure  of  the  totisJ  quantity  of 
electricity  which  has  flowed  through  the 
meter  in  that  time.  The  marked  im- 
provements introduced  into  this  meter  by 
Mr.  Ferranti  consist  in  the  perfection  of 
the  magnetic  circuit,  and  the  introduc- 
tion of  an  almost  frictionless  mechanism 
for  correcting  the  revolutions,  and  show- 
ing them  on  dials  like  a  gas-meter. 

I  have  many  of  these  appHances  on  the 
table,  which  any  members  of  the  audience 
may  examine  at  the  conclusion  of  the 
paper. 

In  referring  to  my  Cantor  lectures,  let 
me  make  a  few  remarks  about  a  double 
table  which  I  introduced  to  assist  engi- 
neers in  calculating  the  size  of  mains  re- 
quired in  any  installation.  These  tables 
have  been  copied  into  a  number  of  tech- 
nical journals  and  books  of  reference,  but 
in  nearly  every  case  there  is  no  word  of 
explanation  how  to  use  them.  I  have 
found  these  tables  of  such  paramount 
convenience,  that  I  think  it  right  to  call 
attention  to  them  once  more.  The  eco- 
nomical size  of  main  depends  upon  three 
variable  JjEWjtors — the  price  of  laying  down 
a  ton  of  copper  mains,  the  interest  to  be 
charged  on  the  capital  sunk  in  mains, 
and  the  value  of  an  electrical  horse-  i 
power  for  the  number  of  hours  that  it  is 
to  be  utilized  during  the  year.  My  table 
is  divided  into  two  parts.  Look  along 
the  line  in  the  second  part,  which  relates 
to  the  percentage  on  capital  which  you 
propose  to  use,  until  you  come  to  the 
colunin  relating  to  that  price  of  copper 
which  you  propose  to  use,  and  you  then 
find  a  number  printed  which  we  may  call 
the  auxiliary  number.  Now  take  the  first 
part  of  the  table  and  look  along  the  line 
which  relates  to  that  value  of  a  year- 
horse-power  which  you  propose  to  use, 
until  you  find  the  auxiliary  number ;  the 
beading  of  that  column  of  figures  tells 
you  the  size  of  main  per  1,000  amperes 
which  is  most  economical  to  use  accord- 
ing to  the  data  you  have  employed. 

I  will  now  remind  you  of  the  position 
in  which  we  were  left  after  a  full  discus- 
sion in  the  Cantor  Lectures  of  the  three 
direct  systems  of  distribution.  The  par- 
allel system,  or  the  three-wire  system,  is 
admirably  adapted  in  cases  where  the 
farthest  lamp  of  the  district  is  within 
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two  hundred  yards  of  the  central  sta- 
tion .  So  soon  as  jou  go  to  greater  dis- 
tances, the  cost  begins  to  increase  in  an 
alarming  ratio.  Hence  this  system  would 
be  applicable  to  a  large  district  only  by 
having  engines  and  dynamos  put  down 
at  a  very  large  number  of  small  stations. 
Now,  a  station  is  HQt  worked  economi- 
cally unless  the  engine-driver  and  stoker 
are  fully  employed,  and  the  maximum 
economy  cannot  be  reached  with  less  than 
about  1,000  horse-power.  Thus,  the  par- 
allel system  is  only  applicable  to  cities 
so  densely  populated  as  to  have  a  con- 
sumption of  about  10,000  16-candle 
power  lamps  in  a  radius  of  two  hundred 
yards.  But  in  most  districts  of  this 
class  space  is  valuable,  and  a  large  num- 
ber of  such  stations  would  be  very  ex- 
pensive. We  must  then,  in  the  parallel 
system  of  distribution,  be  content  to 
work  at  a  cost  which  is  above  that  of  the 
ideal  of  economy.  There  are  many  cases 
where  the  great  simplicity  of  such  a  sys- 
tem does  actually  make  it  worth  while  to 
sacrifice  this  ideal  of  economy,  and  when 
an  engineer  is  consulted  on  such  matters, 
it  is  his  duty  to  estimate  the  exact  loss 
from  not  strictly  following  the  ideal  eco- 
nomical rules  before  adopting  or  reject- 
ing this  system.  In  order  ta»  make  a 
parallel  system  effective,  the  central  sta- 
tion must  use  distributing  boxes,  the 
methods  of  placing  which  are  described 
in  my  Cantor  Lectures. 

The  cure  for  all  these  evils  would  be 
f oimd  if  a  thoroughly  satisfactory  system 
on  the  parallel-series  plan  were  known. 
In  that  case,  high  tension  electricity 
might  be  used,  involving  smaller  conduct- 
ors. Thus,  the  central  station  might  be 
at  a  distance,  where  land  is  cheap,  and  it 
might  be  of  any  size,  so  that  all  the  works 
would  be  in  the  same  place,  as  they  are 
in  gas  distribution.  Here  the  only  de- 
parture from  the  ideal  of  economy  lies  in 
the  length  of  the  conductors  to  the  dis- 
trict which  has  the  supply.  But  these 
conductors  are  comparatively  small,  and 
no  engineer  would  recommend  the  adop- 
tion of  such  a  system  unless  he  found 
that  the  economy  of  having  the  works 
out  of  the  expensive  district  counterbal 
anced  the  extra  expense  in  mains. 

Now  I  regret  to  be  compelled  to  say 
that,  after  discussing  all  the  ingenious 
plans  on  the  parallcd-series  system  pro- 
posed by  Mr.  Edison  and  others,  I  arrived 


at  the  conclusion  that  at  this  time  there 
is  no  parallel-series  system  of  distribu- 
tion which  is  quite  satisfactory.  I  do 
not  say  that  such  a  system  cannot  be  de- 
vised, but  I  do  say  that  at  this  moment 
no  such  system  is  available  to  the  electri- 
cal engineer,  except  in  the  case  where  the 
same  quantity  of  electrical  energy  is  con- 
sumed in  any  district  at  all  hours  during 
which  the  current  is  being  used.  There 
are  some  cases  where  it  will  pay  to  insert 
equivalent  resistances  when  lamps  are 
put  out.  These  cases  are  rare,  but  they 
must  not  be  lost  sight  of  by  the  engi- 
neer. 

Having  in  the  Cantor  Lectures  dis- 
cussed all  the  direct  systems  of  distribu- 
tion, I  will  complete  my  outline  of  this 
part  of  the  engineer's  profession  by  an 
examination  of  the  two  indirect  methods 
which  I  formerly  touched  upon  only 
lightly,  viz.,  secondary  batteries  and  seo- 
onda^  generators. 

Sboondaby  Batteries. 

During  the  electric  boom  (as  Ameri- 
cans would  call  it)  of  1882,  the  second- 
ary battery  took  a  prominent  part,  not  so 
much  for  what  it  had  done  as  from  what 
was  expected  it  would.  It  was  said  that 
since  no  one  would  think  of  sending  gas 
from  the  retorts  without  storing  it  in  a 
gasholder,  so  the  same  must  be  done  with 
electricity.  Every  one  will  admit  that  it 
is  most  desirable  that  this  should  be 
done,  and  I  lun  glad  to  say  that  second- 
ary batteries  have  been  improved  to  such 
an  extent  that  there  is  every  reason  to 
hope  that  this  will  be  done,  always  pro- 
vided that  the  companies  who  supply 
them,  do  not  expect  the  public  to  repay 
them  for  the  hundreds  of  thousands  of 
pounds  which  may  have  been  thrown 
away  in  the  past. 

I  have  been  given  to  test  about  a  dozen 
different  kinds  of  secondary  batteries,  of 
which  I  have  found  some  four  or  five  to 
be  good,  and  the  others  mostly  worthless. 
I  can  say  this,  that  at  the  present  mo- 
ment secondary  batteries  can  be  supplied 
by  certain  makers  which  are  to  be  ^lied 
on  with  careful  usage,  and  which  give  ns 
70  to  80  per  cent  return  for  the  energy 
expended. 

Now,  it  might  be  asked,  what  are  the 
advantages  of  storing  the  energy  if  vou 
lose  25  per  cent,  by  doing  so  ?  The  nrst 
advantage  is  that  a  breakdown  in  the  ma- 
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chinerj  does  not  then  interfere  with  the 
supply.  The  second  advantage  is  that 
the  steadiness  of  the  supply  does  not  de- 
pend upon  the  speed  of  moving  machin- 
ery. The  third  and  great  economical  ad- 
vantage is  that  your  expensive  engines 
and  dynamos  are  paying  interest  twenty- 
four  hours  of  the  day,  instead  of  only  a 
few  hours,  by  doing  their  work,  and  a 
smaller  supply  of  engines  and  dynamos 
suffices. 

Now,  this  is  all  very  well,  so  far  as  hav- 
ing secondary  batteries  at  the  point  of 
supply  is  concerned,  but  it  does  not  help 
us  much  so  far  in  the  great  problem 
which  we  have  attacked,  viz.,  that  of  elec- 
trical distribution.  But  the  improve- 
ment of  secondary  batteries  led  to  great 
hopes  of  a  cheap  system  of  distribution. 
It  was  said,  "  Put  your  generating  station 
at  a  distance,  on  cheap  ground,  carry  a 
current  with  high  potential  through  light 
conductors  to  the  district  to  be  lighted. 
Pass  the  current  through  some  thousand 
accumulators  in  series,  placing  these  in 
batches  of  fifty  (say)  each,  in  cellars,  to 
light  up  a  small  district^'  The  original 
idea  was  to  keep  tbe  service  wires  per- 
manently attached  to  the  two  ends  of 
each  set  of  fifty  cells. 

Now,  this  plan  is  very  beautiful  if  only 
it  would  work.  But  it  will  not  work. 
The  consumption  being  small  from  some 
of  the  cellars,  and  large  from  others,  and 
the  same  charging  current  going  through 
all  of  them  the  cells  become  overcharged 
in  many  cases,  and  this  is  injurious. 

Another  plan  was  proposed,  which  I 
described  in  my  Cantor  Lectures.  This 
was  to  introduce  an  anangement  to  indi- 
cate when  the  cells  were  fully  charged. 
By  having  two  complete  sets  of  batteries 
in  each  cellar,  the  indicator  caused  a 
rocking  switch  to  act,  which  switched  the 
fully  charged  batteiy  off  from  the  charg- 
ing mains  on  to  the  service  mains,  and  at 
the  same  time  switched  the  second  set, 
which  had,  up  to  that  time  been  supply- 
ing the  service  mains,  on  to  the  charging 
mains.  Here  I  would  point  out  that,  in- 
dependently of  the  fact  that  we  have  no 
reliable  indicator  to  show  when  the  cells 
are  fully  charged,  this  only  moves  the 
difficulty  back  one  step.  For  it  will  often 
happen  that  both  sets  are  fully  charged, 
and  yet  we  are  obliged  to  send  currents 
through  one  of  them.  This  plan  was 
tried  at  Colchester,  but  of  course  it  had 


to  be  abandoned.  If  we  had  a  true  indi- 
cator to  ehow  when  the  cells  are  fully 
charged,  the  more  sensible  plan  of  using 
it  seems  to  be  to  cause  the  indicator  to 
disconnect  the  cells  from  the  charging 
mains,  and  connect  the  charging  mains 
metallically.  There  would,  of  course,  be 
a  great  fall  of  potential  in  lamps  imme- 
diately after  switching  off  the  supply 
current,  but  the  charging  of  the  cells 
might  be  done  by  day  or  after  midnight, 
during  which  time  lamps  are  not  very 
much  used.  I  think  that  even  this  small 
difficulty  might  be  got  over  by  causing 
the  indicator  when  it  acts  to  increase  the 
number  of  cells  which  lead  to  the  lamps. 

I  suppose  the  most  reliable  indicators 
which  could  be  used  are  those  depending 
upon  the  specific  gravity  of  the  solution 
or  the  weight  of  Mie  negative  (oxydized) 
plate.  Unfortunately  it  is  seldom  found 
that  a  number  of  cells  working  in  series 
become  charged  at  the  same  time. 

In  fact,  it  is  not  very  generally  known 
that  the  most  satisfactory  plan  for  charg- 
ing secondary  batteries  is  to  do  so  in 
quantity  or  parallel.  When  this  is  done, 
every  cell  is  fully  charged  exactly  at  the 
same  time,  and  all  give  off  gas  at  the 
same  moment.  If  there  be  any  possibil- 
ity of  short-circuiting,  however,  fusible 
plugs  or  other  cut-outs  must  be  in- 
serted.* 

To  have  a  thoroughly  sjvtisfactory  in- 
stallation, it  is  necessary  that  the  cells 
may  be  left  in  their  secluded  retreats, 
without  attention,  for  long  periods.  I 
think  I  can  safely  say  that  cells  can  be  so 
left  if  fairly  treated.  But  the  question 
is  whether  any  scheme  of  distribution 
hitherto  considered  does  give  them  fair 
treatment.  If  attendants  have  to  be  con- 
tinually going  around  to  inspect  cells, 
this  expense  must  be  carefully  calculated 
so  far  as  is  possible,  and  taken  into  ac- 
count 

Now  let  me  say  a  few  words  as  to  the 
improvements  in  secondary  batteries. 
First,  I  may  say  that  there  is  now  no 
doubt  that  they  can  be  made,  and  are 
made,  by  several  makers  of  so  good  a 
construction  that  they  can  be  used  for 
several  years.  I  will  not  fix  the  num- 
ber of  years,  because  none  of  the  most 
perfect  ones  have  yet  failed.     Secondly, 

*  Bven  in  this  case  we  may  baye  a  partial  short-olr- 
onit,  which  will  draio  the  current  and  yet  wlU  not  cut 
out  tbe  celL 
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it  seems  to  be  conclusively  proved  that 
not  only  does  no  buckling  take  place,  but 
there  is  no  fluting  or  blistering  if  the 
plates  are  originaUy  good,  and  if  the  air 
has  not  been  allowed  to  reach  them. 
Thirdly,  we  know  that  in  overcharging 
them  we  do  not  injure  them,  but  merely 
waste  current.  These  are  important 
facts,  and  are  all  we  want  for  an  installa- 
tion where  the  state  of  the  cells  can  be 
always  under  examination.  For  central 
station  lighting  we  want  something  more. 
We  want  the  cells  to  take  current  from 
the  dynamos  when  they  require  it.  For 
this  we  must  have  an  indicator  on  the 
cells  to  work  a  switch,  according  to  the 
state  of  charge  of  the  current.  Up  to 
the  present  no  satisfactory  master-cell 
has  been  devised.  Those  which  depend 
on  the  gas  given  off  do  not  act  equally 
promptly  with  currents  of  different 
strength.  The  most  promising  system  is 
one  in  which  the  state  of  the  cell  is 
shown  by  the  specilic  gravity  of  the 
liquid.  Very  little  ingenuity  is  required 
to  develop  this  into  a  satisfactory  system. 
But  we  cannot  depend  upon  one  master- 
cell,  since  it  is  only  when  charging  in 
Parallel  that  all  cells  act  alike.  If  we 
ave  several  master-cells  in  each  battery, 
all  of  which  must  act  together  to  cut  off 
the  dynamo,  I  think  we  might  depend 
upon  their  action.  The  function  of  the 
switch  is — first,  when  the  £.  M.  F.  of  the 
battery  is  to©  high,  to  cut  out  the  dyna- 
mo circuit  from  the  battery,  to  give  a 
through  connection  to  the  dynamo  cur- 
rent, and  to  switch  in  two  additional  cells 
to  the  lamp  circuit;  second,  when  the 
E.  M.  F.  of  the  battery  is  too  low,  to 
break  the  charging  current,  to  connect 
the  battery  to  it,  and  to  cut  off  two  cells 
from  the  lamp  circuit.  These  are  all  or- 
dinary things  which  can  easily  be  done. 

But  even  without  automatic  action  of 
this  sort  there  are  many  large  installa- 
tions where  it  would  be  economical  to 
use  secondary  batteries,  even  if  attend- 
ants had  to  be  continually  examining  the 
state  of  the  cells.  The  engineer  who  is 
designing  an  installation,  if  he  does  his 
duty,  calculates  the  cost  of  every  method 
of  working  which  can  be  feasible. 

The  cost  is,  of  course,  an  important 
item,  and  were  it  not  that  this  system 
introduces  a  great  saving  in  copper  con  - 
ductors  and  machinery,  it  would  often  be 
too  expensive  to  work.    We  may  take 


the  cost  of  batteries  at  about  £3  per 
lamp  of  60  watts.  The  saving  in  copper 
conductors  is  proportional  to  the  number 
of  batteries  put  in  series.  There  is  also 
a  saving  in  dynamos  and  engines.  If  we 
take  four  hours  as  the  average  time  of 
using  the  lamps,  we  charge  them,  say,  for 
six  hours  in  the  day-time,  and  we  use  the 
dynamos  as  well  as  the  batteries,  during 
the  greater  part  of  the  night.  Thus  we 
require  batteries  and  dynamos  for  only 
about  one-half  of  the  number  of  lamps 
generally  in  use.  This  brings  the  cost 
of  batteries  down  to  £1  10s.  per  lamp, 
and  the  cost  of  dynamos  and  engines 
from  about  £1  per  lamp  (the  usual  cost 
for  a  direct  service)  to  10s.  per  lamp. 
This  makes  a  total  cost  of  £2  per  lamp, 
as  against  £1  by  a  direct  service.  When, 
we  have  made  a  further  reduction  for  di- 
minished size  of  conductors,  and  an  in- 
crease for  additional  attendance,  we  are 
in  a  position  to  compare  the  two  systems. 
But  these  figures  vary  so  enormously 
that  it  is  impossible  to  estimate  them  xm- 
less  one  has  the  details  before  him.  We 
may  say  safely,  however,  that  in  large 
districts  there  is  economy  in  secondary 
batteries,  and  in  small  districts  in  a  di- 
rect service.  But  the  advantage  of  not 
being  dependent  on  the  constant  perfec- 
tion of  machinery  is  very  great,  and 
avoids  the  necessity  for  so  complete  a 
duplication  of  the  parts.  Of  course  the 
cost  of  working  must  also  be  made  out, 
allowing  for  a  loss  of  at  least  20  per 
cent,  in  transforming  through  the  sec- 
ondary batteries. 

The  number  of  ways  of  using  second- 
ary batteries  is  great,  but  there  are  no 
engineering  difficulties  in  the  distribu- 
tion, and  I  may,  therefore,  content  my- 
self with  having  drawn  attention  to  the 
general  advantages  of  using  them. 

Among  the  many  special  appliances 
used  in  this  kind  of  work  I  am  glad  to 
be  able  to  show  you  some  useful  things 
supplied  by  the  Electrical  Power  and 
Storage  Company. 

Perhaps  th^  most  important  of  these 
is  a  switch  for  large  currents,  in  which  a 
number  of  concentric  tubes  liave  a  longi- 
tudinal slot  into  which  the  arm  of  the 
switch  is  forced.  *  The  split  tubes  haves 
certain  amount  of  spring,  and  literally 
cut  into  the  arm  of  the  switch,  and  so 
make  good  metallic  contact.    The  one  be- 


SOME  POINTS  IN  ELECTRICAL  DISTRIBUTION. 


287 


fore  you  has  been  thoroughly  tested  with 
1,500  amperes  passing  through  it. 

Another  appliance  is  an  automatic 
switch  to  reduce  to  number  of  cells  in 
the  lamp  circuit  when  the  dynamo  is 
charging  the  cells,  and  vice  versa. 

A  third  is  a  cut-out  to  prevent  dam- 
age to  the  charging  dynamo  by  an  acci- 
dental falling  off  of  speed.  It  has  this 
peculiarity,  that  it  puts  the  battery  in 
circuit  again  so  soon  as  the  dynamo  re- 
sumes it  functions. 

In  concluding  this  part  of  my  subject 
I  would  draw  your  attention  to  the 
scheme  of  Lighting  the  Vienna  Opera 
House.  The  dynamos  are  by  Messrs. 
Grompton,  of  72,000  watts  each,  and  are 
driven  by  direct-acting  Willans  and 
Bobinson  engines.  I  am  told  that  they 
give  an  electrical  horse-power  for  3.7  lbs. 
of  coal.  The  secondary  batteries  are 
supplied  by  the  Electrical  Power  and 
Storage  Company.  The  three-wire  sys- 
tem is  adopted,  110  cells  are  ordinarily 
in  use  with  each  circuit,  and  6  additional 
ones  are  available  to  keep  the  electric 
pressure  constant.  ^ 

Seoondabt  Generators. 

I  now  come  to  speak  of  secondary 
generators,  and  since  the  principles 
which  regulate  their  action  are  rather 
nove),  it  may  be  well  if  I  spend  a  httle 
more  time  in  describing  their  action  than 
I  would  otherwise  do  in  a  lecture  treat- 
ing chiefly  of  the  manner  of  laying  main 
conductors. 

Everyone  knows  the  principle  of  the 
induction  coil.  It  consists  of  a  core  of 
iron  surrounded  by  a  coil  of  insulated 
wire  called  the  primary  coil,  and  by  an- 
other one  of  insulated  wire  called  the 
secondary  coil.  The  secondary  usually 
contains  a  larger  number  of  turns  and 
finer  wire  than  the  primary.  The  cur- 
rent in  the  primary  is  alternately  made 
and  broken  by  a  simple  automatic  means. 
This  magnetizes  and  demagnetizes  the 
iron  core.  This  is  equivalent  to  intro- 
ducing and  withdrawing  a  magnet  into 
and  out  of  the  secondary  coil,  and  sets  up 
currents  in  the  secondary  coil. 

The  electromotive  force  created  in  each 
turn  of  the  secondary  coil  is  measured  by 
the  number  of  magnetizations  per  second, 
and  by  the  strength  of  the  magnetization. 
The  latter  is  generally  proportional  to 
the  number  of  turns  in  the  primary,  and 


to  the  current  flowing  through  ii  Thus 
the  electromotive  force  in  the  secondary 
coil  depends  (1),  on  the  number  of  turns 
in  the  primary ;  (2),  on  the  number  of 
turns  in  the  secondary;  (3),  on  the 
strength  of  current  in  the  primary ;  and 
(4),  on  the  number  of  makes  and  breaks 
in  the  primary  current.  Thus,  by  having 
a  large  number  of  turns  in  the  secondary 
coil,  and  a  small  number  in  the  primary, 
a  very  high  electromotive  force  can  be  ob- 
tained from  a  small  battery  connected 
with  the  primary. 

If,  on  the  other  hand,  a  high-tension 
interrupted  current  were  sent  through 
the  fine-wire  coil  we  could  get  a  large 
current  from  the  thick-wire  coiL 

Now,  to  feed  a  number  of  glow  lamps 
in  parallel  we  require  a  large  current, 
but  this  requires  a  large  conductor.  Here 
it  was  proposed  to  use  a  high-tension  al- 
ternate current  (which  acts  just  like  an 
interrupted  current)  by  a  thin  conductor 
from  the  works  to  the  place  of  consump- 
tion, and  there  to  transform  it  into  a 
current  of  large  quantity. 

Then,  again,  another  idea  was  thrown 
out.  This  was  to  carry  the  alternate  cur- 
rent by  a  thin  conductor  around  a  large 
district,  and  at  intervals  to  pass  it 
through  the  first  coil  of  induction  coils, 
using  the  second  coil  to  supply  the  lamps. 
Thus  we  should  have  a  high-tension  cur- 
rent disconnected  from  the  service  con- 
ductors, and  furnishing  them  all  with  a 
low-tension  current. 

Induction  coils  used  in  this  way  have 
been  called  secondary  generators  or  trans- 
formers. The  perfection  of  manufacture 
of  such  apparatus  consists  in  getting  a 
maximum  of  induction  and  a  minimum  of 
heating.  This  has  been  admirably  ac- 
complished in  the  generators  of  Messrs. 
Goulard  and  Qibbs.  Instead  of  wire,  the 
coils  are  made  of  copper  disks,  or  flat 
rings  split  at  one  point,  and  with  ears  pro- 
jecting outward  at  the  split.  These  discs 
alternately  belong  to  the  primary  and  sec- 
ondary circuit,  and  successive  discs  of 
each  circuit  have  the  ears  soldered  to- 
gether in  such  an  order  as  to  make  up  a 
spiral.  The  iron  core  is,  of  course,  made 
of  iron. 

Although  the  even  discs  belong  to  the 
primary  and  the  odd  ones  to  the  second- 
ary, it  does  not  follow  that  alternate 
discs  should  be  coupled  together.  We 
may  couple  the  1st,  5tn,  9th,  &c.,  together, 
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and  also  the  dd,  7th,  11th,  &o.,  so  as 
to  form  two  secondary  circuits,  which 
may  be  combined  in  parallel.  The  num- 
ber of  possible  modincations  of  this  sort 
is  very  great. 

When  the  primary  coil  is  magnetizing 
and  demagnetizing  the  iron  core,  the  lat- 
ter sets  up  a  counter  electromotive  force 
in  the  coil,  and  thus  the  current  is  largely 
diminished.  But  when  there  is  no  exter- 
nal resistance  in  the  secondary  coil,  that 
coil  being  short  circuited,  then  any  mag- 
netization and  demagnetization  of  the 
core  starts  a  current  in  the  secondary 
coil,  opposite  in  direction  to  that  in  the 
primary  and  almost  equal  to  it.  Thus 
the  iron  cannot  get  much  magnetized,  for 
it  is  surrounded  by  two  opposing  cur- 
rents almost  equal  in  amount.  In  this 
case,  therefore,  the  primary  has  little  or 
no  counter  electromotive  force  opposing 
it,  and  consequently  it  flows  more  freely. 
This  explains  a  thing  which  often  puzzles 
the  beginner,  viz.,  that  with  a  constant 
electromotive  force  in  the  dynamo  the 
current  in  the  primary  is  stronger  when 
the  secondary  circuit  is  closed  than  when 
it  is  open. 

Very  little  energy  is  expended  in  mag- 
netizing and  demagnetizing  iron  wires. 
Thus  there  is  really  no  loss  of  energy  in 
the  transformation,  except  that  due  to 
the  heating  of  the  conductors,  of  which 
the  coils  are  constructed,  which  is  equal 
to  the  square  of  the  current  multiplied 
by  the  resistance.  The  loss  of  energy, 
which  could  not  be  accounted  for,  has 
been  shown  by  Professor  Ferraris  to  be 
less  than  1  per  cent.,  and  the  practical 
eflSciency  of  the  generator  amoimts  to  as 
much  as  95  per  cent. 

The  theory  of  the  secondary  genera- 
tors is  very  like  that  of  the  alternate  cur- 
rent dynamo,  if  the  reversals  of  magnet- 
ism of  the  armature  were  given  by  re- 
versing the  currents  in  the  field  magnets 
instead  of  by  mechanical  motion. 

Coming  now  to  distribution  by  second- 
ary  generators  we  find  we  must  use  the 
same  principles  as  in  direct  distribution. 

Parallel  Distribution.— "Let  us  take 
this  case  first.  To  do  this  economi- 
cally we  might  lead  two  thin  wires 
over  the  district  and  couple  second- 
ary generators  to  them.  The  condition 
of  being  able  to  have  constant  elec- 
tric pressure  in  the  lamps  is  that  the 
electric  pressure  at  the  terminals  of  the 


primary  should  be  constant.  Here  we 
meet  the  same  difGlculty  as  was  experi- 
enced in  direct  supply.  Consider  tliree 
generators — 1,  2,  3.  If  the  lamps  are  all 
on  in  all  three  cases,  then  the  pressure 
for  No.  3  is  less  than  for  No.  2,  and  that- 
again  is  less  than  for  No.  1.  Suppose 
you  try  to  rectify  this  by  using  lamps  of 
lower  pressure  at  the  far  stotion.  In 
this  case  suppose  the  lamps  in  No.  2  are 
extinguished,  then  the  pressure  in  No.  3^ 
will  go  up  and  tend  to  injure  the  lamps. 
If  you  ti^^  to  correct  this  at  the  central 
station  you  will  lower  the  pressure  of 
No.  1  till  perhaps  it  only  bums  red. 
This  difficulty  is  exactly  the  same  as  in 
the  direct  service.  The  remedy  is  of  the 
same  kind.  You  must  use  the  gener- 
ators  as  distributing  boxes  (see  my  Can- 
tor. Lectures,  1885),  with  separate  wires 
from  the  engine  to  each  generator,  each 
one  being  fed  with  a  different  pressure 
from  the  engine  house.  There  is  no  ob- 
jection to  it  except  (1)  that  you  must  use 
a  large  number  of  conductors,  and  (2) 
you  must  introduce  the  full  pressure  of 
the  high  tension  current  into  each  house. 

Finally,  we  come  to  distribution  by 
generators  in  series.  Here  we  have  the 
best  effect.  A  single  wire  goes  round 
the  circuit ;  if  a  double  wire  is  used,  to 
prevent  affecting  telephones,  it  is  half 
the  weight,  and  generators  are  alternately 
put  on  one  wire  and  the  other  all  round 
the  district,  and  each  pair  of  wires  ends 
at  a  point  far  from  the  station.  Suppose 
we  use  10,000  volts,  we  may  have  100 
generators  in  series,  each  using  100  volts^ 
or  we  may  make  any  other  arrangement. 
If  it  were  done  as  I  say,  then  following 
out  the  data  of  my  Cantor  Lectures,  a 
wire  of  one  square  inch  section  will  carry 
current  enough  for  100,000  lamps  each 
consuming  60  watts. 

In  this  arrangement  we  must  send  a 
constant  current  through  the  circuit. 
This  is  actually  done  by  tiie  introduction 
of  resistances.  It  ought  to  be  done 
either  by  an  electric  governor  on  the 
steam-engine,  or  by  compound  winding 
the  alternate  current  machine,  a  matter 
about  which  there  is  no  difficulty  at  alL 

But  how  are  we  to  attain  to  constant 
electric  pressure  in  the  lamps  when  we 
have  got  our  constant  current  t  This  ia 
a  problem  which  has  puzzled  many  peo- 
ple, and  many  have  come  to  the  conclu- 
sion that  it  is  impossible  to  do  it  without 
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mechanism.  This  used  to  be  done  by 
antomaiioally  introducing  the  iron  core 
farther  or  less  far  into  the  coils.  It  is 
now  done  without  any  relative  movement 
of  the  parts.  This  is  the  last  triumph 
which  has  been  added  to  a  series  of  la- 
borious experiments  which,  year  by  year, 
have  brought  us  nearer  to  a  solution  of 
our  difficulties.  I  am  not  at  liberty  to 
explain  the  modus  operandiy  but  I  have 
seen  it  at  work,  and  it  is  very  satisfac- 
tory. 

The  theory  of  secondary  generators 
has  been  so  little  studied,  except  by  spe- 
cialists, that  I  have  thought  it  might  be 
advantageous  to  many  if  I  added  to  this 
paper  the  formulae  which  represent  the 
electric  current  and  pressure  as  depend- 
ing upon  the  resistances  and  mutual  in- 
duction of  the  vanous  parts.  These 
data  will  be  found  in  an  Appendix  to  the 
present  paper. 

I  do  not  think  it  would  be  consistent 
with  the  objects  of  this  paper  to  describe 
the  specific  differences  between  different 
kinds  of  secondary  generators,  or  to  at- 
tempt to  give  reasons  for  choosing  one 
of  these  forms  rather  than  another.  I 
would  merely  draw  attention  to  the  bril- 
liant experiments  on  self-induction  by 
Professor  Hughes,  described  in  his  intro- 
ductory address  as  president  to  the  So- 
ciety of  Telegraph  Engineers  and  of 
Electricians.  Professor  Hughes  has  dis- 
covered a  new  and  hitherto  unnoticed 
source  of  waste  of  energy  in  self  induc- 
tion, to  remedy  which  it  is  essential  to 
have  the  coils  of  the  secondary  generator 
made  of  discs. 

I  should  also  like,  before  leaving  the 
subject,  to  dispel  a  growing  error  from 
the  minds  of  some  electricians.  In  speak- 
ing of  different  secondary  generators, 
some  persons  are  in  the  habit  of  speaking 
of  one  inventor^s  generator  being  used 
on  a  parallel  system,  another  on  a  series 
system.  This  distinction  is  quite  illusory. 
A  generator  made  on  any  system  is 
equallv  suitable  for  all  kinds  of  distribu- 
tion, ami  if  an  inventor  states  that  his 
generator  is  only  suited  for  one  system 
of  distribution  he  displays  his  ignorance, 
and  shows  that  he  has  yet  much  to  learn 
before  he  can  say  he  understands  the 
theory  of  secondary  generators. 

Last  year,  when  speaking  in  my  Cantor 
Lectures,  I  said  that  the  Grosvenor  Gal 
lery  installation  would  be  followed  with 


interest  by  engineers.  I  considered  thai 
it  was  a  new  test.  Up  to  that  time  the 
method  had  been  apphed  only  to  light 
districts  where  the  number  of  lamps  was 
constant  It  was  not  proved  that  the^ 
method  was  suitable  to  the  cases  where 
lamps  might  at  any  moment  be  extin- 
guished. Two  things  were  necessary  for 
this,  (1)  regulation  of  the  current  from 
the  dynamo,  and  (2)  automatic  regulation 
of  the  electric  pressure  in  the  sec- 
ondary circuit.  Neither  of  these  had 
then  been  accomplished  in  a  manner 
which  satisfied  me,  and  I  certainly  con- 
sidered it  was  a  very  bold  step  on  the 
part  of  the  Sir  Coutts  Lindsay  to  adopt 
a  system  which  was  then  so  imperfect. 

I  am  satisfied  now  that  self-regulation 
of  the  secondary  circuit  is  sufficiently 
perfect  for  practical  purposes,  even  when 
the  generators  are  in  series  ;  and  t  have 
pointed  out  to  Messrs.  Gaulard  and 
Gibbs  a  further  development  which,  in 
my  opinion,  will  make  their  system  even 
more  perfect.  The  one  weak  point  in  the 
Grosvenor  Gallery  installation  is  the 
regulation  of  the  current  from  the  dy- 
namo. Out  of  the  four  or  five  different 
methods  by  means  of  which  this  can  be 
done,  the  worst  has  been  applied  up  to. 
this  time,  viz.,  hand-regulation^  The  re- 
sult is  a  frequent  flicker  in  the  Hghts.. 
Still,  when  we  consider  that  seven  miles 
of  route  has  been  covered  by  the  wires 
of  this  small  association,  and  that  on  the 
whole  great  satisfaction  is  expressed  by 
the  users  of  the  Hght,  I  must  say  that. 
Sir  Coutts  Lindsay  and  his  friends  are  to 
be  congratulated  on  the  great  steps  they 
have  made  toward  success. 

In  conclusion,  I  wish  briefly  to  allude 
to  the  present  condition  of  electric  light- 
ing, and  the  prospects  of  economical  dis- 
tribution from  central  stations. 

I  have  always  maintained  that  there 
were  three  causes  which  retarded  the 
progress  of  electric  lighting : — (1), 
financial  speculation ;  (2),  the  Electric 
Lighting  Act  of  1882 ;  and  (3),  the  un-  , 
suitability  of  the  schemes  of  electrical 
distribution  propounded  by  the  con- 
tractors. I  will  say  a  few  words  on  each 
in  turn. 

From  the  year  1881  to  1883  this  coun- 
try was  the  scene  of  a  most  senseless- 
speculation,  started  by  clever  men  of 
business,  who  took  advantage  of  the  in- 
terest in  electric  lighting  caused  by  the= 
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Paris  and  Crystal  Palace  Exhibitions, 
and  supported  by  dupes  whose  ignorance 
of  electrical  matters  was  only  equaled  by 
their  want  of  common  sense  as  business 
men.  These  men  combined  to  purchase 
for  large  sums  the  right  to  use  the  ap- 
paratus of  some  particular  manufacturing 
&m  in  a  special  locality.  They  never 
asked  any  competent  person  whether  this 
firm's  apparatus  was  better  or  worse  than 
that  upon  which  there  were  no  royalties 
to  pay.  Those  who  were  not  clever 
enough  to  get  out  of  the  affair  before  the 
bubble  burst  were  the  sufferers,  and  the 
consequence  was  a  panic  in  connection 
with  electric  lighting  which  has  hardly 
yet  subsided. 

With  matured  knowledge  confidence  is 
again  being  restored,  because  the  public 
letoi  from  competent  and  disinterested 
persons  that  economical  electric  lighting 
can  be  accomplished  without  the  neces 
eity  for  paying  the  heavy  royalties  for- 
merly demanded. 

I  trust  that  the  warning  of  1882-3 
will  not  be  lost  on  financiers,  and  that 
they  will  not  be  misled  by  untried  but 
tempting  schemes  unsupported  by  capa- 
ble men  of  science. 

The  next  cause  which  has  deterred 
•electric  lighting  is  the  Act  of  1882.  This 
is  an  Act  to  give  undertakers  the  right 
to  break  up  streets  in  order  to  lay  con- 
ductors, under  certain  conditions.  It  is 
these  conditions  which  are  so  unjust, 
^ome  of  our  legislators,  looking  at  the 
monopolies  which  exist  in  gas  supply, 
are  afraid  that  electric  lighters  will  raise 
another  monopoly.  Consequently,  they 
determined  to  hamper  the  electric  light- 
ing industry  with  conditions  different  to 
those  imposed  upon  gas,  and  more 
stringent.  They  succeeded  well,  for  they 
laid  down  such  conditions  that  no  sane 
man  would  invest  in  such  a  speculation. 
You  would  have  thought  it  natural,  I 
doubt  not,  that  if  the  gas  monopoly  was 
truly  so  very  irksome,  the  encourage- 
ment of  a  rival  illuminant  would  have 
been  the  best  cure  for  the  evil,  whereas 
our  legislators  acted  as  if  they  were  par- 
ties interested  in  maintaining  the  gas 
monopoly,  for  they  imposed  such  restric- 
tions as  rendered  it  impossible  for  elec- 
iaicity  to  be  supplied  to  the  public.  Let 
me  name  one  of  their  wise  provisions : 
At  the  end  of  twenty-one  years  the  local 
authorities  can,  if  they  please,  buy  from 


the  company  supplying  electricity  the 
whole  of  their  plant  at  the  price  of  old 
material,  without  paying  a  farthing  for 
goodwill  or  future  profits,  or  past  ex- 
penses in  experimental  and  unprofitable 
work. 

If  then  a  company,  after  twenty-one 
years,  were  just  making  headway,  and 
paying  a  dividend  of  5  per  cent,  on  their 
capital,  the  corporation  would  buy  them 
up  for  perhaps  a  third  of  that  capital, 
and  get  15  per  cent.  But  the  case  is 
even  worse  if  the  company  is  not  yet 
earning  a  fair  dividend,  for  then  the  cor- 
poration may  hang  over  the  company  like 
a  usurer  over  his  victim,  and  each  seven 
years  it  has  the  right  to  purchase  the 
plant  or  not,  and  on  the  same  terms  as 
before. 

Now,  I  agree  with  those  who  contend 
that  electricity  should  be  allowed  to  com- 
pete with  gas  under  the  same  disabiUtieSy 
and  tirith  the  same  advantages.  This  is 
not  doubling  a  monopoly ;  it  is  splitting 
it  into  two,  and  destroying  the  monopoly, 
by  allowing  competition.  If  our  legis- 
lators are  not  trying  to  uphold  the  gas 
monopoly,  they  must  take  this  view.  In 
any  case  the  public  have  shown  that  they 
will  not  submit  to  be  deprived  by  legis- 
lation of  this  illuminant.  The  Board  of 
Trade,  I  hear,  have  perceived  their  error, 
and  are  prepared  to  yield  a  little ;  but  if 
they  do  not  enable  us  to  have  electricity 
supplied  to  us,  we,  the  public,  must  force 
their  hand. 

Still,  electric  lighting  is  not  quite  de- 
pendent on  this  Act.  Local  authorities 
have  no  penalties,  and  I  would  strongly 
urge  them  to  take  the  matter  up,  for  we 
have  now  arrived  at  a  stage  when  it  is 
safe-  and  profitable  to  establish  electric 
lighting  on  a  large  scale. 

Again,  you  must  remember  that  the 
disabilities  of  the  Act  apply  only  to  those 
who  lay  their  conductors  underground 
and  wish  to  break  up  the  street.  Sir 
Coutts  Lindsay  has  taught  us  how  to 
defy  the  Electric  Lighting  Act  by  pass- 
ing the  vrires  overhead.  Those  sviieQ  do 
not  suffer  Uke  telegraph  wires  in  snow 
storms,  for  the  electric  current  melts  the 
snow. 

The  third  cause  which  deterred  the 
progress  of  electric  lighting,  was  the  un- 
suitability  of  schemes  9f  distribution 
which  were  proposed.  I  was  impressed 
with  this  weak  point  at  an  early  date. 
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Sir  William  Thomson  was  the  first  to 
touch  on  the  matter  when  he  announced 
his  law  of  the  economical  size  of  con- 
•dnctors.  Bat  t}ie  engineer  had  no  tables 
to  guide  him  as  to  the  safety  of  these 
43izes  of  conductors  in  the  matter  of  heat- 
ing. I  attacked  this  problem  first  in 
order  to  clear  the  way  for  scientific 
methods  of  dealing*  with  distribution. 
In  a  paper  read  before  the  Society  of 
Telegraph  Engineers  and  of  Electricians, 
in  1883, 1  computed  from  the  facts  well 
^own  to  physicists,  the  heating  of  dif- 
ferent-sized conductors  with  different 
•ourrents,  whether  the  conductors  were 
bare,  insulated  or  buried.  I  had  already, 
in  a  communication  to  the  British  Asso- 
ciation in  1882,  shown  by  experimental 
evidence,  that  the  generally  accepted 
laws  required  modification  when  we  dealt 
"with  small  wires. 

The  way  being  thus  cleared,  I  attacked 
the  problem  of  distribution  generally, 
studying  the  various  schemes  which  had 
been  proposed  or  put  in  practice.  My 
conclusions  were  published  in  the  Can- 
tor Lectures  in  1885,  and  the  most  useful 
result  was  to  announce  a  series  of  defin- 
ite rules  which  must  be  attended  to  in 
order  to  provide  an  economical  distribu- 
tion. Since  then  some  progress  has  been 
made,  and  the  present  paper  will,  I  hope, 
bring  the  subject  pretty  well  up  to 
•date. 

The  work  which  I  undertook  has  been 
laborious,  but  it  has  been  a  very  humble 
effort.  I  have  brought  forward  hardly  a 
single  fact  which  could  not  have  been 
foreseen  by  the  competent  engineer. 
But  I  think  I  have  saved  others  from 
wasting  their  energy  in  repeating  much 
of  the  work  which  is  laborious ;  and  I 
Also  trust  that  the  outcome  is  a  set  of 
rules  to  guide  those  engineers  whose 
purely  scientific  knowledge  may  be  a 
little  defective  from  falling  into  the  gross 
errors  which  have  been  so  apparent  in 
nearly  all  attempts  at  lighting  by  elec- 
tricity on  a  large  scale  which  have  been 
made  in  the  past. 

I  now  close  the  subject  for  a  time,  and 
if  the  labor  I  have  bestowed  upon  it 
leads  in  any  slight  measure  to  establish- 
ing one  department  of  electrical  engi- 
neering on  a  sound  scientific  basis,  I  shall 
feel  that  in  the  work  I  have  undertaken 
1  have  been  of  some  little  use  to  my  gen- 
•eration. 


Appendix. 

The  following  formulae  give  the  cur- 
rents and  electromotive  forces,  on  the 
assumption  that  the  magnetism  of  the 
core  varies  as  the  sum  of  the  currents  in 
the  two  coils. 

The  E.  M.  F.  of  the  dynamo  is  assumed 
as  being : 

E  sin,  mt 
Then  the  primary  current     =1  sin 

{mt-^y) 
[  secondary  current=r  sin 

{mt  +  y') 


r=E' 


r»/*-t-(r-t-r')*C 


Where  C  is  a  coiistant : 

r  =  resistance  of  primary  circuit ; 

r'=  "  secondary  circuit. 

Also  the 

potentials  at  primary  terminals  =  v ; 
and  **  secondary  terminals =w' ; 

where  v  =  V  sin.  (mt  +  <p) 
t;'=Vsin.  (mt-\-(p') 

rV-t-(r-t-r')'C' 

p  and  p'  being  the  resistances  of  the 
primary  and  secondary  coils. 

Discussion. 

Professor  Hughes,  F.  R.  S.,  said  in 
his  latest  researches  he  had  found  that 
the  maximum  induction  in  iron  took 
place  when  the  iron  was  in  the  round 
form.  If  it  was  flattened,  so  that  the 
contiguous  portions  of  the  current  be- 
came separated  from  each  other,  the  cur- 
rent was  very  weak ;  it  had  not  one-tenth 
of  its  previous  capacity.  In  the  case  of 
copper  wire  flattened,  the  reduction  in 
the  self-induction  was  about  60  per  cent. 
Taking  iron  wire  and  passing  a  current 
through  it,  if  you  wished  to  have  a  sec- 
ondary current  parallel  to  it,  the  self- 
induction  prevented  the  current  acting 
on  the  secondary  coil ;  in  fact,  the  force 
of  the  electric  current  was  used  up  in 
doing  internal  work.  By  flattening  it,  it 
re-acted  on  another  wire  to  its  full  force, 
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80  that  the  energy  which  would  have 
been  used  in  self -induction,  was  trans- 
formed into  the  secondary  current.  He 
had  not  the  slightest  doubt  that  if  this 
method  were  adopted,  enormously  more 
power  could  be  obtained  from  the  sec- 
ondary coiL  When  the  two  wires  were 
flattened,  the  portions  contiguous  to  each 
other  did  not  re-act  on  each  other  with 
the  same  strength,  but  re  acted  on  any 
portion  near ;  consequently,  when  there 
was  another  flattened  sheet  superposed, 
you  had  it  in  the  nearest  possible  prox- 
imity. It  was  yery  remarl^ble  that  the 
same  results  at  which  he  had  arrived 
theoretically  should  have  been  worked 
out  experimentally  by  Messrs.  Gktulard 
and  Gibbs,  and  they  had  arrived  at  the 
best  possible  conditions  he  could  con- 
ceive for  constructing  a  secondary  coil. 
He  had  only  one  fault  to  find  with  it ; 
the  generator  itself  seemed  perfect,  but 
it  required  intermittent  currents,  and, 
therefore,  it  seemed  to  him  there  must 
be  a  loss  in  the  line.  He  had  been  much 
interested  in  the  paper,  and  hoped  Pro- 
fessor Forbes  would  continue  his  investi- 
gations on  this  subject  which  he  had 
made  peculiarly  his  own. 

M.  Gaulard  (who  spoke  in  French) 
thanked  Professor  Forbes  for  his  remarks 
upon  the  actual  conditions  and  future  pros- 
pects of  the  apparatus  with  which  he  was 
associated.  He  also  thanked  Professor 
Hughes  for  his  expressions  respecting 
the  mode  of  construction  adopted,  and 
in  answer  to  the  objection  as  to  the  great 
loss  caused  by  the  use  of  alternate  cur- 
rents for  leads  of  gi-eat  length,  he  said 
he  could  rely  upon  the  experiments  made 
with  their  apparatus,  and  reassure  Pro- 
fessor Hughes  entirely  on  this  subject. 
Their  apparatus  was  constructed  with 
two  parallel  circuits,  forming  spirals  in 
the  same  direction.  In  order  to  obtain 
in  the  secondary  circuit  a  variable  electro- 
motive force,  they  had  contrived  to  unite 
in  parallel  and  inverse  directions  the  two 
circuits,  and  they  had  found  that  if  in 
these  conditions  they  sent  through  them 
an  alternating  current,  the  difference  of 
potential  at  the  ends  of  the  spirals  was 
directly  proportioned  to  the  resistance 
in  the  leads.  If,  on  the  other  hand,  they 
interposed  in  one  of  the  connections  a 
resistance,  they  found  that  the  diflerence 
of  potential  at  the  two  ends  of  the  sec- 
ondary circuit  was,  to  a  certain  extent, 


directly  proportioned  to  that  resistance^ 
From  these  observations  it  followed  that 
if  the  leads  consist  of  two  parallel  wires, 
and  currents  in  opposite  directions  are 
sent  through,  not  only  no  phenomenon 
of  induction  on  the  outer  external  circuit 
can  appear,  but  no  self-induction  on 
these  two  leads  can  exist  any  more.  As 
a  practical  demonstration  of  these  resulta 
he  quoled  the  experiments  made  in  1884, 
near  Turin,  on  a  line  of  80  kilometers, 
which  the  kindness  of  the  Telegraph 
Administrators  of  the  Government  had 
allowed  them  to  establish  on  their  tele- 
graph poles.  By  reason  of  the  limited 
space,  the  two  wires  (out  and  home)  were 
placed  at  a  distance  of  15  centimeters- 
from  each  other,  and  at  the  same  dis- 
tance from  the  telegraph  wires.  When 
properly  insulated,  the  telegraph  engin- 
eers ascertained  that  their  apparatus  had 
not  been  affected  by  any  induction,  and 
the  jury,  in  determining  the  loss  by  the 
resistance  in  the  leads,  likewise  ascer- 
tained that  this  loss  was  equal  to  th& 
produce  of  the  square  of  the  intensity  of 
the  current  in  the  lead  by  its  own  resist- 
ance. 

Mr.  Kapp  said  he  did  not  know  muck 
about  the  distribution  of  electricity,  but 
he  should  hke  to  add  one  more  to  the 
list  of  improvements  which  had  been 
placed  at  the  service  of  the  electrical  en- 
gineer, and  that  was  the  redaction  which 
had  been  made  in  the  speed  of  the  dy- 
namo. If  electricity  were  to  be  distrib- 
uted for  domestic  use,  you  must  be  quite 
sure  that  there  should  be  no  breakdown ;. 
that  was  an  imperative  necessity,  and  the 
best  way  to  ensure  that  was  not  to  drive 
the  machine  at  too  high  a  rate  of  speed. 
Within  the  last  few  years  the  tendency 
had  been  to  reduce  the  speed  of  dynamos 
by  designing  them  in  a  more  scientific 
way,  making  use  of  stronger  fields,  and 
of  altogether  better  mechanical  construc- 
tion. Machines  were  now  running  at 
half  the  speed  of  those  constructed  a  few 
years  ago,  and  in  this  way  the  chances  of 
failure  were  enormously  reduced. 

Mr.  B.  Drake  remarked  that  Professor 
Forbes  had  drawn  attention  to  the  differ- 
ent ways  in  which  electricity  might  be 
distributed  for  lighting  purposes,  but 
had  not  fully  compared  the  relative  ad- 
vantages and  disadvantages  of  the  dif- 
ferent systems.  On  behalf  of  secondary 
batteries,  he  would  claim  advantage  in. 
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the  practical  impossibility  of  totally  ex- 
tinguishing a  district  through  the  failure 
•of  a  single  wire.  No  doubt  there  were 
many  points  which  might  ba  claimed  on 
behalf  of  secondary  generators,  such  as 
the  first  cost  being  less,  and  there  being 
stronger  metals  in  use,  which  would  be 
likely  to  last  longer  than  lead  plates,  but 
At  the  same  time  the  contingency  of  a 
station  being  extinguished  all  at  once 
was  an  important  consideration,  and  the 
fact  of  the  engine  having  to  be  run  to  its 
full  power  whenever  all  the  lights  were 
required  would  more  than  balance  the 
small  extra  cost  of  the  accumulators  in 
the  first  instance.  The  question  had 
been  raised  as  to  the  different  details  of 
apparatus  necessary  in  connection  with 
secondary  batteries ;  they  had  been  ex- 
perimenting with  every  kind  of  apparatus 
for  the  last  eighteen  months,  with  a  view 
to  ascertain-  how  far  it  was  really  worth 
while  to  complicate  the  system  by  putting 
in  automatic  contrivances,  and  after  de- 
signing all  sorts  of  apparatus,  they  had 
come  to  the  conclusion  that  the  whole 
thing  ought  to  be  kept  as  simple  as  pos- 
sible. For  instance.  Professor  Forbes 
had  referred  to  an  apparatus  by  which, 
when  the  dynamo  started  charging,  the 
number  of  cells  in  circuit  might  be  re- 
duced. That  was  a  very  easy  mechanical 
problem  to  solve,  and  such  an  apparatus 
had  been  made ;  it  was  designed  specially 
for  train  lighting,  where  an  accumulator 
was  to  be  placed  in  each  carriage  and 
charged  in  series,  so  that  a  train  might 
be  split  up  without  difficulty,  and  accu- 
mulators charged  in  this  way  would 
xeaUy  be  a  model  of  what  was  required 
on  a  larger  scale  for  district  lighting. 
Then  they  had  to  face  the  question  of 
cutting  off  an  extra  cell  as  soon  as  the 
dynamo  was  put  into  the  cii*cuit ;  but  it 
was  found  that  the  question  of  the  ac- 
cumulators being  either  fully  charged  or 
practically  empty  made  so  much  differ- 
ence to  the  electromotive  force  between 
the  terminals,  that  to  cut  off  any  fixed 
number  of  cells  was  practically  barely 
worth  the  trouble.  When  a  cell  was 
practically  empty,  you  required  only  2.2 
Tolts  to  charge  it  with  a  certain  current, 
whereas  to  get  the  same  current  through 
it  when  the  cell  was  full  required  over 
2.5 ;  the  cutting  off  of  a  definite  number 
of  cells  was  therefore  practically  not 
worth  the  cost  of  the  apparatus.    It  was, 


however,  found  advisable  to  introduce 
some  kind  of  automatic  switch  in  any  in- 
stallation where  the  attendant  ever  had 
to  leave  the  engine.  There  was  again  the 
question  of  the  regularity  of  the  light. 
If  the  engine  power  varied  at  all  where 
secondary  generators  were  used,  that 
variation  was  transmitted  throughout 
the  whole  district ;  if  a  bearing  ran  hot, 
all  the  lights  felt  it ;  and  in  addition  to 
that,  there  was  the  variation  which  Pro- 
fessor Forbes  now  said  had /been  nearly 
overcome,  which  was  due  to  varied  con- 
sumption at  different  points  of  the  cir- 
cuit. With  secondary  batteries  none  of 
these  evils  occurred,  and  if  some  appa- 
ratus could  be  made  reliable  for  cutting 
them  in  and  out  when  fully  charged, 
it  seemed  .to  him  the  solution  of 
the  problem  would  be  complete.  He 
agreed  with  Professor  Forbes  that  the 
specific  gravity  was  the  right  principle 
to  adopt  in  cutting  out  the  accumulators, 
and  that  the  master  cell  system  would  be 
much  improved  by  having  two  master 
cells  which  would  have  to  be  completed 
before  the  automatic  cut-out  would  work. 
The  difficulty  with  the  specific  gravity 
apparatus  was  this  :  The  carrier  which 
carried  the  whole  apparatus  had  to  float 
as  well  as  the  hydrometer,  and  in  order 
to  do  that,  the  cell  oontainiug  it  had  to 
be  enlarged.  In  that  way  the  bulk  of 
the  acid  was  enlarged,  and  consequently, 
the  range  in  specific  gravity  became  so 
extremely  small,  that  you  could  practi- 
cally do  nothing  with  the  small  variation 
of  the  hydrometer.  On  the  other  hand, 
with  the  extremely  small  space  which  was 
necessary  to  get  any  appreciable  varia- 
tion, you  had  to  employ  such  a  small  ap- 
paratus, that  you  could  hardly  rely  on 
its  working  properly.  The  only  way  to 
get  any  results  was  by  a  system  of  relays, 
and  that  was  difficult  near  accumulators, 
because  the  contacts  got  corroded  by  the 
acid.  No  doubt  the  advocates  of  the 
other  system  would  be  able  to  point  out 
objections  to  secondary  batteries,  and  he 
should  be  much  interested  in  hearing 
them. 

Mr.  Shoolbred  said  it  had  been  stated 
that  the  difficulty  of  knowing  the  state 
in  which  secondfiiy  batteries  were,  when 
they  were  fully  charged,  and  when  they 
were  getting  eidbausted,  had  been  got 
over  by  the  use  of   hydrometers.     He 
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should  like  to  know  if  this  had  proved 
really  successful. 

Mr.  Drake  said  he  had  just  been  ex- 
plaining that  the  great  difficulty  was  the 
confined  space.  He  did  not  know  of  any 
case  where  they  had  been  used  practi- 
cally for  actuating  switches  automatically. 

Mr.  Mordey  thought  the  carbon  resist- 
ance gauge  shown  was  very  similar  to  that 
which  had  been  made  for  years  by  the 
Brush  Corporation,  consisting  of  a  series 
of  small  carbon  plates  in  a  case,  with  a 
screw  or  lever  arrangement  to  enable  the 
resistance  to  be  varied  by  alteration  in 
the  pressure.  The  principle  had  been 
used  by  Mr.  Brush  in  his  automatic  regu- 
lator. The  original  principle  he  believed 
was  due  to  M.  Clerat,  who  communicated 
it  to  Professor  Hughes  in*  1867.  With 
regard  to  lamps  of  low  resistance,  he 
might  say  that  on  some  circuits  at  East- 
bourne and  also  at  Brighton,  the  plan 
had  been  in  operation,  not  with  so  low  a 
resistance  as  Mr.  Bernstein  used,  but  so 
low  as  to  allow  of  three  lamps  in  a  group 
being  used,  instead  of  eight  or  nine; 
each  lamp  taking  a  current  of  8.8  am- 
peres, the  normal  working  current  being 
10  amperes.  The  manipulation  of  a 
group  of  lamps  was  very  much  simplified 
when  the  number  was  reduced ;  and  if  it 
could  be  reduced  to  one,  and  a  constant 
current  could  be  maintained  through  the 
circuit,  the  perfection  of  simplification 
would  be  attained  ;  but  even  where  three 
had  been  used  in  a  group,  with  about  15 
volts  at  the  terminals,  Uie  manipulation 
of  each  group  was  not  a  serious  matter. 
Where  people  employed  a  large  number 
of  lights,  they  might  object  to  turn  out 
eight  or  ten,  but  the  same  objection  did 
not  apply  to  a  group  of  three.  He  should 
like  to  ask  if  there  was  any  advantage  in 
using  secondary  generators  in  the  man- 
ner shown  in  the  diagram  in  parallel ;  it 
seemed  to  him  that  all  the  effect  thus 
obtained  could  be  obtained  much  better 
by  the  ordinary  direct  supply.  The  cost 
of  leads  and  the  whole  of  the  problems 
connected  with  the  question  would  be  of 
much  the  same  in  each  case.  Another 
point  in  connection  with  secondary  bat- 
teries was  of  great  scientific  interest, 
and  that  was  as  to  the  actual  loss  of  en- 
ergy in  the  iron  of  the  core  due  to  the 
rapid  magnetization  and  demagnetization. 
There  had  been  a  great  deal  of  discus- 
sion of  late  years  as  to  whether  any  en- 


ergy was  really  lost  in  this  way,  and  it 
was  a  very  difficult  subject  to  work  at, 
because  it  was  almost  impossible  to  dim- 
inate  the  effect  due  to  eddy  currents,  and 
that  due  to  the  turning  over  of  the  mole- 
cules, as  Professor  Hughes  would  call  it. 
In  an  ordinary  dynamo  machine,  where 
the  reversal  of  poUrity  was  not  so  rapid, 
only  400  or  600  revolutions  a  minute,, 
and  the  molecules  only  required  to  be 
turned  over  800  or  1,000  times  a  minute, 
the  difficulty  was  not  felt,  but  in  second- 
ary generator  coils,  where  the  reversal  of 
magnetism  took  place  thousands  of  times 
in  a  minute,  it  would  be  very  different, 
and  he  should  like  to  know  if  the  actual 
loss  had  been  ascertained. 

M.  Gaulard,  in  answer  to  the  observa- 
tions of  Mr.  Drake  respecting  the  great 
loss  which  might  result  from  the  retarda-. 
tion  in  the  molecular  vibrations,  produced 
by  a  very  great  number  of  alternations — 
an  opinion  based  upon  certain  facts  ob- 
served in  the  use  of  a  current  having 
1,000  alternations  per  minute — he  would 
point  out  again  that,  in  the  experiments 
made  by  the  international  jury  of  Turin 
upon  the  secondary  generators  by  the 
most  exact  method,  the  calorimetric 
method,  the  current  used  had  16,000  al- 
ternations per  minute;  the  yield  had 
been  proved  to  be  95  per  cent  This  is 
the  greatest  number  of  alternations  ob- 
tained till  now,  by  an  alternate  current 
machine  of  the  largest  type  known,  and 
perfectly  sufficient,  he  thought,  for  pro- 
ducing the  highest  electromotive  force 
which  may  be  wanted  from  a  practical 
point  of  view. 

The  Chairman  drew  attention  to  the 
several  points  which  had  been  raised  by 
Professor. Forbes,  and  which  had  been 
brought  out  in  the  discussion,  such  as 
the  relation  of  the  size  of  conductor  to 
the  mode  of  distribution,  and  especially 
the  part  played  by  secondary  batteries, 
and  again,  the  important  applications  of 
secondary  generators  so  ably  explained 
by  M.  Gaulard.  Now  that  electric  light- 
ing was  not  going  forward  with  such  hot 
haste  as  it  was  two  or  three  years  ago, 
those  who  were  connected  with  it  h^d 
more  time  to  think  about  the  best  and 
most  efficient  methods  of  doing  the  work, 
and  the  lull  would  be  found  to  be  a  time 
of  great  profit  to  electric  lighting.  We 
may  be  thankful  to  Professor  Forbes  for 
making  the  question  of  the  size  and  ar- 
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rangement  of  conductors  so  much  his 
own,  and  for  giving  us  the  benefit  of  his 
researches  in  this  direction.  We  must 
also  thank  him  for  so  ably  bringing  be- 
fore us  in  the  Cantor  Lectures,  and  in 
bis  paper  this  evening,  the  results  of  a 
^eat  deal  of  thought  and  experiment  on 
the  different  systems  of  lightmg.  Thanks 
to  his  and  other  researches,  we  may  say 
that  electric  lighting  is  on  a  much  more 
stable  basis  than  it  was  three  years  ago. 
When  it  was  stated  that  you  could  de- 
pend on  getting  out  of  storage  batteries 
70  or  80  per  cent,  of  the  energy  em- 
ployed, it  was  evident  that  a  great  step 
bad  been  made  during  the  last  three 
years.  Coming  to  the  question  of  sec- 
ondary generators,  a  very  successful  ex- 
periment had  been  made — ^indeed,  it  was 
almost  more  than  an  experiment— by  Sir 
Coutts  Lindsay.  He  might  also  refer  to 
the  experiment  made  some  time  ago  by 
Messrs.  Gktulard  and  Gibbs,  in  which 
they  lighted  up  part  of  the  Metropohtan 
Bailway — ^from  theEdgware  Eoad  station 
to  Aldgate  in  one  direction,  and  Notting 
Hill  G^te  in  the  other — from  one  central 
station.  The  apparatus  exhibited  this 
evening  showed  that  even  then  they  had 
made  very  great  progress,  and  that  they 
had  gone  far  ahead  of  the  position  to 
which  they  had  then  attained. 

Professor  Forbes,  in  reply,  said  some 
of  the  points  raised  had  been  already  an- 
swered. M.  Gaulard  had  replied  to  Pro- 
fessor Hughes  by  telling  him  of  the  effect 
of  the  double  line ;  and  he  would  observe 
that  in  doubling  the  line  it  was  not  nec- 
essary to  double  the  quantity  of  metal, 
because,  as  shown  in  the  sketch  of  the 
series  arrangement,  when  you  doubled 
the  lin^  you  tapped  both  wires,  and 
therefore  made  the  wires  half  the  section 
they  would  otherwise  have  been.  He 
ought  to  have  congratulated  Mr.  Kapp 
on  the  improvements  he  had  effected,  but 
he  should  congratulate  him  on  increasing 
his  magnetic  induction  and  the  capacity 
of  his  machine,  more  than  on  diminishing 
its  speed.  It  was  perfectly  true  there 
might  be  less  chance  of  failure  in  a  ma- 
chine when  running  at  half  speed  than  at 
the  speed  it  used  to  run,  but  at  what  a 
tremendous  cost  that  safety  was  obtained. 
The  machine  ought  to  do  double  the 
amount  of  work  it  did  at  that  reduced 
speed.  When  there  was  a  central  station 
to  light,  the  dynamo  must  be  run  at  a  re- 


duced speed,  but  it  must  be  made  up  for 
in  another  way  by  increasing  the  size. 
When  there  were  large  districts  to  light,  it 
would  be  economical  to  have  large  ma- 
chines going  at  comparatively  slow  speeds. 
When  Mr.  Drake  came  to  look  at  the 
paper,  he  thought  he  would  find  that  he 
bad  given  full  credit  to  the  advantage  he 
had  mentioned  of  a  district  never  being 
put  in  darkness  through  one  wire  break- 
ing. He  was  sorry  to  hear  that  the  sum 
total  of  eighteen  months  work  was,  that 
they  could  not  leave  the  batteries  alone 
to  automatic  appliances  to  work  them- 
selves, and  he  trusted  that  Mr.  Drake 
would  reconsider  that  question.  He 
hoped  to  see  secondary  batteries  largely 
used  in  central  station-lighting,  but  if  it 
involved  the  necessity  of  attendants 
going  round  to  look  after  them  and 
switch  them  in  and  out,  it  would  be  a 
serious  drawback  to  their  introduction. 
He  ought  to  have  mentioned  that  it  was 
Mr.  Drake  who  originally  suggested  to 
him  the  use  of  two  master  cells.  He 
could  not  give  Mr.  Shoolbred  any  more 
information  with  regard  to  the  use  of 
hydrometers  than  Mr.  Drake  had  fur> 
nished.  In  reply  to  Mr.  Mordisy,  of 
course  he  did  not  mean  to  say  that  the 
use  of  carbon  plates  as  an  adjustable  re- 
sistance was  new,  but  he  drew  attention 
to  this  instrument  of  Mr.  Varley's  be- 
cause he  believed  it  was  new,  and  it  pos- 
sessed advantages  he  had  not  seen  in  any 
previous  arrangement  It  was  perfectly 
adjustable  by  the  screw,  and  did  not  re- 
quire knocking  on  the  table  to  shake  the 
pieces  apart,  as  he  had  found  with  Mr. 
Brush's  apparatus.  With  regard  to  the 
advantage  of  using  secondary  generators 
in  parallel,  he  would  point  out  that  if  the 
station  were  at  a  great  distance,  very 
thin  conductors  might  be  used  to  the 
generators.  You  might  use  a  primary 
circuit  of  any  series,  and  take  as  the  sec- 
ondary coil  a  number  of  discs  in  parallel, 
and  so  use  a  high  tension  current,  thou- 
sands of  volts  in  the  primary,  and  yet 
have  only  100,  or  whatever  was  required, 
in  the  house,  and  have  all  the  economy 
of  thin  conductors.  With  regard  to  the 
loss  of  energy  in  magnetizing  and  de- 
magnetizing, he  agreed  with  M.  Gaulard 
that  it  was  an  extremely  minute  quantity 
which  could  not  be  detected;  the  loss 
when  a  core  of  iron  wire  was  used  was 
very  small  indeed. 
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THE  WATER  SUPPLY  OF  SOME  GREAT  CITIES. 

From  "The  Builder/' 


The  pnre  inland  seas  and  mighty  riyers 
of  North  America  aflPord  to  the  inhabit- 
ants of  that  quarter  of  the  world  an  un- 
stinted supply  of  water,  for  all  purposes 
of  navigation,  cultivation,  mechanical 
power,  and  domestic  use.  The  Missis- 
sippi River  alone  drains  an  area  of  more 
than  ten  times  the  extent  of  the  United 
Kingdom.  The  surface  of  the  water  of 
Lake  Superior,  at  a  level  of  628  ft  above 
the  sea,  covers  an  area  larger  than  that 
of  the  whole  of  Scotland.  The  length  of 
the  inland  navigation,  from  the  Straits  of 
Belle  Isle  to  Fond-du-Lac,  at  the  head  of 
Lake  Superior,  is  2,384  statute  miles,  and 
from  the  same  point  of  starting  to  Chi- 
cago, on  Lake  Michigan,  almost  exactly 
the  same  distance  ;  while  the  ocean  navi- 
gation from  Belle  Isle  to  Liverpool 
measures  only  2,234  statute  miles.  The 
Ohio  River,  from  which  the  great  city  of 
Cincinnati  derives  its  water  supply,  has 
A  mean  annual  flow  of  150,000  cubic  ft. 
per  second,  and  is  4,000  ft  wide  when  it 
falls  into  the  Mississippi,  nearly  1,100 
miles  above  the  mouth  of  the  latter  river. 
Lake  Michigan,  on  the  borders  of  which 
has  risen  the  most  rapidly-developed  of 
all  the  great  cities  of  the  New  World, 
namely,  Chicago,  has  an  area  of  23,000 
square  miles.  It  is  320  miles  long,  100 
miles  broad,  628  ft.  above  the  level  of  the 
sea,  and  is  said  to  be  100  ft  deep.  The 
Oroton  River,  at  a  distance  of  33  miles 
above  New  York,  is  raised  by  a  dam  to 
a  height  of  166  ft  above  mean-tide  level 
at  that  city,  and  its  waters,  led  thence  in 
an  aqueduct,  flow  at  a  level  which  provides 
for  the  supply  of  90  per  cent,  of  the  area 
of  that  city  by  gravitation.  Thus,  whether 
we  regard  abundance  and  purity  of  water, 
or  natural  facilities  for  its  distribution 
by  gravitation,  every  imaginable  form  of 
convenience  to  the  dweller  in  cities  for 
the  supply  of  his  need  of  this  great  nec- 
essary of  life  is  offered  by  nature  in  the 
United  States.  Nor  is  there  any  part  of 
the  surface  of  the  globe  in  which  the 
skill  and  perseverance  of  man  have  been 
more  efficient  in  making  the  best  of  the 
gifts  of  nature. 

It  is  thus  of  no  small  interest  to  the 


residents  of  older  and  more  densely-pop- 
ulated countries,  especially  in  those  local- 
ities where  the  rapid  increase  of  popula- 
tion has  attained  such  a  density  that  the 
citizens  could  not  be  suppHed  with 
enough  water  from  the  skies  above  them, 
even  if  every  drop  that  fell  over  the  dis- 
tricts in  question  could  be  caught  and 
stored  for  use,  to  ask  what  the  genius  of 
the  American  engineer  has  done  to  supply 
the  need  of  the  urban  population  of  the 
chief  great  cities  of  that  continent  from 
the  inexhaustible  stores  of  its  lakes,  riv- 
ers, and  running  and  falling  waters. 

In  the  United  States  exist  (or  existed 
at  the  date  of  the  last  census)  but  ten 
cities  of  each  of  which  the  population  ex- 
ceeds 200,000  souls.  In  the  United 
Kingdom,  excluding  the  metropolis,  there 
were  also,  at  the  date  of  the  last  census, 
only  ten  cities  of  each  of  which  the  popu- 
lation exceeded  200,000  souls. 

On  the  Continent  of  Europe  twenty- 
four  capitals  and  great  seaport  towns  ex- 
ceed that  population  ;  but  neither  are  the 
data  so  well  ascertained,  ndr  the  condi- 
tions so  distinctly  characteristic,  as  is  the 
case  with  the  cities  of  the  United  ^itates. 
The  3^  million  residents  of  our  ten  great 
centers  of  population,  and  chiefly  those 
of  the  metropolis,  who  form  a  yet  larger 
body  of  water  consumers,  may  well  look 
with  interest  to  the  outcome  of  the  expe- 
rience of  5  millions  of  townsfolk  (in  1880, 
4,855,000),  of  kindred  race,  placed  amid 
the  unfailing  waters  of  North  America. 

Of  these  great  cities,  three,  ^z.,  New 
York,  Brooklyn,  and  San  Francisco,  have 
laid  out  in  the  aggregate  about  the  same 
sum  that  has  been  expended  on  the  Lon- 
don waterworks,  in  order  to  obtain  the 
advantage  of  a  supply  by  gravitation,  for 
an  aggregate  population  little  more  than 
half  that  of  London.  Boston  also  de- 
pends on  gravitation,  drawing  its  supplies 
from  the  Sudbury  river,  and  the  Lakes 
Coohituate  and  Mystic.  Philadelphia 
pumps  to  reservoirs,  from  the  Schuylkill 
and  Delaware  rivers.  Baltimore  depends 
partly  on  gravitation  and  partly  on 
pumping,  talong  its  supplies  from  Jones's 
Falls  and  Gunpowder  Rivers.    St  Louis 
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:aiid  New  Orleans  pomp  to  reservoirs 
irom  the  Mississippi,  as  does  Cincinnati 
from  the  Ohio.  Ajid  Chicago,  as  original 
in  its  mode  of  procuring  water  as  in  so 
many  other  features  of  its  masterly  en- 
.^ineering,  draws  its  supply  from  the  pure 
^water  of  Lake  Michigan,  through  a  tun- 
nel of  two  miles  in  length  under  the  bed 
of  the  lake,  fed  through  a  down-pipe  at 
the  end  in  a  depth  of  32  ft  of  water. 
Alone  among  these  great  Western  cities, 
Ohicago  (owing  to  its  low  level)  adopts 
the  old-fashioned  English  mode  of  pump- 
ing to  a  stand-pipa  Of  all  the  ten  cities, 
the  cost  at  Chicago  is  the  lowest,  whether 
as  regards  outlay  of  capital  in  proportion 
to  the  number  of  inhabitants,  or  working 
oost  per  million  of  gallons.  On  the  other 
h^d,  so  freely  is  the  water  dispensed  in 
Chicago,  that  the  daily  deUvery  averages 
109  gallons  per  inhabitant  It  is  of  in- 
terest to  take  note  of  the  growth  of  the 
city  which,  so  far  as  present  information 
goes,  has  at  once  the  cheapest  and  the 
most  copious  water-supply  in  the  world, 
although,  owing  to  the  liberality  with 
which  it  is  dispensed,  the  annual  cost  per 
inhabitant  is  higher  than  that  in  either 
JNew  York  or  PMladelphia. 

The  population  of  Chicago,  which,  in 
1830  was  seventy  persons,  became  in 

1840 4,583 

1850 29,963 

1860 113,170 

1870 296,977 

1880 503,185 

Xanguage  fails  to  add  to  the  force  of 
these  figures.  From  1870  to  1880  the 
increase  has  been  nearly  sixty  souls  per 
day. 

The  waterworks  of  Chicago,  as  they 
existed  at  the  date  of  Sir  Charles  A. 
.Hartley's  visit  in  1873,  were  described  by 
that  engineer  in  a  paper  communicated 
to  the  institution  of  Civil  Engineers  in 
the  following  year.  It  was  found,  Sir 
•Charles  says,  by  careful  borings,  that  a 
bed  of  compact  blue  clay,  at  least  100  ft. 
thick,  underlay  the  thin  jsrust  of  silt  and 
sand  which  formed  the  bottom  of  the 
lake.  On  this  bottom,  at  the  distance, 
as  before  said,  of  two  miles  from  the 
shore,  was  formed  an  artificial  island  to 
serve  as  the  locality  for  a  shaft  at  the 
lakeward  end  of  the  tunnel.  For  this 
purpose  a  crib  or  timber  frame,  of  a  pen- 
tagonal plan,  90  ft.  in  diameter,  40  ft 
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high,  and  with  walls  25  ft.  thick,  was  con- 
structed on  shore,  towed  to  the  selected 
spot,  and  filled,  in  fifteen  prepared  com- 
partments, with  6,000  cubic  yards  of 
stone  to  sink  it  to  the  bottom  of  the  lake. 
The  top  of  this  structure,  when  settled 
into  place,  stood  5  ft  above  the  water, 
and  in  the  center  of  the  mass  was  a  sort 
of  open  well,  of  about  30  ft  in  diameter. 
Within  this  framework,  which  contained 
50,000  cubic  ft.  of  whole  12-in.  timbers,  a 
column  of  seven  cast-iron  pipes,  of  9  ft. 
in  diameter,  and  of  a  total  length  of  63 
ft,  was  sunk  through  the  clay  to  31  ft 
below  the  bottom  of  the  lake.  The  clay 
was  excavated  within  as  the  pipe  sank, 
and  the  tunnel  was  started  from  below  to 
meet  that  previously  commenced  from  the 
shore.  This  gallery  is  nearly  circular  in 
section,  being  5  ft  2  in.  in  depth,  and  5 
ft  in  width,  and  consists  of  two  rings  of 
brick  in  cement,  8  in.  thick.  It  was 
started  from  each  end,  the  lake  end  being 
commenced  eighteen  months  later  than 
the  work  from  the  shore.  The  land  shaft 
is  sunk  to  70  ft  below  the  level  of  the 
lake,  and  77  ft  below  that  of  the  ground, 
so  that  the  tunnel  has  a  landward  fall  of 
7  ft.  in  the  whole  distance.  The  two  ex- 
cavations met  at  about  one  quarter  of  the 
distance  from  the  crib  to  the  shore. 

Four  steam  pumping-engines  were 
provided  for  the  service  of  tbe  city,  but 
at  the  commencement  of  1873  a  new 
double-beam  engine  was  started  as  a  re- 
Uef .  This,  which  is  said  to  be  the  largest 
pumping-engine  in  the  United  States, 
has  two  70-in.  steam  cylinders  with  10-ft 
stroke,  and  works  two  pumps  of  67  in. 
diameter,  delivering  36  millions  of  gal- 
lons of  water  in  twenty-four  hours.  If 
worked  together  with  the  other  engines 
there  is  a  combined  capacity  of  76,000,000 
gallons  per  twenty-four  hours.  A  stand- 
pipe,  140  ft.  above  the  level  of  the  lake, 
is  protected  by  a  stone  tower  170  ft  high. 
The  pumps  are  considered  to  force  the 
water  to  a  height  of  132  ft.,  but  in  the 
daytime  the  delivery  is  said  not  to  rise 
higher  than  the  second  story  of  the 
houses.  The  water  is  supplied  through 
thirty-eight  miles  of  mains,  the  largest  of 
which  have  a  diameter  of  thirty-six 
inches. 

The  power  of  delivering  a  daily  supply 
of  water  equal  to  half  of  that  now  de- 
manded by  the  wants  of  4,000,000  of 
Londoners  was  not,  however,  enough  to 
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slake  the  thirst  of  Chicago.  A  second 
intake- shaft  and  tunnel  were  in  progress 
at  the  time  of  Sir  Charles  Hartley's  visit 
in  1873,  and  a  land  tunnel,  7  ft  in  diam- 
eter, was  pierced  for  four  miles  westward 
of  the  lake,  in  order  to  supply  a  second 
set  of  pumping  works  to  accommodate 
the  extension  of  the  city.  By  the  year 
1880,  as  we  learn  from  Mr.  J.  J.  R.  Croes, 
the  author  of  "  Statistical  Tables  of  the 
Water  Works  of  the  United  States,"  the 
sum  of  £1,868,000  had  been  expended  on 
the  water-works  of  Chicago,  the  annual 
revenue  from  water  rentals  amounted  to 
£206,000,  and  a  mean  quantity  of  109^ 
gallons  per  head  of  the  population  was 
daily  supplied. 

With  this  enormous  volume  of  water, 
and  with  the  simphdty  of  arrangement 
which  the  unlimited  supply  and  the  low 
level  of  delivery  render  possible,  it  is  not 
matter  of  wonder  that  the  working  cost 
of  water  dehvery  in  Chicago  is  by  far  the 
lowest  in  the  world.  In  the  nine  years 
ending  in  1872  the  cost  of  delivering  a 
million  gallons  of  water  varied  from  52s. 
to  828.  In  18b2  it  had  fallen  to  22s. 
But  the  revenue  of  the  works  amounted, 
in  the  last-named  year,  to  £10.26  per 
million  gallons,  and  the  cost  per  inhabit- 
ant, owing  to  the  copious  nature  of  the 
supply,  was  26  per  cent,  higher  than  that 
incurred  in  the  same  year  by  the  inhabit- 
ants of  London. 

While  Chicago  is  thus  the  cheapest  of 
the  great  cities  of  the  West,  in  the  pro- 
curement, if  not  in  the  sale,  of  water,  the 
lowest  cost  per  inhabitant  occurs  in  New 
York.  We  must,  indeed,  make  exception 
in  favor  of  San  Francisco ;  but  the  fig- 
ures stated  with  regard  to  the  latter  city 
are  in  some  respects  so  anomalous  that 
we  await  the  result  of  inquiries  made  in 
the  United  States  on  the  subject  before 
quoting  them  to  our  readers.  Of  nine  of 
the  ten  cities,  certainly.  New  York  is  at 
the  same  time  the  cheapest,  and  the  only 
one  that  supplies  water  at  a  less  rate  per 
inhabitant  than  the  average  price  in  Lon- 
don. Yet  the  capital  laid  out  on  the 
New  York  water- works  is  £5.84  per  in- 
habitant,'while  that  in  Chicago  is  only 
£3.78  per  inhabitant,  and  the  working 
cost  per  million  gallons  is  nearly  twice  as 
much  in  New  York  as  in  Chicago,  while 
the  revenue  is  only  about  3  per  cent 
more. 

The  water  supply  of  New  York  is  pro- 


vided by  the  construction  of  a  dam  across 
the  valley  drained  by  the  Croton  River, 
about  six  miles  from  its  mouth,  which 
raises  the  water  to  a  height  of  40  ft.  above 
the  original  level  at  that  point ;  or  to  166 
ft.  above  the  mean-tide  level  at  New 
York.  From  this  dam  to  the  Harlem 
River,  which  is  crossed  by  an  aqueduct 
containing  eig  it  arches  each  of  80  ft. 
span,  and  seven  arches  each  of  60  ft. 
span,  runs  an  uninterrupted  conduit  of 
stone  and  brick  masonry,  set  in  hydraulic 
cement  of  thirty-three  miles  in  lengthy 
including  a  tunnel  through  rock.  The 
Harlem  Aqueduct  was  built  to  carry  two 
cast-iron  pipes,  each  4  ft  in  diameter,  at 
the  level  of  108  ft.  above  mean  tide ;  but 
a  7i  ft.  diameter  pipe  of  boiler  plate  was 
laid  down  in  their  place.  The  masonry- 
conduit  is  continued  for  two  miles  from 
the  Harlem  Bridge.  Then  the  Manhattan 
Valley  is  crossed  by  syphon  pipes,  and 
two  miles  more  of  conduit  and  aqueduct 
brings  the  water  to  the  received  reservoir 
at  New  York.  ^  This  reservoir,  formed  in 
two  divisions,  has  an  area  of  31  acres^ 
and  a  capacity  of  150  miUions  of  imperial 
gallons.  It  is  connected  with  a  distribut- 
ing reservoir  of  an  area  of  4  acres,  a 
depth  of  36  ft,  and  a  capacity  of  20  mil- 
lions of  imperial  gallons ;  an  additional 
receiving  reservoir  of  an  area  of  106 
acres,  and  a  capacity  of  1,000  million  gal- 
lons ;  and  a  new  storage  reservoir  in  the 
Croton  Valley,  of  three  times  the  last- 
named  capacity,  raises  the  combined 
capacity  of  the  whole  of  above  indicated 
reservoirs  to  4,670,000,000  gallons.  And 
yet  another  reservoir  in  the  Croton  Valley 
was  in  course  of  preparation,  at  the  time 
referred  to,  with  a  capacity  of  3,700,000^- 
000  gallons ;  the  object  being,  in  case  of 
the  occurrence  of  long  droughts,  to  pro- 
vide for  82  days'  consumption  of  the  city, 
at  the  rate  of  100  gallons  per  head,  irre- 
i  spective  of  the  minimum  daily  flow  of  the 
Croton  River,  of  27,000,000  gallons. 

For  the  supply  of  the  higher  section 
of  the  city,  north  of  the  Manhattan  Val- 
ley, a  high  service  reservoir  is  construct- 
ed, into  which  water  is  pumped  by  steam 
from  the  aqueduct  near  Harlem  Bridga 
And  the  very  highest  points  are  fed  from 
a  tank  supported  on  a  tower,  near  the 
last-named  reservoir,  at  a  height  of  300 
ft.  above  the  sea.  In  1882  the  ordinary 
daily  consumption  of  the  city  was  95,- 
000,000  American,  or  ordinary  wine,  gal- 
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Ions  of  water;  and  the  high  service 
supply  amounted  to  a  further  quantity  of 
11,605,630  American  gallons.  The  cost 
of  the  works  has  attained  the  large  figure 
of  £7,000,000,  or  £6.84  per  inhabitant. 
The  annual  revenue  was  £343,000,  or 
5.7s.  per  head,  and  the  working  cost  was 
£70,000,  or  only  1.14s.  per  head.  The 
daily  supply  per  inhabitant  was  74  impe- 
rial gallons. 

An  instructive  comparison  of  the  two 
opposite  methods  of  supply  by  gravita- 
tion and  by  direct  pumping  is  t&orded 
by  the  statistics  of  the  water  supply  of 
CUiicago  and  of  New  York.  In  the 
former,  where  £3.73  per  inhabitant  has 
been  laid  out  in  the  works  we  have 
enumerated,  the  cost  of  pumping  to  the 
height  of  132  ft,  and  of  the  entire  distri- 
bution, amounted  (for  an  annual  volume 
of  20,124  millions  of  gallons)  to  the  in- 
credibly low  figure  of  £1.11  per  million. 
In  the  later,  where  one-tenth  only  of  the 
supply  has  to  be  pumped  for  about  the 
same  lift  as  at  Chicago,  the  working  cost 
for  the  delivery  of  32,425  millions  of  gal- 
lons in  the  year  1882  was  £2.18  per 
million.  The  sum  of  £5.84  per  inhabitant 
bad,  as  before  said,  been  liud  out  on  the 
works.  If  we  allow  the  whole  price  of 
pumping  and  distribution  at  Chicago  as 
an  extra  charge  on  the  proportion  of  the 
New  York  supply  that  has  to  be  pumped, 
we  have  a  cost  of  £2.07  per  million  gal- 
lons for  the  working  expenses  of  the 
gravitation  supply,  including  the  main- 
tenance of  its  large  reservoirs,  forty  miles 
of  aqueduct,  and  its  other  works,  against 
a  cost  of  £1.11  per  million  for  direct 
pumping ;  and  this,  too,  with  coal  costing 
288.  per  ton. 

It  is  thus-  evident  that  it  is  altogether 
idle  to  attempt  to  prescribe  the  cheapest 
method  in  which  the  water  supply  of  any 
given  locality  can  be  effected  without  due 
consideration  of  all  the  features  of  the  case. 
It  is,  of  course,  dear  at  the  first  glance 
that,  other  things  being  equal,  it  is 
cheaper  to  supply  water  by  gravitation 
than  by  pumping,  independent  of  the 
extra  strength  of  pipes  and  fittings  that 
is  required  in  the  latter  case.  But  the 
cost  of  the  storage  works  has  at  the  same 
time  to  be  taken  into  account ;  and  that 
both  as  involving  interest  on  money  and 
cost  of  maintenance.  The  interest  on 
the  New  York  gravitation  works,  if  taken 
per  head  of  the  population  supplied,  is, 


as  we  have  shown,  to  that  on  the  Chicago 
direct  pumping  works,  as  5.84  to  3.73. 
But  this  is  not  alL  The  maintenance  of 
these  noble  works,  together  with  all  the 
other  working  expenses  of  supply,  raises 
the  working  cost  at  New  York  to  nearly 
double  that  at  Chicago. 

Perhaps  the  nearest  approach  to  a 
comparison  of  the  same  nature  between 
towns  of  a  certain  magnitude  in  England 
is  afforded  by  the  cases  of  Worcester  and 
of  Plymouth.  In  the  former  city  the 
water  of  the  Severn,  running  through  the 
place,  is  pumped  to  a  reservoir,  at  a  cost 
of  £7.06  per  million  gallons.  In  the  latter, 
from  works  first  constructed  in  the  reign 
of  Queen  Elizabeth,  the  waters  penned 
up  in  a  mountain  valley  are  conducted 
through  a  leet  or  open  channel,  of  some 
twelve  miles  in  length,  into  reservoirs 
for  distribution,  close  to  Plymouth.  The 
average  cost  is  returned  at  figures  that 
do  not  work  out  to  more  than  £1.41  per 
million  gallons.  Here  the  cost  of  main- 
tenance is  very  low,  and  comparatively 
little  has  been  done  to  aid  the  resources 
provided  by  nature  herself.  With  these 
two  localities  as  instances  of  the  cheapest 
water  supplies  in  England  may  be  com- 
pared the  supply  of  Kingstonupon-HuU, 
where  the  water  is  drawn  from  two  ar- 
tesian wells,  and  pumped  into  service- 
reservoirs  of  a  capacity  of  about  two 
days'  supply  of  the  town.  Here  the 
working  cost  comes  to  £7.34  per  million 
gallons,  which  is  dose  upon  that  at 
Worcester.  For  the  Kent  company, 
among  those  of  the  metropolis,  which 
also  relies  on  pumping  from  springs,  the 
cost  comes  to  £8.95  per  million  gallons. 
It  is  readily  intelligible  why  cost  should 
be  higher  in  the  last  case  than  in  the 
two  former;  but  the  comparison  tends 
to  show  that  the  cost  of  our  urban  sup- 
plies is,  for  the  most  part,  very  closely 
approaching  the  minimum  possible  under 
the  physical  features  of  the  case.  The 
cost  to  the  consumers,  in  the  exception- 
ally favorable  case  of  Plymouth,  accord- 
ing to  the  figures  given  in  the  Return  of 
Urban  Water  supply  (265,  1879),  is  at 
the  rate  of  £7.01  per  million  gallons, 
which  is  a  lower  figure  than  that  in  either 
of  the  great  cities  of  the  United  States. 
Water  is  sold  by  meter  at  Plymouth  for 
2d.  per  1,000  gallons,  which  is  equivalent 
to  £8.33  per  million.  The  rates  outside 
the  borough  are  50  per  cent,  higher  than 
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within,  averaging  3.33  per  cent,  on  the 
rental  Bat  the  question  of  the  amount 
of  rate  legally  chargeable  is  always  liable 
to  so  much  6omplication,  that  any  state- 
ment of  it  conveys  little  information,  if 
compared  to  that  mode  of  application 
which  we  have  followed,  viz.,  rate  of  cost 
per  million  gallons,  and  rate  of  charge 


per  inhabitant;  the  two  figures  being 
connected  with  each  other  by  the  rate  of 
daily  supply.  Correcting  the  population 
given  in  the  Return  of  Urban  Water- 
supply  by  the  increase  from  1871  to  1879, 
the  cost  of  water  per  inhabitant  at  Ply- 
mouth is  2.4s.  per  annum,  and  tbe  daily 
supply  is  46  gallons  per  head. 


ENGINEERING  PROGRESS. 

ABSTRACT  OP  THE  INAUGURAL  ADDRESS  OP  PRESTOENT  PERRY  PAIRPAX 
NURSEY  OP  THE  SOCIETY  OP  ENGINEERS. 

From  "Iron." 


I  THBBEFORE  pass  ou  to  othcr  themes, 
and  propose,  in  the  next  place,  to  bring 
under  your  notice,  some  of  the  greatest 
achievements  of  the  modem  engineer  in 
directing  the  great  sources  of  power  in 
nature  ih  one  special  department  of  engi- 
neering, and  the  insignificant  results  ac- 
cruing therefrom  as  compared  with  those 
arising  from  the  development  and  exer- 
tion of  analogous  forces  by  nature  her- 
self. I  shall  then  ask  you  to  bear  with 
me  whilst  I  allude  to  the  advanced  posi- 
tion of  engineering  science,  and  then 
point  out  how  prone  we  sometimes  are 
to  be  so  dazzled  by  the  brilliancy  of  the 
light  of  that  science  as  to  be  unable  to 
see,  or,  seeing,  refuse  to  believe,  that 
some  of  those  marvelous  workers  of  by- 
gone 9iSte&  ever  possessed  a  scintilla  of 
scientinc  knowledge  as  we  understand  it, 
because  the  evidence  thereof  has  not 
come  down  to  us  in  the  shape  of  text- 
books or  treatises,  and  because  we  can- 
not fathom,  or  do  not  understand,  all  the 
deeper  principles  underlying  some  of 
their  most  majestic  creations.  I  shall 
then  take  you  back  with  me  towards  the 
childhood  of  the  world  to  see  if  we  can- 
not discover  in  the  long  past,  the  well- 
defined  shadows  of  some  of  those  things 
which  we  deem  to  be  of  essentially  mod- 
em creation.  I  think  we  shall  find  that 
the  principles  underlying  some  of  the 
most  remarkable  inventions  and  discov- 
eries ascribed  to  our  own  times  were  by 
no  means  unknown  to  the  ancients,  and 
that  in  some  instances  the  inventions 
themselves  have  been  distinctly  antici- 
pated. 


In  considering  the  results  accomplished 
by  the  modem  engineer  in  directing  the 
forces  of  nature,  my  experiences  with 
explosive  compounds  lead  me  to  look  at 
the  question  more  particularly  from  this 
point  of  view.  In  our  explosives  we  have 
one  form  of  condensed  or  concentrated 
power,  resulting  from  an  ingenious  and 
intimate  admixture  of  all  the  elements 
which  it  is  necessary  should  be  united  in 
combustion,  including  oxygen,  so  that  in 
action  they  are  independent  of  the  at- 
mosphere and  will  explode  under  water. 
Man  thus,  by  simple  means,  collects, 
compresses  and  stores  up  some  of  the 
forces  of  nature  in  a  portable  and  handy 
form,  and  at  the  proper  moment  releases 
them  and  utilizes  their  power  by  direct- 
ing it  against  those  formidable  obstruc- 
tions which  it  is  sometimes  found  neces- 
sary to  remove  in  the  interests  of  material 
progress  and  civilization.  By  the  applica- 
tion of  heat  in  one  form  or  another,  this 
stored-up  power  in  a  high  state  of  tension 
is  instantweously  set  free,  and  acts  with 
a  greater  or  less  degree  of  intensity  ac- 
cording to  the  nature  and  composition  oi 
the  explosive.  The  most  common  forms 
of  explosives  are  gunpowder,  guncotton 
and  dynamite,  combustion  in  the  first 
being  comparatively  slow,  and  in  the  two 
last  inconceivably  rapid.  It  is  this  rapid 
development  of  intense  power  in  dyna- 
mite and  its  congeners  that  renders  it  so 
useful  to  the  engineer  in  removing  large 
masses  of  rock  in  a  short  time,  and  at  a 
comparatively  small  cost.  Although  I 
have  done  a  certain  amount  of  blasting  in 
ironstone  mines  and  open  workings,  I  can- 
not lay  claim  to  having  fired  any  very  big 
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charges.  My  heaviest  blast  was  made  with 
116  lbs.  of  lithofracteur,  a  species  of  <3yna- 
mite,  possessing  about  the  same  strength, 
but  exerting  a  greater  rending  power, 
and  being  a  nitro-glycerine  preparation. 
This  was  on  the  Jersey  Harbor  works, 
where  Sir  John  Coode  desired  to  remove, 
among  other  obstructions,  a  wall  of  rock 
which  was  standing  out  from  the  main  rock, 
but  running  in  a  line  with  its  face,  there  be- 
ing a  space  of  a  few  feet  between  the  two. 
This  wall  was  about  20  ft.  high;  19  ft. 
long,  and  12  ft.  thick,  the  foot  being  ex- 
posed for  a  short  time  only  at  low  water, 
and  the  rock  being  nearly  covered  at  high 
water,  ordinary  tides,  thus  affording  the 
advantage  of  the  resistance  of  a  good 
head  of  water  for  tamping.  At  low  tide 
I  planted  my  115-lb.  charge  in  the  angle 
formed  by  the  wall  and  the  main  rock, 
v^ith  the  capped  fuse  inserted,  which  I 
led  up  to  the  top  of  the  rock.  At  high 
water,  which  happened  to  be  at  midnight, 
I  rowed  out,  landed,  lighted  my  fuse, 
rowed  away,  and  in  a  short  time  heard 
the  low  rumble  of  the  subaqueous  ex- 
plosion, and  the  tumbling  of  the  water. 
The  next  low  tide  revealed  the  wall  of 
rock  reduced  to  fragments  and  lying  on 
the  bottom,  the  explosion  having  also 
acted  in  a  downward  direction.  It  was 
computed  by  the  engineer  of  the  works 
and  myself  that  at  least  400  tons  of  rock 
had  been  dislodged  by  the  blast.  This 
gives  about  3^  tons  per  lb.  of  explosive 
used,  which  may  be  taken  as  a  fair  aver- 
age of  what  it  should  do. 

In  the  autumn  of  1879 1  witnessed  two 
heavy  blasts  with  gunpowder  at, some 
granite  quarries  on  the  western  shores  of 
Loch  Fyne,  near  Inverary.  The  first  of 
these  blasts  was  effected  with  3  tons  of 
gunpowder  at  the  Crarae  quarry,  which 
is  about  eight  miles  from  Inverary, 
and  the  second  with  5  tons,  at  the  Fur- 
nace quarry,  which  is  some  two  miles 
nearer  that  town ;  both  quarries  belong 
to  Mr.  Sim.  The  quarries  present  ex- 
tensive faces,  and  it  is  mainly  the  faces 
which  are  brought  down,  the  powder  be- 
ing disposed  in  galleries  to  the  rear  of 
the  face,  and  as  near  as  possible  to  the 
dividing  joints  of  the  rock.  The  mines 
were  fired  by  electricity,  the  3  tons  of 
powder  in  the  Crarae  quarry  bringing 
down  an  estimated  aggregate  of  about 
60,000  tons  of  granite,  and  the  5  tons  at 
Pumace  about  100,000.     This  gives  in 


each  case  10  tons  of  rock  per  pound  of 
powder,  but  it  is  to  be  observed  that  the 
conditions  of  work  were  comparatively 
easy,  the  face  only  requiring  a  forward 
heave  to  detach  and  throw  it  down  on  to 
the  floor  of  the  quarry  below. 

There  are  two  cases  of  heavy  blasting 
with  gunpowder  on  record,  which  I  may 
here  refer  to  in  passing.  The  first  of 
these  was  the  removal  of  the  Rounddown 
CHff  at  Dover  in  1843,  in  which  opera- 
tion 18,600  lbs.,  or  9^  tons,  of  gunpow- 
der were  disposed  in  three  separate 
charges,  which  were  fired  simultaneously 
by  a  voltaic  battery.  The  second  case 
was  at  Holyhead,  when  the  harbor  was 
being  made.  One  of  the  heaviest  blasts 
there  was  12,000  lbs.,  or  6  tons,  of  gun- 
powder, divided  up  into  several  charges 
and  ignited  simultaneously  by  means  of 
a  platinum  wire  heated  by  a  Grove  bat- 
tery. The  total  quantity  of  rock  stated 
to  have  been  removed  by  this  blast  was 
40,000  tons,  or  3.33  tons  per  pound  of 
explosive. 

In  the  early  part  of  last  year  ft  consid- 
erable blast  was  effected  with  dynamite 
in  a  stone  quarry  at  San  Francisco.  Four 
galleries  were  driven  each  50  ft.  into  the 
rock,  and  were  returned  at  the  end  at 
right  angles,  forming  a  letter  L-  The 
explosive,  of  which  5^  tons  were  em- 
ployed, was  placed  in  the  return  galleries, 
the  charges  being  tamped  with  debris. 
The  four  explosions  were  arranged  to  oc- 
cur successively,  the  first  to  loosen  the 
rock  and  make  the  work  of  the  next 
easier,  and  so  on  with  the  second  and 
third.  It  was  estimated  that  the  11,000 
lbs.  of  explosive  had  displaced  35,000 
tons  of  rock,  being  a  little  over  3  tons 
per  pound,  and  thus  practically  agreeing 
with  my  own  experience. 

The  heaviest  known  blast,  however,  I 
believe  to  be  that  which  was  successfully 
accomplished  last  autumn  at  the  entrance 
to  East  River,  New  York,  known  as  Hell 
Gkte,  when  150  lbs.  of  nitro-glycerine 
compounds  were  exploded  simultaneously 
in  removing  Flood  Rock.  Nine  years 
previously,  namely,  in  September,  1876, 
the  most  extensive  blasting  operation  up 
to  that  date  was  successfully  accom- 
plished in  the  demolition  of  Hallett's 
Reef  at  the  same  place.  The  area  then 
operated  upon  was  three  acres,  and  the 
weight  of  nitro-glycerine  preparations 
(chiefly  dynamite)   used   was    about  25 
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tons,  the  quantity  of  rock  demolished 
being  estimated  at  over  63,000  cubic 
yards.  Assuming  the  rock  to  weigh  2 
tons  to  the  cubic  yard  (that  was  the 
weight  of  the  rock  in  Jersey),  we  have 
126,000  tons  of  rock  removed  by  50,000 
lbs.  of  explosive,  or  rather  less  than 
three  tons  per  pound.  After  the  removal 
of  Hallett*s  Reef,  operations  were  car- 
ried on  at  Flood  Rock  on  the  opposite 
side  with  a  view  to  its  removal,  and  by 
this  means  to  render  safe  the  navigation 
of  the  channel.  On  October  11,  1886, 
this  object  was  successfully  accomphshed 
by  the  aid  of  150  tons  of  explosives, 
which  is  six  times  as  much  as  was  used 
on  Hallet's  Reef,  and  which  constitutes 
the  biggest  blasting  operation  on  record. 
In  this  case,  nine  acres  of  rock  w^re 
honeycombed,  and  charged  with  75,000 
lbs.  of  No.  1  dynamite,  and  240,000  lbs. 
of  rackarock,  which  is  one  of  the  potash 
class  of  explosives.  The  nine  acres  of 
rock  had  been  pierced  from  below  with 
four  mil§s  of  tunnehng  in  galleries,  the 
floors  of  which  were  from  50  to  64  ft. 
below  mean  low  tide,  with  walls  of  from 
10  to  24  ft.  thickness  between  thf^m,  and 
supported  by  467  columns  of  rock,  each 
15  ft.  square.  In  the  columns  and  rock 
roof  of  these  galleries  nearly  14,000 
holes,  of  an  average  depth  of  9  ft.,  had 
been  drilled,  and  each  was  charged  with 
a  6-lb.  cartridge  of  rackarock,  and  a  3  lb. 
cartridge  of  dynamite.  These  were  all 
connected  by  a  battery,  so  as  to  be  ex- 
ploded by  a  single  electric  spark.  The 
shock  of  the  explosion  lasted  about  forty 
seconds,  the  visible  results  being  the 
raising  of  an  enormous  volume  of  water 
to  a  height  of  200  ft.  into  air.  Upon 
subsiding,  it  developed  a  mass  of  broken 
rock,  from  which  fire  issued  for  a  shoi-t 
time,  but  in  two  minutes  more  eveiything 
was  quiet.  No  damage  was  occasioned 
to  property,  although  a  tremor  caused 
by  the  explosion  was  felt  at  some  dis- 
tance. An  examination  of  the  rock 
showed  that  the  explosion  had  been  com- 
pletely successful.  General  Newton,  the 
chief  engineer,  states  that  it  will  prob- 
ably cost  half  a  million  of  dollars  aad 
take  two  years  to  remove  the  masses  of 
broken  rock.  When  the  work  is  com- 
pleted the  channel  will  be  1,200  ft.  wide, 
instead  of  600,  as  at  present,  and  26  ft. 
deep,  enabling  ocean  steamers  to  enter 
at  all  tides. 


Such  are  some  of  the  results  produced 
by  nlodern  engineers  with  the  aid  of  the 
most  powerful  explosives  known.  Great 
as  they  are,  comparatively  speaking,  how 
utterly  insignificant  they  appear  when 
compared  with  the  results  of  the  develop- 
ment of  some  of  the  occult  sources  of 
power  in  nature,  as  illustrated  by  that 
gigantic  earth-displacement  which  took 
place  on  August  26  and  27, 1883.  I  re- 
fer, of  course,  to  the  stupendous  upheaval 
of  Krakatoa  on  the  coast  of  Java,  the 
most  formidable  volcanic  eruption  re- 
corded in  modem  times.  It  has  been 
computed  that  the  eruption  and  the  tidal 
wave  by  which  it  was  followed,  swept 
away  at  least  50,000  human  beings  at  a 
stroke.  It  caused  the  entire  disappearance 
of  an  island  about  3,000  ft.  in  height,  and 
transformed  the  geography  of  the  region 
of  the  Sunda  Straits.  The  usual  vol- 
canic products  including  the  finest  par- 
ticles, both  soHd  and  vaporous,  were 
ejected  into  the  air  to  a  height  that  no 
man  will  ever  say,  for  it  is  on  record  that 
for  many  miles  around  the  scene  of  these 
devastating  forces  noon  was  as  black 
as  night,  and  darkness  was  all  over  the 
land  for  from  thirty-six  to  forty  hours. 
The  scale  on  which  the  work  was  done 
was  such  that  even  the  noise,  the  weak- 
est part  of  it,  was  heard  at  a  distance  of 
2,000  miles.  The  shivering  of  the  island 
produced  a  wave  of  water  100  ft.  high, 
which  destroyed  everything  over  which 
it  swept,  and  left  its  mark  on  tidal  regis- 
ters nearly  all  over  the  world.  The  mere 
air-pulse  produced  by  the  last  fearful 
cataclysm  was  strong  enough  to  pass 
with  its  gradually  widening  circle  nearly 
three  times  round  the  globe.  It  is  easy 
to  imagine  .that,  with  disruptive  forces  at 
work  on  this  gigantic  scale,  millions  of 
tons  of  matter,  and  perhaps  millions  of 
cubic  miles  of  vapor,  must  have  been 
hurled  into  the  upper  air.  The  coarser 
part  of  this  matter  would  soon  descend, 
as,  indeed,  was  the  experience  of  the 
crew  of  the  British  ship  Charles  Bally 
Captain  Watson,  which  vessel  encount- 
ered the  full  force  of  the  downpour  of 
matter,  being  in  the  vicinity  of  the  island 
of  Krakatoa.  The  finely-divided  particles, 
however,  doubtless  remained  in  suspen- 
sion, and  were  probably  the  cause  of  the 
magnificent  sunsets  observed  all  over  the 
world  in  the  November  and  December 
following  the  eruption.     Beside  the  sun- 
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sets,  there  was  a  peculiar  appearance  of 
the  moon,  which  had  at  times  a  pale 
green  tint,  as  noticed  by  myself  and 
others.  The  remarkable  sunsets  of  1883 
recurred  in  the  autumn  of  1884,  although 
not  by  any  means  with  such  intensity 
and  universality.  These  sun- glows  were 
repeated  in  the  autumn  of  last  year,  but 
with  diminished  frequency  and  brilliancy. 
They  have  served,  however,  to  keep  awake 
the  discussion  as  to  their  real  nature 
and  cause,  but  whether  they  were  due  to 
volcanic  or  cosmical  dust,  or  to  some 
other  undiscovered  medium,  is  a  point 
which  has  yet  to  be  settled,  if  it  ever  can 
be.  The  theory  that  they  were  due  to 
the  Elrakatoa  eruption  was  not  univers- 
ally accepted  at  the  time  it  was  started ; 
but,  in  the  early  part  of  1884,  M.  Angot, 
in  a  communication  to  the  French  Acad- 
emy of  Sciences,  directed  attention  to  a 
parallel  case  which  occurred  in  1831, 
when  there  was  a  violent  volcanic  erup- 
tion, and  a  new  island  was  thrown  up  in 
the  Sicihan  Sea,  together  with  a  quantity 
of  ashes.  For  some  time  after  the  com- 
mencement of  that  outbreak,  which  lasted 
altogether  for  several  months,  brilliantly- 
colored  sunsets  were  observable  at  many 
places  on  the  Continent. 

A  singular  circumstance  is  on  record 
in  connection  with  the  Krakatoa  erup- 
tion, which  is  worth  referring  to  here. 
On  August  26, 1883— the  date  of  the  vast 
upheaval — strange  subterranean  noises 
were  heard  in  the  island  of  Cayman-Brae, 
in  the  Caribbean  Sea.  This  island  is 
situated  in  20°  north  latitude,  and  80" 
west  longitude,  and  to  the  South  of  Cuba. 
The  inhabitants,  who  are  tortoise  fishers, 
were  on  that  day  alarmed  by  noises  like 
the  rolling  of  distant  thunder,  although 
the  sky  was  perfectly  clear.  Seeing  no 
signs  of  thunder,  they  imagined  that 
some  volcanic  eruption  was  about  to  take 
place ;  but  little  by  little  the  singular 
phenomenon  diminished,  and  they  ascer- 
tained it  to  be  subterranean.  Now,  the 
Cayman  group  are  the  antipodes  of  Java, 
where  the  ei;'uption  took  place.  The 
supposition,  therefore,  that  these  subter- 
ranean noises  were  due  to  the  Krakatoa 
volcano  at  once  suggests  itself,  the  dis- 
turbance being  propagated  through  the 
mass  of  the  earth. 

Notwithstanding  the  lamentable  de- 
struction of  life  attendant  upon  the  Kraka- 
toa eruption,  it  has  not  been  without  valu- 


able results  to  science.  Apart  from  the  in- 
vestigations of  sunsets,  it  led  to  the  cor- 
rection of  many  remarkable  data  in  the 
transmission  both  of  air-waves  and  water- 
waves,  and  with  respect  to  the  true  na- 
ture of  volcanic  action.  A  committee 
was  appointed  by  the  Royal  Society  to 
collect  information  as  to  the  eruption, 
and  they  have  got  together  a  vast  amount 
of  information  which  will  doubtless  be 
turned  to  good  account  in  their  report. 
I  recently  wrote  to  the  chairman  of  the 
committee,  Mr.  G.  J.  Symonds,  respect- 
ing the  probable  date  at  which  this  re- 
port might  be  expected,  and  he  informs 
me  that  the  members  are  still  hard  at 
work,  and  that  it  will  be  some  months 
before  any  report  can  be  issued,  their  la- 
bors being  so  heavy,  and  in  many  respects 
so  difficult. 

The  earth  disturbance  which  occurred 
in  Essex,  in  the  early  part  of  1884,  also 
yielded  some  valuable  data  to  science. 
In  fact,  were  it  not  for  the  disasters 
which  these  and  similar  phenomena  en- 
tail upon  humanity,  they  would  be  wel- 
comed as  important  matters  for  scientific 
investigation. 

But  the  Java  catastrophe,  frightful 
though  it  undoubtedly  was,  is  not  with- 
out parallel  in  the  annuals  of  seismolog- 
ical  disturbance.  i**o  few  of  us  carry  the 
facts  of  history  in  our  heads,  and  so 
many  of  us  are  liable  to  have  our  imagin- 
ations unduly  heightened  by  such  tragic 
visitations,  that  we  are  apt  to  describe 
every  extraordinary  occurrence  as  unprec- 
edented. It  may  therefore  prove  inter- 
esting, as  well  as  instructive,  if  I  repro- 
duce from  the  Science  Monthly^  for  Jan- 
uary, 1884,  a  few  facts  and  figures  con- 
nected with  the  subject.  Taking  the 
number  of  lives  sacrificed  as  affording 
the  most  concise  indication  of  destruc- 
tive effect  of  earthquakes  in  the  past, 
the  following  approximate  figures  will 
help  to  reduce  our  most  recent  experi- 
ences to  their  proper  proportions.  Con- 
fining ourselves  to  the  Christian  era,  we 
find  that  in  the  year  626  an  earthquake 
in  Italy  destroyed  about  120,000  lives. 
In  742,  again,  the  greater  part  of  Asia 
was  severely  shaken,  more  than  500 
towns  were  wrecked,  and  an  incalculable 
number  of  the  inhabitants  were  killed. 
India,  in  893,  was  the  scene  of  an  equally 
terrible  shock,  when,  it  is  said,  about 
180,000  lives  were  lost.    In  1040,  Tabriz 
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(Persia)  was  completely  demolished,  and 
50,000  of  its  inhabitants  swallowed  up  in 
the  ruins.  In  1137,  one  of  the  eaiHest 
of  the  dreadful  Sicilian  earthquakes  oc- 
curred, Catania  being  overthrown,  and 
15,000  persons  killed.  Some  thirty-two 
years  later  (1169)  a  similar  number  per- 
ished in  Sicily  and  Calabria.  Almost  ex- 
actly a  century  afterwards  (1268),  Cilicia, 
in  Asia  Minor,  suffered  a  tremendous 
shaking,  over  60,000  lives  being  sacri- 
ficed. An  interval  of  nearly  two  centu- 
ries now  elapsed,  the  next  notable  earth- 
quake occurring  in  14^56,  40,000  of  the 
people  of  Naples  being  destroyed  by  it 
Lisbon,  in  1631,  was  almost  reduced  to 
ruins,  and  about  30,000  of  its  citizens 
entombed.  The  following  century  was 
remarkable  for  several  most  destructive 
shocks.  One  occurred  at  Naples  in  1629, 
when  the  destruction  of  Ufe  was  set 
down  at  70,000  souls ;  another  took 
place  in  Russia  (1667),  the  victims  num- 
bering 80,000  ;  and  the  most  terrible  of 
all  happened  in  Sicily  (1693),  more  than 
100,000  persons  perishing. 

The  eighteenth  century  opens  with  the 
destruction  of  Yeddo,  in  Japan,  and 
200,000  of  its  inhabitants  (1703).  Only 
three  years  later,  Naples  suffered  another 
of  its  many  shocks,  15,000  perishing  on 
this  occasion.  Algiers  was  the  scene  of 
several  earthquakes  in  1616 ;  victims, 
20,000.  In  1727,  Tabriz  was  again  de- 
molished, and  77,000  persons  destroyed. 
The  city  of  Pekin  was  leveled  with  the 
ground  in  1731,  about  100,000  Celestials 
being  killed.  In  1755  occurred  the  cele- 
brated Lisbon  earthquake,  which  seems 
to  have  marked  a  period  of  great  seis- 
mological  activity,  shocks  being  frequent 
and  severe  in  all  the  volcanic  regions  of 
the  globe  about  that  year.  The  total 
number  of  persons  who  perished  between 
1754  and  1756  must  have  been  hundreds 
of  thousands.  A  calm  followed  the 
storm,  for  the  latter  balf  of  the  century 
was  comparatively  free  from  disturbance ; 
but  53,000  lives  were  destroyed  in  Japan 
in  1793,  and  shortly  after^  when  the  city 
of  Quito,  in  Peru,  was  overthrown,  40,- 
000  lives  were  lost.  Coming  nearer  our 
own  time,  we  find  a  destruction  of  26,000 
lites  in  Italy  in  1806 ;  12,000  in  Vene- 
zuela (1812);  20,000  at  Aleppo  (1822); 
7,000  at  Algiers  (1825) ;  10,000  in  St. 
Domingo  (1842);  14,000  in  Italy  (1861); 
10,000  in  Persia  (1853) ;  30,000  at  Yed- 


do  (1865) ;  15,000  in  the  Argentine  Re- 
public (1861) ;  10,000  in  the  Philippine 
Islands  (1863) ;  26,000  in  Central  Ameri- 
ca (1868) ;  and  14,000  in  Chili  (1875). 

As  I  have  already  stated,  these  figures- 
are  only  approximate,  and,  in  fact,  the 
whole  record  is  somewhat  barren,  and 
affords  but  a  poor  idea  of  the  destmctlYe 
earthquakes  of  history.  It  has  been  com- 
puted that  at  least  7,000  shocks  must 
have  been  experienced  within  historic 
times.  Many  of  these  have  destroyed, 
not  thousands  merely,  but  tens  of  thou- 
sands of  human  beings;  hence,  the  ac- 
tual victims  in  all  ages  must  be  many,, 
many  millions.  But  the  point  here  is^ 
that  the  least  of  these  eruptions  utterly 
eclipses  anything  in  the  way  of  earth-dis- 
lodgement  ever  attempted  by  man. 

Regretable,  however,  as  are  such  oc- 
currences as  those  to  which  I  have  just 
referred,  they  carry  with  them  some  con- 
solation. They  may  even  be  said  to  have 
their  bright  side,  inasmuch  as  they  indi- 
cate that  our  earth  still  possesses  life 
and  vigor.  In  this  respect  the  earth, 
presents  a  marked  contrast  to  the  moon, 
some  fine  photographs  of  which  I  saw  a 
short  time  since,  and  which  presented  it 
to  the  eye  as  the  embodiment  of  sterility 
and  desolation — a  magnificent  spherical 
clinker.  Science  has  revealed  to  us  the 
fact  that  the  moon  is  absolutely  dead ; 
that  it  has  not  sufficient  life  left  to  ooze 
forth  the  tiniest  mud  volcano  or  to  spurt 
out  the  feeblest  geyser ;  that  no  throb 
ever  reaches  its  surface,  and  that  not 
the  faintest  rumble  is  ever  echoed  from 
its  jagged  mountain  sides.  No  earth- 
quake wave  can  ever  sweep  its  face,  for . 
earthquakes  there  are  things  of  the  al- 
most infinite  past ;  the  last  drop  of  water 
quitted  its  v£tlleys  ages  ago,  and  its  very 
atmosphere  has  deserted  it.  Not  even 
the  600**  heat  of  the  sun,  which  beats 
upon  every  part  of  the  moon  for  a  fort- 
night at  a  time,  is  able  to  quicken  inta 
life  one  atom  of  its  mass,  which,  accord- 
ing to  Professor  Langley,  has  a  tempera- 
ture lower  than  that  of  melting  ice. 
Everything  goes  to  show  that,  at  a  time, 
its  volcanic  activity  must  have  been  of  the 
most  stupendous  <kind,  far  exceeding 
anything  yet  witnessed  on  this  earth. 
But  that  has  gone  with  its  water  and  its 
atmosphere,  and  it  is  difficult  to  realize 
the  fact  that  when  we  gaze  upon  its  efful- 
gent loveliness,  we  look  upon  what  is. 
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physioally  speaking,  a  charred  and  black- 
ened corpse.  That  the  earfch  has  not  yet 
lost  its  vigor  is  proved  by  the  Java  ca- 
tastrophe and  by  sabseqnent  similar  mi- 
nor manifestations.  Moreover,  we  are 
told  that  so  long  as  the  old  earth  is 
equal  to  efforts  of  this  kind,  we  need  not 
fear  its  end;  bat  that,  when  volcanoes 
and  earthquakes  cease  from  its  face,  the 
end  may  be  within  almost  measurable 
distance.  Much  of  its  ocean  water  will 
have  been  absorbed  by  the  underlying 
rocks,  and  the  atmosphere  may  be  rarer 
and  less  life-supporting  than  it  is  now, 
until  at  length,  witli  the  last  atom  of  in- 
ternal heat,  the  last  drop  of  water*  and 
last  particle  of  air,  all  life  will  have  van- 
ished and  a  dead  earth  will  shine  upon  a 
dead  moon. 

I  next  proceed  to  notice  the  present 
advanced  position  of  the  science  of  engi- 
neering— which  lays  imder  contribution 
BO  many  other  sciences — and  of  our  own 
profession,  which  puts  that  science  into 
into  practice.  It  is  admitted  on  all  hands 
to  be  a  great  science  and  a  noble  profes- 
sion. It  has  compassed  mighty  pur- 
poses, has  accomplished  great  ends,  and, 
I  cannot  doubt,  is  destined  to  accomplish 
greater  yet.  Born,  as  it  has  been,  of  the 
present  century,  in  fifty  years  the  engi- 
neering profession  has  practically  over- 
run the  face  of  the  whole  earth,  materi- 
ally altering  its  physical  appearance  and 
oondition.  Seas  have  been  united, 
countries  have  been  divided,  and  conti- 
nents have  been  spanned  by  the  engi- 
neer, whilst  lasting  monuments  of  his 
power  and  skill  dot  the  sea  as  well  as  the 
land.  It  is  only  repeating  a  truism  to 
Bay  that  fifty  years  have  produced  great 
and  marvelous  changes  in  almost  every- 
thing that  pertains  to  life,  thanks  to  the 
engineer.  Even  Hfe  itself  is  now  due  to 
conditions  which  did  not  exist  fifty  years 
a^o.  Where,  at  that  time,  disease  was 
rife,  and  in  many  cases  death  inevitably 
stepped  in  and  prematurely  claimed  its 
its  prey,  the  sanitary  engineer  has  suc- 
cessfully intervened,  and  has  removed 
the  cause  and  prevented  the  effect. 
Where,  at  that  time,  months  were  occu- 
pied in  transmitting  news  to  the  other 
side  of  the  globe,  seconds  now  sufiSce, 
with  the  aid  of  the  electrical  engineer,  to 
flash  intelligence  to  and  from  the  utter- 
most parts  of  the  earth.  Where,  at  that 
time,  it  took  the  lumbering    old  stage- 


coach days  to  accomplish  a  journey  Uy 
the  Nortib  at  an  average  speed  of  ten 
miles  an  hour,  t^e  locomotive,  thanks  to 
the  mechanical  engineer,  now  takes  us  the 
same  journey  in  a  few  hours  at  a  speed 
of  from  fifty  to  sixty  miles  an  hour ;  and, 
lastly,  where,  at  that  time,  a  few  hun- 
dred copies  of  a  newspaper  were  all  that,, 
at  the  best,  could  be  produced  in  an  hour, 
and  those  on  detached  sheets  of  paper, 
in  the  present  day,  thanks  to  Mr.  Walter,, 
of  the  Times^  and  also  to  the  mechanical 
engineer,  they  are  printed  at  the  rate  of 
thousands  per  hour,  the  paper  being 
continuous  and  miles  in  length.  In  aO 
this  there  is  no  idle  boasting,  it  is  but  a 
simple  statement  of  incontrovertible  fact. 
And,  if  we  stopped  at  a  statement  of 
fact,  I  might  have  nothing  more  to  say 
upon  the  subject  But  do  we  always  so 
stop  ?  Is  there  not  rather  an  occasional 
tendency,  both  with  writers  and  speakers,, 
to  magnify  our  times  at  the  expense  of 
former  ages?  I  think  there  is.  Not 
many  years  since,  a  prominent  member 
of  the  profession  expressed  his  regret 
at  the  non-existence  of  engineers  500 
years  ago.  If  he  meant  engineers  as 
members  of  a  recognized  professional 
body,  engineers  of  the  present  type, 
men  who  construct  railways,  manufac- 
ture steam-engines  and  machinery,  and 
build  ironclads  and  steel  ships,  his  re- 
gret is  intelligible.  But  even  then,  hon- 
estly speaking,  he  should  have  little 
cause  for  regret,  inasmuch  as  the  whole 
available  surface  of  the  earth  might  long 
since  have  been  so  completely  engineered 
as  to  have  left  him  no  opportunity  to 
have  distinguished  himself.  He  might 
then  have  wished  that  there  had  been  no 
engineers  600  years  ago.  But,  were 
there  no  engineers  at  that  time?  To 
take  one  instance  only,  one  of  the  most 
important  branches  of  mechanical  engi- 
neering in  the  present  day  is  that  relat- 
ing to  the  manufacture  of  artillery.  It 
is  a  matter  of  history  that  cannon  were 
first  used  in  warfare  at  the  battle  of 
Oressy,  which  took  place  in  1346,  and  by 
the  Moors  in  the  defence  of  Algeziras, 
about  the  same  period.  Surely  the  man- 
ufacture  of  artillery  was  relatively  of  as 
great  importance  in  the  reign  of  Edward 
III.  as  in^that  of  Queen  Victoria,  and 
those  who  carried  on  that  manufacture 
are  as  much  entitled  to  be  considered  en- 
gineers as  those  who    manufacture   the 
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100-ton  guns  of  the  present  day.  Per- 
haps more  so,  if  we  judge  them  by  their 
light,  and  take  into  consideration  the  dis- 
advantage at  which  they  were  placed  as 
compared  with  their  successors  in  the 
craft,  who,  with  all  their  ingenuity  and 
experience,  and  with  all  the  materials  and 
machinery  at  their  command,  manage  to 
have  a  gun  burst  accidentally  now  and 
again.  I  know  it  may  be  urged  that  the 
guns  of  old  were  very  small  weapons. 
There  is,  however,  one  example  still  ex- 
tant, of  a  more  recent  date,  it  is  true, 
but  of  somewhat  remarkable  size  and 
construction  for  the  period  at  which  it 
was  produced.  I  refer  to  the  celebrated 
Mons  Meg,  in  Edinburgh  Castle.  This 
gun  i9  said  to  have  been  manufactured  at 
Jions,  in  Belgium,  in  1476,  whilst  others 
hold  that  it  was  made  in  Galloway,  and 
was  used  by  James  II.  at  the  seige  of 
Thrieve  Castle,  in  1465.  It  is,  however, 
known  to  have  been  employed  at  the 
the  seige  of  Dumbarton,  in  1849,  and  at 
that  of  Norham  Castle,  in  1497.  It 
burst  when  firing  a  royal  salute  in  1682. 
The  gun  is  13  ft  long  by  20  in.  in  diam- 
eter, and  is  formed  of  longitudinal  bars 
of  wrought  iron,  encircled  by  hoops  of 
the  same  material,  its  weight  being  five 
tons. 

As  a  matter  of  fact,  however,  the 
"  five  hundred  years  ago  **  was  merely  an 
arbitrary  definition  of  time  on  the  speak- 
er's part,  for  his  remarks  were  intended 
to  apply  to  the  long  past  in  general,  and 
to  imply  that  engineers  were  a  race  of 
men  unknown  to  any  time  but  the  nine- 
teenth century.  The  expression  was,  in 
fact,  begotten  of  the  spirit  which,  as  I 
have  observed,  would  fain  magnify  the 
present  to  the  depreciation  of  the  past. 
When  we  indulge  in  this  view  we  surely 
forget  the  broken  arches  of  the  huge 
aqueducts  and  bridges  which  cross  the 
Campagna,  and  which  ought  to  remind 
us  of  the  engineers  whose  names  history 
has  failed  to  preserve.  Those  who  have 
forded  rivers  by  the  Roman  paved  paths, 
or  who  have  driven  for  miles  along  the 
firm  PrsBtorian  Ways,  which,  2,000  years 
ago,  the  conquerers  of  the  world  con- 
structed for  the  march  of  their  legions, 
might  even  doubt  whether  Telford,  Mac- 
adam, and  their  successors  ftave  made 
any  very  great  advance  on  their  prede- 
-cessors  on  the  art  of  road-making.  The 
Oloaca  maxima  was  a  sanitary  institution 


which  we  have  yet  to  imitate.  The  pal- 
aces and  sewage  arrangements  of  Nim- 
roud,  the  hanging  gardens  of  Nebuchad- 
nezzar, the  canal  which  Xerxes  cut  across 
the  isthmus  of  Mount  Athos,  were,  like 
the  bridge  of  boats  with  which  he 
spanned  the  Dardanelles,  engineering 
works  which  we  should  all  do  well  not  to 
utterly  ignore  when  we  would  exalt  our- 
selves and  our  times  in  these  respects. 
The  men  who  reared  the  Pyramids,  and 
who  erected  the  monoliths  of  Egypt, 
possessed  an  art  which  died  with  ^em. 
It  is,  moreover,  not  a  little  singular  that 
in  the  past,  nations  which  are  sometimes 
credited  with  having  possessed  no  knowl- 
edge of  science,  have  produced  the  most 
beautiful  structures.  The  Mahommedans 
and  the  Hindoos,  ages  ago,  without  text- 
books, so  far  as  we  can  learn,  without 
scientific  schools  or  rules  to  guide  them, 
stumbled  into  the  creation  of  those  charm- 
ing edifices  which  it  is  one  of  the  privi- 
leges of  Eastern  travelers  to  see.  That 
they  were  guided  in  some  sort  by  scien- 
tific principles,  we  cannot  doubt,  and  al- 
though we  may  not  be  able  to  discover 
them,  are  we  justified  in  ignoring  them! 
And  how  far  back  into  the  remote  past 
can  we  peer  in  the  vain  hope  of  catching 
a  glimpse  of  these  workers  at  their  early 
labors?  Where  is  the  page  of  history 
that  discloses  to  us 

"  A  race  who  carved  the  temple  of  the  sun. 
And  mighty  fanes  from  out  the  living  rock; 
Fanes  which  lay  mouldering,  overthrown  by 
time, 
While  yet  the  pyramids  were  not." 

We  may  exhaust  tradition,  and  still 
find  ourselves  no  nearer  the  time  when 
such  science  as  they  had  was  flourishing 
at  its  best.  The  stupendous  cavern 
temples  of  Nubia  and  upper  Egypt  pro- 
claim an  antiquity  in  the  contemplation 
of  which  all  tradition  is  lost  sight  of. 
The  researches  of  some  of  our  modem 
explorers  lead  to  the  conclusion  that  the 
most  ancient  buildings  of  the  Thebaid, 
especially  the  great  temple  of  Kamac, 
which  had  a  circuit  of  a  mile  and  a-half, 
are,  to  a  large  extent  constructed  of  the 
materials  of  edifices  themselves  as  an- 
cient when  they  were  thus  dismantled  as 
those  which  are  now  standing  have  be- 
come since  their  demolition.  Thus  we 
have  come  to  be  aware  that  the  antiquity 
of  a  civilization  so  remote  that  tr^tion 
scarcely  reaches   to    the    latest  epochs 
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^hich  its  monnments  illnstrate,  is  at 
least  doubled  by  the  evidence  of  those 
monnments  themselves. 

And  here  I  may  refer  to  the  fact  that 
-early  in  1884,  fresh  proofs  of  the  exist- 
ence of  an  ancient  civilization  in  Mexico 
-wore  discovered  in  Sonora,  about  sixty 
miles  south-east  of  the  town  of  Mad- 
eleine, where  some  explorers  found,  in 
the  heart  of  a  virgin  forest,  a  pyramid, 
-which  is  4,350  ft.  round  the  base,  and 
750  ft.  high,  that  is,  nearly  double  the 
size  of  the  great  pyramid  of  Cheops. 
JProm  the  base  to  the  summit  there  is  a 
roadway  on  which  vehicles  can  travel 
Around  the  vast  erection  in  a  spiral.  '  The 
outside  walls  are  built  of  granite  blocks 
-carefully  tooled  and  bedded.  A  little 
further  off  is  a  hillock,  with  hundreds  of 
caverns  or  chambers  cut  in  it,  from  5  to 
15  ft.  wide  and  10  to  15  ft.  long.  They 
have  no  windows,  and  are  entered  by  the 
xoof.  The  walls  are  covered  with  hiero- 
glyphics and  curious  pictures,  with  the 
ieei  and  hands  of  men.  Stone  utensils 
liave  also  been  found  there.  Who  the 
builders  of  these  ancient  monuments 
were  is  still  unsettled,  but  they  probably 
belonged  to  the  Mayos,  who  formerly  in- 
habited Sonora,  and  were  a  different  race 
to  the  Indians,  having  blue  eyes,  a  white 
«kin,  and  blonde  hair. 

The  key-note  to  the  favorable  results 
of  a  comparison  instituted  between  the 
works  of  the  ancient  and  the  modem  en- 
gineer, as  against  the  former,  is  undoubt- 
^ly  scientific  progress  and  development 
in  it«  broadest  and  fullest  sense.  The 
bridges  with  which  Robert  Stephenson 
Bpanned  the  St.  Lawrence  and  the  Menai 
Straits  are,  as  efforts  of  skill,  infinitely 
beyond  anything  that  Roman  persever- 
ance could  accomplish.  In  like  manner 
the  simple  contrivance  by  which  George 
Stephenson  succeeded  in  carrying  the 
Xiiverpool  and  Manchester  railway  across 
Oiat  Moss,  manifests  a  genius  for  a  cor- 
responding display  of  which,  in  the 
works  of  the  ancients,  we  search  in  vain. 
Their  works  astonish  us  by  their  vast- 
ness,  by  their  magnificence,  and  by  the 
expenditure  of  brute  force  which  must 
have  accompanied  their  construction. 
Those  of  the  modems  aim  at  introducing 
lightness  and  elegance  of  design,  and 
economizing  material  and  power,  and 
they  have  to  be  examined  in  detail  be- 
fore their  full  merits  are  apparent.  Take 


the  magnificent  bridge  over  the  Firth  of 
Forth,  the  works  of  which  I  recently  had 
an  opportunity  of  inspecting,  and  which 
twice  span  1,700  ft.  of  sea  at  a  stretch, 
at  a  height  of  150  ft.  above  high-water 
level,  with  its  cantilevers  towering  200 
ft.  higher,  and  examine  its  details.  In 
their  minuteness  and  relative  correctness 
with  regard  to  each  other  and  the  whole 
structure,  they  are  such  as  never  could 
have  been  conceived  by  the  ancients. 
Size  and  massiveness  with  them  went 
hand  in  hand,  resulting  in  an  appearance 
of  grandeur  typified  rather  by  the  Egyp- 
tian style  of  architecture  than  by  the 
modem  Gothic.  We  should  endeavor  so 
to  combine  size  with  lightness,  as  to  pro- 
duce an  appearance  of  elegance.  Art 
and  science,  beauty  and  utility,  when 
rightly  understood,  are  never  in  conflict, 
and  they  can  be  as  perfectly  in  agree- 
ment in  a  chimney  stack  in  Manchester 
as  in  the  beautiful  Gothic  of  Milan  Ca- 
thedral. The  happy  blending  of  true 
aesthetic  principles  with  the  more  rigid 
and  circumscribed  requirements  of  utility 
in  constructive  art,  cannot  fail  to  produce 
what  that  gifted  artist  Von  Schlegel  has 
so  beautifully  described  as  "  frozen  mu- 
sic." 

But  if  we  reduce  the  design  of  Forth 
Bridge  to  first  principles,  what  do  we 
find  ?  Simply  that  it  is  a  development — 
a  very  grand  one,  it  is  true — of  a  rude 
kind  of  structure  raised  by  the  inhabi- 
tants of  Thibet,  Cashmere,  and  the 
mountains  of  India,  consisting  of  beams 
projecting  from  piers.  Each  beam  is 
made  to  project  beyond  the  one  that 
supports  it,  until  the  two  sides  approach 
sufficiently  near  to  admit  of  a  beam  being 
laid  across  to  connect  them.  Here  we 
have  a  rude  plan  which  has  been  convert- 
ed into  a  scientific  and  beautiful  method 
of  construction  by  engineering  science. 
The  old  semaphore  system  of  signaling, 
which  for  years  many  of  us  were  accus- 
tomed to  see  at  work  on  the  roof  of  the 
Admiralty  at  Whitehall  and  elsewhere, 
was  of  more  imposing  appearance  than  a 
thread  of  telegraph  wire  with  a  Morse 
sending  instrument  at  one  end  and  a 
Wheatstone  automatic  receiver  at  the 
other.  But  how  incomparably  superior 
to  the  former  is  the  latter  I  Again,  look 
at  our  glorious  Nelson's  ship,  the  Vic- 
tory, in  Portsmouth  Harbor,  and  com- 
pare   her    with  a  modem  torpedo-boat 
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steaming  past  her  at  22  knots  an  hour.* 
The  contrast  in  size  is  striking,  but  the 
contrast  in  power  in  proportion  to  size 
is  simply  startling.  The  one  would 
hardly  make  a  cock-boat  for  the  other, 
although  whilst  the  ancient  engine  of 
war  was  changing  her  course  but  a  few 
points  the  modem  machine  could  come 
upon  her,  deliver  its  deadly  message,  and 
steam  well  clear  of  the  vortex  caused  by 
the  sinking  three-decker. 

I  have  said  that  the  key-note  to  the 
advanced  position  of  the. present  age  is 
scientific  progress,  and  I  now  desire  to 
direct  your  attention  to  the  circumstance 
that  the  principles  involved  in  and  under- 
lying several  of  the  most  recent  devel- 
opments of  science  which  constitute 
that  progress  were  not  ui^known  to  some 
who  lived  in  bygone  ages.  But  although 
they  appear  to  have  been  conversant  with 
those  principles,  they  lacked  the  power 
of  giving  practical  effect  to  their  knowl- 
edge. It  is  the  possession  of  this  power 
— this  civilizing  quahty — and  its  legiti- 
mate utilization  which  have  led  to  the 
remarkable  developments  of  modem 
times.  The  scant  records  of  the  past 
have  for  the  most  part  only  brought 
down  to  us  the  theories  of  the  ancients 
in  such  a  vague  form  as  to  cause  them 
to  be  passed  by  as  the  utterances  of 
visionaries  or  the  fantastic  day-dreams 
of  poets,  unless,  perchance,  a  train  of 
thought  should  establish  a  connection  be- 
tween what  may  be  regarded  as  the 
prophecy  and  its  fulfillment  Take,  for  ex- 
ample, electrical  telegraphy,  which  forms 
one  of  the  practical  adaptations  of  that 
latest-bora  daughter  of  modem  science 
— electricity.  Many  of  us  are  in  the 
habit  of  unthinkingly  associating  with 
its  invention  the  honored  names  of  Cooke 
and  Wheatstone,  so  prominent  is  their 
position  in  this  connection,  and  so  im- 
portant the  part  they  played.  Great, 
however,  as  was  their  work,  they  only 
took  up  and  perfected  that  of  ma^y 
others,  their  predecessors,  whose  labors 
led  up  to  their  victory.  The  electric 
telegraph  had,  properly  speaking,  no  in- 


*  In  the  speed  trials  of  two  torpedo  boats  recently 
built  by  Me8<9rs.  Yarrow  A  Co  ,  when  the  boats  were 
loaded  with  17  tons  (representing?  the  fish  ting  trim), 
the  speed  obtained  was  2S^  knots  an  hour,  and  when 
tried  on  the  light  water-line,  34  knots,  which  is  equal 
ti>  27)4  statute  miles  an  hour,  being  the  highest  speed 
on  record. 


ventor ;  it  grew  up  little  by  little,  eack 
inventor  contributing  his  share  to- 
wards its  advancement.  At  least  a  score 
of  names  adorn  the  roll  of  fame  in  this 
respect  Commencing  very  nearly  a  cen- 
tury ago  with  those  of  Gkdvani  and  Volta,. 
we  encounter  in  our  run  down  the  stream 
of  time,  the  names  of  Sommenngy 
Schweigger,  Coxe,  Bomagnesi,  Oerstadt^ 
Ampere,  La  Place,  Fechner,  Alexander, 
Sturgeon,  von  Cannstedt,  Faraday,  Morse, 
Gauss,  Weber,  and  Steinheil,  each  of 
whom  contributed  successively  a  round 
in  the  ladder  which  was  ascended  by 
Cooke  and  Wheatstone.  These  latter, 
however,  were  the  first  to  establish  a  tele- 
graph for  practical  purposes  on  a  com- 
paratively large  scale,  and  thus  their 
names  came  into  prominence,  whilst 
those  of  Amp5re,  von  Cannstedt,  Stein- 
heil, and  others  remain  comparatively  un- 
known in  this  immediate  connection. 

In  referring  to  Galvani  and  Volta,  I 
have  looked  back  a  hundred  years  to 
what  appears  to  be  the  first  conception 
of  the  idea  of  an  electric  telegraph.  The 
means  of  attaining  this  end,  however,, 
may  have  been  struggling  for  birth  in  re- 
flective minds  for  many  centuries  past, 
for  aught  we  know.  In  support  of  this, 
let  me  go  back  two  centuries  and  a-half 
to  the  time  of  Galileo,  who  appears  to 
have  been  fully  aware  of  the  importance 
of  employing  magnets  for  transmitting 
intelligence  to  a  distance,  although  he 
did  not  see  his  way  to  the  practical  ac- 
complishment of  his  idea.  In  one  of  the 
dialogues  which  he  wrote  in  1632  on  the 
two  great  rival  astronomical  systems,  he 
makes  one  of  his  myths,  Sagredus.  to  say,. 
'*  You  remind  me  of  one  who  offered  to 
sell  me  a  secret  art,  by  which,  through 
the  attraction  of  a  certain  magnet  needle,, 
it  would  be  possible  to  converse  across  a 
space  of  two  or  three  thousand  miles.  I 
said  to  him  that  I  would  willingly  become 
the  purchaser,  provided  only  that  I  might 
first  make  a  trial  of  the  art,  and  that  it 
would  be  sufficient  for  the  purpose  if  I 
were  to  place  myself  in  one  comer  of  the 
sofa,  and  he  in  the  other.  He  replied 
that  in  so  short  a  distance  the  action 
would  be  scarcely  discernible ;  so  I  dis- 
missed the  fellow,  and  said  that  it  was- 
not  convenient  for  me  just  then  to  travel 
into  Egypt  or  Muscovy  for  the  purpose 
of  trying  the  experiment,  but  that  if  he 
chose  to  go  there  himself  I  would  remaia 
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in  Venice  and  attend  to  the  rest.''* 
"Whether  the  idea  originated  with  Galileo 
or  with  another  who  communicated  it  to 
him  is  not  certain  ;  bnt  what  seems  per- 
fectly dear  is  that  iD  this  dialogue  we 
have  the  first  absolutely,  defined  concep- 
tion of  the  electric  telegraph.  This  in- 
teresting fact  was  pointed  out  to  me 
some  years  since  by  an  old  friend,  Mr. 
Hichard  Bellamy,  a  gentleman  of  consid- 
erable erudition.  He  also  communicated 
it  to  Mr.  Robert  Sabine,  who  introduced 
it  in  the  preface  to  his  '^  History  of  the 
Electric  Telegraph"  in  Weale's  Rudi- 
mentary Series.  Again,  take  the  case  of 
lightning  conductors.  Here  we  find  that 
Franklin  was  probably  anticipated  in  his 
discovery  of  lightning  conduction.  Ac- 
cording to  M.  de  Rochas,  the  ancient 
Etruscans  understood  the  art  of  guiding 
lightning.  Servius  relates  that  in  ancient 
times  the  priests  ignited  their  sacrifices 
by  lightniug,  and  upon  one  occasion  Tul- 
lius  Hostilius  was  struck  dead  because 
he  neglected  the  precautions  laid  down 
by  Numa. 

Turning  to  surgical  science,  let  us  take 
the  circulation  of  the  blood.  The  dis- 
•covery  of  this  wonderful  principle  was 
undoubtedly  enunciated  by  Harvey  in  the 
«arly  part  of  the  seventeenth  century, 
namely,  in  the  year  1619.  But  I  have 
read  a  very  striking  description  of  the 
•circulation  of  the  blood  in  a  book  which 
was  written  2,600  years  before  Dr.  Har- 
Tey  s  time.  It  is  possible  that  Harvey 
may  have  read  it  too,  and  that,  as  .a 
medical  man,  it  may  have  suggested  to 
hiB  mind  a  research  in  the  direction  in 
which  he  eventually  made  his  great  dis- 
covery. It  is  also  possible  that,  like 
thousands  upon  thousands  of  others,  he 
may  have  merely  read  it,  and  have  con- 
sidered it  a  piece  of  poetic  imagery  bear- 
ing some  occult  meaning  knovm  only  to 
the  writer,  and  never  further  developed 
by  him.  In  fact,  like  Wordsworth's 
Peter  Bell— 

**  A  primrose  by  a  river's  brim 
A  yellow  primrose  was  to  him, 
And  it  was  nothing  more." 

1  refer  to  that  beautiful  description  of 
the  decay,  by  reason  of  age,  of  man's 
natural  powers,  written  by  Solomon  at 
the  close  of  the  Book  of  Ecclesiastes,  in 

*  *' Galilei  Systema  Cosmlonm,*'  Dialogue  I.,  Leyden 
edition,  1700. 


the  year  977  b.  c,  or  nearly  three  thou- 
sand years  ago.  He  describes  the  dim- 
ming of  the  various  faculties,  under  ex- 
ceedingly poetical  but  equally  appropri- 
ate and  unmistakable  symbols,  and  he 
goes  on  to  say :  '*  Or  ever  the  silver  chord 
be  loosed,  or  the  golden  bowl  be  broken, 
or  the  pitcher  be  broken  at  the  fountain, 
or  the  wheel  broken  at  the  cistern."* 
Here,  then,  we  have  the  silver  chord — 
the  spinal  marrow,  the  golden  bowl — the 
heart,  the  pitcher  at  the  fountain  and  the 
wheel  at  the  cistern — ^both  representative 
of  the  means  by  which  the  Easterns  ob- 
tained and  still  do  obtain  water,  and  in 
conjunction  with  the  golden  bowl,  clearly 
symbolizing  the  circulation  of  the  blood.t 
Another  cognate  matter  is  the  compar- 
atively recent  discovery  of  those  minute 
entities  known  as  bacteria.  I  fear  we  can 
only  call  this  a  re-discovery,  inasmuch  as 
two  centuries  ago  the  celebrated  natural- 
ist, Leeuwenhoek,  with  wonderful  skill, 
considering  the  very  imperfect  instru- 
ments of  his  time,  anticipated  modem 
physicists  in  this  connection.  The  dis- 
covery of  this  circumstance  is  due  to 
Professor  E.  Cohn,  of  the  University  of 
Breslau,  who,  a  year  ago,  in  a  communi- 
cation published  in  the  AUgemeine  Hdn- 
delsblaU,  recapitulates  the  substance  of  a 
correspondence  of  Leeuwenhoek  with 
Francis  Aston,  of  London,  a  member  of 
the  Royal  Society.  Leeuwenhoek,  writ- 
ing from  Delft,  in  1683,  reports  that 
among  the  debris  of  food  remaining  be- 
tween his  teeth  he  had  discovered,  with 
the  aid  of  the  microscope,  hving  organ- 
isms moving  with  great  activity.  He 
distinguishes  various  kinds  among  them, 
which  he  describes  so  precisely  that  they 
are  easily  recognizable.  One,  which  oc- 
curs least  frequently,  resembles  a  rod, 
the  bacilus;  others,  twisting  in  curves, 
are  bacteria ;  a  third  kind,  creeping  in 
snake  fashion,  is  the  vibrio  ugula ;  an- 
other kind,  of  extreme  minuteness,  re- 
sembles a  swarm  of  flies  rolled  up  in  a 
ball,  and  is  evidently  the  micrococus ;  its 
movements  cannot  be  traced  with  cer- 
tainty. He  says  that  this  species  seems 
to  be  made  up  of  parallel  threads  varying 

*  Eooleeiastes  xli.  6. 

t  The  *'  sakta,"  or  Persian  wheel,  or  the  **  natnra," 
as  it  is  called  in  some  oonntries,  is  the  great  instm- 
ment  of  irrlsation  in  the  Bast.  It  consists  of  an  end- 
less chain  formed  of  twigs,  and  stnuur  with  earthen 
pitchers.  The  chain  passes  over  a  wheel  drlyen  by 
oxen,  and  the  pitchers  raise  the  water  from  the  weli» 
and  deliver  it  mto  a  oLstem. 
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in  length,  and  remaining  immovable, 
while  other  specks  move  in  and  out 
through  the  web.  Leeuwenhoek  marvels 
that  these  things  could  live  in  his  mouth, 
notwithstanding  his  systematic  habit  of 
cleansing  it.  He  instituted  observations 
which  showed  that  they  were  also  to  be 
found  in  the  mouths  of  other  persons. 
Some  years  later  he  could  not  discover 
any  traces  of  those  minute  organisms, 
and  he  was  lead  to  attribute  their  dis- 
appearance to  the  use  of  hot  coffee.  But 
shortly  afterwards  he  rediscovered  them 
as  lively  as  ever.  In  September,  1692,  he 
sent  some  sketches  of  them  to  the  Boyal 
Society.  From  this  correspondence,  it 
would  seem  that  the  knowledge  concern- 
ing bacteria  made  no  advance  for  nearly 
two  centuries,  but  it  clearly  places  Leeu- 
wenhoek in  the  position  of  their  original 
discoverer. 

Quitting  medical  science,  let  me  turn 
to  that  which  relates  to  the  production 
of  our  modem  weapons  of  war  and  our 
most  cunning  devices  for  endeavoring  to 
deprive  our  enemies  of  the  pleasures  of 
conquest.  Here  we  have  one  who  was 
both  poet  and  seer,  most  distinctly  fore- 
shadowing the  submarine  travehng  tor- 
pedo. This  was  Ben  Jonson,  who,  in  his 
play,  "The  Staple  of  News,"  wrote,  in 
act.  iii.  scene  1,  as  follows : 

Thomas. 
They  write  here  one  Cornelius'  son, 
Hath  made  the  Hollanders  an  invisible  eel 
To  swim  the  Haven  at  Dunkirk  and  sink  all 
The  shipping  there. 

Pbnktbot. 
*    But  how  is't  done? 

Cymbal. 
rU  show  you,  sir. 
It's  an  automa,  runs  under  water 
With  a  snug  nose,  and  has  a  nimble  taU 
Made  like  an  augur,  with  which  tail  she 

wriggles 
Betwixt  me  costs  of  a  ship  and  sinks  it  stnught. 

Pennybot. 
A  most  brave  device 
To  murder  their  flat  bottoms  I 

What,  therefore,  to  the  playgoers  of 
Queen  Elizabeth's  time  was  the  most  pal- 
pable absurdity  a  poet's  fancy  could  in- 
vent, is  to  us  simply  an  accomplished 
scientific  fact.  In  like  manner,  Dean 
Swift,  160  years  ago,  credited  the  astron- 
omers of  Laputa  with  the  discovery  of 
two  satellites  revolving  about  Mars,  whilst 
the  actual  discovery  of  Mars'  moons  did  f 


not  take  place  until  about  the  year  1877.* 
These  are,  to  say  the  least,  curious  coin- 
cidences, and  however  much  Ben  Jonson's 
"invisible  eel"  may  have  been* the  oflf- 
spring  of  poetical  fancy,  and  howeveir 
little  Swift's  moons  may  owe  their  origin 
to  astronomical  knowledge,  the  fact  re- 
mains that  we  have  two  distinct  scientific 
forecasts  which  have  been  singularly^ 
verified  in  our  own  times.  Even  more 
remarkable  than  either  of  the  foregoing^ 
is  the  poet  WiUiam  Drummond,  of  Haw- 
thomden,  who,  260  years  since,  did  not 
simply  shadow  forth  at  the  bidding  of 
the  muse  what  might  then  appear  an  ab- 
surdity or  a  quaint  conceit,  but  in  very 
precise  language  indicated  some  of  the 
most  important  weapons  of  war  used  hj 
the  armies  and  navies  of  the  civilized 
world  in  the  present  day.  Looking^ 
through  the  records  of  the  Patent  Office 
some  years  since  for  information  upon  a 
cognate  subject,  I  came  across  a  specifi- 
cation entitled  "The  Letter  of  Master 
Wilham  Drummond  for  the  Construction 
of  Machines,  Weapons,  and  Engines  of 
War  for  Attack  or  Defense  by  Land  or 
Sea,  etc,"  and  dated  September  29, 1626,. 
Li  this  remarkable  document  no  fewer 
than  sixteen  inventions  are  apparently 
included,  although  only  fifteen  are  indi- 
cated. The  first  is  described  as  an  in- 
strument for  cavalry  use,  by  which  & 
single  man  can  be  of  no  less  avail  in  bat- 
tle than  five  or  six  with  the  ordinary 
weapons.  It  is  called  a  "  box-pistoll  *'^ 
and  a  "  muskett-box,"  and  its  effect  is 
said  to  be  at  once  terrible  and  rapid. 
This  invention  appears  to  answer  to  the 
repeating  rifles  and  revolvers  of  bur  time. 
The  second  invention  is  described  as  a 
"shooting-spear,"  for  a  musketeer,  and 
was  probably  a  blade  attached  to  the 
musket,  as  is  the  bayonet  in  the  present 
day.  The  third  invention  is  a  number  of 
musket  barrels-  fastened  together,  and 
called  a  "  lightning  chariot,"  which  would 
appear  to  be  the  prototype  of  the  mitrail- 
leur  and  Gatling  gun  of  modem  warfare. 


*  *«They  have  likewise  disoovered  two  lesser  stars, 
or  satelUteff,  which  revolve  about  Man,  whereof  the 
innermost  is  distant  from  the  oenter  of  the  prlmarjr 
planet  exactly  three  of  his  diameters,  and  the  oater- 
most  five ;  the  former  revolves  in  the  spaoe  of  two- 
hoars,  and  the  latter  in  twenty-one  and  an  half ;  so 
that  the  squares  of  their  periodical  times  are  very- 
near  in  the  same  proportion  with  the  cubes  of  their 
distance  from  the  center  of  Mars,  which  evldentiy 
shows  them  to  be  governed  by  the  same  law  of  grav- 
itation that  influences  the  other  heavenly  bodies.**— 
A  Voyage  to  Laputa,  etc.,  edit,  1766. 
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The  fourth  invention  is  described  as  one 
from  which  three,  four,  or  even  five  balls 
were  to  be  fired  in  the  same  time  as  a 
single  ball,  and  from  the  name  given  to 
this  appliance  of  ^'open  ordinance''  it 
would  seem  that  modem  breechloading 
artillery  was  foreshadowed. 

The  sixth  and  seventh  inventions  re- 
late to  guns,  one  of  which  is  called  a 
"  flatsoourer,"  and  the  other  a  "  cutter,* 
the  inference  being  that  the  use  of  chain 
shot  was  here  intended.  The  seventh  in- 
vention is  a  movable  fort  or  turret  for 
soldiers.  The  eighth  invention  is  omitted 
from  the  original  document,  nor  is  there 
any  clue  as  to  its  nature.  Now  it  is  just 
possible  that  this  missing  invention  may 
nave  been  the  one  imported  by  Ben  Jon- 
son  into  his  play,  and  I  will  give  you  my 
reasons  for  thinking  so.  I  find  that  Jon- 
son  visited  Drummond  at  Hawthomden 
in  the  spring  of  1619,  and  the  latter  may 
then  have  communicated  his  ideas  in  this 
respect  to  the  former.  Jonson  s  wit 
would  readily  transform  the  more  sober 
notion  of  Drummond  into  satire,  and  this 
might  prevent  Drummond  with  his  more 
sensitive  nature  from  making  public  the 
original  of  Jonson's  ludicrous  automaton. 
As  tending  somewhat  to  prove  the  cor- 
rectness of  my  assumption,  I  would  re 
mark  that  the  ninth  is  in  some  sort  a 
cognate  invention  with  Jonson's  ^*au- 
toma,**  inasmuch  as  it  is  described  as  ^'  a 
new  sort  of  ship  which  can  enter  ports  of 
^any  sort,  even  barricaded  by  powerful 
chains,  bars,  or  engines,  and  can  destroy 
whole  ships  by  fire  or  forcibly  capture 
them."  "  The  ship,"  continues  the  speci- 
fication, ''from  its  immense  and  really 
terrible  effect,  and  its  tremendous  de- 
struction of  ports  and  ships,  deserves  to 
be  called  *  Leviathan.' "  This  would  ap- 
pear to  embody  the  idea  of  our  modem 
ships  of  the  ram  class. 

Here  Drummond  appears  to  have  ex- 
hausted his  stock  of  invention  as  regards 
the  arts  of  war,  and  he  turns  his  attention 
to  those  of  peace,  for  the  tenth  item  is 
an  instrument  for  measuring  the  speed 
of  the  wind,  or  of  a  ship,  in  fact,  an  an- 
emometer and  a  log  combined.  The 
eleventh  invention  is  a  '*  sea  postilion/' 
which  iu  some  respects  answers  to  our 
little  steicm  launches.  The  twelfth  inven- 
tion is  worthy  of  note ;  it  is  called  a 
•*  lenth-compas,  by  which  the  distance  of 
a  voyage  may  be  exactly  calculated,  and 


the  different  longitudes,  eithei"  at  sea  or 
on  the  nearest  shore,  determined."  Now 
here  we  apparently  have  the  first  sug- 
gestion of  a  means  of  discovering  the 
longitude  of  ships  at  sea.  The  patent,  as 
I  have  said,  is  disited  1636,  and  it  was  not 
until  1674  that  a  Frenchman — St.  Pierre 
— submitted  to  Charles  II.  a  method  of 
effecting  this  object.  The  proposition 
was  referred  to  a  committee  of  astrono- 
mers, of  which  John  Flamsteed — the  first 
astronomer  royal  of  England — was  a- 
member.  Flamsteed  drew  attention  to 
the  incorrectness  of  the  lunar  tables  by 
which  the  position  of  the  moon  amongst 
the  fixed  s-ars  was  to  be  calculated. 
Struck  by  the  deficiency,  the  monarch  is 
said  to  have  at  once  founded  the  Observa- 
tory at  Greenwich,  which  w^s  called 
Flamsteed  House.  The  king  appointed 
Flamsteed  to  the  post  of  astronomer 
royal,  at  a  salary  of  £100  per  annum.  It 
does  not  appear  that  previously  to  this- 
any  attempt  had  ever  been  made  to  de- 
termine the  longitude  of  a  ship  while  at 
sea.  To  return  to  Drummond,  I  have 
only  to  notice  that  his  thirteenth  inven- 
tion was  a  still  fpr  rendering  salt  water 
potable,  whilst  the  fourteenth  and  fif- 
teenth have  reference  respectively  to 
burning-glasses  and  telescopes,  or  "  lynxes 
eyes,"  as  he  calls  them.  In  the  sixteenth 
and  last  invention  Master  Drummond 
falls  foul  of  that  pons  aainorum  of  in- 
ventors of  all  times — perpetual  motion — 
for  he  describes  it  as  '*  a  machine  pro- 
ducing perpetual  motion  from  a  natural 
cause,  and  one  incapable  of  fatigue,  by 
the  employment  of  whose  aid  a  variety 
of  mechanical  operations  may  obtain 
motive  power, 'and  it  is  called  '  momet.' " 
Such  is  the  poet's  remarkable  list  of  in- 
ventions, which  I  need  hardly  say  enk- 
braces  a  far  greater  variety  of  subjects 
than  could  be  coaxed  into  a  single  patent 
in  the  present  day,  especially  under  the 
new  law.  The  inventions  are  not  in  any 
case  described  in  detail,  nor  does  Drum- 
mond illustrate  them,  a  course  which 
some  inventors  of  our  own  time  would 
like  to  be  permitted  to  pursue.  Neither 
am  I  aware  of  Drummond  having  carried 
any  of  his  inventions  into  practical  effect. 
Of  course,  breechloading  arms  are  by  no 
means  so  modem  an  invention  as  is  gen- 
erally supposed,  as  the  relics  in  the 
Tower  of  London  show.  Possibly  some 
of  these  might  be  traced  to  Drummond's 
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patent,  although  this  is  very  problemat- 
ical. Be  this  as  it  may,  there  is  no 
<][uestion  that  those  of  his  inventions 
which  relate  to  the  arts  of  war  do  cer- 
tainly foreshadow  many  of  those  at  pres- 
ent in  prominent  use,  and  which  are  re- 
garded more  or  less  as  distinct  creations 
of  our  own  times.  As  it  may  occur  to 
some  that  they  have  come  across  this 
somewhat  singular  disclosure  respecting 
Drummond  before,  I  may  here  mention 
that  the  matter  formed  the  subject  of  an 
article  from  my  pen  which  appeared  in 
the  leading  journal  some  nine  years 
flince.* 

Before  quitting  the  region  of  prophecy 
and  fulfillment,  I  would  observe  that 
England's  greatest  poet — Shakespeare — 
appears  to  have  placed  himself  in  the 
same  category  as  Jonson  and  Drummond. 
In  the  second  scene  of  the  fourth  act  of 
^^TroUus  and  Cressida,*'  Shakespeare 
makes  Cressida  say — 

*'  But  the  strong  base  and  building  of  my  love 
Is  as  the  very  center  of  the  earth, 
Drawing  all  things  to  it" 

To  my  mind  the  poet  here  most  clearly 
anticipates  Sir  Isaac'  Newton's  great 
discovery  of  gravitation. 

I  have  taken  you  back  with  me  a  long 
way  into  the  past,  not  merely  to  pre- 
historic times,  but  I  have  even  exhausted 
ti'adition.  It  must  not,  however,  be  as- 
sumed from  this  that  I  live  in  the  past. 
I  live  in  the  present,  and  for  the  future. 
I  obey  the  poet's  behest,  which  is  to 

*'Look  back  upon  the  past,  and  by  the  lights 
Which  now  are  thine,  onwards  towards  the 
future." 

Let  us  see,  then  what  the  facts  I  have 
adduced  teach  us.  I  think  they  show  us 
that  what  was  aforetime  spoken  hiero^ 
glyphically  and  in  fable  is  now  being 
spoken  plainly.  In  fact,  the  idealism,  the 
imagination  of  a  bygone  age  has  in  more 
instances  than  one  become  transformed 
into  a  reality  in  the  present  one.  The 
dream  of  the  poet,  and  the  inchoate  in- 
definite idea  of  the  sage  of  antiquity  have 
become  materialized,  and  produce  the 
daily  bread  of  the  artisan.  That  which 
was  once  purely  spiritualistic,  and  which 
formed  one  of  the  highest  elements  of 
fiction— communication  and  identity  of 
thought  without  sense  of  distance—  has 

*  Tim«$,  NoTember  »,  1877. 


become  strangely  realistic,  and  is  inex- 
tricably interwoven  with  the  web  of  ordi- 
nary everyday  life.  It  is,  however,  one 
thing  to  have  a  vision,  but  quite  another 
to  be  able  to  give  it  form ;  one  thing  to 
conceive,  but  quite  another  to  invest  the 
'  conception  with  practical  existence.  But 
in  the  past,  when  knowledge  was  power 
of  an  oppressive  and  tyrannical  character, 
a  veil  of  impenetrable  mystery  was  drawn 
around  the  early  germinations  of  science 
by  her  bigoted  votaries.  The  pursuit  of 
knowledge  was  only  permitted  to  the  few, 
whilst  the  mass  wondered  ignorantly  on 
in  mingled  terror  and  admiration.  Henoe 
it  is  reasonable  to  suppose  that  there 
were  in  former  ages  developments  of 
science  which  ran  parallel  with  some  of 
our  own — in  fact,  I  have  to  some  extent 
shown  this  to  have  been  so — ^but  they 
were  most  jealously  guarded,  and  have 
been  buried  with  overthrown  nations. 
We  may  also  learn  a  lesson  of  patience 
and  unresting,  but  not  restless,  perse- 
verance in  our  work.  Great  results  are 
not  achieved  in  a  day,  or,  as  Smiles  ap- 
propriately puts  it,  "great  inventions  are 
not  brought  forth  at  a  heat."  They  are 
begun  by  one,  improved  by  another,  and 
perfected  by  a  whole  host  of  successors. 

The  facts  I  have  brought  before  you 
also  point  to  the  moral  and  matmal 
progress  of  the  world.  <*The  bee  that 
hummed  its  busy  hour  through  the 
bowers  of  Paradise,"  wrote  Sydney  Smithy 
**'  fashioned  its  hexagon  with  the  same 
mathematical  precision  which  it  does  noyf 
and  here.  Six  thousand  years  have  add- 
ed nothing  to  the  sagacity  of  the  horse 
or  the  intelligence  of  the  dog.*'  But 
how  widely  Afferent  with  man  I  He 
commences  as  a  fire-worshiper  and 
rises  to  a  Newton,  a  Faraday,  a  Stephen- 
son, a  Siemens.  Tempts  the  river  in  a 
few  fragments  of  bark  lashed  together 
with  thongs  of  raw  hides,  and  crosses 
the  Atlantic  in  an  iron  steamship  of  22,- 
500  tons  biirthen.t  Burrows  in  the 
earth,  and  then  builds  a  city  with 
four  miUions  and  a-half  of  inhabitants. 
Sticks  a  dried  reed  in  a  Jump  of  fat  to 
light  his  mud  hut,  i^nd  carbonizes  2,200,- 
659  tons  of  coal  per  annum  to  illuminate 
London.t    Takes   weeks  to  send  mes- 

,    t  The  OrMt  Eastern. 

?     X  Darlnff  the  year  1884  the  Chartered  Oas  Ooinpanf 
I  carbonized  1,568,891  tons  of  ooal ;  the  Sooth  Metro- 
politan Gas  Company  457.687  tons,  and  the  Commer- 
.  oial  Oas  Company  174,901  tons ;  total,  9^900,600  tons. 
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«ag6S  on  sticks  to  Montezuma,  from  the 
^coast,  and  at  last  reports  in  London  the 
details  of  a  battle  fought  in  the  Soudan 
the  same  morning.  Slays  his  foe  with  a 
filing  and  a  pebble  chosen  from  the  brook, 
and  meets  the  enemy  with  a  machine-gun 
:firing  600  rounds  a  minute  by  means  of 
its  own  recoil.*  Lays  seige  to  a  city 
with  a  balista,  throwing  a  fragment  of 
Tock,  and  finally  attacks  a  fort  with  a  gun 
weighing  110  tons,  projecting  a  steel 
shell  of  1,800  lbs.,  with  a  charge  of  900 
lbs.  of  gunpowder.  The  axe-head  that 
boated  for  a  few  seconds  on  the  Jordan 
three  thousand  years  ago,  when  "  the  iron 
-did  swim,'*  was  a  miracle  indeed;  but 
what  of  the  hundred  of  thousands  of 
tons  of  iron  that  are  now  continually 
swimming  over  our  seas  in  masses  some 
thousands  of  tons  each  T 

These  are  extremes,  and  they  stand 
Tery  wide  apart.  But  they  are  to-day 
the  beginnings  and  the  endings  of  sci- 
ence, and  thus  stated,  they  bring  out  in 
bold  relief  the  contour  lines  of  progress, 
JBut  they  are  the  endings  of  science  as 
^regards  the  present  only.  They  are  by 
no  means  final,  or  science  never  stands 
atilL      They  are  but  the  landmarks  of 

*  The  MftTiin  gun. 


our  times,  which,  as  Emerson  puts  it,  are 
'^  trivial  to  the  dull,  tokens  of  noble  and 
majestic  agents  to  the  wise ;  the  recep- 
tacle in  which  the  past  leaves  it  history ; 
the  quarry  out  of  which  the  genius  of  to- 
day is  building  up  the  future." 

The  progress  of  science,  however,  is 
very  far  indeed  from  being  measured  or 
measurable  by  its  material  achievements. 
It  has  done  infinitely  more  than  merely 
give  us  railways,  telegraphs,  arms  of  pre- 
cision, and  other  practical  applications  of 
its  discoveries.  What  it  has  further 
done  I  cannot  express  better  than  in 
the  words  of  a  recent  anonymous  writer, 
who  says :  "  It  has  given  to  the  human 
race,  for  the  first  time,  standards  of  truth 
which  are  atonce  absolute  and  accessible, 
and  has  thus  caused  a  knowledge  of 
truth,  of  its  tests  and  evidences,  and  an 
engrossing  love  it,  to  become  the  chief 
mental  characteristics  of  those  who  are 
really  engas^ed  in  it  Great  as  have  been 
the  materiiu  rewards  of  science,  the  moral 
rewards  will  be  greater  still.'*  The  op- 
portunities of  scientific  education,  which 
are  daily  increasing  in  our  midst,  must 
hasten  the  coming  of  the  time  when 
these  moral  rewards  shall  be  within  the 
reach  of  all  who  will  stretch  forth  the 
hand  to  grasp  them. 


TRIPLE  EXPANSION  ENGINES. 

From  **The  Engineer.** 


Thb  literature  of  the  triple  expansion 
•engine  is  at  present  extremely  limited. 
Indeed,  all  that  has  been  written  on  the 
subject  might  be  put  within  the  covers 
•of  a  very  small  volume.  It  is  comprised 
in  certain  papers  read  before  engineering 
societies,  and  articles  which  have  ap- 
peared from  time  to  time  in  our  own  and 
other  technical  journals.  It  is  with  the 
more  pleasure,  consequentiy,  that  we  have 
read  a  pamphlet,  *'  Etude  sur  les  Machines 
•Oompound  k  Triple  Expansion,'*  by  Mons. 
Maurice  Demoulin,  and  published  by 
Messrs.  Baudry  &  Oo.,  Eue  des  Saintes- 
Peres,  Paris.  The  position  held  by  Mons. 
Demoulin  with  the  Societe  Ateliers  et 
Chantiers  de  la  Loire,  has  enabled  him 
to  write  with  a  competent  knowledge  of 
liis  subject,  and  we  can  strongly  recom- 
* .  :^ii  Vol.  XXXIV.— No.  4—22 


mend  the  work  to  those  of  our  readers 
interested  in  steam  navigation.  It  is  not 
our  intention  to  review  the  pamphlet 
here,  but  it  contains  some  statements  the 
accuracy  of  which  seems  to  us  to  be  open 
to  question.  These  statements  h^ve  not, 
we  think,  originated  with  Mons.  Demou- 
lin, and  his  responsibility  for  them  is 
perhaps  one  of  adoption  only. 

It  is  commonly  assumed  that  one  of 
the  reasons,  if  not  the  reason,  why  the 
compound  engine  is  more  economical 
than  the  simple  engine,  is  that  the  range 
of  temperature  in  the  cylinders  is  small- 
er. As  Mons.  Demoulin  puts  it,  the  con- 
densing power  of  the  cylmders  of  a  com- 
pound engine  is  less  than  that  of  the 
cylinder  of  a  simple  engine ;  and  he  gives 
a  table  illustrating  this  theory  by  a  prac- 
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ileal  example.    No  doubt  to  a  certain 
extent  he  Ib  right.    He  assumes  an  initial 

Eressure  of  127  lbs.  per  square  inch,  a 
ack  pressure  of  4  lbs.,  and  a  total  range 
of  expansion  10.  He  then  states  the 
case  for  three  different  engines  of  the 
same  power.  The  first  has  a  single  cyl- 
inder, with  a  stroke  of  1  meter,  and  a 
diameter  of  1.5  meter ;  the  second  is  a 
compound  engine,  with  a  stroke  of  1  me- 
ter, a  high-pressure  .76  meter,  and  a  low- 
pressure  cylinder  1.6  meter  in  diameter ; 
and  lastly,  a  triple  expansion  engine,  with 
a  stroke  of  1  meter,  and  cylinders  .61, 
.96,  and  1.6  meter  diameter  respectively. 
He  multipHes  the  surface  in  each  cylin- 
der by  the  range  of  temperature  in  it, 
and  adds  all  the  products  together,  get- 
ting as  the  coefficient  of  condensation  in 
the  single-cylinder  engine,  896.98,  in  the 
double-cylinder  686,84,  and  in  the  triple 
expansion  686.06,  showing  an  advantage 
of  16  per  cent  possessed  by  the  double 
over  the  single-cyhnder,  and  34  per  cent, 
possessed  by  the  triple^  cylinder  over  the 
first.  This  calculation  is  based  on  the 
amount  of  surface  in  each  cyliner.  The 
large  cylinder  is  the  same  in  all  the  en- 
gines. Its  diameter  is  69  inches;  its 
condensing  surface,  allowing  for  clear- 
ance, will  be  7,412  square  inches  for  the 
cylinder  walls,  and  10,932  square  inches 
for  two  piston  faces  and  two  covers,  or 
127.3  square  feet.  We  have  made  no 
allowance  for  passages  or  piston-rods; 
yet  Mons.  Demoulin  makes  the  surface 
only  8.22  square  meters,  or  88.6  square 
feet  Multiplying  127.3  square  feet  by 
the  range  of  temperature  due  to  a  fall  of 
pressure  from  127  lbs.  to  4  lbs.,  we  have 
24,441,  in  round  numbers,  as  the  coeffi- 
cient of  condensation  of  the  single-cylin- 
der engine.  In  the  triple  expansion  en- 
gine the  high-pressure  cylinder  has  a 
surface  calculated  in  the  same  way  of 
33.6  square  feet,  but  Mons.  Demoulin 
makes  the  surface  only  26.88  feet.  The 
intermediate  cyhnder  has  by  our  calcula- 
tions a  surface  of  64  square  feet;  by 
Mons.  Demoulin's,  46  square  feet.  He 
assumes  the  fall  in  pressure  in  the  first 
cylinder  to  be  from  127  to  60  lbs.  The 
range  of  temperature  is  64  degrees.  The 
fall  in  the  intermediate  cyhnder  he  as- 
sumes at  60  lbs.  to  21  lbs.,  or  61  degrees, 
and  for  the  low-pressure  cylinder  21  lbs. 
to  4  lbs.,  or  77  degrees. 

Multiplying  the  areas  by  the  ranges  of 


temperature,  we  have  for  the  high-press- 
ure cylinder  33.6x66=2177  as  its  coeffi- 
cient of  condensation.  For  the  interme- 
diate cyhnder  we  have  64x61=3,264^ 
and  for  the  low-pressure  127.3  x  77=9,- 
802.  Summing  up,  we  have  16,243  as  the 
coefficient  of  condensation  in  the  triple 
expansion  engine,  a  result  different  from 
that  given  by  Mons.  Demoulin.  It  seems- 
probable  that  he  has  in  his  calculations 
forgotten  to  include  the  surfaces  of  the 
pistons,  which  are  quite  as  potent  for 
condensing  purposes  as  the  surfaces  of 
the  cyhnders.  The  influence  of  the  pass- 
ages  is  also  very  considerable,  especially 
in  some  types  of  engine,  in  which  the 
ports  are  very  long;  the  high-pressure 
slide  being, some  way  from  the  cylinder^ 
as,  for  example,  in  the  engines  of  the 
Arabian,  an  excellent  lithograph  of  which 
is  given  by  Mons.  Demouhn.  Indeed^ 
the  proportion  borne  by  port  and  valve 
surface  to  that  of  the  cylinder  is  often 
very  large,  and  ought  not  to  be  neglect- 
ed. His  calculation  is  also  to  some 
extent  invalidated  by  the  fact  that  he  has 
in  all  cases  taken  the  terminal  pressure 
in  one  cylinder  as  the  initial  pressure  in 
the  next,  which  it  never  can  be.  The 
range  of  temperature  in  each  cylinder 
will  therefore  be  less  than  he  has  made 
it,  so  that  he  has  sacrificed  a  point  in  his 
own  favor,  balanced,  perhaps,  by  the  cir- 
cumstance that  inasmuch  as  there  is  a 
continual  rise  and  fall  of  temperature  in 
the  intermediate  receiver  or  receivers^ 
there  is  probably  condensation  and  re- 
evapoi*ation  going  on  there,  of  which  he 
has  taken  no  notice. 

All  calculations  of  this  kind  are,  how- 
ever, vitiated  by  the  remarkable  fact  that 
condensation  in  the  high  pressure  cyl- 
inder of  a  triple  expansion  engine  is 
known  to  be  not  less  than  that  which 
takes  place  in  the  single-cylinder  engine. 
It  is  not,  perhaps,  easy  to  explain  the 
cause.  It  is  possible,  however,  that  the 
whole  body  of  steam  comes  more  freely 
in  contact  with  the  metal  of  the  small 
than  can  be  the  case  with  a  large  cylin- 
der. It  has,  at  all  event,  long  been 
known  that  the  efficiency  of  a  jacket  aug- 
ments as  the  diameter  of  the  cylinder 
decreases,  and  this  can  only  be  because 
cylinder  condensation  diminishes  as  the 
diameter  of  the  cylinder  is  increased.  It 
matters  nothing,  be  it  understood,  how 
initial  condensation  takes  place,  so  long^ 
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as  it  does  take  place.  That  is  to  say,  the 
loss  of  efficiency  would  be  the  same 
whether  part  of  the  condensatioQ  took 
place  in  each  cylinder  of  a  triple  engine 
or  all  in  one.  The  boiler  does  not  know 
what  becomes  of  the  steam,  and  if,  as  is 
sometimes  the  case,  over  40  per  cent,  of 
the  whole  is  condensed  in  the  high-press- 
ure cylinder,  the  loss  falls  directly  on  the 
boiler,  and  will  be  the  same  as  though 
40  per  cent  had  been  condensed  in  a 
single-cylinder  engine.  But  it  is  very 
well  known  that,  be  the  condensation 
what  it  may,  the  resulting  water  does  not 
to  the  end  remain  water  in  the  engine. 
A  portion,  at  all  events,  is  sure  to  be  re- 
evaporated.  The  economy  of  the  com- 
pound engine  depends  on  the  fact  that 
the  resulting  stecun  is  used  expansively 
in  the  second,  or  in  the  second  and  third 
cylinders.  Mons.  DemouUn  recognizes 
this  himself,  for  he  says : — '^  Les  moteurs 
i  detente  multiple  doivent  leur  superior- 
ite  6conomique,  en  partie  aux  causes  que  | 
nous  avons  signal^es,  en  partie  &  un  fait 
tres  important  qui,  jusqu^a  nos  jour,  a 


echappe  &  la  plupart  des  savants  et  des 
ingenieurs,  et  qui  consiste  en  ce  la  vapeur 
condensee  au  petit  cylindre  agitj  aprea  sa 
rS^aporation,  sur  leapistojis  des  cylindres 
d^expansion  pendant  tout  la  course  et 
aoec  tine  d/tente  qui  lui  est  propre,  puis- 
que  rintroduction  est  limitee  h  une  frac- 
tion de  la  course.  Avec  la  machine  mono- 
cylindre,  au  contraire,  la  vapeur  produite 
par  la  reevaporation  pendknt  Texpansion, 
dans  le  cylindre,  de  I'eau  de  condensation, 
ne  se  d&tafid,  mais  agitsimplement  comme 
si  elle  Halt  foumee^  a  pleine  admission 
par  une  chaudiere  distincte,  a  la  pression 
correspondant ;  on  perd  ainsi  un  notable 
quantite  de  calories."  The  italics  are 
Mons.  Demoulin's.  We  believe  that  we 
were  the  first  to  place  this  fact  before 
English  readers,  though  it  was  about  the 
same  time  announced  in  the  United 
States.  In  one  word,  the  compound  en- 
gine is  more  economical  than  tne  simple 
engine  working  with  the  same  range  of 
temperature  T— ^,  because  in  the  former 
the  principle  of  expansion  is  more  fully 
carried  out. 


LIQUID  FUEL. 

From  **NaiitioaI  Magaziiie.^ 


Thebs  are  not  wanting  signs  that,  in 
the  iomiediate  future,  ^'  liquid  fuel "  will 
have  established  a  position  of  importance, 
as  one  of  the  products  by  which  steam 
can  be  easily  and  economically  gener- 
ated. 

Shipowners  should  be  among  the  first 
to  welcome  such  a  result,  nor  should  they 
be  slow  to  allow  it  a  fair  trial.  So  many 
are  the  advantages  to  be  derived  from  its 
use,  which  we  partially  pointed  out  in 
our  last  article  on  the  subject,  that  it 
scarcely  can  fail  in  most  cases  to  give 
satis&ction.  The  entire  absence  of  smoke 
is  not  one  of  the  least  advantages. 

There  are  several  patent  arrangements 
in  existence  for  burning  ''liquid  fuel," 
among  them  that  of  Mr.  Percy  F.  Tar- 
butt,  which  has  been  fitted  to  the  late 
steamship  EEimalaya,  now  renamed  the 
steamship  Marahu,  for  which  extraordi- 
narily good  results  are  claimed ;  also  Ad- 
miral Selwyn's,  which  was  some  time  ago 
tried  experimentally  by  the  dockyard  au- 


thorities, but,  so  far  as  we  can  learn,  not 
with  the  most  satisfactory  results,  al- 
though at  the  present  time,  at  Middle 
Scotland  Yard,  London,  on  a  piece  of 
waste  ground,  the  Admiral  has  had  a 
marine  boiler  fitted  up  to  bum  "  liquid 
fuel "  by  his  arrangement,  which  all  in- 
terested can  see  for  themselves;  and 
Colonel  Sadler's  patent  burner,  which 
has  proved  in  the  short  time  it  has  been 
in  use  to  be  more  than  a  mere  experi- 
mental success.  This  last-mentioned 
method  of  burning  "fluid  fuel"  is  al- 
ready, and  has  been  for  months,  in  daily 
use  for  generating  steam  at  a  number  of 
manufactories  and  shipyards,  and  among 
the  firms  who  have  adopted  it  are  Messrs. 
Orr-Ewing's,  the  large  firm  of  dyers  at 
Alexandra,  in  Dumbartonshire ;  the  Gart- 
sherrie  Ironworks  (where  it  is  also  used 
for  smelting  iron^ ;  Messrs.  Bayltoh, 
Dixon  &  Co.  s  shipbuilders,  Middlesbor- 
ough ;  the  North  of  Ireland  Chemical 
Company,  and  also  at  Messrs.  Sadler  & 
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Co.'s  Chemical  Works,  at  Ulverston, 
Portsmouth,  Stockton-on-Tees,  and  Carl- 
ton. At  the  various  chemical  works  men- 
tioned, creosote  oil,  a  waste  product  of 
the  distillation  of  tar,  is  used  as  fuel  for 
the  furnaces  of  the  retorts  used  in  distil- 
ling tar.  The  production  of  this  oil  is 
not  confined  to  one  firm ;  and  in  addition 
to  the  Chemical  Company  in  Ireland  we 
know  that  the  Walkinshaw  Oil  Company 
at  Paisley  produce  "  liquid  fuel,"  and  are 
supplying  it  to  manufacturers  and  others 
at  20s.  to  25s.  per  ton,  according  to  the 
place  of  delivery,  and  they  likewise  use 
this  fuel  for  their  own  purposes. 

There  may  be  in  the  minds  of  sonie, 
doubts  as  to  the  possibOity  of  arriving  at 
such  a  saving  in  the  weight  of  the  fuel 
necessary  to  be  carried  by  a  steamer  as 
60  per  cent*,  but  \^hen  all  the  circum- 
stances of  the  case  are  considered,  it  will 
be  seen  that  this  is  a  fairly  reasonable 
result  to  be  anticipated  by  the  use  of 
*'  liquid  fuel "  of  an  approved  character. 

Although  "  creosote  oil "  has  not,  so 
far  as  we  can  learn,  been  subjected  to  ex- 
periments for  the  purpose  of  ascertain- 
ing the  exact  component  parts  of  the 
heating  agents,  yet  it  is  believed  that 
they  are  substantially  the  same  as  good 
petroleum,  and,  from  the  analysis  of  emi- 
neijt  chemists,  we  find  that  various  solid 
and  fluid  fuels  give  the  following  per- 
centages by  weight  of  heating  agents : 


Anthracite 

coal 

Bituminous . . 
Petroleum  .. 

Coal  gas 

Generator  gas 
Water  gas. . . 


c 

H 

0 

C50 

CH4 

87.7 

8.8 

3.2 

80.8 

5.0 

8.2 

84.4 

18.1 

1.5 

6.6  1 

14.8 

62.4 

1.98 

85.6 

1.46 

6.8 

... 

87.8 

1.2 

C.H, 


14.8 


By  Dulong's  formula — 

H=14,500C  -h  62,000  (H-|), 

we  obtain  for  the  combustion   of  one 
pound  of 

Anthracite 14,500  units  of  heat. 

Bituminous 14.200  " 

Petroleum 20,300  ** 

Coalgas 20,200  ** 

Generator  gas 3,100  ** 

Watergas 8,500  " 

According  to  another  authority 


Units  of  heat. 

A  pound  of  cofd  rives 14,000 

**         I>etroleum,  light  oil,  gives.  22,628 

**  *'  heavy,  gives. . .  19,440 

"  "  refined,  gives. .  19,260 

**     Pennsylvanian,  crude,  heavy, 

gives 19,210 

From  these  results  we  readily  find  the 
comparative  evaporative  power,  which  is 
as  follows: 

Pounds  of  water 

evaporated  from 

212°  Pahr. 

Coal  varjring  from 14.5   to  15.02 

Petroleum        "     19.95  to  23.44 

Coalgas  "    20.87 

Generator  gas  **    8.11 

Watergas        "    8.7 

and  from  what  has  already  been  stated, 
it  may  be  fairly  assumed  that  1  lb.  of 
creosote  oil  would  have  theoretically  the 
power  to  evaporate  21.5  lbs.  of  water. 

Experimental  results  with  solid  and 
liquid  fuels  show  that  there  is,  however, 
a  wide  difference  in  their  efficiency,  coal 
being  for  instance  variously  estimated  to 
have  from  forty  to  sixty  per  cent.,  while 
it  is  generally  admitted  "liquid  fuel** 
gives  ninety  per  cent  of  efficiency.  This 
grdat  difference  is  largely  due  to  the  fact 
that  the  more  efficient  fuels  require  for 
combustion  very  little  air,  while  for  coal 
fully  twice  the  theoretical  quantity  must 
be  admitted  to  the  furnaces  to  dilate  the 
products  of  combustion;  there  are  also 
great  losses  by  stoking,'  in  opening  the 
firedoors  to  apply  green  fuet  damping 
down,  &c.  Basing  our  results  on  the 
percentages  of  efficiency  just  stated,  and 
confining  ourselves  to  the  two  most  im- 
portant liquid  fuels,  we  find  the 

Actual  evaporation  from  212*'  Fahr.  per 

pound  of  fuel  in — 

lbs.        lbs. 

Coal  varies  from ;..    5.8   to   9.0 

Petroleum     "    17.96  to  21.1 

and  Creosote  oil,  say 19.4 

which  shows  a  possible  saving  in  weight 
with  using  creosote  oil  in  the  place  of 
coal  of  from  53i  per  cent  to  70  per  cent 
Now,  in  actual  practice  it  has  been 
found  that,  with  land  boilers  of  the  Lan- 
cashire type,  one  pound  of  creosote  oil 
gives  as  efficient  results  as  2.83  pounds 
of  coal,  which  is  equal  to  a  saving  of 
57.08  per  cent  This  result  was  obtamed 
at  Messrs.  Sadler  &  Co.^s  works.  Middle- 
bro' ;  but  almost  the  same  has  been  ob- 
tained by  Messrs.  Backhouse  &  Dixon, 
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shipbuUders,  who,  despite  the  fact  they 
bought  their  coals  at  7s.  6d.  a  ton,  find 
that  liquid  fuel  at  25s.  per  ton  is  some- 
what cheaper,  owing  to  the  saving  of  la- 
bor, in  moving  the  coal,  firing  and  clean- 
ing furnaces,  and  removing  ashes.  We 
have  recently  had  an  opportunity  of  see- 
ing a  30ft.  Lancashire,  boUer  fired  with 
"  creosote  oil,*'  and  it  gave  an  exceeding- 
ly bright  fiame,  and  practically  emitted 
no  smoke,  so  as  to  lead  to  the  conclusion 
that  it  might  even  be  used  with  advan- 
tage, at  least  in  some  cases,  for  illumin- 
ating purposes. 

In  our  last  article  we  mentioned  that 
the  steamship  Cobden  had  been  fitted 
with  Colonel  Sadler's  patent  burner,  but 
ibis  is  not  the  first  vessel  that  has  made 
a  trial  of  this  mode  of  burning  "  creosote 
oil."  Some  time  ago  the  steamship 
Emmanuel  had  the  furnaces  of  her  boil- 
ers temporarily  adapted  for  the  consump- 
tion of  liquid  fuel,  but  as  it  was  only  an 
experiment,  as  in  the  steamship  Hima- 
laya, provision  was  left  for  replacing  the 
fire-bars  usually  in  the  furnaces.  Loose 
bricks  were  merely  laid  in  the  bottom  of 
the  furnace,  and  even  with  this  rough 
and  ready  adaptation  of  the  boiler,  the 
liquid  fuel  gave  every  satisfaction  on  a 
voyage  to  the  Mediterranean  and  back  to 
the  IFnited  Kingdom.  In  the  steamship 
Cobden  the  arrangement  of  the  furnaces 
is  of  a  permanent  character,  no  provision 
being  made  for  using  coal  in  the  furnaces 
of  the  boiler  that  has  been  adapted  for 
liquid  fuel.  The  steamship  Cobden's 
boilers  are  about  12  ft.  in  diameter,  and 
about  10  ft.  long,  and  owing  to  their 
comparative  shortness  it  has  been  con- 
sidered necessary  to  extend  the  furnaces 
about  three  feet  beyond  the  front  of  the 
boiler.  Inside  the  furnace  there  is  a  ring 
of  brickwork  of  varying  thickness  about 
six  feet  long,  and  at  the  end  there  is  a 
baffle  or  screen,  with  perforations  of 
about  three  inches  square.  The  doors  of 
the  furnace  are  in  two  halves  to  admit  of 
the  introduction  of  the  burner  and  piping 
in  connection  with  it  A  small  steam- 
pipe  is  led  to  the  burner,  and  on  lighting 
the  fire  the  steam  is  first  turned  on,  and 
then  the  oil  which  is  led  from  tanks  (as 
we  will  describe  further  on)  is  allowed  to 
flow  down  a  funnel  into  the  burner,  where 
it  mingles  with  the  steam.  Then  a  lighted 
torch  is  applied  to  the  outlet  of  the 
burner,  which,  by  the  way,  is  on  a  similar 


principle  to  Giffard's  injector,  and  the 
only  close  attention  required  is  at  the 
lighting  of  the  fire,  as  until  the  brick- 
work has  become  heated,  a  torch  must 
be  kept  at  the  mouth  of  the  burner.  This 
is,  however,  only  the  work  of  a  few  min- 
utes, for  if  a  boiler  were  fitted  with  means 
of  circulating  the  water,  steam  could  be 
raised  in  about  twenty  minutes. 

The  tanks  for  storing  the  oil  are,  in 
the  case  of  the  steamship  Cobden,  placed 
under  the  hurricane  deck  and  on  the 
main  deck,  abaft  the  stokehole  grating. 
These  tanks  are  connected  together  with 
piping,  which  is  led  down  to  a  small  in- 
dicating tank  in  the  stoke  hole.  A  gauge 
on  this  tank  shows  whether  there  is  oil 
sufficient  immediately  available  for  the 
furnaces,  if  not,  a  cock  is  turned  on  deck, 
which  permits  of  a  further  supply  de- 
scending to  the  stoke-hole.  Creosote  oil 
being  liable  to  crystallize  at  a  tempera- 
ture below  120°  Fahrenheit,  it  is  neces- 
sary to  adopt  precautionary  methods  for 
removing  any  crystals,  grit,  or  other  de- 
posit to  prevent  the  pipes  choking. 
When  the  oil  is  being  filled  into  the  tanks 
on  deck,  it  is  passed  through  a  sieve,  and 
a  further  precaution  is  taken  in  the  stoke- 
hole tank  by  having  a  strum  box  fitted 
in  it,  through  which  the  supply  from  the 
deck  tanks  has  to  pass.  The  engineer  of 
the  steamship  Cobden  speaks  very  favor- 
ably of  the  whole  arrangement,  and 
stated  that  there  was  such  an  absence  of 
smoke  as  to  render  a  funnel  almost  a 
superfluity.  The  boiler  has  recently  had 
a  damper  fitted  to  further  check  the 
great  draught  arising  from  the  action  of 
the  jet  of  steam,  and  with  one  furnace 
only  burning,  it  is  kept  in  reality  shut. 
Although  a  slight  deposit  of  carbon  is  in 
the  course  of  time  deposited  on  the 
burner,  during  the  seven  voyages  this 
vessel  has  made  since  the  burners  were 
fitted,  not  one  has  choked,  and  what  lit- 
tle carbon  has  been  deposited  has  been 
as  readily  removed. 

The  results  obtained  by  burning  cre- 
osote oil  in  the  furnaces  of  the  steamship 
Cobden's  boiler  have  scarcely  been  so 
satisfactory  from  an  economical  point  of 
view  as  in  the  case  of  boilers  on  land,  but 
this  is  largely  due  to  the  fact  that  about 
half  of  the  length  of  the  furnaces  project 
outside  the  boiler,  resulting  in  consider- 
able loss  of  heat  by  radiation.  In  longer 
boilers,  where  it  would  be  practicable  to 
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have  the  furnace  entirely  inside  the 
boiler,  without  doubt  the  result  would 
be  a  saving  of  fuel  of  at  least  50  per  cent. 
Boilers  specially  constructed  with  a  view 
to  burning  Hquid  fuel,  should  naturally 
be  expected  to  give  better  results  than 
old  boilers  adapted,  and  as  experience 
in  using  oil  fuels  increases,  even  greater 
efficiency  may  be  fairly  anticipated. 

At  present,  there  is  being  fitted  up 
with  tanks  for  the  oil  trade  between  the 
Black  Sea  and  Antwerp,  the  steamer 
Fergusons,  which  vessel  has  been  char- 
tered for  a  lengthy  period  for  the  pur- 
pose of  carrying  oil.  The  furnaces  of  the 
boilers  are  being  fitted  with  Colonel  Sad- 
ler's patent  burner,  but  in  this  case  it  is 
at  present  only  intended  to  use  "  oil 
fuel "  as  an  auxihary  to  coal — only  the 
leakages  from  the  cargo  being  used — al- 
though it  is  very  probable  that  after  a 
time  arrangements  will  be  made  to  bum 
liquid  fuel  entirely  in  the  place  of  coal. 
The  alterations  to  this  steamer  are  being 
carried  out  by  Messrs.  Westgarth,  Eng- 
lish &  Co.,  engineers,  Middlesbro',  while 
the  fitting^  of  arrangements  for  burning 
the  "  oil '  in  the  steamship  Cobden  were 
entrusted  to  the  well-known  firm  of  en- 
gineers, Messrs.  Blair  &  Co.  (Limited), 
at  Stockton-on-Tees. 

On  the  Clyde,  as  has  already  been  no- 
ticed, progress  is  being  made  in  the  use 
of  oil  fuel  for  generating  steam  in  boil- 
ers, etc.,  among  manufacturer^  and  oth- 
ers, and  recently  the  steamship  Fern,  a 
passenger  steamer  belonging  to  the  Laird 
line,  trading  between  Glasgow  and  Ire- 
land, has  had  fitted  to  the  boiler  furnace, 
arrangements  for  burning  "  liquid  fuel,** 
and  the  results  of  several  trials  have  dis- 
played many  of  the  advantages  to  be 
obtained  by  its  use.  It  is  also  stated 
that  the  Walkinshaw  Oil  Company  have 
asked  the  Clyde  Trust  to  place  at  their 
disposal  one  of  their  "Clutha''  ferry 
steamers,  for  the  purpose  of  further 
showing  the  practicability  and  special 
suitability  of  oil  fuel  to  passenger  steam- 
ers. We  are,  however,  persuaded  that 
the  full  advantage  of  adopting  fluid  fuel 
will  never  be  obtained  until  steamers 
going  on  long  voyages,  such  as  to  Aus- 
tralia and  China,  are  allowed  to  give  it  a 
trial.  Especially  for  steamers  who  re- 
main away  from  the  United  Kingdom  for 
a  year  or  two,  trading  in  the  East,  should 
this  fuel  be  found  to  be  economical  ;  as 


hundreds  of  tons  of  Oil  could  be  taken 
from  the  United  Kingdom  in  their  bal- 
last tanks. 

In  America,  in  our  last  article,  we  re- 
marked that  liquid  fuel  as  yet  does  not 
appear  to  have  secured  for  itself  *'  a  per- 
manent position  as  an  economical  fueL'* 
Although  petroleum  is  relatively  cheap, 
yet  for  land  purposes  there  are  wanting 
some  of  the  advantages  obtained  by  its 
use  for  steam  vessels,  and  coal  is  to  be 
obtained  in  most  districts  of  America  at 
a  reasonable  rate,  while  petroleum,  in 
some  districts,  reaches  a  price  of  about 
£5  per  ton.  Recently  there  has  been  a 
revival  in  the  use  of  petroleum,  but  in 
this  instance  as  fuel  for  the  boilers  of 
steamers.  Owing  to  the  large  deposits 
of  petroleum  discovered  on  the  Pacific 
Coast,  the  price  there  for  oil  fuel  is  less 
than  £2  per  ton,  while  coal  is  about  £1 
10s.  Evidently  here  is  an  instance  where 
economy  at  once  demands  the  adoption 
of  the  more  modem  product,  and  the 
Central  Pacific  Railway  Company  have 
not  been  slow  to  take  advantage  of  the 
more  economical  fuel.  All  their  steam 
vessels  at  Oaklands,  their  western  ter- 
minus, are  now  burning  petroleum  or  its 
waste  products ;  and  in  the  case  of  one 
of  their  vessels,  which  has  been  longest 
adapted  to  bum  oil  fuel,  in  five  months 
of  this  year  it  was  found  there  was  a 
saving  of  fifty-six  per  cent,  for  fuel,  as 
compared  with  the  corresponding  five 
months  of  last  year  when  coal  was 
burned. 


Some  hardware  manufacturers  in  Bir- 
mingham, England,  are  taking  pains  to 
make  themselves  familiar  with  the  goods 
of  continental  manufacturers  which  come 
into  competition  with  their  own  produc- 
tions. Such  a  course  is  worthy  of  wide 
imitation,  and  is  the  surest  road  to  suc- 
cessful combating  of  the  threatened  diffi- 
culty without  recourse  to  restrictive 
tariffs.  That  in  many  branches  we  are 
behind  our  continental  competitors  in 
the  adoption  of  machine  production, 
which  accounts  for  much  of  the  continen- 
tal cheapness,  is  undeniable ;  nor  does  it 
follow  of  necessity  that  the  continentals 
are  making  a  profit  upon  all  the  trade 
which  they  are  seeking  to  do  with  this 
country.  Trustworthy  evidence  upon  this 
point  is  much  needed. 
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TIMBER. 

Prom  "The  Building  News." 


Mb.  Thoicas  Blashill,  F.  B.  I.  B.  A., 
•who  took  as  his  subject  "Timber:  Its 
■Growth,  Seasoning  and  Preparation  for 
Use,"  said:  Plants  recognized  as  trees 
belong  to  two  different  classes — the  en- 
dogenous specimens,  in  which  the  fresh 
matter  is  added  in  the  center,  and  the 
exogenous  trees,  in  which  the  increase 
was  by  coats  of  wood  added  on  the  out- 
ride of  the  stem.  In  the  former  class, 
of  which  palms  were  the  best  recognized 
illustrations,  the  center  of  the  tree  con- 
sists of  but  pith,  with  an  outer  husk  of 
bark.  In  the  latter  class,  to  which  all 
our  timber  trees  belong,  we  easily  recog- 
nize three  distinct  parfcs — the  bark,  the 
wood,  and  the  pith.  Now,  consider  the 
growth  of  one  of  the  latter  class  of  trees 
as  it  appeared,  say,  half  a  century  after 
it  sprouted  from  a  seed.  The  pith,  at 
£rst  a  very  distinct  rod  of  white,  spongy 
substance,  afterwards  dried  and  shrunk, 
becoming  partially  dead.  Outside  was 
the  wood  in  fifty  rings,  usually  very  easy 
to  count.  All,  except  a  few  of  the  outer 
rings,  were  comparatively  hard  and  dry, 
of  darker  color  than  the  rest,  and  practi- 
•oally  dead  also,  because  they  had  ceased 
to  take  part  in  the  life  of  the  tree.  This 
was  the  heart  now.  Outside  it  was  one, 
perhaps  three  or  four— perhaps  two — 
rings  of  softer  wood,  full  of  sap,  light 
in  color,  and,  when  carefully  examined, 
•considerably  alive.  Outside  this  sap  wood 
was  the  bark:  first  the  inner  bark-^ 
white,  moist,  living,  consisting  of  many 
thin  layers  or  rays.  Finally,  there  was 
the  outer  bark,  consisting  of  a  layer  con- 
taining such  coloring  matter  as  the  stem 
might  have,  and  an  outer  layer  resemb- 
ling the  central  pith ;  this  might  be  thin, 
as  in  the  birch,  or  thick,  as  in  the  cork 
oak.  The  lecturer  next  proceeded  to  in- 
quire into  the  manner  of  growth  of  a 
tree,  with  reference  to  the  eventual  effect 
of  external  and  internal  influences  on  the 
timber.  Having  alluded  to  the  rise  of 
the  sap,  the  lecturer  showed  that  this 
fed  the  thin  layer  between  the  inner  bark 
and  the  last  annular  ring,  so  thickening 
it  that,  tightly  as  the  bark  enclosed  the 
stem,  it   had  to   yield  to   the  pressure. 


The  bark  consisted  of  reticulated  fibers, 
which  allowed  of  a  certain  amount  of  ex- 
pansion, but  the  internal  pressure  also 
caused  it  to  crack  and  peel  in  places  in 
various  ways  according  to  the  thickness 
of  the  tree.  It  should  be  rememl^red 
that  the  stem  was  never  quite  correct,  as 
the  rings  were  never  of  the  same  thick- 
ness all  around.  They  were  generally 
thickest  on  the  sunny  side  of  the  tree. 
If  all  the  branches  and  roots  were  on  one 
side  of  the  tree,  as  when  it  stood  at  the 
edge  of  a  wood,  all  the  rings  were  enor- 
mously thickened  on  that  side.  In  the 
Museunl  at  Kew  there  was  a  section  of  a 
fir  tree  which  measured  from  pith  to  bark 
on  one  side  13  in.,  and  on  the  other  side 
4  fi,  each  ring  being,  on  an  average,  four 
times  thicker  on  the  one  side  than  on  the 
other.  The  rings  differed  from  each 
other  also  in  thickness.  As  the  tree  de- 
veloped fresh  branches,  the  rings  tended 
to  get  thicker.  In  a  good  season  they 
were  thickest,  in  a  bad  season  decidedly 
thinner,  so  that  a  growing  tree  was  a 
self- acting  register  of  the  weather,  as 
far  as  regarded  its  suitability  for  vege- 
tation. In  fact,  we  might  count  the 
rings  back  for  centuries,  and  gain  some 
generalization  of  the  average  summer 
weather  of  each  year.  When  the  sap- 
wood  was  a  few  years  old — say,  from 
three  to  four  years  in  chestnut,  seven 
years  and  upwards  in  oak — the  sap 
ceased  to  flow  in  it,  and  it  changed  in  a 
season  to  heartwood,  but  not  quite  uni- 
formly. Two  or  three  rings  would  often 
be  turned  to  heaitwood  on  the  sunny 
side  of  the  tree,  while  they  remained  full 
of  sap  on  the  opposite  side.  The  heart- 
wood  became  solid,  and  its  pores  were 
filled  up  with  any  gums  or  resins  that  the 
particular  kind  of  tree  produced.  The 
heartwood  underwent  no  further  change 
until  the  tree  grew  old,  when  it  was  the 
first  part  of  the  wood  to  decay.  The 
sapwood  kept  up  a  sort  of  growth  within 
itself  as  long  as  it  existed  in  that  condi- 
tion. Another  very  important  feature  in 
the  wood  of  all  timber  trees  was  that 
they  produced  plates  of  woody  fiber  that 
in  the  young  plant  connected    the  bark 
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with  the  pith.  These  were  known  as 
"  medullary  plates."  They  were  not  vis- 
ible to  the  naked  eye,  except  in  oak, 
beech,  and  some  few  other  trees.  They 
were  very  conspicuous  in  the  end  grain 
of  oak.  As  the  trunk  increased  in  size, 
fresh  medullary  plates  start  up  midway 
between  the  older  ones,  and  are  kept 
growing  at  the  junction  of  the  sap  wood 
and  bark,  and  extend  both  towards  the 
center  and  outer  surface.  The  plates 
were  only  a  few  inches  in  depth  up  and 
down,  but  between  them  fresh  ones 
started  out,  so  that  they  overlapped  each 
other.  When  we  see  them  in  the  end 
grain,  showing  as  bright,  fine  lines,  they 
were  termed  "meduUary  rays";  when 
seen  sidewise  in  a  split  log,  they  were 
Tmown  as  the  *'  flower,"  or  silver  grain. 
Having  exhibited  specimens  of  oaks 
showing  these  plates,  the  lecturer  re- 
ferred to  the  beauty  they  imparted  to 
this  wood,  and  mentioned  that  the  plates 
could  not  be  tnvced  in  the  Spanish  chest- 
nut, ash,  or  elm.  The  medulltiry  plates 
were  not  only  ornamental,  but  very  ser- 
viceable in  oak  timber.  They  added  to 
the  strength  of  the  wood  across  the 
grain,  so  that  the  pins  of  oak  tennons 
would  not  draw  out.  They  were  harder 
than  the  rest  of  the  wood.  In  an  oak 
slab  which  had  seen  many  years*  rough 
wear,  say  the  sill  in  the  ticket  window 
of  a  railway  station,  on  which  the  book- 
ing clerk  dashed  down  his  change,  the 
silver  grain  stood  up  in  ridf^es  above  the 
wood  of  the  annual  rings.  They  resisted 
shrinkage,  decay,  and  worms,  which 
would  only  bore  through  them  in  order 
to  get  at  the  softer  wood  beyond.  A 
few  things  showed  how  the  wood  grew 
by  annual  layers.  Let  them  suppose 
that  three  branches  were  removed  from 
a  tree,  one  being  taken  off  close  to  the 
trunk,  the  second  cut  off  with  a  few 
inches  of  projection,  and  the  third  left 
long  enough  to  produce  twigs  and  leaves. 
The  new  wood  would,  in  a  few  weeks, 
grow  over  the  first,  leaving  a  wound  in 
the  wood  called  a  bandgall.  The  second 
would  have  become  a  dead  stump,  owing 
to  the  absence  of  leaves,  and  would  next 
be  enclosed  by  the  new  wood.  The  third 
would  continue  alive,  because  it  had  been 
able  to  develop  leaves.  Iron  spikes  driven 
into  trees  were  often  grown  over.  He  ex- 
hibited a  specimen  of  English  walnut  wood, 
lent  him  by  Messrs.  Broadwood,  in  which 


the  head  of  a  long  iron,  used  to  fasten  wire 
fencing,  had  been  covered  over  with  3  in. 
of  new  wood.  For  all  uses  of  any  im- 
portance, timber  should  be  taken  from 
the  heartwood  of  a  sound,  well-grown 
tree.  The  grain  should  be  close  and 
firm,  and  should  sound  well  when  struck. 
The  annual  rings  should  be  of  even 
thickness  and  the  grain  straight  It 
should  be  free  from  large  or  dead  knots, 
shakes  and  blemishes.  The  chief  de- 
fects found  in  a  log  of  timber,  besides 
those  already  mentioned,  were — (a)  cup- 
shakes,  which  were  gaping  openings, 
forming  segments  of  circles  between  tibe 
annual  rings  ;  (b)  starshakes,  cracks  that 
ran  towards  the  center  of  the  tree ;  and 
(c)  heartshakes,  that  opened  in  the  cen- 
ter of  the  tree  and  spread  toward  the 
bark.  If  a  heartshake  were  straight 
across  the  butt,  and  ran  up  the  log  in  a 
perfectly  straight  direction,  it  did  no 
harm ;  but  if  it  wound  so  as  to  get  cross- 
wise, by  the  time  it  got  to  the  other  end 
the  log  was  spoilt  for  most  purposes. 
This  tendency  of  the  trunks  of  trees  to 
twist  was  very  curious.  Most  trees  were 
subject  to  it;  the  Spanish  c)iestnut  in 
our  country,  ihe  worst  m  this  respect^ 
twisted  so  violently,  that  by  the  time  the 
tree  was  sixty  years  old  it  was  usually 
badly  torn  by  shakes  and  began  to  decay 
at  the  heart.  The  lecturer  did  not  think 
that  this  pecuHarity  in  growth  had  been 
explained ;  but  there  were  some  very  in- 
teresting facts  in  connection  with  the  de- 
velopment of  trees  that  seemed  to  bear 
on  the  question.  However  quietly  a. 
young  tree  might  appear  to  grow,  there 
was  really  a  constcint  strain  existing 
within  it.  The  center  of  the  stem  was 
straining  to  elongate  itself;  the  outer 
parts  were  holding  it  back.  These  forces, 
as  a  rule,  balanced  each  other,  so  that 
they  could  only  be  discovered  by  experi- 
ment. It  was  easy  to  excite  the  fibers  of 
a  young  plant  in  one  place  so  that  it 
would,  of  its  own  force,  bend  consider- 
ably out  of  the  upright.  Besides  this^ 
although  a  stem  seemed  to  be  growing 
regularly,  there  was  a  tendency  to  grow 
first  on  one  side  and  then  on  another,  so 
that  a  movement  was  set  up  such  as  was 
most  strongly  developed  in  the  hop. 
When  the  stem  of  a  large  tree  twisted 
without  being  affected  by  violent  winds, 
it  was  evident  that  one  of  these  forces 
connected  with  its  growth  had  got  the 
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better  of  the  other  forces,  so  that  the 
balance  was  not  perfectly  preserved.  On 
the  other  hand^  a  yonng  tree  that  had 
grown  crooked,  sometimes  altered  its 
habits  so  as  to  make  new  wood  in  a 
straight  and  regular  manner.  When  that 
was  so,  we  found  in  the  center  of  that 
log  the  crooked  wood  of  the  young  tree, 
and  the  history  of  its^  gradual  amendment 
very  clearly  recorded.  Mr.  Blashill  con- 
tinued :  we  next  come  to  the  questions 
of  felling  and  preparation  for  use.  The 
best  ages  at  which  trees  can  be  felled 
are,  for  oak.  100  to  200  years ;  Scotch 
pine  and  Norway  spi*uce,  70  to  100; 
larch,  ash  and  elm,  60  to  100;  poplar,  30 
to  60.  The  best  time  of  the  year  for 
felling  is  the  winter,  because  the  tree  is 
then  most  free  from  sap.  Some  trees 
may  be  felled  soon  after  midsummer, 
because  the  sap  is  very  quiet  at  that 
time.  Oak  is  generally  felled  in  the  early 
spring — the  worst  time  possible — because 
the  bark,  which  is  very  valuable,  is  best 
obtained  when  the  tree  is  full  of  sap.  It 
is  better  to  strip  the  bark  ofif  as  the  tree 
stands  in  the  spring,  and  to  fell  it  in  the 
following  autumn,  when  the  sap  has 
dried  out  of  it.  Teak  is  barked  three 
years  before  being  felled.  It  shrinks 
less  than  any  wood  in  ordinary  use,  but 
it  is  said  that  this  method  renders  the 
wood  of  teak  more  brittle.  We  have 
seen  that  the  trunk  of  a  growing  tree  is 
composed  of  wood  in  very  diflferent  con- 
ditions. The  interior  is  hard,  compara- 
tively dry,  perhaps  having  its  pores  filled 
with  resin  or  gum.  The  outer  rings  of 
wood  are  softer  as  they  come  nearer  the 
bark,  fuller  of  sap,  more  actively  alive. 
Seasoning  is  the  gradual  drying  of  the 
whole  log,  so  that  the  shrinkage  of  the 
outer  part  shall  not  be  so  rapid  as  to 
cause  it  to  split  and  tear  open  before  the 
interior  has  had  time  to  part  with  its 
moisture.  If  timber  is  to  be  seasoned 
without  artificial  help,  it  should  be  stored 
over  a  dry  surface  free  from  vegetation, 
well  packed  off  the  ground,  with  free  ac- 
cess of  air,  but  not  exposed  to  much 
wind.  When  squared  it  should  be  stored 
under  cover  to  give  shelter  from  rain, 
sun,  and  wind.  So  treated,  oak  will  re- 
quire as  many  months  as  the  side  of  the 
log  measures  in  inches.  Fir  will  take 
half  this  time.  The  timber  should  then 
be  cut  into  plank  or  large  scantlings, 
and  be  still  further  exposed  to  the  air, 


being  so  stacked  that  it  cannot  warp  or 
twist.  When  it  is  cut  to  the  sizes  for 
which  it  is  required  to  be  used,  it  is  again 
stacked  until  it  becomes  fully  seasoned. 
Finally,  it  should  be  brougbt  iiito  a  dry,, 
warm  room  or  shop  till  it  is  fit  for  joiner's 
work.  After  it  has  been  wrought  it  must 
stand  in  the  shop  for  a  few  weeks,  until 
it  has  assumed  the  average  condition  of 
dryness  that  is  permanently  maintained 
by  wood  in  our  moist  climate.  It  may^ 
then  be  finished  off.  If  a  round  or 
square  piece  of  wood  has  to  be  made 
thoroughly  dry,  it  is  best  to  bore  a  hole 
through  the  heart,  so  that  the  air  may 
get  access  to  the  inticrior,  and  make  it 
keep  pace  in  drying  with  the  outside,  so 
that  the  shrinkage  will  be  really  equal  all 
through.  The  length  of  time  that  has  to 
be  occupied  by  this  natural  process  of 
drying,  with  the  consequent  expense, 
has  induced  many  inventors  to  propose- 
the  drying  of  timber  by  artificial  means. 
The  most  ancient  method  is  that  of  dry- 
ing in  the  smoke,  which  would  be  the 
smoke  of  wood  fires.  Besides  drying  it 
more  rapidly  than  could  be  done  by  the 
gentle  warmth  of  a  room,  the  bitter  de- 
posit from  the  smoke  was  supposed  to 
protect  wood  from  insects.  There  is  an 
old  patent  (Langton*s)  by  which  the  sap 
is  extracted  from  the  green  timber  in  a 
vacuum  cylinder  under  heat.  The  length, 
of  time  occupied  and  the  cost  prevent  its 
use.  Other  systems  for  the  application 
of  considerable  heat  with  the  condensa- 
tion of  the  extracted  moisture  are  sub- 
ject to  the  grave  defect  of  causing  irreg- 
ular shrinkage  with  splitting  of  the  wood,, 
and  though  the  cracks  thus  made  close 
again  to  a  great  extent,  the  mischief  done 
to  wood  that  is  intended  for  many  im- 
portant uses  is  incurable.  For  the  use 
of  the  carpenter  it  is  unfortunate  that 
baulk  timber  and  deals  now  seldom  get 
any  seasoning  beyond  the  time  requisite 
to  convey  them  from  the  forest  to  the 
building,  and  the  very  imperfect  season- 
ing the  baulks  get  during  their  stay  in 
the  docks.  Such  timber,  if  closed  up- 
from  the  air  near  to  moist  vmlls  or  new 
pugging,  will  quickly  detelop  dry  rot, 
even  in  the  upper  floors  of  a  house. 
Deals  should  have  a  year  or  two  of  open- 
air  seasoning,  being  stacked  with  spaces 
between  them,  and  should  afterwards  be 
gradually  dried  as  they  are  required  for 
use  in  the  joiner's  shop.    Dry  wainscot. 
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from  Biga  and  Odessa  are  cut  into  thick- 
nesses, and  stacked  for  three,  four,  or  five 
years,  being  placed  on  end,  as  the  sap  is 
supposed  to  run  down  more  easily. 
Planks  itre  stacked  horizontally,  with 
spaces  between  them.  Such  woods  as 
anahogany,  black  walnut,  ash,  birch,  and 
maple,  are  treated  similarly  for  a  shorter 
time.  In  all  cases  the  ends  of  timber 
require  protection  from  sun  and  wind,  as 
they  dry  more  rapidly  than  the  other 
parts.  One  of  the  old  methods  of  sea- 
soning is  to  keep  timber  in  water  for  a 
fortnight  after  being  felled.  A  good  deal 
of  the  sap  is  thus  dried  out  of  it,  and  it 
becomes  more  durable,  but  is  not  so 
strong.  Steeping  it  for  a  longer  time  in- 
jures it,  particularly  if  it  is  kept  floating 
only  partly  covered  with  water.  Boiling 
and  steaming  timber  have  long  been  tried, 
and  the  processes  have  been  almost  or  I 
quite  abandoned.  The  effect  will  be  to  | 
wash  out  the  sap,  as  in  steeping.  A 
fresh  plan  of  steaming  has  lately  been . 
introduced,  and  is  said  by  some  who  have 
tried  it  to  be  efficient,  as  for  many  pur- 
poses it  may  very  well  be.  There  are  i 
many  purposes  for  which  the  strength  of 
wood  is  of  less  consequence  dryness,  or 
at  least  permanence  of  the  same  degree 
of  dryness.  The  sap  has  been  extracted 
by  the  air-pump,  which  must  promote 
dryness ;  but  this  plan  does  not  seem  to 
have  been  much  practised.  The  ordinary 
means  of  drying  artificially  are  various 
methods  of  keeping  up  heat  in  a  drying- 
room,  generally  by  the  use  of  waste 
steam  from  machinery.  When  wood  has 
been  cut  up  into  small  scantlings  the  dry- 
ing can  be  hastened  in  this  way ;  but  the 
further  the  heat  is  raised  beyond  that  of 
an  ordinary  room  the  greater  is  the  risk 
■of  irregular  drying  and  over-drying. 
There  is  a  new  process  for  seasoning 
boards  by  means  of  dry,  cold  air.  The 
air  is  passed  through  a  furnace,  so  as  to  : 
make  it  dry ;  it  is  next  cooled,  and  then 
made  to  circulate  through  the  piles  of 
wood,  so  that  in  a  few  hours  the  boards 
are  dry.  One  or  other  of  these  processes  • 
will  probably  be  found  so  far  satisfactory 
as  to  be  useful  for  a  great  variety  of  pur- 
poses. There  are  no  purposes  for  which 
wood  is  used  in  which  the  question  of 
seasoning  is  of  more  importance  than  the 
higher  class  of  cabinet  work  and  the 
making  of  musical  instruments.  The 
best  makers  of  such  articles  are  exceed- 


ingly shy  of  artificial  seasoning.  In  or- 
ga^-building,  such  woods  as  mahogany, 
black  walnut,  birch,  red,  yellow  and  white 
deal,  and  a  large  proportion  of  pine,  are 
used.  These  are  stacked  under  cover, 
being  carefully  packed  so  that  the  air  has 
free  access  through  each  stack.  Hiird 
woods  require  from  two  to  four  years ; 
soft  woods  from  one  to  two  years  of  this 
seasoning  after  being  cut  to  sizes.  Even 
the  workshop  must  not  be  too  warm. 
The  best  pianos  are  made  of  wood  that 
has  been  stored,  first  (as  regards  the 
deals)  in  open  stacks  protected  from  sun 
and  the  penetration  of  rain,  and  finally 
in  rooms,  where  all  kinds  of  wood,  cut  to 
sizes,  are  subject  to  the  very  gentle 
warmth  of  70  .  The  common  sense  of 
this  question  of  seasoning  is  sufficiently 
obvious.  Wood  must  not  be  dried  so 
quickly  that  it  will  be  made  unsound  by 
cracks.  It  must  not  be  dried  so  much 
that  it  will  absorb  fresh  moisture  and 
swell  when  it  comes  into  the  atmosphere 
in  which  it  has  to  permanently  remain. 
It  is  not  merely  a  question  of  time,  but  of 
judgment,  Jbhe  objects  being  to  see  that 
the  timber  is  gradually  reduced  in  scant- 
hng  as  it  dries,  and  so  treated  in  temper- 
ature and  stacking  that  it  neither  spUts 
nor  gets  out  of  shape.  There  is  very 
great  diversity  in  the  details  of  different 
experiments  on  the  loss  of  weight  by 
seasoning.  Oak  appears  to  lose  from 
something  less  than  one-fifth  to  more 
than  one-fourth  of  its  weight.  Other 
woods  vary  still  more.  Teak  and  pitch- 
pine  lose  very  little.  Woods  that  come 
from  remote  places  get  seasoned,  in  a 
great  measure,  before  they  reach  this 
country.  Paints  or  other  appliances  that 
would  close  up  the  pores  must  on  no  ac- 
count be  put  on  wood  that  is  not  suffici- 
ently seasoned.  When  dry,  they  may  be 
serviceable  by  preventing  the  absorption 
of  moisture.  If  the  wood  is  ftdl  of  sap, 
decay  will  take  place  much  quicker  when 
painted  than  if  it  were  left  uncovered. 
One  of  the  most  important  questions,  as 
regards  the  soft  wood  especially,  is  the 
prevention  of  decay.  When  in  use  in  a 
building,  timber  generally  decays  either 
by  rotting,  through  becoming  sodden 
with  wet,  or  by  what  is  called  "dry  rot," 
which  is  caused  by  slight  moisture, 
warmth,  and  want  of  ventilation.  For 
the  prevention  of  decay,  the  kyanizing 
process,  which  consists  of   the  applica- 
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tion  of  corrosive  sublimate  by  soaking, 
is  effectual.  The  process  of  Sir  William 
Burnett  is  still  carried  on  by  the  firm 
-established  by  him  at  Millwall.  It  does 
not  seem  that  very  much  is  required  in 
order  to  make  our  resinous  woods  dur- 
able when  exposed  to  the  atmosphere. 
Complete  exposure  to  the*  air,  combined 
with  the  dryness  of  .Ijie  ordinary  at- 
mosphere, is  in  itself  ^  great  preserva- 
tive. Beech  timber  is  tiseless  in  con- 
struction, as  a  building  in  which  it  is  em- 
ployed will  be  destroyed,  chiefly  through 
the  attacks  of  insects,  in  a  few  years; 
but  beech  will  last  many  years  as  a 
weather-boarding  for  such  a  building.  In 
the  Indies,  such  insects  as  the  white  ant 
destroy  all  woods  that  are  not  bitter, 
especially  soft  woods.  When  furniture 
is  sent  from  England  it  may  be  partially 
protected  by  a  coating  of  red  lead ;  but 
if  the  insects  get  into  the  substance, 
they  honeycomb  it  before  anyone  sus- 
pects that  they  are  there.  It  is,  there- 
fore, advisable  to  impregnate  the  wood 
with  some  protective  solution,  by  means 
•of  such  machinery  as  has  been  men- 
tioned. The  essential  oils,  such  as  tur- 
pentine, have  been  recommended,  but 
they  aj*e  inflammable.  Corrosive  subli- 
mate, arsenic,  and  other  poisonous  solu- 
tions of  that  class,  seem  most  suitable. 
Creosoting  is  effectual,  both  as  against 
4ecay  and  a^^ainst  insects,  but  it  spoils 
timber  for  all  of  the  best  and  finest  pur- 
poses. The  protection  of  wood  from 
Are  is  a  most  important  question,  partic- 
ularly as  recent  experience  seems  to  show 
that  we  cannot  depend  on  iron  or  stone. 
A  heavy  wooden  beam  will  resist  fire 
longer  than  any  other  beam  or  girder. 
The  same  with  staircases.  Such  liquids 
as  tungstate  of  soda  could  be  forced  into 
the  substance  of  all  wood  used  where 
fire  is  to  be  guarded  against.  Outward 
•applications  seem  to  be  effectual  in  ex- 
periments tried  on  a  small  scale.  To 
sum  up  the  whole  class  of  questions 
connected  with  seasoning,  we  want  tim- 
ber that  wiD  not  shrink  after  it  is  brought 
into  use,  that  will  not  warp  or  twist  out 
of  shape,  will  not  decay  through  damp, 
and  will  not  be  destroyed  by  insects. 
Wood  may  also  be  indurated,  that  being 
the  result  of  polishing  and  of  varnish- 
ing to  some  extent.  Upon  the  whole,  it 
is  desirable  .to  encourage  all  means  of 
treating  wood,   so  that  it  may  possess 


some  of   the  advantages  that  are  com- 
monly attributed  to  iron  and  stone.    In 
cutting  up  timber  for  use,  the  question 
of  its  grain  as  developed  by  the  annual 
rings  is  of  very  great  importance.    The 
shrinkage  being  greater  in  the   newer 
layers  of  wood,  it  must  be  cut  so  that 
this  irregulai'  shrinkage  may  be  of  no 
disadvantage  in  use.     A  plank  taken  out 
of  the  middle  of  a  log  will  shrink  at  its 
sides    more    than   in  the    middle;    the 
boards  that  are  cut  out  to  right  and  left 
of  this  plank  will  curl  outwards  from  the 
center  of  the  log.     If  a  log  is  cut  into 
four  quarters,  the  part  of  each  quarter 
that    is  fm'thest    from  the    center   will 
shrink  the  most.     Nothing  requires  such 
care   in   converting    as    oak    timber,  in 
which  the  medullary  rays  have  so  much 
influence.     In  order  to  show  the  beauty 
of  the  grain,  as  well,  as  to  provide  wain- 
scot boards  that  will  be  true  in  shape,  it 
is  necessary  to  get  the  boards  as  far  as 
possible  to  radiate  from  the  center  to  the 
outside  of  the  log.    If  this  is  done^  the 
medullary  rays  are  cut  through  in  many 
places,  so  as  to  show  the   silver  grain. 
One  method  for  doing  this  perfectly  is 
shown  in  books,  though  I  never  heard  of 
its  being  done  in  practice,  the  great  ex- 
pense and  waste  in  sawing  being  an  ef- 
fectual obstacle.     I  have  always  had  Eng- 
lish oak  "  quartered,'*  and  then  the  boards 
have  been  sawn  from  alternate  sides  of 
each  quarter — ^a  method  which  insures  at 
least  eight  perfect  boards,  and   at  least 
twice  as  many  very  good  ones  in  regard 
to  beauty  of  grain.     Wainscot  oak  from 
Biga  and  Odessa  comes  to  this  country 
wiUi  two  slabs  taken   off  the  opposite 
sides,  and  a  cut  clean  through  the  center, 
or  else  it  has  the  slabs  taken  off  and  a 
plank  taken  out  of  the  middle.     When 
it  is  partly  seasoned,  the'  plank  has  the 
center  part  taken  out,  as  the  part  around 
the  pith  is  likely  to  be  unsound.     Then 
each  of  the  side  logs   is   cut    up  into 
boards,  several  of  which  will  go  pretty 
nearly  along  the  line  <5f  the  medullary 
rays,  and  show  the  silver  grain.     Oak 
timber,  as  it  was  used  in  the  beautiful 
Gothic  timber  roofs  of  the  Middle  Ages, 
and  as  it  is  still  used  in  important  parts 
of  wooden  ships,  requires  to    be,    not 
straight  but  bent      This  bent  timber  is 
known  as  **  compass  "  timber  when  it  is 
5  in.  and  upwards  out  of  the  straight  in 
a  length  of  12  ft,  and  is  more  valued  on 
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that  accoont.  Ash  timber  does  not  ap- 
pear to  have  any  sapwood,  all  the  wood 
being  of  the  same  color,  and  there  are 
foreign  timbers  with  the  same  peculiarity. 
It  appears,  however,  that  the  worm  finds 
out  the  part  that  is  sapwood,  so  that  it 
has  the  usual  defect.  In  elm  timber  the 
sap  is  reckoned  as  good  as  the  heart. 
The  timber  does  not  improve  by  season- 
ing, but  should  be  used  green,  and  even 
kept  wet  imtil  wanted  for  use.  When 
used  in  flooring,  I  have  known  the  oldest 
elm  boards  shrink  considerably  if  they 
were  merely  taken  up  and  planed.  We 
must  not  overlook  the  important  uses  of 
the  finer  kinds  of  wood  when  cut  up  as 
veneer.  The  fact  that  veneer  is  very 
much  abused  is  no  argument  against  its 


legitimate  use.  It  should  only  be  used 
in  panels,  so  that  the  framing  will  be  of 
solid  wood  of  good,  plain  colors,  to  set- 
off the  beauty  of  the  panels.  The  most^ 
beautiful  veneers  are  still  cut  with  the 
saw,  about  ten  to  sixteen  to  the  inch, 
though  knife-cait  veneers  are  very  largely 
used.  By  steaming  large  logs  of  timber 
and  putting  them  in  a  lathe,  the  knife 
will  pare  off  a  continuous  sheet  from  the- 
thirtieth  to  the  one-hundredth  part  of  an 
inch.  The  chief  woods  used  are  rose- 
wood, zebrawood,  satin  wood,  tulip  wood, 
mottled  mahogany,  walnut  burrs,  bird's- 
eye  maple,  birch,  Hungarian  ash,  and 
sycamore,  and  there  is  a  great  variety  of 
beautiful  Colonial  and  American  woods,, 
producing  every  variety  of  color. 


A  RATIONAL  POLICY  OF  PUBLIC  WORKS. 

Bt  L.  E.  COOLEY,  PreBident  Civil  Enfrineers'  Committee  on  National  Public  Works. 
Journal  of  the  Association  of  Enxineerln^  Societies. 


[The  theory  of  the  argument  is,  that 
the  utility  of  a  system  of  public  works 
must  be  apparent,  in  order  to  furnish  a 
sound  reason  for  providing  a  special  ser- 
vice, or  a  change  in  the  present  service, 
for  its  conduct.  In  giving  prominence 
to  interior'  improvements,  it  is  assumed 
that  there  is  no  difference  of  opinion  as 
to  the  great  importance  of  coast  works.] 

INTRODUCTION. 

Is  there  need  of  better  provision  for  a 
system  of  internal  improvements  ? 

If  so,  what  action  should  be  advised 
for  determining  a  rational  policy  and 
providing  a  service  for  carrying  it  out  ? 

To  base  the  consideration  of  this  ques- 
tion solely  on  the  public  weal,  is  to  pro- 
mote the  highest  justice  to  all  interests. 

If  the  utility  of  a  system  of  internal 
improvements  be  admitted,  the  import- 
ance of  a  specially  organized  service  is 
self-evident.  If  Congress  is  prepared  to 
adopt  a  consistent  and  uniform  policy 
toward  pubhc  works,  it  is  ready  to  pro- 
vide an  adequate  service  for  theii*  charge. 
That  the  time  has  come  for  the  definite 
inauguration  of  such  a  policy  may  not 
be  sufficiently  clear  to  gain  the  general 
consent  of   our  legislators.     Meantime, 


local  interests  which  can  influence  vot^ 
will  dictate  appropriations,  and  perhaps 
secure  special  commissions  and  appoint- 
ees thereon.  Congress,  as  hitherto  with- 
all  irregular  appropriations,  will  continue 
to  assign  their  expenditure  to  some  one 
of  the  great  departments  which  may  be 
provided  with  a  bureau  more  or  less  well, 
adapted  for  their  disbursement. 

To  promote  a  change  to  a  rational 
policy  from  the  present  wasteful  and  un- 
fruitful system,  if  indeed  it  may  be  called 
a  system,  is  the  duty  of  a  profession 
which  can  most  clearly  understand  its 
deficiencies. 

Any  intermediate  steps  that  might  be 
taken  would  seem  to  afford  greater  pos- 
sibilities for  evil  than  the  condition  it  is 
sought  to  remedy.  To  see  any  necessity 
for  change  is  to  recognize  the  whole 
truth ;  to  urge  its  full  conclusion  is  likely 
soonest  to  attain  a  desirable  consumma- 
tion, free  from  the  suspicion  of  personal 
or  class  interests.  Accepting  these  pre- 
mises for  the  time  being,  the  reasons  for 
a  poUcy  different  from  that  now  prevail- 
ing are  in  order. 

THE  UTILITY  OF   A   PUBLIC   W0BK8   BTSTEM. 

Competition  ly  Water. — ^Lake  craft 
from  Chicago  or  Milwaukee  to  BufiEalo  or 
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I2rie,  receive  from  one-third  to  one-fourth 
the  through  rate  by  lake  and  rail  to  the 
sea- board*;  or  the  lake  rate  per  ton-mile 
is  one-fourth  to  one-sixth  the  rail  rate. 
If  these  rates  may  be  assumed  to  repre- 
sent relative  cost  of  transportation,  then 
it  is  simply  a  question  of  how  far  the 
size  of  boats  may  be  reduced,  how  much 
their  speed  shall  be  lessened,  or  what 
•difficulties  of  navigation  are  to  be  con- 
tended with,  to  bring  the  cost  of  water 
-carriage  up  to  that  of  rail.  The  margin 
is  certainly  ample  to  admit  great  possi- 
bilities in  a  well-considered  waterway 
Bystem.f 

Commissioner  Fink,  of  the  Trunk  Line 
pool,  has  stated  that  the  Erie  Canal  in- 
£uences  rail  rates  to  the  seaboard  as  far 
west  as  St.  Louis  and  south  to  the  Ohio 
liiver.  The  Illinois  and  Michigan  Canal, 
of  less  adequate  proportions  and  with 
limited  commerce,  favors  all  the  towns 
along  its  route  with  a  rail  rate  much  less 
than  that  of  towns  distant  a  day's  jour- 
ney by  wagon,  t 

The  lines  of  boats  on  the  upper  Mis- 
sissippi give  great  advantage  in  north  and 
south  nul  rates  to  the  cities  along  its 
'Course,  and  even  the  occasional  boat  which 
once  or  twice  in  a  season  may  recush  a 
Missouri  river  town,  mitigates  the  rail- 
way tariff.  The  few  months  of  intermit- 
tent navigation  on  the  Ohio  are  profitably 
utilized  by  coal  fleets,  heavy  products  and 
«ven  merchandise,  and  the  lower  Missis- 
sippi exercises  an  influence  quite  out  of 
proportion  to  southward  -  bound  com- 
merce.! 


,  *  statement  by  8.  S  Merrill,  manager  of  a  line  of 
lake  boat8,  before  the  TJ.  S.  Senate  Committee  on  In- 
terstate Commerce,  at  the  Chioago  session,  the  past 
rammer.  The  lake  route  is  practically  twice  the  rail 
<Ustanoe  by  five  different  lines  from  Brie  or  Buffalo  to 
the  seaboard.  Lake  rates  on  coal  from  lower  ports, 
less  than  one-third  that  to  the  Mississippi,  for  five 
times  the  distance. 

tPreyioos  to  1856,  but  9K  feet  could  be  carried 
throiiffh  Lake  St.  Clair ;  12  or  18  feet  up  to  1874,  and  16 
feet  since.  Present  plans  contemplate  an  ultimate 
depth  of  ao  feet  for  lake  naviKation.  Thejgrreat  re- 
duction in  lake  rates  following  increased  draft  and 
Improyements  in  vessels  and  machinery,  may  be  ex- 
pected to  continue  beyond  all  hope  of  rail  competi- 
tion, when  enormous  capital  accounts  and  nxed 
charges  are  considered. 

Jt  The  railway  commisfdoners'  rate  on  wheat,  gener- 
y  adhered  to  at  non-competitive  points,  is  7.8  cents 
per  bushel  for  180  miles.  The  rail  rate  from  Henry  to 
Chicago,  180  miles,  Is  the  same  as  canal  rate,  namely, 
9  cents  per  bushel. 

i  The  influence  of  the  Mississippi  river  on  rates  to 
Atlantic  ports,  especially  from  St.  Louis,  is  discussed 
in  the  reports  on  Internal  Commerce  of  the  United 
States,  by  Joseph  Nimmo,  Jr.,  Chief  of  the  Bureau  of 
Statistics,  Treasury  Department.  See  Keport  for 
ia»),€t9eq.  Also  papers  by  Fink  and  other  authori- 
ties. 


Our  waterways,  undeveloped  and  un- 
improved and  of  inadequate  capacity,  in 
fragmentary  systems  and  closed  for  a 
part  of  each  year,  frequently  not  in  the 
direction  of  traffic  requirements,  aftbrd 
their  bordering  towns  cheaper  rates  and 
indirectly  benefit  the  whole  country.* 
It  was  repeatedly  admitted  by  railway 
officials  before  the  Interstate  Commerce 
C!ommittee  of  the  IT.  S.  Senate,  the  past 
summer,  that  the  water  route,  though  it 
may  not  carry  a  pound  of  freight,  exer- 
cises a  moral  influence  over  rail  rates. 
A  channel  that  can  be  navigated  is  a  la- 
tent force  which  becomes  active  when 
rates  are  pushed  abQve  a  certain  mini- 
mum.f  If  this  be  now  true,  what  bene- 
fits may  not  be  ^ticipated  from  the  de- 
velopment of  an  adequate  system,  fully 
navigable  at  all  times  in  the  South,  and, 
when  not  closed  by  ice,  in  the  North  ? 

Prance  has,  perhaps,  a  more  fully  de- 
veloped waterway  system  than  any  other 
country,  having  expended  $218,000,000 
on  7,069  miles  of  iniierior  or  non-maritime 
lines.}  Within  the  past  few  years  she 
has  been  improving  rivers  of  a  class,  at 
present,  quite  unworthy  of  attention 
here.  Although  rigidly  controlling  her 
railways,  of  which  she  becomes  the  owner 
after  a  limited  time,  she  has  recently 
given  renewed  attention  to  her  water- 
ways with  a  view  to  their  fullest  develop- 
ment in  accordance  with  the  latest  stud- 
ies ;  $270,000,000  have  been  set  aside  for 
the  purpose  by  her  Gtovemment  and  her 
municipalities,  and  this  for  a  territory 
considerably  less  than  the  combined  area 
of  Illinois,  Iowa,  Wisconsin  and  Minne- 
sota. Under  the  circumstance  of  full 
control  and  ultimate  ownership  of  all 
hig-hways  of  commerce,  this  may  be  taken 
as  ihe  unbiased  judgment  of  her  states- 
men and  engineers.  How  puny  seems 
the  river  and  harbor  bill  for  a  country 
like  the  United  States ! 

Manchester,  England,  has  recently  con- 
cluded to  bring  the  sea  to  her  doors 


*  The  far-reaohinfc  eflfect  of  competition  is  shown 
by  Commissioner  Vinins  of  the  Western  Trunk  Line 
Association.  See  RaUwiy  BevUw,  Oct.  18, 1884 :  "  Nec- 
essity for  a  Classification  of  Freight." 

t  **  They  can  only  Increase  their  chanres  over  the 
charges  made  by  water  routes  to  the  extent  that  they 
offer  additional  advantages ;  while  somewhat  higher 
rates  can  be  charged  by  the  railroads,  the  basSs  of 
their  charges  are  the  charges  made  by  water-lines."— 
Albert  Fink,  Sept.  17,  1878.  before  the  U.  S.  Senate 
Committee  on  Labor  and  Education.  Virtually  the 
Chicago  and  St.  Louis  rates  by  water  are  the  basis  to 
which  the  rail  rates  of  the  country  are  adjusted. 

t  New  lines  authorized,  1,818  |iiles. 
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through  a  canal  thirty-five  miles  long,  to 
cost  $4:0,000,000.  The  maximnm  rates 
are  fixed  at  one-half  the  present  rates  by 
rail  or  canal  from  Liverpool.* 

It  would  be  a  work  of  supererogation 
to  cite  further  proof  that  water  carriage 
in  proper  channels  is  the  cheapest  meth- 
od of  transportation.  Was  it  not  Lord 
Dundreary  who  noticed  that  all  the  great 
rivers  ran  by  the  big  cities  ? 

The  Future  System, — It  requires  but 
a  superficial  examination  of  our  country 
to  appreciate  its  possibilities  in  a  mag- 
nificent public  works  system.  Fringed 
about  by  a  deeply  indented  coast,  har- 
bors in  profusion  invite  fuller  develop- 
ment. Great  lakes  and  rivers,  extending 
remotely  from  market  points,  drain  basins 
unexampled  in  mineral  and  agricultural 
resources.  Natural  channels,  susceptible 
of  improvement  to  ample  capacity,  are 
well  distributed.  Topographical  features 
favor  the  linking  of  the  river  systems  to 
each  other,  to  the  lakes  and  to  the  sea- 
board. 

The  canal  systems  of  our  fathers  are 
of  the  past,  and  the  day  of  meagre  chan- 
nels and  small  boats  is  drawing  to  a 
close.  The  railway  is  better  adapted  to 
the  quick,  detailed  and  distributive  traffic 
of  our  country.  Natural  channel-ways, 
developed  to  a  capacity  suited  to  fleets 
and  boats  of  large  burden,  so  articulated 
at  vantage  points  as  to  require  no  change 
of  cargo — a  great  trunk  system  with 
tributary  water-ways  of  indefinite  extent, 
joining  market  points  of  heavy  traffic 
origin  and  destination — this  is  the  sys- 
tem of  the  future-t 

It  has  been  stated  that  the  Mississippi 
Valley,  comprising  about  one-third  the 
territory  of  the  United  States,  contains 
16,000  miles  of  navigable  streams ;  i.  6., 
streams  which  have  been  navigated  and 


•  Depth,  96  feet ;  lockage,  (K)^  feet ;  locks,  560  feet 
by  60  feet. 

^  t  Of  what  lue  are  rlTera?  *'  To  feed  naylgable 
canals,"  said  James  Brindley,  the  father  of  Em[liHh 
canal  engineering,  more  than  a  century  ago,  This 
remark,  in  a  measure  true  at  the  time,  became  the 
chief  dogma  of  canal  engineers.  The  practice  of  this 
branch  of  the  profession  soon  became  fixed,  and  has 
shown  bttle  elasticity  or  advance  under  the  changing 
requirements  of  the  age,  or  the  revolution  wrought 
by  the  introduction  of  steam.  Bven  as  late  as  1H48, 
the  UUnois  &  Michigan  Canal,  with  meagre  prism,  was 
completed  for  horse  boats  alongside  a  nver  unusually 
well  adapted  to  slack-water  improvement  for  steam- 1 
boats  of  a  large  class.  The  locks  and  dams  on  the 
lower  Illinois  is  another  case  of  reversion.  Had  dog- 1 
ma  given  way  to  wise  forethought,  the  same  ezpencli- 
ture  could  have  resulted  in  a  magnificent  navigable 
channel  from  the  Lakes  to  the  Mississippi,  and  made  i 
of  the  Upper  niinois  the  Merrimac  of  the  West.  j 


legally  known  as  navigable.  The  ques- 
tion was  investigated  in  1881.*  TaJdng 
the  main  river  to  Cairo  and  the  basins  of 
the  Ohio,  the  upper  Mississippi  and  the 
Missouri,  10,000  miles  of  rivers  were 
found,  the  projects  for  which  considered 
an  improvement  feasible,  at  reasonable 
cost,  for  boats  of  a  large  class.  I'his 
estimate  omitted  the  tributaries  of  the 
lower  river  and  a  great  number  of  minor 
streams  for  which  appropriations  have 
been  made.  On  the  same  basis  the  natural 
channels  of  the  balance  of  our  territory 
would  readily  raise  the  estimate  to  20,000 
miles.  To  make  the  system  as  complete 
as  in  France,  by  embracing  minor  s  breams 
and  more  extensive  improvements,  would 
give  a  mileage  of  not  less  than  50,000. 
To-day,  10,000  miles  of  improved  chan- 
nels would  constitute  a  primary  tnmk 
system,  about  one-twelfth  of  the  railway 
mileage,  which  would  directly  or  indi- 
rectly regulate  traffic  charges  throughout 
the  country.  Increasing  density  of  pop- 
ulation, traffic  grown  heavier  and  more 
concentrated,  and  the  margin  of  profit 
on  industry  growing  smaller,  would  grad- 
ually demand  extensions  of  the  system 
until  developed  to  its  limit  of  usefulness. 
Waterways,  as  at  present  existing,  in 
detached  lengths,  unsuited  to  economical 
ti'an  sport,  unavailable  a  good  portion  of 
each  year,  cannot  be  expected  to  attain 
great  results,  and  yet  their  influence  is 
admitted.  Waterways  should  constitute 
connected  systems  as  well  as  railways, 
and  they  should  be  so  planned  as  to 
avoid  tnuishipment  as  much  as  possible, 
the  same  capacity  cannot  everywhere  be 
provided,  but  improvements  can  be  based 
on  a  few  well  considered  types,  uniform 
throughout  the  country,  in  lieu  of  present 
methods  by  detached  works  without 
reference  to  other  works  with  which  they 
will  some  time  constitute  a  system. 

What  can  be  afforded, — Our  territory 
extends  so  widely  as  to  make  the  traffic 
tax  between  the  producer  and  the  con- 
sumer, the  agriculturalist  and  the  manu- 
facturer, the  interior  and  the  seaboard,  a 
heavy  burden.  The  amount  by  which 
this  burden  can  be  lightened  is  the  meas- 
ure of  what  can  be  afforded  for  internal 
improvements. 

*  **  Proceedings  of  the  Missouri  Biver  Improvement 
Convention**  (p.  69),  St.  Joseph,  Mo.,  18»1 ;  also,  **  A 
Plea  for  the  Missouri  River  Improvement,"  by  L.  B. 
Cooley  and  a  H.  Tonge,  pnbllsbed  by  the  City  of 
Leavenworth,  Kansas,  1884, 
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The  National  Government,  from  1790 
to  1879,  expended  on  all  our  rivers  and 
harbors,  $81,747,604.46.* 

The  State  of  New  York,  np  to  1873, 
had  expended  on  her  canal  system  an 
equal  amount,  or  $81,677,993;  and  re- 
ceived therefrom  in  tolls,  up  to  1876, 
$128,067,030;  while  the  surplus  earnings 
on  the  Erie  Canal  alone,  up  to  1873, 
above  cost,  operating  expenses  and  main- 
tenance, were  $40,176,694.t  The  indi- 
rect benefits  to  New- York  and  to  the 
whole  country  have  been  immeasurable. 

At  the  end  of  1884  the  railways  of  the 
United  States  aggregated  126,160  miles, 
with  a  share  capital  and  indebtedness  of 
$7,676,399,064,  or  $61,400  per  mile,  and 
on  this  sum  it  endeavored  to  collect  divi- 
dends. Although  the  year  1884  was  one 
of  unusual  depression,  the  gross  earnings 
amounted  to  $770,684,908,  and  the  net 
earnings  to  $268,106,268,  or  $2,142.28 
per  mile.  The  average  rate  was  1.236 
cents  per  ton-mile. 

It  is  not  proposed  to  argue  any  ab- 
struse questions  in  political  economy.  It 
is  evident  that  if  a  system  of  public 
works  could  have  saved  to  the  people  10 
per  cent  of  the  gross  earnings  in  1884, 
and  this  ratio  of  saving  could  be  main- 
tained by  its  construction,  an  expenditure 
of  over  $2,600,000,000  at  3  per  cent,  could 
be  afforded  for  its  development  If  far 
better  results  are  to  be  realized,  then  by 
that  much  would  the  general  public  ben- 
efit in  a  clear  gain.  The  railways  would 
still  retain  traffic  ample  for  a  reasonable 
return  on  their  fair  cost,  for  all  lines 
judiciously  located  and  properly  con- 
structed. In  the  greater  prosperity  that 
would  ensue,  an  increase  in  that  traffic 
for  which  the  railway  is  best  adapted 
would  doubtless  provide  better  returns. 
While  it  might  not  be  expected  that 
waterways  would  promote  the  construc- 
tion of  railways  and  enhance,  their  value, 
such  has  been  the  result  throughout  the 
Mississippi  Valley,  and  from  the  great 
lakes  eastward. 

*  Four  bills  have  been  passed  since,  afffrregating 
$58.818;8SS ;  and  $4^),00U  has  been  paid  on  the  South 
«  PaM  jetty  tmproTement.  A  partial  list  of  the  work 
done  on  rivers  and  harbors,  and  such  canals  as  have 
been  turned  over  to  the  fireneral  Goyemmentf  bj 
States,  corporations  and  prirate  individuals,  up  to 
1879,  amcrefrates  an  expenditure  of  $81,081,488.82.  In 
aid  of  such  work,  the  OoYemment  has  granted  8,067- 
840  acres  of  the  public  domain. 

t  Cost,  includuig  tbat  of  the  original  canal,  extra- 
ordimurrepairs  and  improvements  up  to  1878,  $49,100- 
060.08.  Tlie  free  canal  system  went  into  effect  at  the 
beglnniug  of  1888. 


It  is  impossible  to  infer  to  what  degree 
of  perfection  $2,600,000,000  could  bring  a 
public  works  system.  This  much  is  certain,, 
however,  that  Congress  cannot  expect  to 
attain  great  results  with  the  expenditures 
of  90  years,  an  amount  less  than  the  aid 
to  the  Pacific  railways  in  their  brief  his- 
tory.} A  well-defined  poUcy,  a  full  stud- 
ied scheme  and  annual  appropriation 
reasonable  in  view  of  the  purposes  to  be 
subserved,  would  gradually  bring  relief 
in  reduced  cost  of  transportation. 

The  value  of  navigable  channels  is 
gradually  impressing  itself  on  the  people. 
Along  lines  of  heavy  traffic  their  cheap-^ 
ness  is  admitted.  As  a  bulwark  against 
extortionate  rates  even  before  demanded 
by  traffic,  they  secure  recognition.  Every 
steamboat  and  ship  owner  is  a  free  com- 
petitor for  traffic,  thus  adjusting  profits 
to  those  of  general  business.  A  traffic  * 
charge  is  a  tax  which  it  is  the  function  of 
Oovernment  to  lighten  as  much  as  may 
be  possible. 

If  the  claims  for  an  interior  system  do 
not  receive  full  assent,  our  coast  and  lake 
harbors  of  themselves  can  demand  better 
provision.  The  increased  draught  of  lake^ 
and  ocean  vessels  makes  deep  entrances  to- 
harbors  imperative.  Every  port  on  our 
20,000  miles  of  coast  line  requires  the 
watchful  care  and  skill  of  the  best  service 
that  can  be  provided.  Many  of  these 
ports  are  at  the  outlets  of  great  arterial 
systems  which  may  carry  the  products  of 
a  nation  to  the  seaboard,  on  its  way  ta 
domestic  or  foreign  markets;  and  they 
are  likewise  the  natural  entrepot^  througn 
which  the  products  of  other  lands  may 
reach  the  great  interior. 

Can  the  growing  sentiment  of  our  peo- 
ple for  interior  and  coast  improvements, 
which  is  constantly  breaking  out  in  pop- 
ular conventions  and  crude  enactments 
in  our  legislative  chambers,  be  indefi- 
nitely ignored? 

THE  QBOWTH  OF  PBESKMT   METHODS. 

A  National  Policy, — The  policy  of  the 
Oeneral  Government  for  the  first  half 
century  of  its  existence  was  foreign  to 
the  construction  and  improvement  of 
waterways    and    harbors,  although  the 


%  The  subsidy  to  the  Pacific  railways  was  $04,888,* 
672.  The  principle  and  accrued  interest,  June  80, 1884, 
was  $108,&84,m06..    About  ^0,000,000  acres  of  land 


have  been  granted  and  about  00,(ioo,000  patented  or 
earned.  It  is  reported  that  100,000^)00  may  be  forfeited 
at  the  will  of  Oon^rress. 
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^construction  of  national  roads  w^  largely 
entered  upon.  Notwithstanding  the  ef- 
forts of  several  df  the  States,  notably 
2^ew  York  in  1811,  to  induce  Congress 
to  undertake  public  work^  or  to  give  aid, 
•congressional  action  was  limited  to  an 
occasional  land  grant  for  state  enter- 
prises, a  practice  that  only  grew  to  full 
fruition  in  the  building  of  the  land  grant 
railways  by  private  corporations.  Ac- 
<5epting  the  policy  of  the  General  Gov- 
ernment, the  several  States  largely  en- 
tered upon  the  construction  of  canal  sys- 
tems and  even  the  improvement  of  rivers 
and  harbors. 

In  this  early  day  the  constitutionality 
of  public  works  construction  by  the 
United  States,  except  as  warranted  by 
military  necessity,  was  gravely  argued, 
and  is  even  now  brought  forward  in  re- 
lation to  special  schemes.  The  military 
necessity  plea  served  some  earlier  pro- 
jects and  again  came  to  the  front  at  the 
close  of  the  civil  war. 

Under  the  commerce  clause  of  the  con- 
Btitution,  the  Supreme  Court  has  defined 
as  navigable  waters  of  the  United  States, 
those  that  "  form  in  their,  ordinary  condi- 
tion by  themselves,  or  by  uniting  with 
other  waters,  a  continued  highway  over 
which  commerce  is  or  may  be  earned  on 
with  other  States  or  foreign  countries  in 
the  customary  modes  in  which  such  com- 
merce is  conducted  by  water."  Although 
the  earlier  decisions  run  back  fifty  years, 
it  is  only  since  1870*  that  the  limits  and 
powers  of  the  General  Government  have 
been  well  defined,  and  even  now  there 
are  many  points  undecided.  The  para- 
mount jurisdiction  of  the  General  Gov- 
ernment is  assumed  in  recent  river  and 
harbor  bills  and  bridge  laws,  and  of  late 
States  have  recognized  their  subordinate 
powers  on  domestic  streams  and  in  bridg- 
ing navigable  waters.  The  construction 
of  artificial  channels  around  obstructions 
bas  been  for  some  years  accepted  as 
proper,  and  as  links  between  natural  sys- 
tems they  are  obtaining  similar  recogni- 
tion.   In  fact,  it  may  be  doubted  if  there 


*  Sup.  Ct.  DeoWons,  1870 :  **  The  Daniel  Ball."  The 
Grand  River  waa  declared  to  be  a  naviffable  stream 
and  not  a  **  domestic  stream  "  solely  under  the  Juris- 
diction of  Michifran.  The  first  important  case  was  in 
refcard  to  an  exolusiye  franchise  gi  anted  to  R.  R.  Liy- 
tn^ton  and  Robert  Fulton  for  the  navigation  of  the 
waters  of  the  State  of  New  York  by  boats  moved  by 
fire  and  steam.  The  doctrine  was  more  fully  defined 
in  Oilman  vs.  Philadelphia  and  In  the  Wheellog  bridge 
case,  as  also  In  the  Rock  Islaud  bridge  case. 


is  any  limit  to  the  powers  of  Congress  to 
provide  commercial  highways  in  the  in- 
terests of  commerce. 

The  history  of  our  waterways  ascribes 
to  them  remarkable  prosperity  until  i^e 
advent  of  the  railway  systems,  and  as 
pioneers  in  the  first  development  of  the 
country.  During  the  speculative  and 
constructive  period,  with  the  large  profits 
and  rapidly  changing  values  incident  to 
the  inhabitation  of  new  territory,  the 
railway,  even  with  heavy  traffic  charges, 
proved  its  adaptation,  and  the  waterways 
gradually  fell  into  disuse.  With  the  de- 
velopment of  market  centers,  furnishing 
a  cargo  or  bulk  traffic  in  place  of  the  old 
coasting  trade,  with  a  settled  and  dense 
population  and  fixed  industries,  with 
lower  margins  of  profits  on  which  freight 
charges  most  seriously  infringed,  water- 
ways have  taken  on  new  life,  and  their 
improvement  is  loudly  called  for.  With 
the  long-recognized  importance  of  coast 
harbors,  this  call  is  co-extensive  with  our 
land. 

The  history  of  this  question  passes 
from  a  period  when  internal  improve- 
ments were  regarded  as  the  peculiar 
function  of  the  States,  up  through  a  mar-, 
velous  development  of  transportation 
facilities  by  corporate  capital,  in  which 
commerce  has  become  a  mighty  problem 
of  interstate  concern,  until  a  public  works 
svstem  is  recognized  as  the  province  of 
tne  General  Government  That  the  growth 
of  this  idea  will  in  time  find  expression 
in  proper  legislation,  no  one  can  doubt. 
That  it  should^  ere  this,  have  resulted  in 
a  weU-defined  policy,  is  the  belief  of 
students  of  the  subject. 

Legislation. — Our  public  improve- 
ments have  secured  appropriations  most 
largely  through  loc&l  and  sectional  influ- 
ences. Great  popular  conventions  are 
held  to  express  to  Congress  the  earnest 
desire  of  the  people  for  improved  water- 
ways and  harbors.  In  these  conventions 
diverse  interests  often  strive  for  expres- 
sion, and  even  in  Congress  they  not  in- 
frequently so  antagonize  each  other  as  to 
defeat  legislation  of  great  public  moment 
The  limits  hitherto  set  for  the  river  and 
harbor  bill,  the  great  number  of  projects 
demanding  attention,  and  necessarily  in- 
cluded, have  resulted  in  the  arbitrary 
scaling  of  estimates  to  a  fraction  of  what 
is  required  in  individual  cases  to  prose- 
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<5ute  work  economically  or  to  even  achieve 
success. 

That  improvements  should  be  local 
and  diverse  is  to  be  expected.  That 
there  should  be  a  medley  of  bridge  laws, 
or  none  at  all  in  some  instances,  is  not 
strange.  That  even  in  connected  or  ad- 
jacent navigations,  forming  parts  of  a 
local  system,  there  should  be  such  divers- 
ity in  permanent  structures  as  to  call  for 
different  classes  of  boats,  is  a  legitimate 
result  of  present  methods.  That  works 
should  be  undertaken  which  are  totally 
separated  from  continuous  navigable 
waters,  or  that  expenditures  should  be 
made  only  remotely  connected  with  the 
interests  of  navigation,  need  not  be  a 
matter  of  surprise.  Do  we  wonder  that 
the  river  and  harbor  bill  should  fall  into 
disrepute,  and  the  true  friends  of  a  pub- 
lic works  policy  pray  that  it  may  be  Mlled 
annually  until  more  rational  methods  can 
prevail  ? 

The  only  effort  which  has  been  made 
to  lay  out  a  system  of  improvements  was 
by  the  Windom  Senate  Committee  of 
1874.  Although  much  interesting  infor- 
mation was  collected  and  some  general 
.recommendations  of  value  made,  no  great 
result  could  biB  achieved  by  such  a  body, 
or  by  any  body,  in  a  brief  space. 

The  study  of  internal  improvements 
and  their  execution  is  the  proper  work  of 
an  organization  constituted  for  that  pur- 
pose. The  local  or  sectional  scheme 
should  go  directly  to  this  department  for 
examination,  and  reach  our  legislative 
halls  only  as  a  project  in  harmony  with  a 
general  plan.  Finally,  in  the  elaboration 
of  a  general  plan,  we  may  suppose  all 
local  or  sectional  interests  to  have  been 
properly  consulted.  By  such  methods, 
and  appropriations  commensurate  with 
the  purposes  in  vi^  will  our  public 
works  assume  a  proper  dignity. 

Professional  Organization, — With  the 
growm  of  public  improvements,  the  Mili- 
tary Engineer  Ck>rps  is  found  in  a  neutral 
and  powerless  position.  Originally,  ap« 
propriations  for  works  of  military  neces- 
sity, for  roads  or  for  explorations,  were 
naturally  delegated  to  the  Secretary  of 
War.  That  their  disbursement  should 
have  been  assigned  to  the  Engineer 
Corps  of  the  Army,  even  had  other  talent 
been  then  available,  was  proper,  and 
the  usage  has  continued  to  this  time, 
although  the  purpose  has  largely  changed. 
Vol.  XXXIV.— No.  4—23 


Except  by  custom  and  implication.  Army 
engineers  have  no  legal  or  legislative 
status  for  civil  work,  and  may  be  consid- 
ered as  virtually  on  detached  duty.  With- 
out proper  status,  they  are  powerless  to 
devise  or  recommend  a  system.  Even  an 
opinion,  in  accordance  with  military 
ethics,  may  be  impertinent,  and  wise  en- 
actments must  take  the  chance  of  discov- 
ery by  men  unfamiliar  with  the  require- 
ments. Without  tenure  in  the  work  to 
which  Army  engineers  are  assigned,  they 
are  assigned,  they  certainly  cannot  pro- 
vide a  status  for  their  civil  employes. 

Such  -conditions  not  generally  under- 
stood, have  naturally  resulted  in  dissatis- 
faction, and  it  is  not  strange  that  under 
the  spur  of  special  interests,  a  remedy 
should  have  been  discovered  in  the  com- 
mission panacea.  The  apparent  advan- 
tage to  one  section  through  a  commission 
leads  to  a  struggle  for  like  advantage 
elsewhere,  until  every  large  sectional 
interest  may  be  expected  to  insist  on  its 
commission.  This  leads  to  a  gradual 
disintegration  of  responsibility.  Appoint- 
ments become  a  matter  of  influence,  with 
no  assurance  of  training  or  skill  for  the 
work,  and  the  tendency  is  inevitable  to 
self-seeking  and  political  control. 

Although  commissions,  per  se,  may  have 
been  a  benefit  to  our  public  works  in 
mooted  questions  and  special  installa- 
tions, yet,  thereby,  an  organization  has 
not  been  provided  for  their  better  con- 
duct, nor  has  a  desirable  tendency  been 
inaugurated.  It  has  gone  too  far,  how- 
ever, to  warrant  no  action  or  a  return  to 
the  old  regimen,  and  it  should  be  wisely 
met  by  comprehensive  legislation. 

It  is  certain  that  any  organization  thus 
far  constituted  is  quite  unsuited  to  the 
requirements.  Until,  however,  Congress 
defines  a  policy  toward  public  works,  a 
special  organization  can  have  little  reason 
for  existing. 

THE   DEFICIEMGIES    OF    THE  PBB8ENT    OBOAN- 
IZATION. 

To  present  without  bias  the  deficiencies 
of  the  present  river  and  harbor  service  is 
no  light  or  enviable  task.  The  organiza- 
tion of  the  Engineer  Bureau  is  purely 
military,  and  solely  as  an  arm  of  the  mili- 
tary establishment  is  its  policy  defined. 
It  has  no  proper  legislative  sanction  for 
civil  work,  this  being  in  the  nature  of  a 
detached  service  by  assignment  of  the 
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Secretary  of  War,  originally  to  works  of 
military  necessity.  Adequate  training 
and  experience  are  not  demanded  for  im- 
portant civil  duties,  and  officers  are  trans- 
ferred from  time  to  time  with  too  little 
regard  for  the  interests  in  which  they  are 
enjoyed.  It  cannot  well  be  otherwise 
where  all  duty  must  be  subordinated  to 
the  military  requirement.  All  laws,  reg- 
ulations and  rulings  are  essentially  mili- 
tary. How  ill  adapted  they  may  be  to 
the  requirements  of  civil  work,  is  chiefly 
known  to  those  who  have  had  experience 
under  them.  Regulations  in  regard  to 
purchases,  contracts,  property ;  in  regard 
to  vouchers  and  reports  of  all  kinds,  are 
elaborately  annoying,  greatly  increasing 
the  cost  of  supervision,  often  tying  the 
hands  of  the  resident  engineer,  or  even 
defeating  success  in  work  requiring  dis- 
patch. A  set  of  regulations  based  on  the 
field  requirements  of  civil  work  would 
promote  sound  business  methods,  but 
this  is  clearly  impracticable  until  the 
whole  matter  is  formally  delegated. 

The  Corps  of  Engineers,  U.  S.  A.,  at 
present  comprises  112  members ;  of  these, 
35  are  engaged  in  strictly  military  duty, 
61  in  strictly  civil  duty,  while  the  balance 
have  both  miUtary  and  civil  duties.  If 
the  assignments  be  followed  up  in  detail, 
it  is  foimd  that,  with  feW  exceptions, 
officers  attain  the  rank  of  captain  before 
assignment  to  civil  work ;  in  other  words, 
that  five  or  six  years  of  post-graduate 
study  and  experience  is  regarded  as  es- 
sential to  the  completion  of  their  military 
training. 

For  their  civil  work,  no  special  course 
of  study,  preparation,  experience  or  apti- 
tude is  made  a  pre-requisite ;  yet  no  cap- 
able engineer  officer  will  say  that  his 
problems  of  civil  engineering  taxed  him 
less,  or  were  less  difficult  than  those  of 
his  miHtary  experience. 

The  first  civil  assignment  is  usually  as 
assistant  to  an  officer  of  experience.  As 
preparation  for  actual  charge  has  not 
been  made,  the  duties  performed  are 
generally  nominal.  Thanks,  however,  to 
an  excellent  training,  experience  in  time 
may  remedy  deficiencies,  though  the  lack 
of  detail  knowledge  of  field  practice  and 
construction  maybe  sufficiently  apparent. 

Each  district  officer  is  directly  respon- 
sible to  the  Chief  of  Engineers  only,  who, 
with  divided  duties,  is  supposed  to  con- 
sider and  approve  every  project  in  the 


United  States.  The  relief  afforded  by  an 
occasional  board  is  not  a  comprehensive 
one,  and,  practically,  there  is  no  inspec- 
tion service.  The  corps  boasts  of  many 
civil  engineers  of  high  attainment,  and 
that  any  success  should  be  reached  under 
a  lack  of  proper  method,  is  gratifying 
evidence  of  what  might  result  from  a 
definitive  policy. 

"  Military  and  civil  method*  of  admin- 
istration are  entirely  diverse,  and  proceed 
upon  diametrically  opposed  theories. 
The  military  officer  plans  and  commands ; 
the  civil  officer  hears,  weighs  and  de- 
cides."* That  ideas  are  sometimes  out- 
ranked in  boards  of  military  engineers, 
is  the  evidence  of  junior  members.  In 
like  manner,  may  the  subordinate  service 
fail  of  a  true  development 

It  has  been  remarked  that  the  man  of 
engineering  habits  of  thought  is  a  poor 
field  officer.!  I^  so,  how  far  is  a  military 
training  adapted  to  making  the  best  civil 
engineer  !  One  thing  is  certain,  that  the 
student  who  has  mastered  his  course  in 
a  good  engineering  school  and  had  five 
or  six  years*  experience  as  assistant  under 
a  competent  chief  and  in  commercial 
methods,  has  fuller  qualifications  than 
the  officer,  who  comes  to  his  work  after 
his  post-graduate  military  service,  a  nov- 
ice except  in  ability  to  organize.  This  of 
itself  is  a  full  argument  for  more  rational 
methods. 

Perhaps  the  most  serious  defect  of  our 
Corps  of  Engineers  as  an  organization 
for  civil  work  lies  in  the  fact  that  respon- 
sible position  is  attained  by  transfer  h-om 
a  service  of  little  similarity,  and  without 
antecedent  training  and  experience ;  while 
the  great  body  of  whom  technical  knowl- 
edge and  skill  are  required,  perhaps 
equally  competent,  certainly  with  special 
training  and  years  of  experience,  are 
ineligible.  This  class  of  men,  under  the 
general  title  of  civil  assistants,  outnum- 
bers the  offioei's  from  three  to  six  times. 
Their  employment  is  of  course  temporary, 
depending  on  the  annual  appropriation 
bill.  However  competent  or  ambitious 
to  make  this  specialty  a  life  work,  they 


•  Major  J.  W.  Powell,  Director  of  the  U.  S.  Geologi- 
cal Survey,  before  a  Joint  committee  of  the  two  houses 
of  Congress. 

t  Another  phase  is  Illustrated  in  a  recent  remaik  of 
AdJ  -General  Druni,  in  regard  to  the  value  of  an  expe- 
ence  In  civil  life,  as  evidenced  by  the  jcreat  leaders 
which  the  late  war  brought  to  Ihe  front.  He  might 
also  have  cited  the  records  of  army  and  navy  officers 
who  have  served  in  the  Coast  Survey. 


A   EATIONAL  POLICY   OF  PUBLIC  WORKS. 


331 


are  confronted  by  uncertain  tenure  of 
position  and  inelififibility  for  responsible 
charge.  In  fact,  have  we  not  the  anom- 
aly of  a  service,  in  which,  as  a  general 
thing,  the  superior  or  responsible  officers 
are  unfamiliar  with  the  field  duties  which 
they  are  called  upon  to  direct  and  super- 
vise? Does  not  this  reverse  the  logic 
and  the  method  of  all  human  experience  t 

This  condition  cannot  result  in  the 
best  service.  The  time  of  the  civil  assist- 
ant on  Government  work  does  not  aver- 
age three  years,  or  in  other  words,  when 
some  competence  in  a  difficult  specialty  is 
attained  at  Government  expense,  it  is  im- 
mediately thrown  away.  The  best  talent 
of  course,  will  not  remain  without  hope 
of  future  reward,  and  ever  in  the  face  of 
the  growing  conviction  that  the  special 
experience  acquired  can  avail  littie  in 
other  pursuits.  It  is  not  strange,  there- 
fore, that  a  large  proportion  of  our  best 
technical  graduates  should  enter  a  service 
to  find  out  their  mistake,  and  resign  with 
more  or  less  resentment  toward  a  condi- 
tion of  affairs  in  which  all  concerned  are 
alike  powerless  to  remedy. 

The  deficiencies  of  the  service  grow 
out  of  legislative  inadvertence  and  mili- 
itary  point  of  view.  It  is  no  plea  of  jus- 
tice to  the  civilian,  that  could,  of  itself, 
demand  a  change.  There  is  but  one 
question,  and  that  is — what  is  most  ex- 
pedient, or  what  will  secure  the  best  re- 
sult ?  All  that  can  be  insisted  upon  is, 
that  the  present  plan,  or  rather  no  plan, 
for  it  has  grown  like  Topsy,  is  most  ill 
adapted,  and  that  a  well  considered  change 
is  demanded  in  the  interest  of  a  better 
service.  All  familiar  with  the  matter 
recognize  this,  and  it  remains  to  define 
its  character. 

SUGGESTIONS  FOB  A  SPECIAL  OBGANIZATION. 

The  wise  man  is  ready  to  rebuild  when 
he  tears  down.  Unless  a  well  digested 
system  can  be  substituted,  to  argue  a 
change  is  folly.  The  interests  concerned 
are  far  too  important  for  other  than 
grave  deUberation  and  conservative 
methods.  If  we  have  not  faith  that  Con- 
gress, recognizing  the  advisability  of 
change,  will  order  wisely,  then  far  better 
to  have  left  our  efforts  undone,  unless, 
indeed,  they  should  ameliorate  somewhat 
the  inevitable. 

A  cursory  study  of  our  river  systems, 
lakes  and  coasts,  suggests  the  outline  of 


an  organization  adapted  to  the  require- 
ments. The  country  naturally  segre- 
gates into  several  grand  divisions  or  de- 
partments within  each  of  which  there  is 
such  similarity  in  physical  features,  such 
community  of  interests,  as  to  demand 
related  works  or  plans  in  mutual  har- 
mony. These  grand  divisions  subdivide 
into  districts  of  less  individuality,  but 
integral  members  of  the  group  which 
constitute  the  department.  Adjacent 
departments  will  have  much  to  consider 
in  common,  much  to  harmonize  in  the 
general  development  of  trunk  lines  and 
the  fixing  of  standard  requirements  for 
improvements  of  similar  capacity. 

Let  the  district  be  taken  as  the  unit, 
with  an  officer  in  charge,  and  an  organiza- 
tion competent  for  the  multifarious  duties 
involved  in  the  design  and  execution  of 
work.  The  several  district  officers  may 
constitute  a  board,  charged  with  the  com- 
mon interests  and  general  plans  for  the 
department.  Its  chief  should  have  no 
special  charge,  but  should  act  as  execu- 
tive officer  of  the  board.  The  several 
department  chiefs  may  constitute  a  cen- 
tred board  for  the  consideration  of  wider 
interests  and  the  supervision  and  devel- 
opment of  the  public  works  system  as  a 
whole. 

Within  the  district,  resident  engineers 
and  assistants  must  be  provided,  down  to 
the  lowest  grade  requiring  technical 
training,  skill  and  ability.  Starting  with 
this  grade,  which  may  be  one  of  proba- 
tion, promotion  should  be  step  by  step 
in  accordance  with  a  well-advised  plan, 
preserving,  however,  elasticity  enough  to 
utilize  the  best  thought  in  the  profes- 
sion. Such  a  system  would  not  be  un- 
like that  of  Prussia,  in  which  all  officials 
are  educated  and  trained  for  their  work 
as  civil  engineers. 

Having  decided  upon  a  policy  and  the 
character  of  an  organization,  it  is  evident 
that  to  create  it  de  novo  and  develop  it 
to  full  efficiency,  is  a  work  of  years.  It 
is  a  truth  that  many  engineers  too  little 
appreciate  that  river  and  harbor  work  is 
pre-eminently  a  specialty,  requiring  a 
high  order  of  analytical  ability,  executive 
capacity  and  skill,  to  cope  with  active 
forces  of  destruction.  The  judgment 
acquired  by  special  experience  is  not  to 
be  lightly  thrown  away. 

As  before  stated,  less  than  one-half  the 
Engineer  Corps  is  at  present  required 
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for  military  duty,  although  the  prospect- 
ive and  necessary  work  on  our  sea-coast 
defenses  may  soon  demand  quite  its  en- 
tire services.  So  there  is  now  available 
over  one-half  the  Engineer  Corps  as  the 
nucleus  of  a  civil  establishment;  and, 
vrith  such  civil  assistants  as  may  have 
developed  special  fitness,  a  fair  working 
organization  could  be  provided  at  once. 
It  would  be  a  matter  of  three  or  four 
years  only  before  the  new  organization 
had  become  a  consolidated,  well-adjusted, 
living  force,  utilizing  all  the  available  ex- 
perience and  gradu£dly  establishing  itself 
on  a  civil  basis. 

The  organizing  ability  possessed  by 
many  of  our  engineer  officers  would  be 
of  the  greatest  service  in  the  earlier 
stages  of  the  new  establishment.  With 
the  law  intelligently  framed  and  its  pro- 
visions carefully  worked  out,  the  execu- 
cution  could  not  be  left  to  more  willing 
or  appreciative  hands ;  and  doubtless 
many  of  attainment  in  civil  work  would 
elect  permanent  appointments  in  the  new 
service.  The  deficiencies  of  our  present 
no-system  are  too  well  recognized  by 
those  concerned,  not  to  make  a  wise 
remedy  devoutly  to  be  wished.  Think- 
ing men  will  not  resist  a  change  which 
insures  better  results,  provided  their 
vested  interests  are  in  some  manner  con- 
served. 

WHAT   SHOULD   BE   BEOOMMENDBD  ? 

If  the  various  phases  of  this  subject 
have  been  clearly  presented,  then  it  is 
apparent  that  there  has  been  a  gradual 
change  in  attitude  on  the  part  of  the 
United  States  toward  internal  improve- 
ments ;  that  the  time  is  approaching,  if 
not  already  here,  when  the  formal  adop- 
tion of  a  well-considered  policy  will  be 
necessary;  that  hitherto  appropriations 
have  been  irregularly  made,  largely 
through  the  influence  of  local  or  sectional 
interests  and  without  a  general  purpose ; 
that  their  expenditure  has  been  delegated, 
like  all  irregular  appropriations,  to  one 
of  the  departments  for  disbursement; 
that  this  disbursement  has  been  assigned 
to  a  miUtary  bureau,  not  organized  for 
civil  work,  and  having  no  legislative 
status  therefor;  that  l£iis  has  not,  and 
cannot,  for  reasons  not  generally  under- 
stood, be  satisfactory  ;  that  various  inter- 
ests have  inaugurated  the  idea  of  com- 
missions which,  however  well  adapted  to 


particular  purposes,  tend  to  an  undesir- 
able end ;  and  that  action  should  be  taken 
looking  to  a  rational  policy  and  the  pro- 
vision of  a  special  organization  for  its 
execution. 

The  general  character  of  an  organiza- 
tion which  would  seem  to  be  adapted  to 
the  requirements  of  our  great  territory 
has  been  otitlined,  and  ideas  advanced  as 
to  the  best  method  of  attaining  its  con- 
summation. It  has  been  shown  how  all 
projects  may  be  presented  in  accordance 
with  a  well  advised  plan,  thus  doing 
away  with  the  unseemly  strife  of  section, 
locahty  and  district,  and  how  great  re- 
sults may  be  attained  for  the  common 
weal  through  a  system  of  public  improve- 
ments. While  it  is  our  privilege  and 
duty  as  citizens  to  discuss  these  matters, 
having  reached  our  conclusions,  it  is  in- 
cumbent upon  us  as  professional  men  to 
point  out  the  road  to  a  solution. 

It  is  evident  that  the  consideration  of 
this  subject  involves  many  complex  ques- 
tions. The  work  which  is  to  be  per- 
formed must  be  well  understood.  An 
organization  which  will  secure  the  high- 
est professional  results  and  be  in  har- 
mony with  the  genius  of  our  institutions 
must  be  provided,  and  the  legislation 
adapted  to  its  needs  well  outlined. 
When  the  main  requirements  have  been 
studied,  experience  abroad,  so  far  as  it 
may  have  a  bearing,  should  be  consid- 
ered, and  conclusions  so  matured  as  to 
eliminate  purely  individual  opinion. 

It  is  believed  that  the  whole  matter  is 
in  such  shape  as  to  make  it  impracticable 
to  attain  a  definite  system  by  a  gradual 
change,  or  a  species  of  growth.  It  will 
require  time  to  bring  those  concerned  to 
a  full  realization  of  the  state  of  affairs 
and  to  an  agreement  as  to  a  wise  course 
to  follow.  To  fly  from  the  evils  we  have 
to  those  we  know  not  of,  can  be  ill  af- 
forded. 

Therefore,  it  would  seem  wise  of  Con- 
gress to  provide  a  board  of  Army  and 
Civil  Engineers,  acquainted  with  this 
matter  and  realizing  the  necessity  for  a 
change,  to  consider  the  whole  question 
of  legislation  and  organization.  Such  a 
board  could  collate  all  the  thought  per- 
tinent to  the  subject,  and  present  its 
conclusions  with  recommendations  for 
the  consideration  of  Congress. 

As  engineers,  we  would  feel  confident 
that  the  subject  would  be  handled  as 
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wisely  as  could  be  provided  for,  and 
that,  for  a  purely  professional  organiza- 
tion, Congres^  would  give  heed  to  the 
conclusions. 

SUGGESTIOKS  FOR  A  "  DEPABTMENT  OP 
PUBLIC  WORKS." 

The  executive  departments  of  the  gov 
emment  present  a  curious  medley  of 
bureaus  designed  for  sundry  and  various 
useful  and  special  purposes.  Of  the 
seven  great  departments,  three,  those  of 
State,  Justice  and  the  Post-office,  confine 
tiiemselves  strictly  to  their  special  work. 
The  Navy  Department  indulges  in  occa- 
sional canal  surveying.  The  War  De- 
partment takes  upon  itself  Meteorology, 
Geographical  and  Geodetic  surveys  and 
Internal  Improvements.  The  Treasury 
has  a  Light-house  establishment,  a  Coast 
and  Geodetic  survey,  a  Public  Buildings 
bureau,  a  Marine  Hospital  service,  a 
Bureau  of  Statistics,  a  Steamboat  Inspec- 
tion service,  a  Life  ►'^aving  service,  a 
Bevenue  Marine,  etc.  The  Interior  has 
a  Fish  Commission,  Geological  surveys, 
Patents,  Land  surveys,  Pensions,  Indian 
Affairs,  Census,  Pacific  Railway  Commis- 
sion, Capitol  Building,  etc. 

It  is  apparent  that  the  majority  of 
these  assignments  are  utterly  incongru- 
ous. They  have  frequently  come  about 
through  the  recommendation  of  cabinet 
officers,  under  the  initiative  of  some  am- 
bitious and  stirring  subordinate.  Some 
of  these  bureaus  are  misplaced  or  in  the 
wrong  department  and  could  be  trans- 
ferred with  good  results,  while  other  de- 
partments should  be  confined  strictly  to 
the  work  for  which  they  were  organized. 
Why  the  Treasury  should  concern  itself 
with  other  matters  than  those  of  finance, 
or  the  Navy  and  War  Departments  in- 
dulge in  work  foreign  to  their  purpose, 
is  anomalous.  The  special  bureaus  can- 
not assimilate  the  general  service  of  the 
departments.  It  is  not  easy  to  provide 
the  special  organization,  rules  and  super- 
vision, which  may'be  required.*  These 
bureaus  become,  in  nature,  petty,  semi- 
independent  satrapies. 

That  it  would  be  wise  to  segregate  all 
our  technical  bureaus,  or  those  requiring 
scientific    and    constructive    skill,  from 

*  The  more  onerous  doty  of  properly  supervising  a 
teeholcal  bureau  is  noted  in  a  recent  report  of  a  com- 
mittee of  the  National  Academy  of  Sciences.  Irregu- 
lar methods  of  business  are  encouraged  by  general 
regulations  which  cannot  be  adapted  to  the  special 
requirements. 


their  present  unrelated  departments,  and 
aggregate  them  in  a  department  by  them- 
selves, cannot  be  seriously  questioned. 
Harmony  in  organization,  regulations 
well  adapted  to  the  work,  proper  super- 
vision, and  the  interchange  of  special  ex- 
perience, would  all  be  promoted.  Such 
a  department  would  have  its  various 
purely  scientific  bureaus,  its  bureau  of 
surveys,  of  architecture,  of  internal  im- 
provements, etc.,  all  based  on  such  a 
thorough  civil  service  as  must  result 
where  technical  attainment  is  uniformly 
required. 

Some  of  the  bureaus  referred  to  have 
been  the  subject  of  agitation  vdtb  a  view 
to  better  or  more  rational  methods. 
Sooner  or  later  all  these  interests  must 
center  about  the  common  idea  of  a  de- 
partment. 

The  adoption  of  a  consistent  policy 
towards  our  public  works  and  the  provi- 
sion of  an  organization  especially  adapted 
to  their  requirements,  is  a  purpose  in 
which  the  engineers  of  our  country  can 
unite  for  the  highest  public  good. 

At  the  same  time,  the  status  of  our 
profession  may  be  promoted  in  greater 
degree  than  by  the  solution  of  any  other 
problem  of  our  time  to  which  we  may 
lend  our  consideration  and  effort. 


IN  the  fiscal  year  ended  June  80th,  1882,  the 
number  of  engines  shipped  did  not  exceed 
133,  the  estimated  value  being  f  1,465,717.  Of 
the  282  locomotives  exported  from  the  United 
Stales  in  1883-4,  65  went  to  the  Argentine  Re- 
public, 49  to  the  United  States  oi  Colombia 
and  Panama,  34  to  Mexico,  82  to  Brazil,  27  to 
the  Dominion  of  Canada,  19  to  Chili,  14  to  Au- 
stralia, 18  to  Central  America,  14  to  Cuba.  6  to 
Spain,  3  to  San  Domingo,  8  to  Sweden,  2  to  Vene- 
zuela, and  1  to  England.  The  number  shipped 
in  the  fiscal  year  ending  June  80th,  1881,  was  99 ; 
in  the  year  1882.  138;  in  the  year  1883,  219:  and 
in  the  year  ending  June  80th,  1884,  282.  During 
the  ten  years  ending  with  June  80th  1884,  the 
Americans  sent  434  locomotives  to  various 
parts  of  South  America,  203  going  to  Brazil^ 
84  to  Colombia,  72  to  the  Argentine  Pepublic^ 
37  to  Peru,  and  31  to  Chili.  During  the  same 
period  of  ten  years,  Canada  and  British  Colum- 
bia  imported  208  American  locomotives,  valued 
at  £381,626;  Mexico,  167,  valued  at  £361,740; 
Australia  113,  valued  at  £215,834;  Cuba  88, 
valued  at  $772.911 ;  Russia  58,  valued  at  $778,- 
600  Central  America  22,  valued  at  £21,644,  and 
Turkey  12,  valued  at  £36,400.  It  seems  very 
remarkable  that  countries  oppressed  with  heavy 
protective  duties  should  be  able  to  compete  so 
successfully  with  free-trade  England.  Political 
economists  would  do  well  to  supply  an  explana- 
tion. 
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TOPOGRAPHIC  SURVEYS  OP  STATES. 

bt  h.  f.  walling. 

Member  of  Boston  Society  Civil  Bn^eers. 


The  inttiation  of  co-operative  State 
surveys  in  this  country  having  inaugu- 
rated a  new  departure  in  topography,  a 
<;omplete  history  of  previous  efforts  in 
this  work  throughout  the  country  would 
have  a  special  interest  at  this  time.  Not 
having  the  requisite  data,  however,  I 
can  only  speak  of  them  in  a  brief  and 
imperfect  way. 

Up  to  about  1850,  such  maps  of  the 
older  States  as  had  been  published  were 
nearly  all  made  at  the  cost  of  the  respect- 
ive State  Governments,  or  were  liberally 
patronized  by  them.  This  was  the  case 
in  New  York,  Pennsylvania,  Maryland, 
Virginia,  Georgia,  Alabama  and  Missis- 
sippi. The  maps  of  these  States  were  in 
general  compilations  from  the  plans  of 
original  land  surveys.  In  1844,  Massa- 
chusetts caused  to  be  published  an  ex- 
<5eptionally  good  map  of  the  State,  from 
special  surveys  made  at  the  cost  of  the 
JState  and  of  the  several  towns.  The 
geodetic  basis  of  this  map  was  the  trian- 
;gulation  of  Mr.  Simeon  Borden,  and,  as 
jou  are  aware,  it  was  a  very  well  executed 
work.  The  details  of  topography,  how 
•ever,  were  worked  out  by  the  local  town 
surveyors,  whose  methods,  as  might  be 
supposed,  were  incongruous  and  gener- 
ally defective,  producing  results  which 
fell  very  far  short  of  the  precision  which 
ciccompanied  Mr.  Borden's  work.  In 
spite  of  this  imperfection,  however,  the 
map  as  then  published  far  excelled  any 
other  State  map  in  general  accuracy  and 
completeness  of  detail,  nor  does  it  suffer, 
considering  the  difference  of  scale,  in 
comparison  with  the  original  Ordnance 
map  of  England.  From  the  year  1850 
np  to  the  commencement  of  the  civil  war 
in  1861,  and  for  some  ten  or  twelve  years 
after  the  close  of  the  war,  the  demand 
for  maps  giving  more  local  details  than 
had  been  shown  upon  previous  maps  be- 
came sufficient  to  induce  surveyors  to 
engage  in  their  publication,  a  portion  of 
the  expense  being  in  some  cases  defrayed 
by  State,  county  or  municipal  appropri- 
ations. Maps  of  towns  and  counties, 
afterward  compiled  into  State  maps,  were 


made  in  this  way,  almost  entirely  from 
original  surveys,  in  all  of  the  New  Eng- 
land States,  New  York,  Pennsylvania, 
Ohio  and  Maryland.  Large  maps  of 
some  of  the  States  west  of  Ohio  were 
also  published  from  time  to  tima  Since 
the  construction  of  these  Western  maps 
consisted  principally  in  compilation  from 
the  United  States  Land  Survey  plans, 
the  labor  in  preparing  them  was  much 
less  than  in  the  Eastern  States. 

Commercial  Maps, — Maps  made  with 
no  means  of  defraying  the  cost  other 
than  from  proceeds  of  sales  have  been 
styled  **  commercial  maps,"  in  distinction 
from  maps  produced  at  the  cost  of 
Government,  the  surveys  for  which  are 
sometimes  called  "  scientific  surveys ;  " 
but  I  think  the  propriety  of  the  designa- 
tion is,  in  some  cases,  questionable.  A 
survey  may  present  the  general  features 
of  the  country  with  a  considerable  degree 
of  accuracy,  but  if  the  details  are  errone- 
ously represented  in  important  respects, 
it  is  manifestly  an  incongruity  to  denom- 
inate such  work  a  scientific  survey.  A 
comparison  of  some  of  the  Government 
surveys  of  Western  territorial  regions, 
where  two  independent  surveys  overlap 
each  other,  proves  by  their  discrepancies 
the  inaccuracy  of  one  or  both  the  sur- 
veys. On  the  other  hand,  comparisons 
of  some  of  the  commercial  maps  with 
subsequently  published  Government 
maps,  sho^s  close  correspondence,  and 
as  there  is  no  reason  to  suppose  that  the 
latter  are  copied  from  the  former,  it  fol- 
lows that  even  a  commercial  map  may 
be  worthy  of  credit  so  far  as  it  goes. 

It  should  be  observed  that  until  quite 
recently  all  of  the  ma{)s  heretofore  pub- 
lished in  this  country,  whether  by  the 
Government  or  by  individuals,  with  a 
very  few  exceptions,  are  destitute  of  ac- 
curate hypsometric  information.  The 
more  notable  exceptions  are  the  topo- 
graphic work  of  the  United  States  Coast 
and  Geodetic  Survey,  of  the  United  States 
Geological  Survey,  principally  in  the 
Western  territories,  of  some  mining  en- 
gineers who  have  made  admirable  maps 
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showing  portions  of  the  anthracite  coal 
fields  of  Pennsylyania,  and  of  the  Second 
Geological  Survey  of  Pennsylvania  in 
special  maps  of  limited  areas  in  that 
State. 

The  wholesale  condemnation* which 
certain  scientific  critics  have  from  time 
to  time  bestowed  upon  commercial  maps, 
as  such,  not  discriminating  between  those 
which  have  been  carefully  made  from 
original  work  and  other  mere  compila- 
tions from  Government  explorations,  etc., 
which  perpetuate  from  year  to  year,  the 
original  errors  of  their  sources  of  infor- 
mation, indicates  an  unjustifiable  lack  of 
knowledge  on  the  part  of  the  critic,  of 
the  amount  of  original  and  really  valu- 
able information  which  some  of  these 
commercial  maps  embody.  They  have 
rendered  valuable  service  to  railroad  and 
hydraulic  engineers,  to  county  and  town 
officers,  and  even  to  geologists  and  other 
naturalists  and  scientific  investigators. 
Besides  these,  many  intelligent  citizens, 
realizing  the  value  of  the  maps  for  their 
own  more  private  uses,  have,  by  bestow- 
ing their  patronage  upon  the  surveyors, 
enabled  them  to  publish  these  maps.  If 
competent  experts  found  on  examination 
that  these  maps  were  erroneous  and  un- 
v^orthy  of  credit,  it  would  be  their  duty, 
in  behalf  of  the  public,  to  expose  their 
unworthiness  by  pointing  out  the  inac- 
curacies, etc.  But  it  is  hardly  justifiable 
to  condemn  them  en  masse  merely  on 
account  of  their  self-sustaining  origin,  or 
because  the  mechanical  execution  was 
not  upon  so  expensive  a  scale  as  might 
have  been  possible  under  more  favorable 
conditions.  My  apology  for  bringing 
this  somewhat  unprofessional  subject 
before  the  Society  is  a  feeling  that  in- 
justice has  been  done  to  a  number  of 
local  map  makers  in  the  New  England 
and  Middle  States,  who  at  their  own  cost 
and  risk,  during  the  last  thirty-five  years, 
have  materially  added  to  the  previous 
knowledge  of  local  topography,  so  far, 
at  least,  as  it  pertains  to  horizontal  rela- 
tions. 

County  Maps  of  Massachusetts, — I 
now  beg  your  further  indulgence  for  a 
brief  account  of  some  of  the  methods  em- 
ployed in  my  own  work  in  Massachusetts 
some  thirty  years  ago.  This  is  done 
principally  for  the  piu^ose  of  showing 
what  can  be  accomplished  at  a  compara- 
tively small  cost.     It  is  not  cited  as  an 


example  to  be  followed,  but  rather  as  one 
whose  faults  and  shortcomings  are  to  be 
avoided  when  the  means  of  carrying  on 
the  work  in  a  better  manner  are  avail- 
able. 

Having  previously  made  surveys  and 
maps  of  a  number  of  towns  and  cities  in 
the  State,  which  were  generally  paid  for 
by  municipal  appropriations,  I  imdertook 
in  1854  the  construction  of  a  separate 
map  of  each  county  in  the  State,  except- 
ing the  small  counties  of  Suffolk,  Dukes 
and  Nantucket,  which  were  included  on 
sheets  containing  larger  adjacent  coun- 
ties. The  materials  then  in  existence  for 
such  as  set  of  maps  included,  first,  the 
excellent  triangulation  made  by  Mr.  Bor- 
den some  fifteen  years  before,  which  had 
been  used  as  the  basis  of  the  official  map 
above  mentioned  ;  second,  the  town  sur- 
veys ordered  by  the  Legislature  and 
made  in  1830  and  1831,  from  which  Mr. 
Borden  compiled  the  details  of  his  map  ; 
and  third,  more  recent  town  and  city 
maps,  including  those  made  by  myself, 
already  mentioned.  The  latter  material 
was  to  b^  used,  so  far  as  it  went,  but  it 
constituted  a  very  small  portion  of  what* 
was  required.  ^  The  old  town  maps,  al- 
though drawn  to  a  scale  two  or  three 
times  as  large  as  was  proposed  for  the 
new  county  maps,  were,  in  many  respects, 
too  inaccurate  for  use.  A  new  survey  was 
accordingly  undertaken  of  all  the  public 
highways  in  the  State.  A  careful  esti- 
mate of  the  possibilities  of  remuneration 
limited  the  cost  of  the  survey,  including 
field  and  office  work,  to  about  one  dollar 
and  a  half  per  square  mile;  and,  ulti- 
mately, this  was  about  the  average  cost. 
Hypsometry,  as  a  feature  of  topographic 
maps,  was  at  that  time  only  undertaken 
in  a  few  European  Government  surveys, 
made  at  great  expense ;  and  while  I  fully 
recognized  its  value,  it  was,  of  course, 
excluded  unless  the  cost  could  be  de- 
frayed at  public  expense  * 

*  Before  undertalilnx  the  work  as  a  private  enter- 
prise, I  had  nttemutert  tn  procure  Slate  lefciftlatWa 
action  in  5(>  hii4iirilft  tiii4  the  suhji^ot  wLi>i  n  f'Tifnl  hf 
theGem-iil  (  .jurt  lo  their  Comniittft^ -^n  Eihieat^on. 
Professor  Aniuld  Cluyat*  then  a  residMiit  <,if  K&m- 
brld^e,  and  Mr.  siaieun  Bonleti  kinrliy  lutereiitwi 
themselTi-rt  In  th*^  pnijec?t  which  I  jnint'Tiled.  and 
urired  ^^J^^tJ  iIih  Ci>tDuiiritie  the  accfptAn<  e  Mi  my  prti- 
posal  to  n>akc  a  hj  n!*«^tnetri<i  survey  by  ta<iliif»nietrio 
methods*- thjit  is,  by  thi*  iifie  of  ^niphk^  trianawlatiou 
stadia,  verti(n:  antrien,  ttc,  hi  coruiectlini  with  truV' 
erses  of  the  mnd?i.  at  a  co?t  of  f^/KMi.  Tlni*o  techto- 
metrlo  mcibod?  bad  then  ret-iently  ht?en  liitrt>i1ucetl  In 
Europe  by  M-  Porru,  a  noted  ItJillart  topMs^ranher. 
The  committee  rep^irted  a  resolve  authorizlnff  th# 
survey  aisi  pix>po#e<l  laee  Houao  Doc.  170,  Mans.  Ltiff., 
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The  scope  of  the  work  I  had  noder- 
taken  included  the  representation  of 
roads,  railroads,  streams,  ponds,  marshes, 
the  sea  coast,  with  its  capes,  bays,  inlets, 
and  islands,  and  of  important  buildings, 
including  dwellings,  churches,  school- 
houses,  mills,  manufactories,  stores,  etc. 
Some  hachure  sketches  of  prominent 
hills,  in  accordance  with  the  imperfect 
fashion  of  the  time,  indicated  the  exist- 
ence of  slopes,  more  or  less  steep,  and 
served  to  show  where  high  ground  or 
rough  country  was  to  be  found,  but  gave 
no  definite  information  in  regard  to  ac- 
tual heights  or  the  true  forms  of  relief. 
Fortunately,  the  entire  coast  line  of  the 
State  was  shown  on  the  published  or 
manuscript  maps  of  the  United  States 
Coast  Survey,  together  with  a  narrow 
strip  of  the  adjacent  land.  So  far  as  it 
went,  this  data  was  all  that  could  be  de- 
sired. The  town  maps  furnished  to  the 
State  archiT^s,  according  to  law,  in  1831, 
in  advance  of  Mr.  Borden's  triangulation, 
gave  representations  of  town  boundaries, 
roads,  streams  and  ponds.  These  repre- 
sentations were  fairly  correct  in  the 
groupings  of  the  various  features  in  re- 
gard to  the  relative  positions  of  objects 
when  referred  to  those  immediately  ad- 
jacent, but  owing  to  the  imperfect  meth- 
ods of  surveying  and  want  of  skill  in 
platting  or  graphic  representation,  the 
map  of  a  town,  as  a  whole,  was  frequently 
more  or  less  distorted  and  deformed. 
This  was  readily  detected  by  the  discord- 
ance between  maps  of  adjacent  towns 
along  common  boundaries  and  the  im- 
possibility of  fitting  a  number  of  maps 
together  into  a  larger  continuous  map. 
Since  these  maps,  however,  were  made 
by  local  surveyors,  whose  knowledge  of 
the  general  relative  positions  of  roads, 
streams,  water  surfaces,  etc.,  would  be 
likely,  from  the  nature  of  their  occupa 
tion,  to  be  as  thorough  as  that  of  any 
class  of  people,  and,  in  the  main,  cor 
rect,  I  made  use  of  them  to  some  extent 
for  drainage  representation,  etc.,  under  a 
careful  system  of  checks,  to  be  hereafter 
described. 

Having  for  the  basis  of  the  proposed 


1854),  and  it  bad  many  friends  in  the  Legislature ;  but 
the  party  in  power  bad  not  tbe  courage  to  nsk  beinsr 
oharKAd  with  extravaflranee  by  their  opponents,  and 
tbe  subject  was,  by  a  small  majority,  referred  to  the 
next  Legislature,  where  another  resolve  was  reported 
favoring  the  work,  which  was  again  referred,  how- 
ever, to  the  succeeding  Legislature  (see  House  Doc. 
SM,  Mass.  Leg.,  1865). 


county  maps  the  Coast  Survey  and  Mr. 
Borden's  triangulations,  the  plan  was 
adopted  of  traversing  all  the  public  high- 
ways by  course  and  distance,  using  the 
ordinary  surveyor's  compass  for  direc- 
tions, ftnd  the  revolutions  of  a  wheel  for 
distances.  I  wish  to  say  a  few  words 
here  in  regard  to  the  comparative  useful- 
ness of  a  wheel  for  measuring  distances 
along  roads.  Though  less  accurate  than 
a  chain  in  the  hands  of  skillful  chainmen^ 
it  has  the  merit  of  economy,  since  one 
person  with  a  compass  and  odometer  can 
do  the  work  of  a  party  of  three  with  a 
compass  and  chain.  Then,  the  inaccura- 
cies due  to  the  inequality  of  the  surface 
are  much  less  on  common  roads  than,  in 
the  absence  of  tests,  would  be  supposed. 
In  fact,  on  the  ordinary  roads  of  Massa- 
chusetts, which  usually  change  their  di- 
rections in  short  distances,  the  error  from 
this  cause  becomes  inappreciable  in  plat- 
ting to  a  scale  not  larger  than  jth^^  ®^* 
cept  in  long,  straight  stretches  of  hilly 
road.  Moreover,  there  is  little  or  no 
liability  to  an  accumulation  of  errors  of 
counting  or  reading,  as  with  the  chain  or 
statiia.  For  example,  if  an  error  were 
made  in  reading  the  dial  of  the  odometer^ 
which  usually  registers  from  zero  to 
1,000  revolutions  of  the  wheel,  the  error 
would  not  accumulate,  but  would  be 
taken  from  one  adjacent  course  and 
added  to  the  other,  so  that  if  the  change 
in  direction  was  not  great,  the  resulting 
error  would  be  slight.  In  fact,  where 
readings  are  frequently  made  in  noting 
features  of  local  topography,  buildings, 
stream  crossing?*,  etc.,  an  error  of  reading 
is  often  detected  by  its  incongruity  with 
adjacent  readings.  In  stadia  meiisure- 
ments,  the  distances  must  be  reduced  to 
horizontahty,  and  in  ascending  or  de- 
scending, unless  the  rod  is  held  perpen- 
dicular to  the  slope,  another  correction 
becomes  necessary,  if  absolute  precision 
is  required.  But  for  traversing  across 
fields,  meandering  streams,  etc.,  the 
wheel  is  unavailable,  and,  for  topographic 
work,  stadia  measurements  seem  prefer- 
able to  any  known  method  for  rapidity 
and  convenience.  By  the  system  of 
traverses  adopted,  all  the  highways  vere 
surveyed  and  platted  continuously  in  a 
network.  Each  closed  circuit  of  this  net- 
work not  only  checked  itself,  but  served 
to  check  adjacent  circuits.  Usually  the 
errors  of  closure  did  not  exceed  one  or 
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two  per  cent  of  the  distance  traversed. 
An  abnormally  large  gap  in  the  dosure 
of  a  circuit  was  checked  by  the  closures 
of  adjacent  circuits  until  its  approximate 
locality  was  established  between  two 
adiacent  road  junctions,  where,  by  care- 
fully studying  the  notes,  comparing  the 
sketched  with  the  platted  angles,  the 
error  was,  in  most  cases,  detected,  being 
found  due  to  some  obviously  erroneous 
reading  of  the  compass  or  odometer ;  and 
finally  the  few  undetected  errors,  when 
sufficiently  important,  were  corrected  by 
a  resurvey  of  the  defective  portion. 
Upon  the  final  adjustment  of  the  net- 
work of  roads,  the  other  details  of  topog- 
raphy, namely,  the  dwellings,  streams, 
etc.,  were  supplemented.  The  field  notes 
were  first  platted  upon  a  scale  of  yriinr' 
that  of  the  published  maps  varying  from 

In  order  to  reduce  the  work  to  a  geo- 
detic basis,  and,  as  far  as  possible,  to 
eliminate  errors  arising  from  inaccuracy 
of  standard,  etc.,  the  traverses  were  con- 
nected with  all  the  primary  and  second- 
ary stations  of  the  trigonometric  sur- 
veys, which  could  be  identified  upon  the 
ground,  and  these  stations  were  marked 
upon  the  platted  network  of  roads.  Paral- 
lels and  meridians  were  then  interpolated 
between  the  stations  for  each  minute  of 
latitude  and  longitude,  giving  the  resi- 
dual seconds  their  proper  value,  and  di- 
viding the  remaining  spaces  into  the 
proper  number  of  equal  parts.  A  true 
projection  in  minutes  being  made  on  the 
publication  scale,  the  original  draft  was 
reduced  into  its  proper  place,  square 
minute  by  square  minute.  The  ratio  of 
reduction  from  the  original  draft  to  the 
publication  scale  agreed  very  closely, 
showing  the  general  accuracy  of  the 
standard  and  of  the  graphic  work,  the 
difference  being  hardly  greater  than 
might  have  been  caused  by  hygrometric 
changes  in  the  paper. 

This  brief  outline  of  methods  and 
checks  used  in  the  construction  of  county 
maps  in  Massachusetts,  now  more  than 
twenty-five  years  old,  will  give  some 
means  of  judging  whether  or  not  they 
possessed  a  value  commensurate  with 
their  cost  in  the  more  exact  delineation 
than  had  previously  been  made  of  hori- 
zontal relations  between  the  objects  re- 
presented. It  is  quite  evident,  however, 
that  whatever  may  have  been  the  char- 


acter or  usefulness  of  the  maps  then 
made,  the  time  has  arrived  when  better 
methods  and  more  precise  results  are  re- 
quired. While  it  is  by  no  means  neces- 
sary  or  advisable  to  entirely  discard  the 
method  of  traversing  by  which  all  the 
minute  sinuosities  of  roads,  streams,  etc., 
are  rapidly  and  economically  ascertained,, 
this  method  should  be  made  subsidiary 
to  the  more  exact  processes  of  triangula- 
tion,  which  should  be  carried  much  fur* 
ther  into  detail  than  before. 

Tbianqulation. 

It  is  quite  unnecessary  to  discuss  be- 
fore this  Society  the  superiority  of  tri- 
angulation  over  traverse  measurements 
as  a  means  of  determining  positions. 
Starting  from  a  base  line  measured  with 
the  refinements  now  attainable,  the  large 
theodolites  constructed  for  the  great 
geodetic  surveys  of  the  world  are  capable 
of  measuring  angles  to  within  a  quarter 
of  a  second,  a  degree  of  precision  which 
renders  it  possible,  as  is  claimed  for  the 
geodetic  survey  of  British  India,  to  de- 
termine the  ratios  between  the  sides  of  a 
network  of  geodetic  triangles  to  within  a 
theoretic  error  limit  of  one  two-millionth 
part  of  the  distance  determined.  (Ad- 
dress of  General  J.  T.  Walker  to  the 
Geographical  Section  of  the  British  Asso- 
ciation for  the  Advancement  of  Science. 
See  Van  Nostrand's  Engineebing  Magaz- 
ine, January,  1886,  p.  71.)  In  the  geo- 
detic work  of  the  United  States  Coast 
Survey  for  the  Eastern  Atlantic  States, 
the  error  limit  does  not  exceed  YS-iumfr 
or  less  than  a  foot  in  fifty  miles.  (XJ.  S. 
Coast  Survey  Eeport  for  1865,  p.  195.) 
For  secondary  triangulation — that  is,  the 
cutting  up  of  the  larger  geodetic  tri- 
angles into  smaller  ones  for  use  in  topo- 
graphic work,  etc. — instruments  reading 
to  10"  or  even  20"  are  considered  suffi- 
ciently powerful,  and  with  them  a  preci- 
sion which  would  limit  the  error  to  one 
foot  in  five  or  ten  miles  should  be  easily 
attainable.  Such  instruments  are  not 
difficult  to  transport,  and  there  seems  to 
be  no  advantage  in  the  use  of  smaller  in- 
struments for  the  preliminary  triangula- 
tion of  a  topographic  survey. 

Graphic  Triangulatkm, — Triangula- 
tion, however,  in  a  well-conducted  survey 
by  no  means  ceases  with  the  instru- 
mental and  computed  work.  It  is  carried 
on   by  graphic  processes  upon  a  plane 
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table  until  it  reaches  a  stage  where  the 
triangles  are  sufficiently  small  to  allow 
the  interpolation  of  details  by  stadia 
measurements,  pacing  or  even  eye  esti- 
mates and  sketches.  Stadia  measure- 
ments must  be  regarded,  moreover,  as 
really  belonging  to  the  series  of  triangu- 
lation  determinations  in  which  the  tri- 
angles are  quite  "  ill  conditioned,'*  that 
is,  the  known  base,  read  off  from  the  rod, 
is  very  small  compared  with  the  required 
side,  or  the  distance  between  the  reading 
instrument  and  the  rod.  The  solution 
of  these  triangles  by  simple  inspection 
sustains  a  relation  to  computation  work 
similar  to  that  of  the  slide  rule.  Such 
measurements  can  only  be  used  to  advan- 
tage for  comparatively  short  distances, 
one  thousand  feet  being  about  the  max- 
imum distance  from  the  instrument  at 
which  distances  can  be  read  with  suffi- 
cient precision. 

Eye  Estimates, — Eye  estimates,  even, 
are  a  species  of  triangulation.  They  are 
probably  made  by  an  unconscious  com- 
parison of  sensations  which  accompany 
an  adjustment  of  the  focal  length  of  the 
crystalline  lens  supplemented  by  a  stereo- 
scopic adjustment  of  the  optical  axes  of 
the  two  eyes. 

They  are  aided,  where  circumstances 
will  permit,  by  comparisons  of  spaces 
occupied  upon  the  retina  by  the  images 
of  fences,  buildings,  trees,  animals  and 
other  objects  of  known  size  at  different 
distances.  Another  aid  to  eye  estimates 
is  found  in  "  aerial  perspective,"  as  it  is 
termed  by  artists,  or  a  certain  haziness 
caused  by  minute  opaque  particles  in  the 
air,  tinging  objects  with  a  purplish  color, 
gradually  changing  to  a  blue  approach- 
ing that  of  the  sky  as  the  distance  in- 
creases. This  cJiange  of  color  and  the 
gradual  loss  of  distinctness  and  merging 
of  objects  into  each  other  afford  a  rough 
measure  of  relative  distance.* 

The  bases  of  the  triangles  in  the  cases 
of  eye  adjustment  are,  first,  the  diameter 
of  the  crystalline  lens  at  its  opening, 
and,  second,  where  the  stereoscopic  ad- 
justment is  made,  the  space  between  the 
two  eyes.     It  must  be  remembered  that 


*  In  the  discussion  which  followed  the  readinir  of 
the  paper,  Mr,  Fred-  Brooks  remarked  that  the  dis- 
tances of  objects  seen  across  water  were  deceptive, 
owlnfT  to  the  absence  of  objects  of  comparison,  and 
that  an  unusual  clearness  of  the  air  in  motmtain 
regions  caused  distant  objects  to  appear  nearer  tlian 
they  really  were. 


there  is  no  cotemporaneous  scale  of 
comparison  for  eye  estimates.  They  are 
only  obtained  by  a  comparison  of  present 
sensations  with  former  experiences,  in 
which  distances  were  estimated  and  veri- 
fied by  reliable  measurements.  It  may 
be  questioned,  even,  whether  eye  adjust- 
ments can  practically  be  made  in  abso- 
lute conformity  to  the  distance,  and 
whether  attempted  adjustments  are  not 
affected  by  the  personal  condition  of  rest, 
fatigue,  excitement,  etc.  It  must  be  ad- 
mitted, however,  that  in  this,  as  in  other 
uses  of  the  senses,  continual  practice  will 
be  likely  to  lead  to  a  remarkable  degree 
of  skill.  Some  of  the  topographers  of 
the  Geological  Survey,  for  example,  have 
attained  an  eminent  degree  of  proficiency 
in  eye  estimation,  and  are  able  to  sketch 
upon  their  field  sheets  the  topography 
within  a  radius  of  several  miles  around 
each  station  occupied,  and  sketches  so 
made  are  said  to  fit  each  other  fairly  well 
where  they  join  or  overlap.  Where  the 
limit  of  time  and  cost  renders  it  neces- 
sary for  each  topographer  to  cover  some 
thousands  of  square  miles  in  a  season 
with  a  sketch  map  of  previously  unex- 
plored country,  which  shall  give  a  gen- 
eral view  of  its  salient  features  until  a 
more  careful  survey  is  available,  the  use 
of  *'  sketching  stations "  and  eye  esti- 
mates over  such  extended  areas  may  be 
unavoidable,  but  it  is  quite  evident  that 
for  State  surveys  such  estimates  must  be 
limited  to  short  distances  and  for  the 
location  of  comparatively  unimportant 
objects. 

When  at  length  the  triangulation  proc- 
esses, including  estimates  of  distances, 
cease,  the  topographer  completes  his 
work  by  sketching  in  from  point  to  point 
the  irregular  curves  which  express  the 
contours  of  the  surface.  Here  his  success 
depends  upon  a  sense  of  form  and  pro- 
portion comparable  with  that  of  the  land- 
scape or  portrait  painter. 

Amount  of  jPreliminart/  Instrumental 
IViangulation  Needed, — We  are  now 
confronted  with  the  question,  how  much 
instrumental  and  computed  triangulation 
should  precede  the  final  graphic  or  plane 
table  work  in  the  survey  of  a  compara- 
tively well-settled  State,  like  the  New 
England  States,  New  York,  New  Jersey, 
Pennsylvania,  etc.  T  This  will  depend  in 
part  upon  the  scale  of  the  map  to  be  con- 
structed, since  the  scale  will  govern  the 
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area  to  be  included  in  the  field  Bheets, 
which  may  conveniently  be  used.  It  is 
considered  indispensable  that  each  plane 
table  sheet  shall  contain  at  least  three 
precisely  determined  points,  laid  down 
upon  it  in  advance  of  its  use  in  the  field, 
two  of  them  serving  for  a  base,  and  the 
third  for  verification.  These  three  points 
should  be  spread  apart  in  an  advantage- 
ous manner,  be  intervisible  and  command 
views  of  other  controlling  points  coming 
within  the  limits  of  the  sheet  and  suita- 
ble for  occupation.  While  in  skillful 
hands  and  with  a  good  plane  table,  the 
accuracy  with  which  triangulation  may 
be  performed  is  commensurate  with  the 
scale  of  the  work,  it  is  also  true  that 
many  advantages  would  accrue  from  hav- 
ing numerous  well  chosen  points  located 
upon  the  sheet  with  the  precision  of 
numerical  computation,  since  it  is  evident 
that  the  topographer  could  then  proceed 
with  certainty  and  dispatch  to  fill  in  the 
8pac*es  between  the  smaller  tidangles  thus 
formed;  but  the  cost  of  graphic  triangula 
tion  being  somewhat  less  than  that  of  the 
computed  work,  the  question  where  the 
latter  shall  cease  and  the  graphic  work 
commence  becomes  one  of  relative  value 
and  cost.  The  cost  of  the  field  work  for 
determining  stations  more  than  two  or 
three  miles  apart  is  not  greatly  different 
in  the  two  methods,  but  the  additional 
cost  of  computation  swells  the  expense 
of  the  instrumental  method.  Some  of 
the  principal  officers  of  the  United  States 
Coast  and  Geodetic  Survey  hold  to  the 
opinion  that  at  least  one  computed  posi- 
tion should  be  given  in  every  square  mile 
of  area  for  the  best  results  in  plane  table 
work.  Other  skillful  topographers  are 
satisfied  with  stations  three  or  four  miles 
distant  from  each  other.  If,  as  in  Massa- 
chusetts, the  monuments  marking  angles 
in  state,  county  and  town  boundaries 
are  to  be  determined  by  computed  tri- 
angulation, these  determinations,  with 
the  auxiliary  stations  needed  to  reach 
them,  will  furnish  points  avei*aging  less 
than  three  miles  between  adjacent 
stations  and  will  constitute  a  suffi- 
cient amount  of  secondary  triangulation 
to  precede  plane  table  work  and  enable 
the  topographer  to  carry  it  on  with  ra- 
pidity and  precision. 

UtUity  of  a  Triangulation  Basis  in 
Civil  Engineering. — Mr.  Borden,  in 
making     his    careful    triangulation     of 


Massachusetts,  considered  that  one  of 
its  most  valuable  uses  would  be  to  serve 
as  a  basis  for  the  work  of  civil  engineers 
and  land  surveyors,  who  would  thereby 
attain  a  high  degree  of  precision  in  ex- 
tended surveys,  as  well  as  a  means  of 
connecting  independent  surveys  together 
with  almost  absolute  certainty.  Accord- 
ingly, for  the  use  of  surveyors,  etc.,  he 
not  only  computed  the  geodetic  co-ordi- 
nates, or  latitudes  and  longitudes,  but 
gave  rectangular  co-ordinates  from  con- 
venient reference  points.  It  is  obvious 
that  these  data  are  more  simple  and  bet- 
ter adapted  for  the  use  of  civil  engineers, 
while  over  limited  areas  their  precision 
is  not  sensibly  impaired  by  the  curvature 
of  the  earth's  surface.  But  his  primary 
stations  were  too  far  apart  to  be  conveni- 
ently used  in  this  way,  and  the  time  had 
not  arrived  when  the  advantage  of  co- 
ordinate determinations  would  be  suffi- 
ciently appreciated  by  civil  engineers 
who  had  been  brought  up  in  less  reliable 
methods.  There  were  a  few  exceptions, 
however,  including  ex-President  Doane 
of  this  Society,  and  some  of  his  pupils, 
who  systematically  referred  their  surveys 
to  the  co-ordinate  axis  used  by  Borden 
in  this  vicinity,  namely,  the  meridian  of 
the  State-House  dome  and  a  line  at  right 
angles  to  it.  Some  of  the  extended 
maps  of  surveys  for  the  water  supply  of 
Boston  are  similarly  referred.  At  the 
present  time,  many  town  and  city  engi- 
neers, including  several  members  of  this 
Society,  have  expressed  their  intention 
to  connect  their  work  in  a  general  co- 
ordination, as  soon  as  the  secondary  tri- 
angulation, which  is  expected  as  a  pre- 
liminary to  the  present  topographical 
survey  of  the  State,  shall  bring  stations 
within  their  convenient  reach. 

Under  prevalent  methods  of  surveying, 
great  uncertainty  often  arises  in  attempt- 
ing to  re-locate  lines  where  monuments 
have  been  lost  or  displaced  ;  but,  if  care- 
fully connected  with  an  extended  trian- 
gulation, the  uncertainty  disappears,  and 
the  work  is  effectually  removed  from  the 
arena  of  dispute  and  litigation  by  the 
certainty  with  which  the  controlling  po- 
sitions may  be  restored  from  the  trian- 
gulation stations.  In  those  cities  and 
towns  where  cadastral  surveys  are  to  be 
undertaken,  the  advantage  of  such  a 
basis  for  the  work  is  obvious.  In  fact,  a 
continuous  survey,  for  any  purpose,  ex- 
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tending  over  a  considerable  area,  can 
best  be  rendered  consistent  with  itself 
and  its  surroundings  by  basing  it  upon 
an  extended  triangulation,  and  bringing 
it  into  a  general  system  of  co-ordinates. 

There  is  another  consideration  which 
should  not  be  overlooked  in  discussing 
the  amount  of  preliminary  triangulation 
needed  in  State  surveys.  In  many  pop- 
ulous districts  the  questions  of  water 
supply  and  sewerage  are  pressing  with 
great  force  upon  public  attention.  Sur- 
veys are  likely  to  be  needed  for  the  in- 
vestigations called  for,  involving  a  higher 
degree  of  precision  than  the  hmit  of  cost 
fixed  for  the  State  survey  would  cover. 
A  true  economy  would  seem  to  require 
that  as  much  as  possible  of  the  work 
done  should  be  available  for  such  future 
exigencies.  An  exact  instrumental  tri- 
angulation would  cost  but  little  more 
than  imperfect  graphic  work,  whose  oc- 
cupied stations  would  be  imavailable  for 
any  subsequent  surveys,  while  the  com- 
puted positions  would  serve  as  reliable 
reference  points  for  all  future  work. 

On  the  whole,  it  would  seem  that  a 
wise  view  was  taken  of  the  proper  func- 
tions of  the  General  Government  when 
authority  was  given  to  the  Coast  and  Ge- 
odetic Survey  by  Congress  to  furnish 
State  governments  with  secondary  tri- 
angulation brought  to  a  sufficient  degree 
of  minuteness  to  meet  the  requirements 
of  topographic  work.  With  adequate 
appropriations  to  sustain  the  authority 
thus  given,  there  ought  to  be  no  diffi- 
culty in  solving  the  question  as  to  where 
secondary  triangulation  should  end  and 
graphic  work  commence.  A  proper  co- 
ordination between  the  geodosists  and 
the  topographers  in  this  respect  would 
diminish  the  labor  and  cost  of  topog- 
raphy while  augmenting  the  precision  of 
its  results. 

Subsidiary  Traverse  Work, — A  skill- 
ful topographer,  accustomed  to  the  con- 
stant use  of  the  plane  table,  will  not 
readily  admit  the  need  of  subsidiary 
work  in  which  field  notes  and  subsequent 

Slatting  are  required.  Upon  scales  as 
trge  as  y^^^  or  y^f^^r  ^^^  topography 
may  all  be  drawn  directly  upon  the  plane 
table.  Where  streams  and  roads  in 
wooded  regions  are  to  be  shown,  with  all 
their  sinuosities,  traversing  is  resorted 
to,  care  being  taken  to  connect  the  trav- 
erse lines  as  frequently  as  possible  with 


the  triangulation  points.  By  orienting 
the  plane  table  at  each  angle  and  meas- 
uring distances  with  the  chain  or  stadium 
rod,  traverses  may  be  made  without  re- 
sorting to  field  notes.  When,  however, 
the  scale  is  diminished  to  2oioo>  ^^ 
smaller,  and  a  more  rapid  progress  over 
a  given  area  undertaken,  a  considerable 
saving  of  time  is  effected  by  resorting 
to  extra  field  notes  for  roads  and 
streams,  using  a  light  instrument  for 
angle  measurements.  The  field  notes 
might  be  dispensed  with,  perhaps,  by 
using  a  light  and  portable  supplementaiy 
plane  table,  having,  however,  sufficient 
stability  to  permit  a  few  observations  at 
each  point  occupied  vrithout  disturbing 
the  orientation,  which  might  be  main- 
tained by  using  a  declinometer  or  mag- 
netic needle.  In  this  way  all  objects 
visible  from  the  line  of  traverse  could  be 
rapidly  laid  down,  and  the  drawing  com- 
pared on  the  groimd  with  the  objects 
represented,  an  advantage  over  platting 
from  notes  that  topographers  will  appre- 
ciate. The  light  plsme  tables  used  for 
mountain  work  by  some  of  the  topog- 
raphers of  the  United  States  Geological 
Survey  seem  adequate  for  this  subsidiary 
traversing,  which  might  be  carried  on  by 
the  younger  members  of  a  party.  They 
will  usually  find  more  satisfaction  in 
adopting  a  larger  scale  than  that  of  the 
large  plane  table  sheet,  to  which  their 
work  can  easily  be  reduced  by  propor- 
tional divides  when  ready  for  transfer. 

HYPSOHETBY. 

Besides  attaining  a  general  co-ordiMa- 
tion  of  results  in  two  dimensions  with  a 
greater  degree  of  accuracy  than  most 
commercial  maps,  constructed  from  trav- 
erse surveys,  exhibit  in  the  horizontal 
representation  of  surfaces,  government 
surveys  are  now  expected  to  take  the 
third  dimension  into  account  by  present- 
ing vertical  relations.  These  are  best 
expressed  upon  the  maps  by  a  series  of 
lines  corresponding  to  the  intersections 
of  certain  imaginary  level  surfaces  with 
the  surface  of  the  country  represented. 
The  first  or  lowest  of  these  surfaces,  as 
adopted  by  the  United  States  Coast  and 
Geodetic  Survey  and  the  United  States 
Geological  Survey  is  that  of  the  ocean 
supposed  to  be  at  rest  in  the  absence  of 
tidal  infiuenoe.  The  intersection  of  the 
mean  sea-level  with  the  land  surface,  cor- 
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TeBponds  to  the  coast  line  at  mean  half 
tide.  Imagine  the  ocean  to  be  raised 
twenty  feet  higher,  still  undisturbed  by 
tides,  and  draw  the  new  coast  line  upon 
the  map.  Let  the  ocean  be  again  and 
again  raised,  each  time  twenty  feet 
higher  than  the  last.  The  successive 
coast  lines  thus  formed  and  drawn  upon 
the  map  would  represent  lines  having 
the  same  height  throughout,  to  which 
the  name  ''contour  lines"  has  been  ap- 
plied in  hypsometry.  An  objection  to 
this  name  is  that  it  does  not  convey  the 
idea  of  equal  height,  and  might  be  ap- 
plied with  equal  propudety  to  other  than 
horizontal  outlines;  TOr  example,  to  a 
vertical  profile,  or  to  the  outcrop  of  an 
inclined  strata,  etc.  A  word  given  in 
Greek  lexicons,  namely  isohupes  {t(Xov<f>7]8) 
a  compound  word  signifying  equally 
high,  would  more  nearly  express  the 
meaning  intended.  Other  intervals  be- 
tween the  successive  isohupes  might  be 
adopted  to  suit  the  circumstances  of 
Bcale,  steepness  of  slopes,  etc.  The  to- 
pographers of  the  United  States  Geo- 
logical Survey  show  isohupes  upon  their 
territorial  maps  with  differences  of  level 
from  one  hundred  to  two  hundred  and 
fifty  feet.  Upon  their  surveys  of  Massa- 
chusetts and  New  Jersey  the  interval  is 
twenty  feet,  and  the  same  interval  pre- 
vails in  the  topographic  work  of  the 
United  States  Coast  and  Geodetic  Sur- 
vey. 

Leveling, — The  most  accurate  known 
method  of  ascertaining  differences  of 
height  is  by  means  of  the  spirit  level,  but 
to  carry  this  method  into  all  the  details 
of  a  State  survey  would  be  far  too  labo- 
rious and  expensive,  especially  where  the 
changes  of  level  are  frequent  and  consid- 
erable in  amouni  It  use  may  generally 
be  limited  to  the  running  of  a  series  of 
check  lines  across  the  surveyed  area,  and 
establishing  thereby  a  system  of  bench 
marks  to  which  levels  determined  in 
other  ways  may  be  referred. 

Bench  Marks  and  Heference  Levels. 
— As  in  determining  the  horizontal  rela- 
tions of  objects  a  preliminary  triangula- 
tion  is  necessary  to  fix  a  convenient  num- 
ber of  reference  points,  so  in  a  hypso- 
metric survey,  equal  or  greater  care 
should  be  exercised  to  provide  in  ad- 
vance reliable  bench  marks  to  which  the 
heights  of  objects  may  be  confidently  re- 
erred.     A  failure  to  do  this  will  sooner 


or  later  involve  the  work  in  confusion. 
In  geodetic  operations  it  is  usual  to  de- 
termine the  relative  heights  of  all  the 
triangulation  stations,  by  measuring  ver- 
tical angles  or  zenith  distances  from  one 
to  another.  A  fair  degree  of  precision 
is  attainable  in  this  way,  the  most  im- 
portant vitiating  factor  being  the  unequal 
refraction  of  the  visual  ray  while  passing 
through  air  in  variable  degrees  of  dens- 
ity. In  Massachusetts  this  method  was 
pursued  by  Mr.  Borden,  as  well  as  by 
the  United  States  Coast  and  Geodetic 
Survey,  with  nearly  coincident  results, 
where  the  stations  were  identical. 

Precision  in  Hypsometry. — The  prac- 
tical uses  to  which  hypsometric  informa- 
tion is  applied  require  even  greater  pre- 
cision in  height  determination  than  in  the 
horizontal  relations  of  topography.  An 
error  in  the  designated  height  of  a 
stream  at  any  particular  point  would  be 
more  important  than  the  horizontal  dis- 
placement of  the  point  to  a  considerably 
greater  extent  Questions  of  water- 
power,  for  example,  would  require  for 
satisfactory  solution  a  pretty  exact  knowl- 
edge of  the  amount  of  fall  in  the  stream. 
Indeed,  the  horizontal  displacements  of 
incorrect  isohupes  would,  in  general,  be 
far  greater  in  amount  than  the  vertical 
errors  involved.  It  is  seldom  in  nature 
that  slopes  are  found  so  steep  as  forty- 
five  degrees,  or  a  unit  of  base  to  one  of 
height.  A  slope  with  a  base  of  six  hori- 
zontal to  one  vertical  on  a  road  would 
be  considered  steep.  Here  the  horizon- 
tal displacement  would  be  six  times  the 
verticd  error,  and  this  ratio  increases 
rapidly  as  the  slope  approaches  to  a  level. 

Hence  the  necessity  appears  for  an  in- 
creased precision  in  height  determina* 
tions  where  the  surface  of  the  country  is 
made  up  of  gentle  undulations.  It  is  also 
evident  that  the  instruments  used  for  de- 
termining differences  of  level  across  a 
State  should  be  capable  of  a  high  degree 
of  precision.  Since'  the  alidades  usually 
accompanying  plane  tables  are  suppHed 
with  vertical  circles  only  reliable  for  com- 
paratively sho^t  distances,  the  necessity 
for  frequent  well-determined  bench 
marks  presents  an  additional  reason  for 
carrying  on  the  secondary  triangulation 
with  the  theodolite,  including  height  de- 
termination by  vertical  angles  in  advance 
of  the  graphic  work,  as  far  as  the  expense 
limit  will  permit. 
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Engineering  works  already  constructed 
in  the  older  States,  more  especially  the 
railroads  and  canals,  were  Visually  pre- 
ceded by  leveling  surveys  made  with 
much  care.  From  these  surveys,  profiles 
showing  the  inequalities  of  the  surface 
were  drawn  with  the  heights  toarked  in 
feet  above  some  reference  or  datum  level. 
Upon  the  profile  of  a  railroad,  its  gra- 
dients and  the  amount  of  cutting  and 
filling  along  the  line  were  established. 
On  the  completion  of  the  road,  its  pro- 
file, if  well  made,  would  accordingly 
show  the  exact  rate  and  amount  of  its 
successive  rises  and  falls,  and  the  abso- 
lute height  of  any  point  above  the  datum 
level. 

The  simplicity  of  the  work,  and  the  ob- 
vious necessity  for  a  reasonable  degree  of 
precision  to  avoid  ultimate  confusion, 
would  seem  to  warrant  the  expectation 
that  railroad  profiles  might  be  used  to 
great  advantage  in  hypsometry.  But,  on 
comparing  the  profile  of  intersecting 
roads,  many  discrepancies  are  « found, 
arising  partly  from  uncertainties  as  to  the 
datum  level  adopted,  and  partly  from  a 
want  of  care  and  skill  in  the  preliminary 
work. 

Fortunately,  leveling  surveys  can  usu- 
ally be  carried  with  much  greater  facility 
along  the  roadbeds  of  railroads  already 
constructed,  than  over  the  uneven  origi- 
nal surfaces.  Much  perplexing  uncer- 
tainty would  be  avoided,  and  the  work  of 
a  topographic  survey  greatly  facilitated, 
by  the  comparatively  inexpensive  expe- 
dient of  carrying  preliminary  lines  of 
level  across  the  State,  and  across  each 
other  along  the  main  lines  of  constructed 
railroads.  In  this  way  they  would  check 
each  other,  and  afford  the  means  of  cor- 
recting and  adjusting  all  the  connecting 
railroad  profiles  to  a  common  datum  level. 
These  profiles  should  be  connected  with 
the  trigonometrically-determined  points 
at  convenient  places,  in  order  to  unite  all 
the  data  into  one  reliable  system  of  ref- 
erence heights. 

Where  as  in  many  parts  of  New  Eng- 
land, the  water  power  of  rivers  is  fully 
or  in  great  part  utilized,  preliminary  con- 
nections should  be.  made  with  the  sur- 
faces of  mill  ponds  or  the  crests  of  dams 
along  manufacturing  streams.  Here  the 
owners  of  mills  have  generally  taken 
measures  to  ascertain  the  exact  relative 
height  of  their  own  dams  and  of  those 


above  and  below  them,  the  value  of  their 
water  privileges  depending  upon  units  of 
differences  of  level.  In  Massachusetts, 
accurate  profiles  are  in  existence  of  such 
rivers  as  the  Connecticut,  Mernmac, 
Charles,  Sudbury,  Nashua,  Blackstone, 
Hbusatonic,  and  others.  Surveys  for  the 
water  supply  of  cities  and  towns  gener- 
ally include  carefully-executed  levels  of 
great  hypsometric  value  in  the  regions 
thus  investigated. 

Of  course,  for  connecting  all  these 
levels  with  the  mean  level  of  the  sea,  ac- 
cess must  be  had  to  the  sea  coast,  where, 
to  obtain  the  mean  level,  observations 
are  needed  of  higi  and  low  water.  For 
great  precision,  a  long  series  of  observa- 
tions is  requisite.  These,  however,  have 
been  made,  and  bench  marks  established 
in  many  of  the  ports  and  harbors  along 
the  coast,  by  the  United  States  Coast  and 
Geodetic  Survey. 

Plane  Table  Hypsometry. — Having  the 
preliminary  data  for  location  and  heights 
carefully  established,  the  topographer  is 
prepared  to  take  the  field  with  his  table, 
secure  from  the  confusion  which  would 
attend  an  inadequate  and  uncertain  de- 
termination of  positions  and  heights. 
The  determination  of  heights  in  plane 
table  work  is  almost  entirely  by  means 
of  vertical  angles,  the  alidade  of  the  in- 
strument being  provided,  for  that  pur- 
pose, with  a  small  vertical  circle.  On 
account  of  the  greater  precision  required, 
heights  are  not,  like  horizontal  determi- 
nations, obtained  graphically.  The  an- 
gles are  instrumentally  measured,  and 
the  distances  being  scaled  from  the  map, 
the  differences  of  level  are  computed  or 
taken  from  tables.  A  more  convenient 
method  than  either  might  be  found,  pel*- 
haps,  in  the  use  of  a  specially  designed 
slide  rule.  Without  going  into  the  de- 
tails of  plane  table  methods,  it  is  suffi- 
cient to  say  that  the  height  of  each  plane 
table  station  having  been  determined, 
either  before  occupation,  if  located  by 
intersection  from  other  stations,  or  im-  . 
mediately  after,  if  located  by  resection  or 
by  the  three  point  method,  is  used  in 
turn  to  fix  the  heights  of  all  points  de- 
termined more  or  less  directly  from  the 
new  station.  If  the  preliminary  work 
has  been  properly  done,  and  the  topo- 
grapher is  skillful  in  selecting  his  points 
of  occupation,  he  will  always  have  several 
determined  points  in  view  from  which  he 
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can  find  with  certainty  both  his  horizon- 
tal position  and  its  height.  Spires, 
cnpolas,  gables,  chimneys,  nag-staffs,  re- 
markable trees,  rocks,  etc.,  s^ord  good 
reference  points,  and  their  heights  at  the 
top,  or  at  some  conspicuous  point  like  a 
weather  vane,  etc.,  having  been  deter- 
mined, they  also  form  good  bench  marks. 
As  fast  as  positions  are  located  upon  the 
plane  table  sheets,  their  heights  should 
be  marked  and  the  adjacent  isohupes  in- 
terpolated between  them.  This  should 
invariably  he  done  in  the  fields  not  left 
for  future  office  work,  which  at  best  is 
likely  to  fail  in  the  critical  places  where 
the  characteristic  expressions  are  to  be 
brought  out.  Attempts  to  make  charac- 
ter sketches  by  conjectural  contours  of 
indefinite  height  are  sure  to  fail  if  not 
based  upon  exact  truth.  True  isohupes, 
with  rare  exceptions,  are  themselves  the 
best  character  delineators.  Auxiliary 
lines  with  smaller  intervals  may  be  inter- 
polated between  the  isohupes  of  regular 
intervals,  where  some  peculiarity  of  feat- 
ure would  fail  to  be  otherwise  expressed, 
and  a  skillful  topographer  sometimes 
takes  the  liberty  of  slightly  displacing 
an  isohupe  from  its  theroetical  position 
to  secure  an  expression  of  nature  which 
the  true  isohupe  would  fail  to  bring  out, 
owing  to  a  certain  neutrality  due  to  its 
arbitrary  height,  somewhat  above  or  be- 
low that  of  the  characteristic  feature. 

Comparative  Utility  of  the  Plane  Table. 
— ^Enough  has  been  said,  perhaps,  to 
show  the  advantages  of  the  graphic 
method  of  representing  topographic  de- 
tails when  compared  with  the  use  of  field 
notes  and  office  platting.  A  topographer 
who  has  become  familiar  with  the  use  of 
the  plane  table  cannot  easily  be  persuad- 
ed to  adopt  other  methods  for  his  special 
work.  Even  under  unfavorable  circum- 
stances, for  example,  where  the  geodetic 
and  secondary  triangulation  points  are 
widely  scattered,  and  extensive  vistas  are 
precluded  by  numerous  wooded  areas,  he 
will  carry  in  from  outside  bases  a  chain 
of  graphic  triangulation,  extending  it  be- 
tween the  wooded  patches  until  he  finds 
a  check  by  coming  again  to  previously 
determined  bases.  The  accuracy  of  such 
work  is  far  greater  than  can  be  expected 
from  traversing  between  the  widely  sep- 
arated, non  graphic  triangulation  stations, 
especially  where  directions  are  referred 
only  to  the  magnetic  needle.     Of  course, 


well  executed  previous  surveys  may 
sometimes  be  incorporated  into  the  work 
with  advantage ;  as,  for  example,  where 
accurate  maps  of  the  compact  portions  of 
cities  and  populous  towns  are  found. 
These  can  usually  be  reduced  to  the  re- 
quired scale,  and  after  laying  down  a  few 
of  the  principal  streets  by  the  graphic 
methods,  the  remaining  network  of 
streets,  etc.,  can  be  fitted  into  its  proper 
place.  Much  assistance  may  be  derived, 
in  locating  railroad  lines,  especially  where 
the  curvature  is  complicated,  by  platting 
the  engineer's  alignment  to  the  scale  of 
the  plane  table  sheet,  and  fitting  it  be- 
tween points  graphically  determined. 
The  advantages  of  the  graphic  method, 
especially  in  the  projection  of  isohupes, 
would  obviously  be  lost,  however,  if  any 
considerable  part  of  the  work  were  left 
to  be  completed,  after  leaving  the  ground, 
by  platting  field  notes  or  sketching  from 
memory.  Besides  the  loss  of  time,  there 
is  the  large  element  of  uncertainty  which 
usually  attends  the  deciphering  of  sketch 
notes  after  they  have  become  "  cold  "  by 
lapse  of  time. 

As  the  success  of  the  portrait  painter 
is  measured  by  his  skill  in  reproducing 
not  only  the  more  striking  and  familiar 
features  of  his  subject,  but  a  certain 
subtle,  undefinable  expression  of  individ- 
ual character,  so  the  topographer  is  a 
true  artist  who  brings  out  upon  his  map 
not  only  the  salient  contours  of  the 
country,  but  the  less  apparent  though 
real  markings,  which  reveal  to  experi- 
enced eyes  the  conflicts  of  the  past  be- 
tween tiie  great  sculpturing  forces  of 
nature  and  the  rugged  resistances  which 
have  opposed  them,  the  effective  touches 
in  either  work  of  art  being  applied  in  the 
presence  of  the  subject  portrayed,  with  a 
true  artistic  sense  of  form  and  propor- 
tion. 


REPORTS  OF  ENGINEERING  SOCIETIES. 

AMERioiLN  Society  of  Civil  Enqinbebs — 
Febkuabt  17th,  1888.— A  paper  by  Clem- 
en8  Herscbel,  M.  Am.  Soc.  C.  E.,  **Onthe 
Work  Done  for  the  Preservation  of  the  Dam  at 
Holyoke,  Mass.,"  in  1885,  and  on  some  studies 
for  a  new  stone  dam  for  the  same  place,  was 
read  by  the  author  and  discussed. 

The  paper  opens  with  an  account  of  the 
Water  rower  at  Holyoke.  The  charter  of  the 
Hadley  Falls  Company  was  obtained  in  1847, 
one  of  its  purposes  being  the  building  and 
maintaining  of  a  dam  across  the  Connecticut* 
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The  first  dam  was  intended  as  a  temporary  one, 
to  serve  as  a  protection  during  the  erection  of 
a  more  substantial  one  below  it.  It  was  not 
able  to  resist  the  force  of  the  river,  and  was 
carried  away  a  few  hours  after  the  gates  were 
closed.  The  construction  of  this  dam  is  not 
known  to  the  author 

The  second  and  present  dam  was  be^in  and 
completed  in  the  summer  of  1849.  It  is  1,017 
feet  long.  At  the  ends  are  abutments  of  heavy 
masonry.  Between  these  abutments  it  is  com- 
posed of  heavy  timber  crib-work,  the  surface 
on  the  upper  side  being  inclined  21°  45'  to  the 
surf^e  of  the  river.  The  timbers  are  bolted 
to  the  rock  bottom  with  about  3,000  one  and 
one-quarter  inch  iron  bolts.  The  foot  of  the 
dam  was  protected  with  gravel  covered  with  a 
mass  of  concrete.  All  open  spaces  were  packed 
with  stone  to  a  perpendicuiar  height  of  about 
ten  feet.  The  graveling  in  the  bed  of  the 
river  began  seventy  feet  above  the  dam,  and 
was  contim^ed  over  thirty  feet  or  more  of  its 
sloping  surface.  The  fall  from  the  river  above 
the  dam  to  still  water  below  is  59.9  feet,  there 
being  a  perpendicular  fall  ot  thirty  feet.  The 
total  cost  is  given  at  $150,000.  The  chief  engi- 
neer was  Philander  Anderson.  The  maximum 
height  of  water  over  the  dam,  from  its  comple- 
tion to  the  present  time,  has  been  12J  feet  in 
1862.  Only  ten  feet  had  been  provided  for 
in  the  construction.  The  dam  is  built  on  a 
ledge  of  red  slate,  which  in  places  becomes  a 
hard  red  sandstone.  This  dips  down  stream  at 
an  angle  of  about  30°  with  the  horizontal.  In 
1868  an  examination  showed  that  the  fall,  aided 
by  logs,  etc.,  had  washed  out  the  ledge  in  front 
of  the  dam  to  a  depth  of  20  to  25  feet,  and  had 
in  places  worked  back  under  the  foot  of  the 
dam,  partially  undermining  it.  In  1868  to  1870 
an  apron  was  built  down  stream  from  the  dam, 
its  volume  far  exceeding  that  of  the  original 
dam.  It  was  built  of  round  lo^s  laid  so  as  to 
form  bins  six  feet  square,  which  were  filled 
with  stone  to  the  top.  This  protected  the  dam 
from  further  undermining,  but  a  new  **pool" 
was  soon  excavated  below  the  apron,  which  is 
now  20  to  25  feet  deep  at  the  deepest  parts. 

The  dam  then  continued  to  do  its  work  until, 
in  1879,  there  appeared  a  well-defined  whirl- 
pool above  its  crest,  and  examination  soon 
showed  a  break  through  the  plank  covering  at 
that  point  This  and  subsequent  breaks  were 
repaired  by  means  of  cribs,  made  like  a  box 
without  top  or  bottom,  the  under  side  being 
cut  to  a  bevel,  so  that  when  resting  on  the  back 
of  the  dam  the  upper  side  would  be  horizontal. 
In  1881  there  were  two  new  breaks,  which 
again  broke  through  in  1882.  There  were  no 
breaks  in  1883,  but  in  1884  a  large  one  appeared 
which  could  not  be  covered  with  the  20  x  35- 
crib  of  1882.  A  crib,  40  x  45  feet,  was  accord- 
ingly built,  the  whole  bein^  completed  in  19 
days.  Details  of  the  operations  of  setting  the 
cribs  and  repairing  the  breaks  are  given.  One 
serious  objection  to  this  method  of  repairing 
the  dam  was  the  liability  to  make  new  breaks 
in  repairing  those  already  made.  As  the  dam 
was  all  of  the  same  age,  the  occurrence  of 
much  more  serious  breaks  was  probable,  and 
the  proper  course  for  the  future  became  a  ques- 
tion for  earnest  consideration. 


I     The  first  project  was  to  sink  cribs  on  the  dam, 
I  cut  through  the  covering  and  fill  it  with  gravel 
I  well  washed  in.    Plant  was  accordingly  pre- 
:  pared,  and  in  December,  1884,  the  work  of  fill- 
ing was  begun,  but  owing  to  the  severity  of  the 
weather  no  progress  could  be  made,  and  the 
I  work  was  discontinued  until  after  the  spring 
I  freshets.    This  gave  an  opportunity  for  a  care- 
I  ful  study  of  the  whole  subject.  This  was  made 
I  by  the  use  of  models,  the  use  of  which  is  ear- 
nestly recommended  hy  the  author  as  in  many 
cases  superior  to  drawings. 

The  plan  finally  adopted  was  by  the  use  of 
coffer-dams,  to  lay  bare  a  space  20  x  100  feet 
next  the  crest  of  the  dam,  and  remove  the  cov- 
ering.' Sheet  piling  was  then  carefully  placed 
against  the  up-stream  face  of  horizontal  tim- 
bers of  the  crib-work  of  the  dam,  so  as,  with 
the  solid  course  formed  by  the  crossing  of  the 
timbers  forming  the  "bins,"  to  constitute  a 
continuous  line  of  sheet  piling  lengthwise  of 
the  dam.  Gravel  was  then  dumped  each  side 
of  the  sheet  piling,  and  washed  down  until  no 
more  could  be  put  in.  The  covering  was  then 
restored,  and  the  coffer  dams  moved  to  the  next 
section. 

In  carrying  out  this  plan,  the  gravel,  debru^ 
etc.,  on  the  surface  of  the  dam  had  first  to  be 
removed  for  the  placing  of  the  coffers.  The 
plan  finally  adopted  for  this  was  to  have  divers 
wash  the  material  into  windrows  with  a  stream 
at  80  to  90  pounds  pressure  through  an  inch 
nozzle.  This  was  then  removed  by  a  very 
small  clam-shell  dredge.  Three  divers  and 
the  dredge  finally  cleaned  120  feet  of  dam  in 
about  four  days.  The  author  comments  on  the 
great  value  of  employing  divers  in  many  classes 
of  work  under  water. 

He  insists  on  the  use  of  a  check  valve  in  the 
helmets  of  divers,  and  of  a  telephone  between 
diver  and  tender.  Two  divers  were  lost  on  the 
work,  one  of  whom  would  have  been  saved  by 
the  use  of  a  check  valve.  After  the  surface  of 
the  dam  was  cleared,  the  coffer  dams  were  put 
in  place,  and  the  joints  made  tight  by  spiking 
on  planks.  With  the  aid  of  the  fioating  der- 
rick two  coffers  could  •  be  set  in  place  in  one 
day.  Before  placing  the  planks  of  the  sheet 
piling,  the  **  bins  "  were  dug  out,  or  the  stone 
picked  out  by  hand,  as  low  as  the  water  would 
permit,  this  being  throughout  several  feet  lower 
than  the  old  stone  filling  put  in  in  1849.  With 
the  exception  of  driving  Uie  plank  into  the  old 
filling  about  a  foot,  they  were  carefully  set  by 
hand  and  well  braced  against  the  opposite  face 
of  the  bin.  The  bottom  averaged  from  25  to 
28  feet  below  the  crest  of  the  dam. 

The  gravel  for  filling  on  each  side  of  the 
plank  was  from  a  pit  about  two  miles  away.  It 
was  shoveled  into  dump  buckets  which  were 
carried  on  cars  to  the  work,  where  it  was 
dumped  from  the  same  buckets.  The  average 
cost  for  wages  was  46.6  cents  per  cubic  yam, 
about  15  cents  of  this  being  for  railroad  ser- 
vice. The  gravel  was  washed  down  as  dumped, 
by  water  from  three  lines  of  hose  tapped  into 
the  coffer  dam.  The  total  amount  of  gravel 
put  in  was  about  13,000  cubic  yards. 

As  a  result  of  the  work  done,  further  breaks 
as  heretofore  understpod  are  impossible  or  of 
no  consequence ;  the  timbers  being  encased  in 
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Bolidlv  puddled  gravel,  are  permanently  pro- 
tected against  decay,  and  the  leakage  has  been 
reduced  to  about  one-tenth  of  what  it  was  be- 
fore the  break  of  1884. 

The  first  half  of  the  dam  was  repaired  in 
about  three  months,  the  last  half  in  one  month, 
and  usually  on  a  work  of  this  sort  the  author 
considers  triple  the  speed  at  the  end  from  that 
at  the  beginning,  generally/attainable.  Electric 
lights  were  used  on  the  work  and  proved  of  the 
greatest  value.  No  difficulties  were  encoun- 
tered in  closing  the  last  section,  this  being  per- 
haps due  to  the  fact  that  that  side  of  the  river  had 
filled  in  much  more  than  the  other  shore  or 
the  middle  part  It  was  well-known,  too,  that 
the  leakage  of  the  middle  200  feet  of  the  dam 
was  much  worse  than  the  rest.  The  cost  of 
the  work  is  estimated  at  about  $65,000,  includ- 
ing the  cost  of  plant.  It  cannot  be  precisely 
stated,  because  the  repairs  of  1884  and  the 
break  of  1885  were  chareed  to  the  same  accouot 

The  author  deduces  me  following  as  the  les- 
son of  1849  to  1886  in  the  construction  of 
wooden  dams:  1st.  A  wooden  dam  should 
never  be  left  hollow,  nor  should  it  be  filled  with 
stone.  Let  a  row  of  sheet  piling  be  put  in  in 
some  proper  position,  then  puddle  m  graveL 
2d.  In  crib  work  two  timbers  should  never  be 
butted  over  another  of  the  course  next  under- 
neath. 8d.  Never  substitute  masonry  for  the 
frame  of  the  dam  next  to  the  abutment.  4th. 
The  back  of  the  dam  should  be  guarded  from 
such  abuse  as  the  dropping  of  4-ton  stone  upon 
it.  5th.  The  shape  of  a  dam  should  always  be 
chosen  with  a  view  to  preventing  the  excava- 
tion of  the  river  bed,  and  the  formation  of  a 


pool  below  the  dam.  In  this  connection  the 
author  made  experiments  with  models  one- 
twelfth  full  size  to  determine  the  proper  foim 
for  a  new  stone  dam  at  Holyoke.  The  ogee 
form  gave  the  best  solution  of  the  problem  A 
reverse  incline  is  necessary  at  the  foot  of  the 
dam  sufficient  to  destroy  the  acquired  velocit  v 
of  the  water,  and  project  it  in  a  horizontal  di- 
rection parallel  to  the  bed  of  the  stream,  or  the 
bed  of  the  stream  should  be  protected.  The 
author  learned,  while  writing  this  paper,  that 
the  Croton  Dam  is  of  this  form.  There  is  also 
a  dam  of  an  ogee  shape  in  Spain. 

Maroh  3d,  1886. — A  paper  by  Fred  Brooks, 
M.  Am.  Soc.  C.  E.,  on  "Thermometer  Scales," 
was  read  and  discussed.  The  author  advocates 
the  discontinuance  of  the  use  of  the  Fahren- 
heit scale  for  temperature,  and  the  adoption  for 
all  uses  of  the  centigrade  scale.  There  are 
few  or  almost  no  obstacles  to  this  course.  Con- 
version  tables  are  abtmdant ;  its  use  is  more 
especially  for  scientific  purposes ;  national  pre- 
judices are  not  excited ;  it  is  independent  of 
other  measurements;  the  centigrade  scale  is 
already  largely  used,  and  it  can  be  used  by  any 
one  at  once  without  a  date  being  fixed  in  ad- 
vance for  its  universal  adoption. 

A  paper  by  H.  V.  Hinckley,  M.  Am. 
Soc.  C.  E.,  on  "Errors  in  Railroad  Levels" 
was  read.  The  character  of  the  leveling  on 
the  Atchison,  Topeka  and  Santa  Fe  Railroad 
having  been  called  in  question,  the  author  took 
measures  to  check  the  correctness  of  the  levels 
by  direct  search  and  by  checks  from  intersect- 
ing roads  and  reliable  benches.  The  results  are 
summarized  as  follows : 


Rail  CiBourr  Chboks. 


No, 


1 
3 
5 

10 
11 


Kansas  City. . 
Emporia  June. 

Pueblo 

Deming 

Rincon 


Kansas  City. 


Topeka 

No.  Topeka  and  Jimction  City. 

La  Junta  and  El  Moro 

Albuquerque  and  Mojave 

Deming  and  El  Paso 


To 


Atchison 

Emporia  June. 

Pueblo 

Deming 

Rincon  


Errors 

MUes. 

in 

Feet 

116 

0.006 

196 

0.180 

246 

0.580 

1,862 

1  978 

218 

0.190 

Errors. 

Feet  per 

Mile. 


0.00005 
0.00093 
0.00286 
0.00106 
0.00087 


Tn>B  Chieoks. 

A.  and  P.  R.  Raihroad 

A.  and  P.  R.  and  S.  P.  Railroad 
Deming 


Tombstone. 
El  Paso 


San  Francisco. 
Pt.  Ysabel . . . . 
San  Francisco. 
Pt.  Ysabel . . . . 

Guaymas 

San  Francisco. 


2,115 

2.04 

2,160 

1.08 

2,847 

0.062 

1,686 

0.948 

1,657 

8.890 

2,459 

0.128 

00096 
.00048 
00008 
00056 


0.00005 


NoTS.— Discussion  On  the  subjects  referred  to  is  invited. 


ENGnqtEBS*  Club  or  Pbilabblphia— Record 
or  BnsiNBSS  MBBrxNO,  Fbbbuabt  20th, 
1886.— Mr.  J.  Foster  Crowell  presented,  in  con- 
tinuation of  his  discussion  of  the  Interoceanic 
Canal  Question,  an  exposition  of  the  engineer, 
ing  features  embodied  in  the  Nicaragua  Ship 
Canal  project  in  its  latest  form,  illustrated  by 
official  maps  and  profiles  of  the  countrv,  har- 
bors and  route,  accompanied  by  detailed  plans 
Vol.  XXXIV— No.  4—24 


of  the  dams,  locks  and  other  permanent  struc- 
tures furnished  through  the  courtesy  of  Mr. 
A.  G.  Menocal,  the  chief  engineer  of  the  un- 
dertaking. 

The  paper  began  with  a  comprehensive  de- 
scription of  the  topography  of  the  canal  site, 
the  great  basin  of  Lake  Nicaragua  and  the  San 
Juan  valley— didming  broadly  the  adaptiveness 
of  the  country  to  the  purpose,  and  defining  Uie 
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canal  location,  which,  in  the  author^s  opinion, 
has  been  so  contrived  as  to  fully  avail  of  what 
nature  has  already  done. 

He  stated  that  in  the  limited  sense  in  which 
the  term  canal  is  ji^enerally  used,  it  is  a  mis- 
nomer for  this  work,  which  is  to  be  **  a  slack 
water  system  of  grand  dimensions,  wherein 
lake  and  river  navigation,  practically  unre- 
stricted under  the  treatment  proposed,  will 
constitute  128  f^  miles,  or  77  per  cent  of  the 
entire  passage  between  the  oceans,  while  the 
artificial  channels  will  aggregate  but  40  miles, 
or  23  per  cent. ;  and  of  these  artificial  channels, 
18  miles  were  to  be  made  so  wide  and  deep  as 
to  offer  no  objectionable  restriction,  leaving 
only  27  miles  of  confined  canal,  divided  into 
several  separate  stretches." 

Mr.  Crowell  tlien  proceeded  to  describe  in 
detail  the  location  of  the  line,  noting  the  posi- 
tion  of  the  dams,  which  were  to  establish  the 
grand  summit  level  of  144  miles  in  length,  and 
Vie  disposition  of  the  locks;  enlarging  upon 
the  peculiar  conditions  to  be  met  in  the  several 
cases,  and  noting  the  various  provisions  for 
control  and  discharge  of  surplus  water,  and  for 
disposing  of  the  sunace  drainage  at  the  points 
where  the  canals  required  protection  there- 
from. 

He  next  exhibited  drawings  of  the  locks,  of 
which  structures  there  vnll  be  seven,  three  on 
the  Atlantic  side,  and  four  on  the  Pacific,  each 
650  ft.  long.  65  ft.  wide,  with  29  ft.  of  water  at 
least  depth—these  drawings  showing  fully  the 
various  devices  provfded  for  working  the  gates, 
fillinK  and  emptying  the  lock^,  the  floating 
moorings  for  ships,  and  the  constructive  feat- 
ures of  the  lock  chambers ;  the  **  rolling  sate/* 
88  ft.  in  height,  designed  by  Mr.  Feary, 
U.  8.  N.,  for  the  great  rock-hewn  lock,  with 
58  ft.  lift^  was  fully  explained. 

The  dam  structures,  of  which  there  are  to  be 
two.  were  described,  as  also  the  culverts, 
waste- weirs,  etc.,  for  taking  care  of  small 
streams  encountered  at  seversd  points. 

The  breakwater  and  jetty  system,  proposed 
for  deepening  and  protecting  from  the  swell  of 
the  sea  the  canal  entrances,  were  illustrated  by 
means  of  charts ;  the  author  considering  that, 
in  view  of  the  harbor  in  Lake  Nicaragua  for  all 
purposes  of  through  commerce,  and  the  en- 
larged  prisms  of  the  sea  sections  of  the  canal, 
ocean  harbors  were  not  necessary,  and  if  con- 
structed, would  now  constitute  a  source  of 
supeiduous  expense.  Mr.  Crowell  here  pointed 
out  the  causes  which  had  led  in  the  past  to  the 
destruction  of  the  once  fine  sea  harbor  at  Grey- 
town,  but  claimed  that  it  would  be  possible  to 
restore  it  partlv,  but  sufiSciently,  if,  in  the 
future,  a  necessihr  for  it  should  anse 

The  figures  of  rainfall,  water  supply  and 
lockage  requirement,  were  adduced.  He 
statea  that  the  total  needs  of  the  canal,  to  work 
it  to  its  designed  capacity  of  82  double  lockages 

Ser  day,  would  be  only  ^  of  the  mean  daily 
ow  from  the  lake,  or  i  of  the  minimum  daily 
flow ;  and  that,  in  addition  to  this  great  surplus 
of  lake  supply,  the  tributary  streams  would  dis- 
charge much  more  than  enough  water  to  com- 
pensate  for  leaka^  and  evaporation.  The 
paper  concluded  with  a  discussion  of  the  esti- 
mate  for   construction   of   the   entire  work. 


amounting  to  $85,000,000,  including  an  allow- 
ance  of  25  per  cent,  for  contingencies — the 
time  required  for  completing  the  system  ready 
for  service  being  given  at  six  years — ^and  with. 
a  statement  of  the  quality  and  availability  of 
material  for  construction  to  be  obtained  along 
the  line.  The  thorough  character  of  the  sur- 
veys, location  and  computation  were  referred 
to,  and  the  presumptive  reliability  of  the  in- 
formation offered  was  stated  to  be  exception- 
ally great. 

Mr.  Crowell  supplemented  the  discussion  by 
reading  extracts  from  a  letter  recently  pub- 
lished by  Mr.  Menocal,  on  the  relative  costs 
of  operating  the  Nicaragua  Canal  and  a  ship 
railway,  assuming,  for  the  purpose  of  compari- 
son, the  capitalization  and  volume  of  traffic  to 
be  the  same  for  each ;  taking  the  official  reports 
of  gross  and  net  earnings  of  the  Suez  Canal  as 
the  basis  for  estimating  the  probable  propor- 
tion of  operating  expenses  for  Nicaragua,  and 
assuming  that  the  operating  expenses  of  the 
railway,  as  is  claimed  by  its  promoters,  would 
not  exceed  50  per  cent,  of  gross  receipts;  and 
claimed  that  the  canal  under  these  conditions 
would  earn  annually  100  per  cent,  more  than 
the  railway,  not  taking  into  consideration  the 
further  economic  advantages  arisina;  from  the 
permanent  nature  of  the  canal  works,  which, 
if  properly  constructed,  would  improve  witn 
age,  as  against  the  depreciable  character  of  the 
most  expensive  parts  of  the  railway  and  its 
appurtenances. 

Dr.  H.  M.  Chance  described  some  rather 
paradoxical  phenomena  experienced  in  drain- 
ing a  mine  by  siphons  In  me  case  of  a  double 
siphon  drawing  water  from  two  sumps  at  differ- 
ent levels,  the  siphon,  upon  starting,  operated 
satisfactorily,  drawing  water  from  both  sumps, 
but  in  a  few  minutes  the  current  in  the  branch 
leading  to  the  lower  sump  reversed,  and  water 
was  dScharged  into  this  sump,  the  main  siphon 
continuing  to  work  as  at  first.  This  action 
seems  to  be  due  to  the  loss  of  head  due  to  fric- 
tion, as  the  water  acquires  considerable  velo- 
city in  the  discharge  by  which  the  efficient  head 
at  the  lower  sump  is  greatly  reduced. 

Professor  L.  M:.  Haupt  deferred  his  paper  on 
the  Delaware  Breakwater  Harbor  until  the  next 
meeting,  but  explained,  for  the  benefit  of  the 
members  present,  a  dissected  model,  showing 
the  condiUon  of  the  bottom  before  the  break- 
water and  ice-breaker  were  built,  the  position 
of  those  structures,  the  scour  and  deposits  that 
had  occurred,  and  the  work  done  by  the  cur- 
rents in  the  various  zones  lying  between  the 
several  fathom  contours.  The  volumes  moved 
were  determined  by  weight,  and  important 
physical  results  were  clearly  and  intelligibly 
illustrated.  The  character  of  the  forces  acting 
in  this  harbor,  were,  in  the  author's  opinion, 
easily  and  readily  determined  from  the  changes 
which  had  been  produced  in  the  mould  of  uie 
harbor. 

A  discussion  of  the  general  deductions  and 
remedies  was  reserved  for  the  next  meeting. 

Rboord  of  Rbqulab  Mbbtino,  March  6th, 
1886.— The  Secretwy  presented,  for  Mr.  Wm. 
H.  Dechant,  a  description  of  a  practical  test  to 
operate  a  distant  signal  by  a  wire  run  throui^ 
a  pipe  filled  with  ou. 
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Dnrinfl;  last  September  a  distant  signal  wf^ 
requirea  to  protect  a  new  crossing  over  the 
Little  Schuylkill  Branch  of  the  Philadelphia  and 
Reading  Railroad,  between  East  Mahanoy 
Junction  and  Tamanend.  The  distance  from 
the  operating  office  to  the  semaphore  signal 
post  is  1,100  feet,  and  is  part  way  along  a  4  and 
a  6-degree  curve. 

Instead  of  leading  the  wire  through  a  long 
wooden  box,  supported  on  small  pulleys,  as  is 
usually  done,  above  the  surface  of  the  ground, 
it  was  decided  to  try  the  experiment  of  running 
the  wire  through  a  pipe  filled  with  oil,  buried 
below  the  sunace  of  the  ground.  A  trench, 
averaging  15  in.  in  depth,  was  dug  along  a 
carefully  laid  out  line ;  stakes  8  ft.  apart  were 
driven  along  the  bottom  of  this  trench,  so  that 
their  tops  should  come  to  a  uniform  grade  line, 
which,  in  this  case  was  about  66  ft.  per  mile ; 
upon  the  tops  of  these  stakes  the  }-in.  galvan- 
ized iron  pipe  was  fastened,  so  as  to  hold  it  in 
as  true  a  position  as  possible. 

A  number  15  iron  wire  was  strung  through 
each  piece  of  pipe  as  they  were, screwed  to- 
gether,  so  that  it  might  be  used  to  draw  the  sig- 
nal wire  through  the  pipe  line  after  it  was  Si 
laid.  The  pipes  were  all  carefully  examined 
and  cleaned ;  a  number  had  to  be  reiected  on 
account  of  lumps  of  iron  or  galvanizing  mate- 
rial obstructing  the  bore  of  the  pipe.  After 
the  pipe  was  all  laid,  the  A-in.  iron  signal  wire 
was  stretched  out  with  block  and  tackle  to 
straighten  it  and  take  out  all  short  kinks,  and 
was  then  pulled  through  into  its  proper  posi- 
tion in  the  pipe  by  the  smaller  wire  that  had 
been  strung  tlirough  during  the  laying  of  the 
pipe ;  a  small  brass  stuffing  box  was  screwed 
to  each  end  of  the  pipe,  through  which  the 
ends  of  the  leading  wire  were  passed;  these 
stuffing  boxes  prevent  the  escape  of  tlie  oil. 
The  ends  of  the  pipe  being  thus  closed  up,  it 
was  filled  with  common  car  lubricating  oil, 
mixed  with  about  one-quarter  part  of  refined 
coal  oil  to  keep  it  from  thickening  in  cold 
weather ;  the  filling  was  done  through  a  short 
upright  branch  pipe  attached  at  the  highest 
end  of  the  pipe. 

The  lever,  by  which  the  distant  signal  is  op- 
erated at  the  signal  office,  by  the  same  move- 
ment turns  four  signal  boards  on  the  tower, 
and  during  the  summer  the  usual  counterbal- 
ance on  the  semaphore  signal  post,  adjusted  to 
exert  its  least  weight,  would  operate  the  arm 
on  the  signal  post  and  revolve  the  signal  boards 
on  tlie  tower;  during  the  colder  weather  the 
lubrication  is  possibly  slightly  stiffened,  so  that 
this  same  counterbalance  barely  turns  the  sig- 
nal boards  in  the  tower,  and  must  have  slight 
assistance. 

The  experiment  has  proved  very  successful 
thus  far  in  the  severe  weather  of  this  winter, 
and  has  required  no  attention  since  being 
placed  in  position. 

The  apparent  advantages  of  this  plan  are : 

1.  A  very  permanent  and  lasting  arrange- 
ment. 

2.  Freedom  from  disturbance  or  accident  to 
the  signal  wire. 

8.  Entire  freedom  from  the  difficulties  caused 
by  expansion,  if  the  pipe  is  laid  below  the  frost 
line,  and  subject  to  but  slight  changes  caused 


by  change  of  temperature  if  laid  only  one  foot 
under  ground. 

4.  Obviating  the  necessity  to  provide  angle 
fixtures  to  cnange  the  direction  of  the  wire 
around  curves. 

The  difference  in  cost  of  materials  per  100  ft 
is  but  a  trifie,  being  $5.88  for  the  pipe  plan  and 
$5.42  for  the  wooden  box  plan.  The  difference 
in  labor  would  depend  upon  the  character  of 
the  ground,  but  in  most  cases  it  would  be  nearly 
the  same. 

Mr.  J.  Foster  Crowell  exhibited,  described^ 
and  presented  to  the  Club  a  model,  illustrating 
the  Rolling  Lock  Gate,  designed  by  Mr.  R  E. 
Peary,  Civil  Engineer.  U.  S.  N.,  for  the  Nicar- 
agua Ship  Canal. 

Prof..  L.  M.  Haupt  continued  his  paper  on 
Harbor  Studies,  appljing*  the  principles  to  the 
harbor  of  refuge  at  the  Delaware  Breakwater. 
During  the  past  forty  years  there  has  been  a  dc- 

Eosit  of  over  8,000,000  cubic  yards  inside  the 
arbor,  due  chiefly  to  the  checking  of  the  cur- 
rents  by  the  ice-breaker,  which  is  placed 
athwart  them.  The  closing  of  the  eap  is  en- 
dorsed, and  it  is  further  recommended  to  re- 
move the  ice-breaker,  and  thus  augment  the 
ebb  scour.  If  necessary,  floating  ice-breakers 
or  caissons  may  be  substituted,  but,  as  a  mat- 
ter of  fact,  there  are  but  few  days  in  the  year 
when  the  harbor  is  encumbered  by  ice-noes. 
The  damage  produced  by  this  structure  is  very 
much  greater  than  the  benefits  it  confers.  The 
effects  of  the  breakwater  in  producing  a  scour 
at  the  eorge,  and  maintaining  a  80-foot  chan- 
nel to  deep  water— the  deep  holes  scoured  by 
the  eddies  at  the  ends  of  the  structure,  and  the 
relative  costs  of  various  plans,  were  presented 
and  compared  with  that  of  the  plan  proposed^ 
which  it  was  thought,  would  pn>duce  a  much 
better  result  at  less  than  one-half  the  expense. 
The  paper  was  illustrated  by  a  dissected  model 
explained  at  the  last  meeting.  The  number  of 
wrecks  on  the  Atlantic,  between  New  York 
and  Hatteras,  in  the  past  two  months,  is  re- 
ported  by  the  Hydrographlc  Office  chart  as 
twenty-two. 

Mr.  C.  W.  Pusey  described  Baird's  Distiller, 
as  used  in  the  works  of  the  Pusey  and  Jones 
Manufacturing  Co.,  for  furnishing  distilled 
water  for  the  men. 

Wm.  H.  Derbyshire  described  a  new*  double 
lathe  for  turning  steel-tired  car  wheels,  show- 
luff  the  method  of  holding  the  axle  at  four 
points,  so  as  to  ^Ive  greater  steadiness  under 
the  cut.  The  drivers,  adjustable  in  all  direc- 
tions, and  a  ^convenient  callpering  attachment 
for  bringing  the  wheels  to  size,  were  also 
shown,  as  well  as  the  cutting  tools,  which  take 
the  whole  face  of  the  tire,  including  the  flange, 
at  one  operation. 

Mr.  F.  W.  (Gordon  described  a  lathe  for  the 
same  purpose,  which  resembles,  in  many  re- 
spects, the  ordinary  double-headed  wheel  lathe. 
There  are  two  head  stocks  with  face  plates, 
two  carriages,  etc.,  for  finishing  both  wheels  at 
the  same  time.  Tiie  novel  feature  claimed  for 
this  lathe  is  the  arrangement  for  supporting  the 
axle  on  its  Journals,  affording  a  substantial 
bearing,  close  up  to  the  wheels  to  be  turned, 
and  thus  permitting  heavy  cuts  and  doing  true 
work.    The  lathe  has  no  live  spindles.    The 
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face  plates  revolve  in  rigid  projections  from  the 
head  stocks.  The  only  duty  of  the  face  plates 
is  to  revolve  the  work,  and  the  trueness  of  the 
work  is  said  to  he  in  no  way  dependent  on  the 
fit  of  the  face  plate  hearings.  In  these  projec- 
tions are  substantial  chucks,  which  grip  the 
axle  on  its  journals.  The  distance  from  the 
point  of  support  to  the  point  of  cut  is  thus  re- 
duccd  to  a  minimum ;  the  journal  support  per- 
mits a  much  heavier  cut  than  can  be  taken  in 
centers ;  the  wheel  is  turned  true.  The  work, 
he  said  can  be  turned  out  very  rapidly,  and, 
when  done,  is  well  done. 

The  Secretary,  for  Mr.  J.  H.  Harden,  called 
attention  to  a  publication  of  the  Chesterfield 
and  Midland  Counties  Institution  of  Engineers, 
upon  Davis'  Self-timing  Anemometer.     • 

The  Secretary  presented  the  following  for 
Mr.  James  F.  Wood:  **The  Atlantic  City 
Drainage  Company  has  discovered  that  many 
of  the  pipes  were  put  down  at  wrong  grades, 
and  are  now  engaged  in  taking  them  up  and 
relaying  them  at  proper  erades."  I  enclose 
above  slip  cut  from  Philadelphia  paper.  The 
only  interest  in  it  is  the  extraordinary  fuss  they 
made  in  the  papers  over  criticisms .  of  their 
modics  operandi  at  Club  meeting  last  winter. 

ENGINEERING   NOTES. 

PB0P08ED  Canal  from  the  White  Sea  to 
THE  Baltic. —The  Society  for  Promoting 
Hussian  Trade  held  a  meeting  a  few  days  ago 
at  St.  Petersburg  to  discuss  the  question  of 
joining  the  White  Sea  and  Baltic  by  a  direct 
canal  via  Lake  Oneca.  The  idea  dates  back  to 
the  time  of  Peter  the  Great,  who  was  Russia's 
greatest  canal  maker.  In  point  of  fact,  so 
comprehensive  were  that  emperor's  schemes 
that  there  is  hardly  a  project  realized  since,  or 
still  advocated,  that  does  not  derive  its  inspira- 
tion from  him,  even  including  M.  Dni*s  French 
scheme  for  joining  the  Volga  and  Don  by  a 
canal,  and  the  favorite  project  of  various  Rus- 
sian generals  for  establishing  a  waterway  be- 
tween the  Ox  us  and  the  Caspian.  The  White 
Sea  is  ab^ady  joined  to  the  Baltic  by  a  long 
roundabout  water  route,  starting  from  Arch- 
anffel  and  running  up  the  Dwina  to  point  near 
Vologda.  Here  canals  connect  it  in  succession 
with  lakes  Kudensk,  Belozei-sk,  Onega,  and 
Ladoga,  from  the  latter  of  which  the  River 
Neva  runs  into  the  Gulf  of  Finland  and  Baltic. 
This  route,  however,  is  nearly  1,500  miles  long, 
whereas  the  construction  of  a  canal  from  Lake 
Onega  to  the  River  One<ra.  running  into  the 
White  Sea.  or  again  from  Lake  Onega  to  Vigo- 
zera  Lake,  and  thence  into  the  White  Sea, 
would  reduce  the  distance  to  nearly  one-third. 
The  cost  of  the  proposed  canal  would  be  about 
7J  million  roubles,  or  £750,000 ;  it  would  be 
laree  enough  to  allow  barges  over  100  ft.  long 
and  correspondingly  wide  to  traverse  it  with 
ease.  Of  late  years  commerce  has  decayed 
very  much  in  the  White  Sea,  owing  to  the 
growing  tendency  of  the  Russian  population  to 
move  south  to  the  Euxine,  and  the  general  in- 
difference of  the  Government  to  the  north. 
Formerly  Russia  maintained  a  large  fleet  in  the 
White  Sea.  but  the  navy  was  totally  abolished  a 
few  years  ago.    If  the  proposed  canal  were  con- 


structed, it  is  believed  by  the  Society  for  Pro- 
moting Russian  Trade  that  commerce  would 
revive,  and  that  an  impulse  would  be  given  to 
the  iron  industry  of  the  Onega  region.  Last 
year,  to  appease  the  clamor  that  Uie  Moscow 
press  had  raised  at  the  decay  of  Russian  power 
m  the  north,  the  Czar  sent  the  Grand  Duke 
Vladimir  to  visit  the  White  Sea,  and  the  pro- 
moters of  the  canal  scheme  are  endeavoring  to 
take  advantage  of  this  to  secure  the  support  of 
the  authorities.  However,  seeing  the  laree 
number  of  railways  and  other  public  works 
sanctioned  this  year,  we  question  whether  suc- 
cess will  attend  their  efforts. 

HERBBN  BlEINIKOEB  AND  HaSSBLMANN,  tWO 
German  chemists,  have  described  a 
method  of  making  facine  materials  for  inner 
walls  likely  to  become  damp.  After  drying 
and  grinding  the  clay,  they  make  a  mixture  of 
clay,  91^  parts ;  iron  filings,  8  parts ;  common 
salt,  2  parts ;  potash,  U  parts :  elder  or  willow 
wood  ashes,  2  parts.  The  whole  is  heated  to  a 
temperature  varying  from  1.850  to  2,000  deg. 
Cent— 8,362  to  8,682  dee.  Fah.  At  the  end  of 
from  four  to  five  hours  we  argillaceous  mixture 
is  run  into  moulds,  then  re-baked  in  the  ovens 
—always  protected  from  Uie  air— at  a  tempera- 
ture of  842  to  982  deg.  Fah.  The  product  may 
be  variously  colored  by  adding  to  the  above 
100  parts:  2  parts  of  manganese  for  a  violet 
brown,  1  part  of  manganese  for  violet,  1  part 
of  copper  ashes  for  green,  1  part  arseniate  of 
cobalt  for  blue,  2  parts  of  antimony  for  yellow, 
and  1^  parts  of  arsenic  and  1  part  oxide  of  tin 
for  White.  The  Sdmtific  American  says  these 
products  resist  the  action  of  acids,  and  are  well 
adapted  for  sewers,  etc. 


IRON  AND  STEEL  NOTES 

ON  THE  CONSTBUOnON  OF  TuNOSTEN  AND 
Iron  Alloys.— The  following  investiga- 
tion was  made  with  a  view  of  determining  the 
chemical  constitution  of  the  compounds  of  uron 
and  tungsten,  employed  in  steel-making.  An 
alloy  of  the  specific  gravity  9.31,  containhig 
iron  68.4,  tungsten  28.2,  and  carbon  1.9  per 
cent  ,  was  closely  powdered  and  boiled  in  hy- 
drochloric acid  until  the  evolution  of  hydro^n 
ceased,  when  the  crystalline  powder  adhering 
to  the  surface  of  the  fragments  was  rubbed  ofC 
The  metallic  powder  obtained  from  several 
repetitions  of  the  above  operation  was  boiled 
for  several  hours  in  hyarochloric  acid,  and 
finally  washed  with  water,  boiling  potash  lye, 
alcohol,  and  ether,  and  heated  to  redness  in  a 
current  of  hydrogen.  The  result  was  about  40 
per  cent  of  metallic  residue  made  up  of  two 
alloys,  separable  by  the  magnet,  while  scarcely 
a  trace  of  tungsten  was  dissolved.  The  larger 
part  of  this  residue— fully  90  per  cent.— con- 
sisted of  light  steel-gray  grains,  perfectly  un- 
magnetic,  which  are  well-formed  octahedral 
crystals,  sufficiently  hard  to  scratch  glass,  but 
so  brittle  as  to  be  easily  rubbed  to  powder  in 
an  agate  mortar.  They  contain  iron  from  24 
to  81,  tungsten  69,88,  and  carbon  1.4  to  1.6  per 
cent  When  heated  in  the  air  the  powder 
bums  witlv  a  glimmering  light  to  a  brown,  non- 
magnetic product,  which,  when  heated  in  hy- 
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drogOD,  is  reduced  to  tungsten  iron,  the  crys- 
tals preserving  their  form.  No  iron  is  extracted 
by  boiling  hydrochloric  acid.  / 

In  order  to  compare  the  behavior  of  this  iron 
alloy  with  thosj  with  other  metals,  a  perfectly 
nnmagnetic  ferro-mangancse,  containing  iron 
8>,  manganese  57.6,  and  combined  carbon  5.87 
per  cent,,  was  powdered,  and  oxidized  by  heat- 
ing in  the  air.  This  was  attended  with  the 
production  of  magnetic  oxide  of  iron  render-  i 
ing  the  whole  of  the  powder  magnetic,  and ' 
after  reduction  in  hydrogen,  metallic  iron  could 
be  separated  by  the  same  means.  The  effect  of 
tungsten  in  modifying  the  chemical  properties 
of  Iron  when  diffused  through  it,  is  very 
marked.  This  iu  the  particular  alloy  under 
examination  was  found  to  be  completely  unaf- 
fected by  a  solution  of  chloride  of  copper. 

From  their  microscopic  characters,  as  well  as 
their  low  specific  gravity— 8.688— it  is  evident 
that  the  crystals,  in  spite  of  their  compact  ap- 
pearance, are  actually  hollow  forms  inclosing 
gases.  The  magnetic  portion  of  the  residue  is 
a  blackish  grey  metallic  powder,  without  dis- 
tinct crystiuliue  character.  It  contains  iron 
68.1,  tungsten  27.7,  and  carbon,  4.1  per  cent 
When  heated  in  air  it  bums,  augmenting  about 
80  per  cent,  in  weight,  and  remains  magnetic 
By  healing  in  hydrogen,  a  tungsten — iron  com- 
pound— is  reproduced,  which  readily  gives  up 
iron  by  digestion  with  hydrochloric  acid. 

The  same  alloys  were  obtained  by  boiling 
hydrochloric  acid  from  a  pig  iron,  containing 
23.5  per  cent  of  tungsten  ;  but  the  proportion 
of  the  magnetic  uncrystalline  compound  is 
larger  than  that  of  the  harder  tungsten  crystals. 
A  highly  carburized  tungsten  steel,  containing 
tungsten  11,  manganese  1.49,  and  carbon  2.15 
per  cent.,  gave,  on  solution  in  hydrochloric 
acid,  18.1  per  cent,  of  residue  in  the  form  of  a 
fine  unmagnetic  powder  similar  in  composition 
to  the  crystals  previously  described,  while  a 
soft  steel,  containing  tungsten  when  digested 
with  dilute  acid,  only  left  traces  of  iron  con- 
taining tungsten.  The  general  conclusion 
drawn  from  these  experiments  is,  that  tungsten 
is  not  actually  alloyed  with  the  iron,  but  exists 
essentially  in  a  free  state  diffused  through  the 
mass  of  the  softer  metal,  and  preserving  its 
own  characteristic  properties.  The  most  no- 
table of  these,  namely,  low  specific  volume,  ac- 
counts for  the  circumstance  that,  in  order  to 
produce  very  hard  steel  by  tungsten,  it  must  be 
used  in  considerable  quantity^  in  which  re- 
spect it  is  in  marked  contrast  to  other  harden- 
ing agents,  such  as  carbon  and  phosphorus, 
which  form  chemical  combinations  with  iron. 


RAILWAY  NOTES. 

THB  complaints  which  have  been  made 
against  the  use  of  steam  on  the  Birming- 
ham tramways  are  directing  attention  once  again 
to  the  reputed  superiority  of  the  cable  system. 
A  correspondent  in  a  Birmingham  newspaper 
points  out  that  in  San  Franciso  there  are  six 
cable  lines  covering  all  the  most  crowded 
thoroughfares  in  the  city.  The  cars  ascend 
steep  gradients,  as  much,  in  some  cases,  as  78 ! 
ft.  in  4l2  ft.,  and  they  turn  around  comers  and 
even  cross  each  other  on  the  same  level  with- ' 


out  any  diflQculty.  In  Chicago,  also,  the  effici- 
ency of  the  system  has  been  amply  demon- 
strated. In  that  city  there  are  ten  miles  of 
double  track,  and  it  is  worked  from  one  engine 
house,  where  there  are  four  engines  of  2,000 
horse-power  in  the  ag^egate ;  but  only  one- 
quarter  of  this  power  is  ordinarily  used,  and 
this  operates  270  cars. 

CHINESE  Railways.— English,  American, 
Belgian,  French  and  German  industrials 
all  have  their  eyes  directed  upon  China  just 
now  as  a  profitable  field  for  railway  enterprise. 
A  French  syndicate  has  been  formed  by  the 
Fives-Lille  Company    and    the    bankers  who 

group  themselves  round  the  Paris  Comptoir 
*Escompte.  M.  de  Freycmet  has  instructed 
French  agents  in  China  to  afford  this  syndicate 
all  possible  aid.  The  indefatigable  Krupp,  of 
Essen,  the  Dortmund  Steel  Works  Company 
and  the  Deutsche  Bank  have  formed  a  German 
syndicate,  which  Prince  Bismarck  will  support 
with  all  the  resources  of  German  diplomacy. 
An  American  syndicate  has  l)een  formed  under 
the  auspices  of  the  house  of  Jardine,  Matheson 
&  Co.,  which  is  very  influential  at  Pekin.  The 
first  line  proposed  to  be  taken  in  hand  vnll  run 
from  Nankin  to  Pekin,  and  will  be  about  690 
miles  in  lengtli.  A  second  line  in  contempla- 
tion is  one  from  Canton  to  Honoi,  about  562 
miles  long.  We  shall  probably  hear  of  a  heavy 
Chinese  railway  loan  before  long. 


ORDNANCE  AND  NAVAL. 

IMPORTANT  Armob-Plate  Tests  — An  impor- 
tant test  of  compound  armor  was  made  on 
JanuaiT  21,  on  board  the  Nettle,  at  Portsmouth. 
The  plate  was  manufactured  on  Ellis*  com- 
pound system,  by  Messrs.  John  Brown  &  Co., 
Sheffield,  and  was  a  sample  of  a  number  which 
are  now  being  made  by  them  for  the  belted 
cruisers  Orlando  and  Undaunted,  now  build- 
ing at  Messrs.  Palmer*s,  on  the  Tjjne ;  the  Au- 
stralia, building  at  Messrs.  Napier's,  on  the 
Clyde,  and  the  Narcissus,  building  at  Messrs. 
Earle  i\»  Co  *s.  Hull.  The  plate  measured  6  ft. 
by  8  ft.,  and  was  of  a  total  thickness  of  10  in. 
It  was  fired  at  by  the  10-in.  gun.  with  a  Pal- 
liser  shot  of  400  lbs.  and  70  lbs.  of  pebble  pow- 
der. Notwithstanding  the  severity  of  the  test, 
the  plate  witlistood  the  ordeal  very  successfully. 
The  deepest  indent  was  not  thought  to  be  more 
than  about  5  in.  The  first  and  second  rounds 
produced  circular  cracks,  probably  extending 
to  the  depth  of  tlie  steel  around  the  points  of 
impact,  and  a  few  hair  cmcks  on  the  surface. 
The  third  and  final  shot  produced  a  crack  to 
the  right  ed^e  of  the  plate,  which,  on  subse- 
quent examination,  was  seen  to  be  through, 
but  only  }  in.  in  the  widest  part.  A  remark- 
able feature  was  that  the  bulges  at  the  back  of 
the  plate  were  unprecedentedly  slight^nly 
from  1 J  in.  to  IJ  in  high— and  that  ihey  were 
entirely  free  from  cracks,  as  was  also  all  the  back 
of  the  plate,  with  the  exception  of  the  above- 
named  crack  to  the  right  edge. 

A  New  Armor-Plated  Ship  —The  first  steel 
plates  of  a  new  armor-plated  turret  ship, 
to  be  called  the  Trafalgar,  a  sister  ship  of  the 
Nile,  which  is  to  be  built  at  Chatham,  have 


360 


VAN  NOSTRAND^S  ENaiNBBBING  MAaAZINB. 


been  laid  down  at  Portsmonth.  The  pieces  of 
keel  consisted  of  the  central  flat  and  vertical 
plates,  forming  the  basis  on  which  the  whole 
structure  of  the  vessel  will  rest.  The  flat  keel 
is  in  two  thicknesses,  the  lower  or  outer  one 
being  }  in.  thick,  and  the  inner  one  i  in.,  the 
vertical  keel  being  also  of  the  latter  thickness. 
This  latest  development  in  armorclad  construc- 
tion will  resemble  the  Dreadnought  in  many 
important  particulars.  To  sa^  that  she  is  an 
improved  Dreadnought  will  signify  little  more 
than  that  she  is  a  turret  ship,  that  her  turrets 
are  built  across  the  middle  line  of  the  ship  fore 
and  aft,  that  she  will  CArry  larger  guns  and 
thicker  armor,  and,  as  a  matter  of  course,  that 
she  will  have  greater  dimensions,  in  order  that 
this  accession  of  weight  maybe  floated.  So 
far  as  her  profile  is  concerned,  she  will  more 
closely  resemble  the  vessels  of  the  discredited 
Admiral  c^ass  than  the  early  turret  ships ;  but, 
as  a  matter  of  fact,  the  Trafalgar  is  the  first  of 
a  distinctly  new  type  of  protected  fighting, 
ships,  and  combines  modifications  of  the  special 
features  of  the  Dreadnought  and  ColUngwood 
class.  Take  away  the  ban)ettes  of  the  latter, 
and  replace  them  bv  movable  turrets,  with  a 
water-line  armor  belt,  and  something  closely 
resembling  the  Trafalgar  will  be  the  result,  or. 
to  put  the  subject  another  way,  add  a  super, 
structure  battery  between  the  turrets  of  the 
former,  and  a  rough  idea  of  the  new  ship  will 
be  acquired,  differences  of  size  being  allowed 
for.  The  Dreadnought  has  a  length  of  320  ft, 
and  breadth  of  68  ft  10  in.,  and  a  displacement 
of  10,820  tons;  while  the  length  of  the  Cam- 

Eerdown  is  880  ft.,  her  breadth  68  ft.  6  in.,  and 
er  displacement  10,000  tons,  the  difference  of 
the  tonnage  being  due  to  the  difference  in  the 
amount  of  side  armor.  As  the  Trafalgar,  on 
the  other  hand,  is  not  only  intended  to  carry  as 
powerful  ffuns  as  the  Camperdown,  but  to  be 
protected  by  an  armored  belt,  her  bulk  is  nec- 
essarily greater  than  either.  In  length  she  will 
be  845  ft.,  while  her  beam  will  be  78  ft,  her 
mean  draught  24  ft.,  and  her  displacement  12,. 
000  tons,  so  that  she  will  be  a  larger  ship  than 
the  Inflexible,  which  is  820  ft.  long  by  75  ft. 
broad,  with  a  displacement  of  11,400  tons. 
What  engine-power  she  will  possess  is  not 
known,  as  the  tenders  have  not  yet  been  pre- 
pared, but  she  will  be  fitted  for  forced  draught 
and  it  is  expected  that  she  will  realize  a  speed 
of  18  knots.  She  will  be  protected  by  broad- 
side armor  20  in.  in  thickness,  consisting  of 
steel-faced  plates,  and  this  armor,  while  extend- 
ing nearly  the  whole  length  of  the  ship,  is  much 
deeper  than  in  vessels  of  the  Admiral  class.  In 
modem  turret  ships,  the  turrets  are  placed  di- 
agonally  at  opposite  comers  of  the  citadel,  so 
as  to  obtain  a  simultaneous  fire  of  all  the  guns 
ahead  or  astern,  unobstmcted  by  the  light 
superstructures  at  the  ends.  In  the  Trafalgar, 
there  will  be  no  forward  and  after  superstruc- 
tures, and  the  turrets,  which  are  to  be  18  in.  in 
armored  thickness,  being  built  at  the  middle 
line  at  each  end  of  the  citadel,  will  have  the  ad- 
vantage of  practically  unlimited  training  ahead 
and  astern.  These  turrets  will,  of  course,  be 
able  to  fire  either  directly  ahead  or  directly 
astern  together,  but  with  the  great  increase 
which  has  taken  place  in  the  power  of  the  guns 


the  advantage  which  the  battle  ships  of  the 
Colossus  cUSs  possess  in  this  respect  is  more 
apparent  than  real.  The  fore  turret  will  have 
a  range  of  45  degrees  abaft  the  beam,  and  the 
after  turret  a  range  of  45  degrees  before  the 
beam,  giving  each  a  training  arc  of  270  de- 
grees. As  regards  the  disposition  and  range  of 
her  turrets,  the  new  ship  resembles  the  I^ead- 
nought,  but  she  differs  from  her  prototype  in 
havmg  a  central  battery  between  the  turrets 
carrying  eight  5-in.  breechloaders,  having  a  fair 
amount  of  protection,  and  a  superstructure 
above,  which,  together  with  the  battery,  ex- 
tends out  to  the  fml  breadth  of  the  ship,  and  on 
which  will  be  mounted  a  number  of  rapid-firin|r 
6-pounder  and  machine  guns.  Each  turret  will 
contain  a  couple  of  66-ton  breechloading  rifled 
guns,  for  which  the  weight  of  chai^ge  and  pro- 
jectile has  not  been  settled.  The  torpedo  equip, 
ment  will  l>e  unusually  large,  as  many  as  seven 
]K>sitions  having  been  appropriated  for  dis- 
charging the  Whitehead  torpedo.  Pour  will  be 
under  water,  one  at  the  bow,  and  the  remain- 
der above  water  on  the  broadside.  It  is  confi- 
dently expected  that  the  Trafalgar,  when  com- 
pleted, will  be  the  most  formidable  armorclad 
either  in  our  own  or  in  any  foreign  navy. 
Some  delay  has  occurred  through  a  want  of 
material,  but  it  is  believed  that  the  vessel  will 
be  ready  for  launching  in  about  two  years. 
Four  years  will  probab^  elapse,  however,  be- 
fore she  wiU  be  ready  for  the  pennant 
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SCHOOL  ELBOTBicrrT.  By  J.  E  H.  Gordon, 
B.  A.  London :  Sampson  Low,  Marston, 
Searle  &  Rivington. 

The  oblect  aimed  at  by  the  author  is  thus 
stated  in  the  brief  preface :  **  The  object  of  the 
present  work  is  to  zive  schoolboys  a  knowledge 
of  electricity,  which,  however  incomplete,  shtdl 
be  of  a  useful  kind. 

*'  Por  this  purpose  the  work  commences  with 
the  study  oi  electric  currents  and  Ohm's  law, 
and  the  teaching  is  of  the  same  kind  as  that 
which  I  have  been  in  the  habit  of  giving  to 
members  of  my  staff  and  to  men  employed  in 
electric  light  work.  At  the  same  time  I  have 
given,  such  details  of  theory  as  will,  I  hope, 
show*  students  that  a  science  of  electricity 
exists,  and  stimulate  them  to  study  it.  I  have 
further  endeavored  to  show  the  intimate  con- 
nection which  exists  between  electricity  and 
light,  heat  and  mechanical  energy." 

The  book  will  be  found  to  be  an  easier  intro- 
duction to  practical  electrical  work  than  are 
most  of  the  text  books  now  in  use.  To  adapt 
it  to  the  instructor's  use,  questions  are  appended 
to  each  chapter.  It  is  just  such  a  book  as 
eager  inquirers  have  been  demanding  for  the 
past  two  or  three  years. 

ELBOTSio  Railways  and  thb  Elsotbio 
Transicission  of  Powbb  Desoribbd  in 
Plain  Tbbbis.  By  Robbbt  Luob,  A.  M.  Bos- 
ton :  W.  L  Harris  &  Co. 

This  description  in  popular  language  of  an 
important  class  of  inventions  will  prove  satis- 
factory to  a  laree  class  of  readers.  Divested 
of  mathematical  formula  and  of  technical 
terms,  except  such  as  are  absolutely  indispens- 
able to  an  understanding  of  the  general  princi- 
ples^ the  book  will  satisfy  a  demand  which  is 
constantly  made  for  an  elucidation  of  these 
principles  which  can  be  read  without  laborious 
study. 

The  Electric  Transmission  of  Power,  the 
History  of  the  Electric  Railway,  Electric  Rail- 
ways Abroad,  Electric  Railways  in  America, 
Cost  of  Electricity,  Electricity  on  Elevated 
Roads,  and  Telpherage,  are  treated  succes- 
siyely,  and  with  satisfactory  clearness  and  con- 
ciseness. 

Thb  Pbaotioal  Meohanio's  Wobkshop  Com- 
panion. By  William  Tbmplbton.  An 
entirely  new  edition  revised  and  enlarged.  By 
Walter  S.  Hutton,  C.  E.  London :  Crosby, 
Lockwood  &  Co. 

The  general  scope  of  this  book  is  too  well 
known  to  require  special  mention  here.  The 
new  material  relates  to  Air,  Qss,  Water,  Heat 
«nd  Steam ;  Testing  Engines  and  Boilers,  Tur- 
bines,  Strength  of  Materials,  Gearing,  Chim- 
neys, etc. 

Besides  the  numerous  tables  which  are  al- 


ways found  in  such  handy  collections,  this  book 
contains  fairly  complete  treatises  on  Practical 
Trigonometry  and  CJrthographic  Projection. 

DIB  Pbatisohb  Anwenduno  dbb  Sohibbbb 
UND  COUUSSBNSTBNRUNGBN.       VOU    Wm. 

8.  Auohinoloss.    Berlin  :  Julius  Springer. 

This  is  a  translation  into  German  of  Auchin 
closs*  treatise  on  the  Slide  Valve  and  Link- 
Motion.  The  plates,  cuts,  and  typography  are 
exceedingly  good. 

TABLES  FOB  CALCULATING  THB  CUBIO  CON- 
TENTS  OF  Excavations  and  Embankmens. 
(Second  edition.)  By  John  R.  Hudson,  C.  E. 
New  York ,  John  Wiley  &  Sons. 

The  range  of  these  tables  is  made  to  include 
widths  of  road-bed  from  10  ft.  to  28  ft.,  and 
center  heights  to  50  ft. 

The  previous  edition  had  become  favorably 
known  to  engineers  for  convenience  of  form 
and  correctness  in  the  results  obtained  by  their 
use. 

VOBTBAQB  UBEB  Bbuokbnbau. — Parti.  Vou 
Db.  £.  WiNBXBB.  Vienna :  Cari  Gerold's 
Sohn 

This  work  of  Dr.  Winkler  will  be  gladly  wel- 
comed by  all  engineering  students  who  can 
read  German.  The  author  has  been  for  a  long 
time  considered  an  authority  upon  all  subjects 
relating  to  engineering  structures,  and  particu- 
larly upon  the  controverted  questions  relating 
to  complex  framings,  continuous  girders,  and 
the  like. 

The  present  edition  is  the  third.  The  first 
appeared  under  the  title  of  "Theorie  der 
BrQcken." 

The  first  part  only  of  the  new  edition  is  rep- 
resented in  the  present  volume,  and  the  discus- 
sion is  limited  to  the  **  external  forces  "  acting 
upon  girders. 

Of  the  three  sections  into  which  it  is  divided, 
the  first.  A,  deals  only  with  **  stationary '*  and 
'* fixed"  loads,  on  simple  girders  and  on  over- 
hanging girders. 

Section  B,  which  is  the  greater  part  of  the 
book,  treats  of  continuous  ^rders,  giving^  both 
Uie  analytic  and  graphic  discussion  of  girders 
of  two,  three,  four,  and,  finally  of  many  spans. 

Section  C  treats  of  bending  moments  and 
change  of  form. 

The  illustrations  are  plentifully  distributed 
through  the  text,  and  six  lithographic  plates 
are  placed  at  the  end  of  the  volume.  The 
whole  is  exceedingly  well  printed,  but  upon 
rather  thin  paper. 


MISCELUNEOUS. 

THBBB  taU  chimneys  Jbelonging  to  Kunheim 
&  Co.,  of  Berlin,  were  lately  destroyed  by 
means  of  gun-cotton.  The  largest  was  about 
147  ft.  high,  and  10  ft.  diameter  at  the  base.  In 
order  that  it  should  fall  outwards  from  the  city, 
the  chaige  of  guncotton— about  57  lbs. — was 
attached  in  portion  to  the  side  next  the  city, 
and  to  the  adjacent  sides.  All  three  were  ex- 
ploded simultaneouslv  with  a  magneto-elecMc 
apparatus.  The  chimney,  instead  of  falling 
obuquely,  collapsed  vertically,  and,  on  inspec- 
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tion,  the  foiir  walls  of  the  pedestal  were  found 
to  have  been  driven  outwards.  The  bricks 
were  all  detached  from  each  other,  and  nearly 
all  entire,  Nature  says  the  debris  was  thrown 
a  very  little  distance.  The  two  other  chimneys, 
treated  similarly,  tell  as  was  expected,  i.  e., 
obliquely  away  from  the  city.  One  of  them,  in 
failing,  broke  in  two  about  the  middle. 

EMBBT  Mums  OF  Asia  Minor. — Although 
emery  stone  is  found  in  nearly  all  parts  of 
Asia  Minor,  and  not  unfrequently  in  the  re- 
mote and  almost  inaccessible  regions  of  the  in- 
terior, where  the  natural  obstacles  are  too  great 
to  offer  any  inducement  to  the  miner,  the  prin- 
cipal mines  are  confined  to  the  districts  of 
Thyra  and  Aidin.  These  mines,  says  Consul 
Stevens,  of  Smyna,  are  the  Tchavus,  the  Has- 
san Tchavuslar,  the  Aladiall-Tchiflik  and  Eour- 
chak,  the  Halka,  the  Akdere,  and  the  Gumush 
Dogh,  There  is  another  mine  near  Millassa, 
the  stone  from  which  is  brought  for  shipment 
to  a  place  on  the  coast  called  Euluk,  near  the 
Gulf  of  Mendalio,  and  is  either  shipped  direct 
from  that  place  to  foreign  markets,  or  brought 
to  Smyrna  in  small  sailing  craft  for  reshipment 
When  well  picked  and  freed  from  unsound  ore 
and  rubbish,  the  emery  from  the  Tchavus,  Has- 
san Tchavuslar,  and  Aladjali-Tchiflik  mines  is 
of  good  and  nearly  equal  quality.  The  Akdere 
stone  is  not  so  much  sought  later,  while  that 
excavated  near  Milassa,  the  larger  part  of 
which  finds  purchasers  in  the  United  States,  is 
of  inferior  quality,  the  grain  being  smooth,  and 
a  considerable  quantity  of  magnetic  iron  enter- 
ing into  its  composition.  The  amount  of  stone 
annually  shipped  from  Smyrna  to  Great  Britain, 
the  United  States,  France,  Germany,  and  Bel- 
gium,  averages  7,000  tons,  the  relative  quantity 
consumed  in  each  country  being  in  the  order 
nf^med.  The  process  of  extraction  is  as  fol- 
lows :  The  mines  are  opened  by  weUs  and  gal- 
leries, and  the  stone  is  obtained  in  most  in- 
stances by  blasting,  gunpowder  and  dynamite 
beinff  freely  used  to  extract  it  from  between 
blocEs  of  marble  or  masses  of  granite.  The 
overseers  and  principal  workmen  at  the  mines 
are  Italians,  who  are  paid  at  the  rate  of  three 
shillings  and  sixpence  a  day,  while  the  native 
workmen  only  receive  about  half  this  amount 
The  emery  is  picked  daily  at  the  mines  as  fast 
as  it  can  be  extracted,  in  some  cases  not  one- 
half  the  quantity  being  selected.  It  is  then 
conveyed  by  camels  to  the  nearest  railway  sta- 
tion, and  from  thence  to  Smyrna,  where  it  is 
generally  picked  again  previous  to  shipment. 
When  the  mines  are  situated  on  heights  inac- 
cessible to  camels,  the  ore  is  brought  down  to 
the  plains  by  donkeys,  and  if  the  pieces  are  too 
large  to  be  carried  by  camels,  they  are  brought 
to  the  station  in  carts  drawn  by  buffaloes.  The 
mines  are  worked  upon  the  strength  of  con- 
cessions  termed  ^rman«,  granted  by  the  Impe- 
rial Government  for  a  period  usually  of  ninety- 
nine  years,  or,  in  cases  where  the  emeiy  has 
been  found  on  na<km/ property,  that  is  property 
belonging  to  the  Turkish  religious  institutions, 
by  specifu  permit  of  the  department  at  Con- 
stantinople which  administers  the  noMvf 
estates,  and  exacts  payment  to  them  of  so  mud^ 
per  quintal.  A  flrmim  or  concession  during 
the  period  it  is  in  force  can  be  sold,  transferred 


and  transmitted  by  Inheritance,  like  otiier  prop- 
erty in  Turkey,  provided  due  notice  be  given 
to  the  Department  of  Mines  at  Constantinople, 
and  authorization  formally  obtained. 
O  NOW  IN  Cities.— Paris  spent  about  220.000f. 
O  in  clearing  away  the  snow  of  the  8th  and 
10th  of  December  last,  when  the  fall  amounted 
to  from  about  8  to  10  centimeters,  or,  say,  3  in. 
to  4  in.,  and  from  6  to  8  centimeters,  or  from 
2^  in.  to  8  in  About  125  grammes  of  salt 
were  used  per  square  meter,  and  is  said  to  cost 
but  little  in  the  total,  while  it  makes  a  great 
reduction  in  the  cost  of  removal  of  a  snowfall. 
The  objections  which  are  made  in  London 
against  the  use  of  salt  are,  however,  real,  the  low 
temperature  of  the  mixture  doing  much  harm 
to  horses.  In  London,  during  the  snowstorm 
of  the  first  week  of  January,  some  sharp  work 
was  done  under  considerable  difiaculties.  The 
snow  be^an  to  fall  as  early  as  six  o*clook  on 
the  Wednesday  morning,  and  continued  till 
past  twelve,  and  the  principal  streets  had  to  be 
cleansed  three  times  that  day.  A  sharp  frost 
set  in  subsequently,  and  in  that  the  Commis- 
sioners* trouble  consisted.  Since  the  last 
great  storm,  five  years  ago,  a  vast  amount 
of  wood  paving  had  been  laid  down,  and  it 
was  very  difiScult  to  remove  the  frost  from  it 
Asphalte,  on  the  contrary,  could  be  thoroughly 
cleansed  in  three  hours.  The  committee  em- 
ployed, in  the  removal  of  the  snow,  1,139  extra 
laborers,  and  1,077  extra  carters,  besides  their 
ordinary  staff  of  500  men  and  61  dust-sifters 
and  wharf  men ;  they  used  six  barges  and  1,777 
horses  and  carts,  and  sprinkled  in  the  streets  7 
tons  of  agricultural  salt,  and  altogether  they 
removed  from  the  streets  6,000  loads  of  snow. 
In  1881  they  had  large  vacant  spaces  on  which 
they  could  temporarily  deposit  the  snow — in 
Petticoat  Lane,  on  the  Thames  Embankment, 
and  in  Gk>lden  Lane ;  but  these  sites  were  now 
occupied,  and  they  had  to  cart  the  snow  to 
Finsbury  Circus,  Smithfield,  and  Letts'  Wharf. 
On  the  whole,  tiie  work  was  wonderfully  well 
done,  and  though  some  of  the  side  streets,  with 
little  or  no  traffic,  had  been  left  to  the  last,  it 
was  inevitable  that,  in  so  exceptional  a  state  of 
things,  some  little  inconvenience  must  be  en- 
dured. Regent  Street  was  for  days  a  disgrace 
to  the  borough  surveyor  and  the  vestry.  The 
highways  committee  of  the  Islington  Vestry 
did  a  good  deal,  but  they  have  a  large  area  to 
work ;  400  men,  besides  the  regular  staff  were 
engaged  in  the  work.  These  were  reinforced 
by  "sixty  able-bodied  men  from  the  Islington 
Workhouse,  and  on  the  Monday  640  laborers 
were  employed,  in  addition  to  the  ordinaiy 
scavengers  Between  Wednesday  the  6th,  and 
Saturday  the  9th  inst.,  the  snow  was  cleared  in 
twenty  miles  of  roadway  and  stacked  in  heaps 
at  the  sides.  This  represented  the  displaoe- 
ment  of  over  80,000  cubic  yards  of  snow,  and 
bv  the  Wednesday  the  snow  had  been  virtually 
cleared  from  the  entire  length  of  the  roadways 
of  the  parish.  Of  the  snow  which  had  been 
stacked  in  heaps,  the  dusting  and  slopping  de- 
partments had  carried  away  4,545  loads,  or 
9,027  cubic  yards.  The  total  expenditure  in- 
curred in  connection  with  the  work,  exclusive 
of  cartage  was  estimated  by  the  surveyor  at 
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Chapter  HI. 

OBLIQUB    ABOHES — ^HELIOOIDAL     AND     OTHEB 
,  METHODS. 

22.  It  will  often  happen  in  public  im- 
provements  and  in  architectural  con- 
structionB  that  arches  are  so  located  that 
their  parallel  ends  or  faces  cannot  be 
placed  normal  to  axes  of  the  arches. 
Such  arches  are  called  Oblique  or  Skeio 
ArcheSy  and  the  acute  angle  the  axis 
makes  with  the  plan  of  either  face  of  the 
arch  is  the  angle  of  the  obliquity  of  the 
arch. 

23.  The  stability  of  an  arch  where  the 
coarse  stones  or  voussoirs  are  constructed 
in  the  ordinary  manner,  with  their  cours- 
ing joints  parallel  with  the  axis,  is  weak- 
ened the  moment  the  plane  of  the  arch 
faces  ceases  to  be  normal  to  the  axis. 
This  weakness  increases  as  the  angle  of 
obliquiiy  decreases. 

24  Thus  let  Fig.  11  be  the  plan  and 
elevation  of  a  semi-circular  oblique  arch, 
whose  coursing  joints  are  parallel  to  its 
axis  X  X.  Tlm)ugh  H  and  K  draw  the 
perpendiculars  H 1  and  K  2.  The  thrust 
of  the  arch  due  to  its  weight  and  load 
would  naturally  be  carried  to  the  abut- 
ments in  lines  parallel  to  H 1  and  E  2. 
But  the  triangles  H  J 1  and  L  H  2  are 
each  supported  by  a  single  abutment. 
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They  therefore  depend  upon  the  bend 
and  strength  of  the  voussoirs  within 
them  and  in  the  body  of  the  arch  imme- 
diately beyond  them,  to  direct  a  part  of 
their  thrust  and  stress  to  the  opposite 
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abutments.  Moreover,  the  thrust  and 
stress  thus  conveyed  must  necessarily  be 
in  lines  or  planes  other  than  those  par- 
allel to  H 1  and  E  2,  which  would  cause 
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an  outward  movement  in  these  triangles, 
which  would  be  greatest  at  or  near  the 
point  J  and  L.  When  the  angle  of  ob- 
liquity HJl  or  KL2  is  very  acute, 
neither  the  bond  or  the  strength  of  the 
voussoirs  will  resist  the  tendency  to  rup- 
ture, nor  would  the  friction  of  the  bed- 
ding surfaces  produced  by  the  weigjit 
and  load  of  the  voussoirs  prevent  the 
outward  movement  at  J  or  L,  and  the 
arch  will  fail  from  sheer  weakness. 

25.  It  is  true  that  small  oblique  arches, 
with  their  coursing  joints  parallel  to 
their  axles,  are  often  with  safety  built. 
Their  stability  is  due  to  the  fact  that  as 
ordinarily  constructed  the  depth  of  their 
voussoirs  is  in  excess  of  what  economy 
would  in  larger  arches  dictate.  If,  how- 
ever, economy  or  other  consideration 
should  require  their  depth  of  ring  to  be 
minimum,  or  if  the  parts  HJl  and  L  K  2 
were  loaded  anything  like  the  body  of  the 
arch  is  capable  of  sustaining,  the  smaller 
like  the  larger  arches  would  give  away. 

26.  It  is  evident  that  to  maintain  the 
stability  of  an  oblique  arch  it  is  desirable 
that  its  stress  and  thrust  should  be  con- 
veyed to  the  abutments  in  planes  paral- 
lel to  the  oblique  faces  of  the  arch,  or  as 
near  so  as  is  possible,  and  also  that 
this  object  cannot  be  attained  when  the 
coursing  joints  are  parallel  to  the  axis 
of  the  arch.  The  coursing  beds  to  fully 
realize  this  condition  should  be  normal 
to  the  oblique  faces  of  the  arch  wherever 
they  come  in  contact  with  them. 

27.  There  are  three  methods  in  vogue 
that  closely  approximate  this  require- 
ment. They  are  known  as  the  Logarith- 
mic^ the  Corne  de  Vache,  or  Coio^a  Homy 
and  as  the  Helicoidal  Methods. 

Without  entering  into  the  comparative 
merits  of  these  three  methods,  it  wiH  be 
sufficient  for  the  present  purposes  to 
state  that  the  main  advantages  of  the 
Helicoidal  Method  are : 

The  successive  coursing  beds  and  joints 
are  parallel  to  one  another  throughout 
their  entire  lengths,  rendering  all  vous- 
soirs of  the  same  warp  in  their  coursing 
beds,  their  soffit  and  in  their  extrados ; 
also  in  their  bedding  surfaces,  except  in 
the  arch  face.  Therefore,  all  voussoirs 
of  the  same  length  are  exactly  alike, 
rendering  only  one  set  of  templets  neces- 
sary in  their  execution — a  condition  not 
realized  in  the  other  two  methods,  for 
both  of  them  each  stone  is  always  differ- 


ent from  the  next  one  to  it  in  the  course. 
This  consideration  materially  reduces  the 
number  and  expense  of  measurements, 
drawings  and  templets.  For,  in  the  two 
other  methods  each  stone  has  its  separate 
and  distinct  templets,  measurements  and 
drawings,  and  are  the  objects  of  much 
care  and  anxiety.  Thus  it  is  a  helicoidal 
voussoir  will  fit  into  any  portion  of  its 
course,  not  requiring  to  be  set  at  a  par- 
ticular place  in  its  course  as  is  required 
by  the  other  methods.  Again,  the  ring 
stones  at  equal  distances  from  the  key 
or  center  of  the  arch  face,  being  of  the 
same  dimensions  this  method  preserves 
the  pleasing  architectural  effect  of  an 
arch,  without  the  distressing  effect  pro- 
duced by  the  courses  increasing  or  de- 
creasing in  size  from  one  side  of  the 
arch  to  the  other  as  is  done  by  the  other 
methods. 

28.  Whatever  may  be  said  as  to  the 
stability  of  oblique  arches  by  the  other 
methods,  it  is  true  helicoidal  arches  with 
very  acute  angles  of  obliquity  may  with 
safety  be  constructed.  This  acuteness 
can  be  considerably  less  than  30°.  John 
Watson  Buck,  M.  Inst.  O.E.,  places  its 
minimum  value  at  25°.  But  it  is  proba- 
ble that  if  the  skew  backs  are  maintained 
in  their  place  that  this  value  is  even  less. 

29.  Professor  Hyde,  in  his  treatise 
heretofore  referred  to,  page  101,  states 
that  an  advantage  of  this  method  is  that 
owing  to  the  fact  that  the  coursing  joints 
are  parallel,  that  the  courses  or  whole 
arch,  with  the  exception  of  the  ring 
stones,  may  be  constructed  of  bricks, 
which  is  very  true.  G;reat  caution,  how- 
ever, should  be  exercised  in  such  con- 
struction. The  crushing  strength  of  or- 
dinary bricks  to  that  of  ordinary  building 
stone  is  as  1  to  7,  and  arches  never  should 
be  built  of  bricks,  unless  they  are  of  a 
first-class,  hard  burnt  quality.  This  is 
especially  true  in  public  works  exposed 
to  the  action  of  the  elements.  It  would 
be  better  and  safer  to  recommend  that 
the  arches  between  the  ring  stones  be 
made  of  thin  coursed  rubble  of  parallel 
beds,  which  material  is  equally  adapted 
to  helicoidal  construction. 

30.  Undoubtedly  many  oblique  arches 
have  been  thus  constructed  of  brick, 
either  from  a  want  of  knowledge  of  the 
principles  of  oblique  arch  construction, 
or  from  erroneous  ideas  of  the  excessive 
cost  of  warped  stone  voussoirs  over  that 
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of  straight  yonssoirs  for  the  same  arch. 
This  excessiye  cost  is  but  a  small  p^ 
cent,  over  right  arch  constraction,  as  will 
be  proved  farther  on.  In  obliqne  arch 
construction  brick  work  is  undoubtedly 
cheaper  than  dressed  stone  work,  but  is 
not  much  cheaper  than  coursed  rubble 
work,  while  the  latter  is  far  more  stable, 
but  neither  will  compare  with  dressed 
stone  for  strength. 

HELIOOIDAL   METHOD. 

81.  The  helicoidal  method  of  construc- 
tion of  oblique  arches  is  one  in  which 
the  coursing  beds  of  the  vouesoirs  are 


radial  helicoids,  whose  intradosal  and  ex- 
tradosal  helices  are  parallel  curves. 

3^.  A  helicoid,  as  stated  in  article  8, 
is  generated  by  a  right  line  perpendicu- 
lar to,  and  moving  on,  the  axis  of  the 
arch  as  one  directnx,  and  on  a  helix  as 
the  other  directrix,  and  the  arch  helicoid 
is  that  part  of  this  surface  generated  by 
that  portion  of  the  generating  line  that 
is  equal  to  the  depth  of  the  arch,  and  is 
included  between  the  intrados  and  the 
extrados. 

33.  J  WU H  in  Fij?.  12  is  the  plan  of 
an  oblique  arch  A  B  0,  and  H  B  J  equal  to 
KWU  is  the  angle  of  obliquity,  and 


the  helicoid  H  P  K— A  P  D  represents  a 
coursing  bed  of  one  course  of  voussoirs. 
34.  In  the  plan  of  Fig.  13  the  extrados 
is  removed  in  order  to  show  the  intra- 
dosal helices  of  the  successive  courses 
and  the  traces  1 2, 8  4,  &c*9  of  the  heli- 
coids or  coursing  beds  upon  the  imposts 
A  H  and  0  J  of  the  abutinents,  while  in 
Fig.  14  the  traces  12,  84,  &c.,  and  the 
corresponding  extradosal  helices,  are 
shown.    Were  it  not  for  the  confusion  of 


curved  lines,  both  the  intradosal  and  ex- 
tradosal heUces  and  the  traces  1  2,  8  4, 
&C.,  might  be  given  in  the  same  plan, 
and  each  helicoid  or  coursing  bed  would 
be  shown  as  in  Fig.  12.  It  should 
be  noticed  that  the  traces  1  2,  3  4,  &c., 
in  the  face  of  the  impost  are  elements  of 
the  arch  helicoids,  and  are,  therefore, 
normal  to  the  spring  lines  of  the  arch, 
and  this  is  true  whether  the  arch  is  a  full 
semi-circle  or  only  a  segment 

Chapter  IV. 

THE  FOBEGOING  PBINOIPLB  APPLIED   TO  HELI- 
OOIDAL  OBLIQUE   ABOHES  AND 'DE- 
DUCTION  OP   F0BMUL2B. 

35.  In  the  application  of  the  foregoing 
principles  to  helicoidal  oblique  arches  a 
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constant  relation  is  established  for  any 
given  case  between  the  right  diameter  of 
the  arch  and  the  length  of  either  the  in- 
tradosal  or  extradosal  helix  of  the  arch 
helicoid.  In  the  development  of  the  in- 
trados  the  helix  is  drawn  perpendicular 
to  a  straight  line,  joining  impost  extrem- 
ities of  the  arch  face  end  of  the  developed 
intrados,  and,  as  there  is  a  constant  rela- 
tion between  the  length  of  the  intradosal 
and  extradosal  helices,  the  construction 
would  also  establish  a  constant  relation 
of  the  diameter  of  the  arch  to  the  length 
of  the  extradosal  helix. 

Again,  it  should  be  observed  that  since 
the  skew  face  of  the  arch  in  plan  is  a 
straight  line,  the  development  of  either 
the  intradosal  or  extradosal  arch  face 
ellipse  will  be  a  curved  line,  and  that  the 
straight  line  in  the  development  joining 
the  impost  extremities  of  the  ellipse  will 
divide  this  curve  line  into  equal  curves. 

36.  Thus,  let  A  B  C  -  H IJ  (Fig.  16) 
be  right  section  or  elevation  of  an  oblique 
arch,  and  S  0  V  U  the  plan  of  its  intrados. 
Draw  AG  equal  to  the  semi-circumfer- 
ence ABC  perpendicular  to  A  E  and 
divide  A  G  and  ABC  into  the  same  con- 
venient number  of  parts  of  equal  length 


and  draw  the  straight  line  GS.  It  is 
evident  that  the  middle  point  of  the 
ellipse  S  C  in  the  plan  will,  in  the  devel- 
opment, be  the  middle  point  of  G  S. 
Then,  thiough  the  points  of  division  in 
ABC  and  A  G  draw  lines  parallel  with 
A  £,  and  through  the  points  of  intersec- 
tion S  0  draw  lines  parallel  with  A  G,  the 
points  of  intersection  of  these  lines  the 
parallel  with  A  G,  with  the  corresponding 
line^  parallel  with  A  E,  drawn  through 
the  points  of  division  in  A  G,  will  be 
points  in  the  curved  line  S  X'  G. 

Through  S  draw  JS  F  perpendicular  to 
the  straight  line  S  G.  S  F  will  be  the 
development  of  the  helix  S  D,  whose 
cylindrical  length  is  S  E,  and  from  S  F 
and  S  E  the  curve  S  D  may  be  o];>tained 
according  to  article  G.  The  angle  F  S  E 
equal  to  S  G  A  by  construction,  is  the  an- 
gle of  the  intrados  and  is  designated  by  /?. 

37.  In  Fig.  16  the  intrados  and  ex- 
tradoB  of  the  arch  are  shown  in  plan^ 
elevation  and  in  development.  The  ex- 
tradosal helix  B  E  is  dete;rmined  from 
the  intradosal  helix  S  D  by  drawing 
through  S  and  F,  S  R  and  F  M  perpnen- 
dicular  to  B  L  and  to  M  N  and  joining 
B  and  M  by  B  M.  Then  R  M  will  be  the 
development  of  the  helix  B  P  B[,  whose 
cylindrical  length  B  L  equals  S  E  of  the 
intradosal  helix  SPD.  FromBL  and 
B  M  the  curve  B  P  K  in  the  plan  can  be 
obtained  in  the  same  manner  that  SPD 
was.    Also  the  curved  end  B  X'  N  is  pro- 

Scted  in  the  development  similarly  for 
N  and  H  IJ  as  S  X'  G  was  from  A  G 
and  ABC.  The  angle  M  B  L  is  the 
angle  of  the  extradoa  and  isdesignated 
by  ti\ 

38.  Let  r  be  the  right  radius  of  the 
intrados ;  r'  the  radius  of  the  extrados, 
h  the  depth  of  the  arch,  and  6  the  com- 
plement of  the  angle  of  obliquity.  Then 
n  r= A  B  C= A  G,  and  ;r  r'=H  I  J=H  N. 
Then  the  relation  of  the  diameter  or  ra- 
dius to  the  hehces  will  be  obtained  from 
the  following  formulsB : 

A  S=2  r  tang.  S^r^Ttr  tang,  p      (8) 

.,  tang. /?=.ii^  ^g^ 

This  eq.  is  true  and  /^  bears  this  rela- 
tion to  d  so  long  as  S  F  is  normal  to  the 
straight  line  8  G.  Sometimes  it  will  be 
necessary  to  alter  this  relation  of  S  F  and 
S  G,  so  that  S  F  will  pass  through  i  given 
point  in  U  Q.    This  alteration  is  always 
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slight,  and  eq.  (9)  can  readily  be  correct- 
ed for  it. 


CSooB.  0=2  r,  or  0S= 


2r 


"cos.  d 


GS  COS. /?=;rr,  orGS= 


7tr 


"cos.  y^ 
Again  (EP=;rr)=SE  tang.  /3, 

orSE=    ^''  ^'^  ^'^ 


(10) 
(11) 


tang.  /3    tang.;^    2  tang.  6 


(12) 


reference  to  these  axes,  will  be  obtained  in 
the  following  manner : 

Let  2  be  any  point  in  S  P  D,  whose 
ordinates  are  x  and  ^,  the  angle  3  X  B  be 
<tj  and  n  be  the  quotient  of  the  length 
of  the  arc  B3,  diyided  by  the  length 
of  the  semi-circumference  ABO,      then 

and  y=nSE 

2ytan.g, 


a=n  180%      x=r  sin.  a, 
;r*r  x 


zn 


2  tang,  e 


sm.  a 


n7t*r 


-(16) 


Ttr 


SPBin./?=(EP=;rr)orSP=-;^(13) 

'^     ^  ^  sm.  yS^    ' 


EM8in./?'=(LM=;rr')orRM= 


Ttr 


39.  In  Pig.  16,  let  X  X  be  the  axis  of  y 
and  F  O  that  of  x,  with  the  origin  at  P, 
and  the  equation  of  the  curve  S  P  D  with 


(15)  is  tiie  equation  of  the  curve  S  P  D, 
so  tliat  if  either  a;  or  y  is  given,  n  and  y 
or  X  can  be  obtained.  It  is  also  the 
equation  of  the  plan  of  the  normal  helix 
to  S  P  D  at  P,  when  y  equals  the  nth 
part  of  the  normal  helix's  cylindrical 
length,  orn  E I  in  Fig.  2. 

40.  To  determine  the  equation  of  BFE 
let  X  and  y  be  the  ordinates  to  any  point 
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4  in  it,  referred  to  same  axes  as  in  article 
89.    Then,  as  before, 


y=^'*o 


tCt 


but 


2tang.6y 
aj=r'  sin.  a^{^-\'}>)  sin.  a 
2  y  tang.  6       x 


nn* 


sin.  a 


-b   (16) 


41.  To  determine  the  equation  of  the 
end  curre  S  X'  G  of  the  development 
with  reference  axis  6  X'  6  of  ar,  draw  n 


through  X'  parallel  tolA  G  and  axis  of  y 
X'  X',  let  X  and  y  be  the  ordinates  of  any 
point  y  in  S  X'  G.  Then  by  reference  to 
Fig.  16  it  will  appear 


a5=n  ;rr  or  r=- 


n  n 


y=zr  sin.  a  tang.  6  or  r='-. ^ 

sm.  atang.6? 

X 


_       y 

n  7t    sin.  atang^ 


(17) 


42.  And  for  the  corresponding  extra- 
dosal  end  curve  B  X'  N  we  have  as  in  41 


a;=n  ;rror  r'=:- 


n  n 


y^r'  sin  a  tang,  d  or  /= 


y 


sin.  a  tang.  0 


•  •  — --' 1 a  (18) 

n  7t    sm.  a  tang,  d 

43.  It  should  be  noted  that  for  a  given 
angle  a  the  points  2  and  4  and  7  and  8 
are  in  lines  perpendicular  to  the  axis  of 
the  arch.  iJso  that  in  practice  it  will  be 
impossible  to  make  full-sized  drawings  of 
of  the  curves  S P  D,  RP  K,  S  X'  G  and 
B  X'  N  for  their  entire  lengths.  The  four 
equations  above  will  be  useful  in  exactly 
determining  any  portion  of  either  one  of 
them,  and  be  of  great  assistance  in  lay- 
ing out  the  work  for  construction. 


44.  In  a  properly  constructed  arch  the 
resultant  of  all  faces  acting  upon  it  should 
be  confined  within  the  middle  third  of 
the  depth  I B  of  ttie  arch.  \  \ 

When  S  F  in  the  development  is  per- 
pendicular S  G  B  M  cannot  be  perpen- 
dicular to  the  line  joining  the  impost 
extremities  of  arch  face  ends  of  the  de- 
veloped intrados.  If  then  for  any  reason 
it  is  desirable  to  alter  the  direction  of 
S  F  it  should  be  so  altered  whenever 
practicable.  The  dotted  line  midway  be- 
tween SF  and  B  M  (Fig.  16)  should  ap- 
proach to  or  become  normal  to  the  straight 
line,  join  the  extremities  of  the  develop- 
ment of  the  middle  line  of  the  face  of  the 
arch  shown  by  dotted  line  in  the  eleva- 
tion midway  between  ABC  and  H IJ. 
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45.  In  intradosal  development  the 
coursing  joints  are  laid  ont  in  the  follow- 
ing manner.  Let  S  U  Q  G  (Fig.  17)  be 
the  intradosal  development  of  an  aroh, 
and  let  B  T  and  N  W  oe  the  outer  edges 
of  the  extradosal  development.  Through 
S  draw  S  F  perpendicular  to  the  straight 
line  SG.  Divide  the  straight  lines  SG 
and  U  Q  each  into  an  odd  number  of 
parts  of  equal  length  in  order  to  show  a 
key  in  the  arch  face.  If  S  F  should  not 
pass  through  one  of  the  points  of  division 
in  XJ  Q  the  length  of  the  arch  should  be 
increased  or  decreased,  or  altered  the  di- 
rection of  S  F  as  indicated  in  the  last  ar- 
ticle, so  that  it  will  pass  exactly  through 
one  of  the  points  of  division  in  XJQ. 
Then  draw  lines  through  the  points  of 
division  in  S  G  and  U  Q  parallel  to  S  F. 
The  portions  of  these  parallel  lines  be- 
tween the  ends  K  G  and  U  Q  will  be  the 
intradosal  coursing  joints  of  the  succes- 


sive courses  in  the  development.  The 
soffit  face  between  them  may  then  be 
divided  into  convenient  lengths,  as  shown 
by  drawing  their  heading  joints  at  right 
angles  to  them. 

46.  Let  1  T  W  N,  Fig.  18,  be  the  cor- 
responding extradosal  development  to 
Fig.  17,  showing  the  springing  edges  S  U 
and  G  Q  of  the  extrados.  Through  S  draw 

5  B  perpendicular  to  S  U,  and  lay  off  the 
spaces  B  2,  2  3,  3  4,  &c.,  Fig.  17,  on  B  T. 
Then  through  B  draw  BM  parallel  to 
BM,  Fig.  16,  or  as  altered  by  Fig.  17, 
and  through  2  3  4,  &o.,  and  the  corre- 
sponding points  in  N  W,  draw  lines  par- 
allel to  B  M.  Then  divide  the  remaining 
spaces  of  straight  lines  1 N  and  and  T  W 
into  equal  parts  equal  to   the  distance 

6  7  on  T  W,  and  tiirough  the  points  of 
division  draw  lines  parallel  to  BM.  These 
parallel  lines  will  be  the  extradosal  cours- 
ing joints  in  the  development. 


VENTILATION. 

From  "Nature." 


In  modem  life,  with  its  enormous  pop- 
ulations living  under  artificial  conditions 
in  towns  and  cities,  the  subject  of  venti- 
lation, or  the  supply  of  sufficient  pure 
air  to  each  individual  for  the  maintenance 
of  health,  has  assumed,  as  it  has  become 
more  generally  understood,  a  vast  and 
national  importance.  Its  importance  has 
been  clearly  demonstrated  in  many  in- 
stances by  a  greatly  diminiBhed  death- 
rate  in  places  where  overcrowding  on 
space  or  in  houses,  formerly  existent,  has 
been  remedied,  and  especially  by  a  de- 
crease in  t^ose  diseases  which  are  now 
generally  recognized  as  preventible. 
Thus,  since  attention  has  been  paid  to 
the  amount  of  cubic  space  and  the  supply 
of  fresh  air  per  head  in  barracks,  the 
death-rate  from  phthisis  or  destructive 
diseases  of  the  lungs  in  the  army  has 
fallen  from  10  to  2  per  1,000 ;  and  ty- 
phus, formerly  very  prevalent  in  the 
gaols  of  the  country  and  in  the  crowded 
courts  of  our  large  cities,  is  now  almost 
unknown  in  these  situations.  That  there 
is  still  a  vast  amount  of  disease  and 
death  which  could  be  prevented  by  a 
more  general  recognition  of  the  absolute 


importance  of  a  pure  supply  of  fresh  air 
under  all  conditions,  is  a  fact  whose 
truth  we  recognize  when  we  observe  the 
numbers  of  scrofulous  and  ricketty  chil- 
dren and  consumptive  adults  in  our  large 
centers  of  population.  Many  houses  in 
the  poorer  parts  of  towns  are  absolutely 
debarred  from  obtaining  fresh  air  and 
light  by  their  surroundings.  Built  al- 
most back  to  back,  or  fronting  into  nar- 
row courts  or  passages  closed  at  one  or 
both  ends,  the  sunlight  never  penetrates 
for  months  in  the  year,  and  a  free  cur- 
rent of  air  is  an  impossibility.  Fortu- 
nately the  Legislature  has  recognized 
this  evil,  and  the  Acts  known  as  Sir 
Bichard  Cross's  and  Torren's  are  in- 
tended to  remedy  such  a  state  of  things, 
and,  where  enforced,  have  succeeded  in 
removing  buildings  which  na  structural 
alterations  could  improve.  The  erection 
of  huge  blocks  of  Industrial  Dwellings, 
whilst  affording  vastly  superior  accom- 
modation to  the  working  classes,  has  not 
always  secured  efficient  ventilation  in 
these  respects  for  certain  of  the  tene- 
ments. We  have  seen  instances  of  lofty 
blocks  being  built  in  such  a  way  as  to 
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enclose  a  narrow  and  well-like  court,  in 
which  the  atmosphere  is  always  stagnant, 
and  from  which  the  inner  rooms  derive 
all  their  light  and  air.  Cottage  build- 
ings, with  sufficient  space  in  front  and 
rear,  are  far  preferable  to  lofty  blocks 
placed  in  rows ;  but  as  they  do  not  house 
the  same  number  of  people  for  the  space 
occupied  in  crowded  districts,  where  land 
is  of  such  enormous  value,  the  rents 
must  necessarily  be  higher,  the  other  ac- 
commodation being  the  same.  The  air 
of  enclosed  courts  is  often  damp,  and 
being  stagnant  allows  suspended  par- 
ticles to  fall  and  foul  gases  to  accumulate 
in  it,  thus  forming  a  suitable  '^  nidus  '* 
for  the  growth  and  cultivation  of  such 
disease  germs  as  are  capable  of  existing 
in  the  air.  It  is  true  that  the  death- 
jrates  appearing  in  the  reports  of  many 
of  the  Industrial  Dwellings  Companies' 
are  exceptionally  low,  but  we  must  re- 
member that  a  very  large  proportion  of 
the  working  classes  die  in  hospitals  and 
not  in  their  own  houses,  and  such  sources 
of  error  require  to  be  very  carefully  elim- 
inated. Of  late  years  artizans'  dwellings 
have  been  built  on  better  principles,  the 
experience  derived  from  the  sanitary 
failures  of  certain  of  the  earlier  erections 
having  been  taken  to  heart. 

In  the  model  by-laws  of  the  Local 
Government  Board  it  is  provided  that  no 
new  street  is  to  be  less  than  36  ft.  in 
width,  that  the  frontage  of  any  new 
building  not  standing  in  a  street  shall  be 
at  least  24  ft.  in  width,  and  that  there 
shall  be  an  open  space  at  the  rear  of  any 
new  building  and  belonging  to  it  of  an 
aggregate  extent  of  150  square  ft.,  this 
space  not  to  be  in  any  case  less  than  10 
ft.  wide,  and  if  the  height  of  the  building 
exceed  35  ft.,  to  be  not  less  than  25  ft. 
wide.  If  these  rules  could  be  always  en- 
forced in  the  cases  of  new  buildings,  an 
improvement  would  be  gradually  effected 
in  and  around  towns  in  the  poorer  dis- 
tricts which  is  greatly  needed. 

From  what  has  been  said  it  will  be 
seen  that  one  of  the  principal  points  in 
any  system  of  ventilation  is  that  the  air 
to  be  admitted  into  a  building  should  be 
pure,  and  this  can  be  ensured  if  there  is 
no  impediment  to  the  free  circulation  of 
currents  of  air  on  the  outside.  We  come 
now  to  the  second  part  of  the  subject, 
viz.,  the  vitiation  of  air  that  is  constantly 
going  on  in  inhabited  places  from  the 


respiration  of  men  and  animals,  and 
from  the  combustion  of  gas,  lamps,  and 
candles,  and  the  methods  by  which  this 
vitiated  air  may  be  replaced  by  pure  ex- 
ternal air.  The  composition  of  the  at- 
mosphere is  as  follows  in  1,000  parts: 
nitrogen,  790.0 ;  oxygen,  209.6 ;  carbonic 
acid  gas,  .4,  and  traces  oi  ozone,  ammonia 
with  nitrous  and  sulphurous  adds  in  the 
air  of  towns,  and  a  variable  amount  of 
aqueous  vapor.  The  air  taken  into  the 
lungs  of  a  human  being  has  this  compo- 
sition, but  that  expired  differs  from  it  in 
the  following  particulars,  the  nitrogen 
remaining  the  same :  the  oxygen  which 
is  the  vital  principle  of  air  is  diminished 
4  per  cent.,  the  carbonic  acid  is  increased 
4  per  cent.,  the  expired  air  is  saturated 
with  aqueous  vapor  and  is  heated  nearly 
to  the  temperature  of  the  body,  98^ 
Fahrenheit,  and  contains  a  small  propor- 
tion of  foul,  decomposing  organic  matter, 
which  exists  partly  in  the  form  of  vapor 
and  partly  as  solid  suspended  matter 
(epithelial  dust  and  scales).  This  or- 
ganic matter,  though  small  in  amount^  is 
ihe  most  injurious  quality  of  expired  air, 
giving  to  the  atmosphere  of  an  ill-venti- 
lated room  its  close  and  disagreeable 
smell.  Those  who  are  familiar  with  the 
interiors  of  courts  of  law,  with  the  pits 
and  galleries  of  theaters,  or  with  crowd- 
ed buildings  generally,  are  also  familiar 
with  the  headaches,  the  lassitude,  and 
the  ^*  malaise  "  produced  by  breathing  for 
some  hours  a  vitiated  aixnosphere.  In 
analyses  of  such  air  nearly  ten  times 
more  carbonic  acid  has  been  found  than 
is  normally  present  in  the  outer  air,  and 
when  this  excess  is  known  to  mean  a  de- 
ficiency in  oxygen  and  a  corresponding 
excess  in  organic  vaporous  exhalations 
and  suspended  matter  from  the  breath 
and  bodies  of  the  persons  present,  the 
foul  nature  of  the  atmosphere  can  be 
realized.  The  slow  deterioration  in 
health,  which  results  from  the  constant 
breathing  of  foul  air,  is  one  of  its  most 
important  results,  and  causes  a  predis- 
position to,  and  lessened  power  of,  resist- 
ance to  attacks  of  disease. 

An  adult  man  of  average  size  takes  in 
and  breathes  out,  when  at  rest,  about  30 
cubic  inches  of  air  at  each  respiration, 
this  act  being  performed  about  seventeen 
times  in  a  minute,  so  that  in  one  hour 
about  17  cubic  feet  of  fresh  air  will  have 
been  vitiated  to  the  extent  of  containing 
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4  per  cent  of  carbonic  add — that  is  to 
say,  aboat  .7  cubic  foot.  Such  a  man 
gives  out  when  at  rest,  therefore,  nearly 
.7  cubic  foot  carbonic  acid  gas  per  hour. 
Now  it  has  been  found  by  Dr.  De  Ohau- 
mont,  by  chemical  examination  of  a  large 
number  of  samples  of  the  air  of  inhabited 
rooms,  that  the  amount  of  carbonic  acid 
in  the  outer  air  being  .4  per  1,000,  no 
close  smell  is  perceived  in  the  air  of  a 
room  imtil  the  carbonic  acid  reaches  .6 
per  1,000,  or  exceeds  by  .2  per  1,000  that 
in  the  outer  air,  the  close  sknell  being 
always  due  to  the  foul  organic  matter  in 
the  impure  air,  which  increases  pari 
p*j88ii  with,  and  is  therefore  estimated  by 
the  amount  of  carbonic  acid  present.  It 
has  been  assumed  by  De  Chaumont,  and 
experience  has  fully  confirmed  this  as- 
sumption, that  we  can  breathe  with  im- 
munity air  vitiated  to  this  slight  extent, 
but  that  we  should  not  allow  any  greater 
vitiation.  We  may  take  it,  therefore, 
that  the  object  of  ventilation  is  to  supply 
sufficient  pure  air  to  a  room  to  prevent 
the  carbonic  acid  rising  above  .6  per 
1,000,  this  quantity  being  known  as  the 
limit  of  respiratory  impurity.  It  may  be 
asked  why  should  not  the  air  of  our 
rooms  be  as  pure  as  the  air  outside  t  No 
doubt  this  would  be  desirable,  were  it 
not  that  it  involves  a  continual  renewal 
of  the  inner  air  by  the  outer,  which 
means  in  cold  weather  an  unceasing 
draught  at  an  unbearable  temperature. 
"We  have  seen  that  an  ordinary  adult  man 
expires  .7  cubic  foot  of  carbonic  acid  in 
in  one  hour  when  at  rest,  now  if  such  an 
individual  were  enclosed  in  an  airtight 
chamber,  10  feet  high,  10  feet  wide,  and 
10  feet  long — that  is  to  say,  in  a  chamber 
containing  1,000  cubic  feet  space— in  one 
hour  the  carbonic  acid  in  this  chamber 
would  have  had  added  to  it  .7  cubic  foot 
of  carbonic  acid ;  the  air  originally  con- 
tained .4  parts  of  carbonic  acid  in  1,000 
parts,  so  that  after  one  hour  it  would 
contain  .4 -f  .7  =  1.1  parts  of  carbonic 
acid  per  1,000  or  1.1— .6=.6  parts  per 
1,000  above  the  permissible  limit  for 
health.  But  if  the  subject  of  our  experi- 
ment were  enclosed  in  a  room  containing 
3,500  cubic  feet  of  space,  in  one  hour  the 
amount  of  carbonic  acid  would  be  only 

^•^^'^"*"''^=.6  per  1.000,  ^^  €.,  the  limit 

would  have  just  been  reached,  and  at  the 
end  of  a  second  hour,  to  keep  the  car- 


bonic acid  to  this  limit,  another  3,500 
cubic  feet  of  fresh  air  must  have  been 
allowed  to  enter  the  room.  That  is  to 
say,  an  adult  man  requires  when  at  rest 
3,500  cubic  feet  of  fresh  air  per  hour ;  a 
woman  or  child  requires  proportionally 
less.  For  any  individual  above  twelve 
years  of  age,  we  may  take  as  an  average 
the  amount  of  carbonic  acid  expired  per 
hour  as  .6  cubic  foot,  and  for  such  an 
average  individual  3,000  cubic  feet  of 
fresh  air  per  hour  is  necessary.  We  can 
now  appreciate  the  importance  of  cubic 
space,  for  if  we  are  to  supply  3,000  cubic 
feet  of  fresh  air  to  every  individual  above 
twelve  years,  in  a  room,  and  the  amount 
of  space,  suppose,  in  a  dormitory  where 
ten  persons  sleep  is  only  300  cubic  feet 
per  head,  then  30,000  cubic  feet  of  fresh 
air  must  be  supplied  per  hour — that  is  to 
say,  the  air  of  the  dormitory  must  be 
completely  changed  ten  times  in  this 
period,  a  proceeding  which  would  cause 
in  any  but  the  very  warmest  weather  a 
very  disagreeable  draught  But  if  the 
cubic  space  per  head  be  1,000  feet,  then 
the  air  of  the  dormitory  need  be  changed 
only  three  times  per  hour,  and  if  such 
renewal  be  effected  steadily  and  gradu- 
ally no  draught  need  be  felt.  We  may 
mention  here  that  a  certain  amount  of 
superficial  or  floor  space  is  necessaiy  for 
each  individual,  for  if  the  height  of  the 
room  is  much  over  12  feet,  excess  in  this 
direction  does  not  compensate  for  defi- 
ciency in  the  other  dimensions,  although 
the  cubic  space  may  be  the  same ;  thus 
it  would  not  be  the  same  thing  to  allow 
a  man  50  square  feet  of  floor  space  in  a 
room  20  feet  high,  as  to  allow  him  100 
square  feet  of  floor  space  in  a  room  10 
feet  high,  although  the  amount  of  space 
allotted  to  him  in  each  case  would  be  the 
same.  It  may  be  interesting  here  to 
mention  that  in  common  lodging-houses 
under  police  regulations,  240  cubic  feet 
of  space  are  allotted  to  each  adult,  in 
barracks  about  600  cubic  feet,  in  general 
hospitals  about  1,000  cubic  feet  as  a  rule, 
and  in  infectious  fever  hospitals  from 
1500  to  3,500  cubic  feet — in  these  latter 
institutions  the  floor  space  allowed  per 
bed  is  from  150  to  300  square  feet.  From 
the  report  of  the  roysd  commission  on 
the  housing  of  the  working  classes  it 
would  appear  that  even  the  low  allowance 
of  the  common  lodging-houses  is  very 
often  not  attained  in  the  crowded  room . 
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of  tenement  honses,  and  an  enormous 
number  of  cellars  are  still  inhabited  in 
our  large  towns,  although  they  presum- 
ably come  up  to  the  requirements  of  the 
Publish  Health  Acts  as  regards  their 
ventilation. 

Gas,  candles,  and  lamps  use  up  oxygen 
and  produce  carbonic  acid  and  water.  A 
cubic  foot  of  coal  gas  produces,  when 
burnt,  2  cubic  feet  of  carbonic  acid,  and 
since  a  common  burner  consumes  3  cubic 
feet  of  gas  in  an  hour,  it  produces  6 
cubic  feet  of  carbonic  acid  in  the  same 
period.  Therefore,  as  much  air  should 
be  supplied  to  dilute  the  products  of  its 
combustion  as  would  be  necessary  for 
three  or  four  men.  It  is  far  better,  how- 
ever to  use  such  gas  lamps  as  are  shut 
off  from  the  air  of  the  room.  These  re- 
ceive the  air  necessary  for  combustion 
from  without,  and  the  products  of  com- 
bustion are  carried  off  by  a  special  chan- 
nel to  the  outer  air.  The  electric  light 
uses  none  of  the  oxygen  of  the  air  and 
gives  off  no  carbonic  add  nor  water,  md 
is  for  these  reasons  far  preferable  to 
naked  flames  for  lighting  purposes. 

Ventilation  is  said  to  be  carried  on  by 
natural  or  by  artificial  means.  In  the 
former  are  included  (1)  diffusion  of  gases ; 
(2)  action  of  the  wind  by  perflation  and 
aspiration ;  (3)  movements  caused  by  dif- 
ferences in  weight  of  masses  of  air  at 
different  temperatures.  By  the  latter, 
although  the  same  principles  are  involved, 
is  meant  exhaustion  of  air  by  heat  or  by 
steam  from  apartments  or  propulsion  of 
air  into  such  spaces  by  mechanical  means, 
as  fans.  Diffusion  causes  a  rapid  mixing 
of  different  gases  placed  in  contiguity; 
thus  the  gaseous  impurities  of  respired  air 
mix  with  the  fresh  air  in  a  room  until  homo- 
geneity is  established.  Diffusion,  however, 
does  not  affect  the  suspended  matters 
which  tend  to  fall  in  a  still  atmosphere. 
Consequently  organic  matters  which  exist 
principally  as  minute  solids  in  a  state  of 
suspension  in  the  air,  are  not  affected  or 
removed  by  diffusion.  The  wind  when 
in  motion  causes  a  partial  vaccum  in  the 
interior  of  tubes,  such  as  chimneys  and 
ventilating  shafts  placed  at  right  angles 
to  its  course.  The  air  in  these  tubes 
being  thus  partiaUy  aspirated  or  sucked 
out  by  the  action  of  the  wind,  to  restore 
the  temporary  vacuum  so  made,  air  from 
below  rushes  up  to  take  its  place,  a  con- 
tinual current  in  a  perpencficular  direc- 


tion being  thus  set  up.  Perflation  by 
winds  is  the  setting  in  motion  of  masses 
of  air  by  the  impact  of  other  masses. 
This  action  is  illustrated  when  the  win> 
dows  on  opposite  sides  of  the  room  are 
fully  open.  The  room  is  rapidly  and 
continually  flushed  with  air,  an  enormous 
effect  being  produced,  for  it  has  been 
estimated  that  the  air  of  such  a  room 
may  be  renewed  many  hundred  times  an 
hour,  even  when  the  movement  of  air 
outside  is  only  two  miles  an  hour  or  1^ 
feet  per  second,  equivalent  to  a  very 
gentle  and  almost  imperceptible  breeze. 
Such  a  method  is  of  unquestionable  util- 
ity for  rapidly  changing  the  air  of  an  un- 
occupied room,  and  may  be  generally  put 
in  operation  in  summer  in  inhabited 
rooms  when  the  temperatures  outside 
and  inside  the  house  approximate.  In 
any  system  of  ventilation  that  depends 
entirely  on  the  wind  there  is  always  the 
difficulty  of  regulating  the  velocity  of  the 
current  according  to  the  amount  of 
movement  of  the  air,  and  during  complete 
calms  the  action  is  nil.  For  ventilating 
the  hold  and  interiors  of  ships  at  sea,  the 
wind  may  be  most  advant£^gfeously  util- 
ized. A  cowl  placed  so  as  to  face  the 
wind  conducts  the  air  below,  whilst  an- 
other reversed  so  !as  to  back  to  the  wind 
allows  the  used  air  to  escape. 

The  movement  due  to  masses  of  air  at 
different  temperatures  is  the  natural  force 
chiefly  relied  on  for  ventilating  the  inte- 
rior of  houses.  The  air  of  inhabited 
rooms  in  this  climate,  except  in  warm 
summer  weather,  is  at  a  higher  tempera- 
ture than  the  outer  air ;  hot  air  is  fight- 
er than  cold  air,  and  will  rise  for  cold  air 
to  take  its  place— in  fact,  heated  air  is 
displaced  upwards  by  colder  and  denser 
air.  In  a  room  as  usually  constructed 
with  sash  windows,  with  a  fire-place  and 
chimney,  but  without  any  special  means 
of  ventilation,  when  a  fire  is  burning  in 
the  grate  the  heated  air  of  the  room  in 
part  ascends  the  chinmey-flue,  and  in  part 
rises  to  the  ceiling.  Cold  air  from  out- 
side will  then  enter,  if  the  windows  be 
closed,  under  the  door,  under  the  skirt- 
ing boards,  between  the  sashes  of  the 
window,  and  through  any  other  chinks  or 
apertures  due  to  loose  fittings.  The  bricks 
and  plaster  of  the  walls  are  also  porous 
to  a  slight  extent,  and  if  not  covered  with 
paint  or  wall  paper  will  admit  air  to  a 
limited  extent.    Thus  a  large  volume  of 
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air  may  be  entering  a  room  in  cold 
weather  wben  the  fire  is  bnming  although 
there  be  no  Tisible  inlets,  and  the  amount 
of  air  thus  supplied  may  be  sufficient  for 
the  needs  of  two  or  three  persons  if  it 
were  properly  distributed.  But  such  is 
not  the  casa  The  cold  air,  which  enters 
chiefly  near  the  floor,  takes  as  straight  a 
course  as  possible  to  the  fire-place,  pro- 
ducing a  disagreeable  draught  to  the  feet 
of  the  occupants,  whilst  the  heated  and 
vitiated  air  near  the  ceiling  is  left  undis- 
turbed. It  has  been  found  practically 
that  to  prevent  draughts,  and  to  insure  a 
thorough  distribution,  fresh  air  should 
be  admitted  into  a  room  above  the  heads 
of  the  occupants,  an  upward  direction 
being  given  to  it,  so  that  it  may  impinge 
on  the  ceiling,  mix  with,  and  be  warmed 
by,  the  heated  air  in  this  situation,  fall 
gently  into  all  parts  of  the  room,  and  be 
gradually  removed  by  means  of  the  chim- 
ney-flue or  any  other  outlet.  The  inlet 
openings  for  fresh  air  now  most  in  use 
are  intended  to  serve  this  purpose. 
For  sash  windows  Hinckes  Bird's  meth- 
od, now  so  well  known,  of  placing  a  solid 
block  of  wood  under  the  lower  sash  of 
the  window  so  as  to  raise  the  top  of  the 
lower  :a8h  above  the  bottom  of  the  up- 
per, admits  the  air  in  an  upward  direc- 
tion to  the  ceiling  above  the  heads  of  the 
occupants.  Holes  bored  in  a  perpen- 
dicular direction  in  the  bottom  of  the 
upper  sash,  louvered  panes  to  replace  one 
of  the  squares  of  glass,  an  arrangement 
for  allowing  one  of  the  square  of  glass 
to  fall  inward  upon  its  lower  border  and 
providing  it  with  side  cheeks,  or  a  double 
pane  of  glass  in  one  square  open  at  the 
bottom  outside  and  at  the  top  inside— all 
effect  the  same  purpose  and  are  simple 
and  inexpensive  contrivances.  Wall  inlet 
ventilators,  as  the  Sherringham  valve  and 
Tobin's  tubes,  are  constructed  on  the 
same  principles,  fresh  air,  which  in  towns 
may  be  flitted  through  muslin  or  cotton 
wool,  or  made  to  impinge  upon  a  tray 
containing  water  so  as  to  deposit  its 
sooty  particles,  being  admitted  at  a 
height  of  about  6  feet  from  the  floor  and 
directed  uwards  towards  the  ceiling.  The 
usual  outlet  for  vitiated  air  is  the  chim- 
ney-flue, and  this  for  an  ordinary  me- 
dium-sized sitting-room,  with  a  fire  burn- 
ing, is  sufficient  for  three  or  four  people, 
provided  no  gas  is  alight,  or  the  gas  lamp 
has  its  own  special  ventilating  arrange- 
ments.     With    an    ordinary  fire,  from 


10,000  to  15,000  cubic  feet  of  air  are 
drawn  up  the  chimney  in  an  hour.  Valves 
placed  so  as  to  open  into  the  flue  near 
the  ceiling  are  sometimes  used  as  outlets 
for  foul  air,  such  are  Neil  Amott's  and 
Boyle's  valves,  which  permit  air  to  pass 
into  the  flue,  but  prevent  its  return ;  the 
only  objections  to  their  use  are  that  they 
occasionally  permit  the  reflux  of  smoke 
into  the  room,  and  their  movements  back- 
wards and  forwards  cause  a  slight  click- 
ing noise.  In  all  new  buildii^s  where 
efficient  ventilation  is  desired,  it  would 
be  preferable  to  construct  a  shaft  at  <H}e 
side  of,  or  surrounding  the  chimney-flue, 
with  an  inlet  near  the  ceiling  of  the  room 
and  the  outlet  at  the  level  of  the  chimney 
top,  so  that  the  air  escaping  from  the 
room  would  have  its  temperature  kept  up 
by  contact  with  the  chimney,  thus  aiding 
the  updraught,  whilst  the  risk  of  reflux 
of  smoke  would  be  avoided.  In  all  new 
domestic  buildings  a  very  great  improve- 
ment might  be  effected  by  providing  for 
the  warming  of  the  air  before  its  entry 
into  the  apartments.  The  window  and 
wall  inlet  ventilators  just  described  are 
occasionally  productive  of  draughts  in 
cold  weather,  so  that  it  is  more  usual  to 
find  them  closed  or  stopped  up  than  in 
action,  or  else  admitting  a  very  insuffi- 
cient supply  of  air;  but  if  the  air  be 
warmed  before  admittance  to  an  agree- 
able temperature  a  very  large  amount 
may  be  iQlowed  to  enter  without  the  fact 
bemg  known  to  the  occupants.  The  ven- 
tilating stove  invented  by  Captain  Ghtlton, 
the  Manchester  school  grate,  and  other 
forms  effect  this  purpose  in  the  following 
manner:  Behind  the  grate,  which  is 
lined  with  fire- clay,  is  a  chamber  into 
which  fresh  air  is  admitted  by  a  pipe  from 
the  outside.  The  air,  here  warmed,  is 
admitted  into  the  room  by  a  pipe  open- 
ing at  about  the  level  of  the  chimney 
breast  and  guarded  by  a  grating  which 
can  be  opened  or  closed  as  found  con- 
venient. In  the  Manchester  school  grate 
the  warmed  air  is  admitted  by  vertical 
pipes,  like  Tobin's  tubes,  opening  on  a 
level  with  the  chimney-piece.  The  dan- 
ger in  these  grates  is  that  cracks  may  be 
formed  by  tiie  heat  of  the  fire  in  the 
joints  or  in  the  cast-iron  plates  which 
surround  the  air  chamber,  and  thus  direct 
communication  be  established  between 
the  grate  and  air  chamber  with  the  result 
of  deleterious  products  of  combustion 
being  admitted  into  the  air  of  the  room. 
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When  the  stove  is  lined  with  fire-clay 
there  is  no  danger  of  the  air  in  the  cham- 
ber being  overheated,  producing  charring 
of  the  organic  matter  in  the  air  and  an 
offensive  smell,  which  is  often  noticed 
around  stoves  where  this  precaution  has 
not  been  taken.  In  Mr.  Saxon  SnelFs 
ventilatmg  thermhydric  stove. the  fresh 
air  is  warmed  by  passing  over  hot  water 
pipes  in  the  stove  before  entrance  into 
the  room,  the  hot  water  being  derived 
from  a  small  boiler  at  the  back  of  the 
grate.  The  temperature  of  the  water  is 
not  high  enough  to  overheat  the  air. 

Gas  is  being  gradually  introduced  for 
heating  purposes,  and  with  a  reduction 
in  its  price  we  may  lo5k  forward  to  its 
its  more  extended  use.  There  are  several 
ventilating  gas  stoves  by  which  air  is 
admitted  into  a  room  warmed  after  pass- 
ing through  the  sfcove.  It  is  important 
to  regulate  the  heat  carefully  so  as  not 
to  overheat  the  stove  and  the  air  which 
is  passing  through.  In  churches  and 
other  public  buildings  air  is  usually 
warmed  before  entry  by  passing  over  hot 
water  pipes  which  circulate  around  the 
buildiug  under  the  floor.  In  all  large 
buildings  the  combustion  of  gas  may  be 
made  a  very  effective  means  of  getting 
rid  of  foul  air.  It  hfli  been  found  by  ex- 
periment that  the  combustion  of  one 
cubic  foot  of  coal  gas  causes  the  discharge 
of  1,000  cubic  feet  of  air.  In  theaters 
where  gas,  although  being  gradually  re- 
placed by  the  electric  light,  is  stiU  much 
used,  the  extraction  of  foul  air  from  the 
roof  of  the  building  by  the  sunlight 
burners  presents  no  difficulty.  The  diffi- 
culty experienced  is  the  introduction  of 
fresh  air  from  below  without  causing 
draughts.  In  private  houses  the  use  of 
an  extractioD  shaft  over  the  gas  chande- 
lier, or  a  Benham's  ventilating  globe 
light,  or  a  Mackinnel's  ventilator,  greatly 
aids  the  extraction  of  foul  air  from  the 
ceiling,  and  is  then  directed  horizontally 
by  flanges  so  as  to  be  distributed  over 
the  room.  Outlets  in  the  ceiling  of  a 
room  may  become  inlets  when  a  strong 
fire  is  burning,  as  the  draught  up  the 
chimney  will  overbalance  the  extractive 
power  of  the  gas  and  cause  all  other 
openings  into  the  room  to  be  inlets. 
We  may  here  mentiou  an  ingenious 
method  for  warming  the  air  admitted  by 
Tobin's  tubes  into  a  room:  a  row  of 
small  Bunsen  burners  encircles  the  tube 


at  its  foot,  and  the  products  of  combus- 
tion are  conveyed  away  by  a  tube  which 
surrounds  the  Tobin  and  opens  into  the 
outer  air. 

In  large  public  buildings,  where  ex- 
pense is  no  object,  a  combined  method 
of  ventilation  by  propulsion  and  extrac- 
tion presents  many  advantages.  The 
amount  of  air  admitted  can  be  easOy 
regulated,  warmed,  cooled,  or  moistened, 
and  freed  from  impurities  by  filtration, 
and  enormous  volumes  are  capable  of 
being  sq  supplied  by  propulsion  and  re- 
moved by  the  extractive  powers  of  a  fur- 
nace. In  the  Houses  of  Parliament 
where  this  system  is  in  operation,  air  is 
propelled  by  rotatory  fans  along  conduits 
to  the  basement,  where  it  is  warmed  in 
winter  by  passing  over  steam  pipes,  and 
then  passes  upwards  through  shafts  into 
the  space  beneath  the  grated  floor  of  the 
House.  The  heat  can  be  regulated  by 
covering  the  steam  pipes  with  woolen 
cloths,  and  in  summer  the  entering  air 
can  be  sprayed  with  water  or  cooled  by 
passing  over  ice  in  the  conduits.  The 
vitiated  air  in  the  House  passes  through 
a  perforated  glass  ceiling  in  the  roof,  and 
is  then  conducted  by  a  shaft  to  the  base- 
ment of  th^  Clock  Tower,  where  it  passes 
into  the  flue  of  a  large  furnace. 

The  introduction  of  electricity  for 
lighting  and  of  gas  for  heating  purposes 
will,  in  the  case  of  both  public  and  pri- 
vate buildings,  considerably  modify  the 
methods  of  ventilation  now  most  gener- 
ally used. 


AcooBDiNa  to  Messrs.  Moss  &  Co.'s 
"  Steamship  Circular,"  "  the  anticipation 
that  a  very  considerable  reduction  of 
tonnage  would  be  shown  when  the  re- 
turns of  the  output  for  1885  were  made 
up,  has  proved  correct.  Statistics  are 
briefly  thus:  Tonnage  built  in  United 
Kingdom,  1883,  1,250,000  tons;  1884, 
958,000  tons;  and  1885,  540,000  tons; 
or  a  reduction  of  750,000  tons  on  the 
output  of  two  years  since.  This  should 
have  a  serious  effect  on  the  value  of 
steam  shipping,  and  if,  as  seems  very 
probable,  the  output  of  1886  will  be  even 
lower  than  1885,  we  may  then  reasonably 
hope  that  the  excessive  over-production 
has  been  fairly  checked,  and  that  sup- 
ply and  demand  will  be  more  evenly 
balanced.*' 
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ELECTRICAL  TRANSMISSION  OF  POWER. 

Bt  CHA8.  J.  VAN  DEPOBLE. 
From  *Yrhe  Telegraphic  Journal  and  Bleotrical  ReTiew." 


DuRiNa  the  stunmer  months  of  1885  I 
entered  into  a  contract  with  the  direct- 
ors of  the  Toronto,  Ont.,  annual  exhibi- 
tion, to  run  a  train  of  three  cars  and  a 
motor  car  from  the  street  railway  termi- 
QUr)  to  the  upper  grounds  of  the  exposi- 
tion, a  distance  of  a  mile.  Having  only 
a  single  track,  I  had  to  prepare  here  for 
a  light  train  and  good  speed.  The  plant 
consisted  of  the  following : 

One  steam  engine,  10  by  16,  running 
125  revolutions  per  minute,  driving  an 
ordinary  40-light  (arc)  machine,  having 
an  E.M.F.  of  about  1,400  volts  and  an 
intensity  of  current  of  about  18  amperes. 
The  engine  and  dynt^mo  were  placed  in 
Machinery  Hall,  close  to  the  boiler  room. 

The  dynamo  was  connected,  one  pole 
with  the  rails,  which  were  fastened  to- 
gether by  means  of  fish  plates,  and  the 
other  pole  to  an  overhead  wire,  hanging 
over  the  center  of  the  track,  by  means  of 
arms  extending  from  poles  placed  along 
the  length  of  the  track.  On  the  top  of 
the  car,  on  which  the  motor  was  placed, 
was  a  contact  wheel  carried  by  a  pivoted 
beam,  the  latter  being  provided  with  a 
spring  on  one  end  pressmg  the  wheel  at 
the  other  end  up  against  the  underside 
of  the  overhead  wire.  This  contact 
wheel  was  in  communication,  by  means 
of  a  flexible  cable,  with  the  switches, 
rheostat  and  motor ;  from  the  motor  the 
current  was  carried  to  the  axles  of  the 
wheels,  the  wheels  to  the  track,  thus 
closing  the  circuit  upon  the  generator. 

We  began  placing  poles,  &c.,  on  Sep- 
tember 1st,  and  made  our  first  trip  on 
September  5th.  Prom  beginning  till  end 
not  the  slightest  hitch  occurred,  running 
regularly  from  8  a.m.  till  10.30  p.m.  with- 
out stopping  a  minute.  On  many  occa- 
sions we  carried  from  225  to  250  people. 
One  end  of  the  track  we  had  a  200 
feet  curve  to  start,  then  a  level  of  some 
2,000  feet,  with  two  curves  of  about 
1,000  feet  radius,  then  a  grade  of  some 
1,500  feet,  gaining  graduidly  to  about  6 
per  cent.  The  rest  of  the  road  had  a 
downward  grade  to  the  terminus,  which 
made  it  a  disadvantage  in  starting.    As 


above  said,  the  distance  was  a  mile,  and 
the  round  trip  never  exceeded  eight  min- 
utes, so  that,  including  starting  and 
stopping,  we  made  for  part  of  the  way 
at  least  30  miles  per  hour.  During  the 
last  five  days  of  tiie  fair  we  carried  50,- 
000  people.  The  consumption  of  coal,  as 
given  by  Doty  &  Sons,  who  ran  the  en- 
gine, was  on  an  average  of  1,000  lbs.  in 
10  hours. 

llie  next  step  was  to  South  Bend,  Ind., 
where  we  eqipped  four  ordinary  street 
cars,  one  large  open  car  with  a  10  H.  P. 
motor,  and  the  other  three  closed  cars 
each  with  a  5  H.  P.  motor.  The  large 
car  was  run  for  the  first  time  on  Novem- 
ber 14th,  1885,  and  was  packed  with  hu- 
manity to  its  utmost  capacity.  Every- 
thing worked  like  a  chann.  The  plant 
consists  at  present  of  the  following : — ^A 
50  H.  P.  water  wheel,  and  two  20  H.  P. 
generators,  and,  as  above  stated,  one  10, 
and  three  5  H.  P.  motors.  The  track  is 
laid  with  the  ordinary  flat  rail,  so  in 
order  to  connect  the  rails  together  we 
placed  copper  plates  3  inches  by  12  inches 
under  the  joints  and  spiked  the  rails 
down  on  both  sides  of  the  track,  so  that 
there  is  no  chance  of  breaking  circuit. 
As  will  be  understood,  the  rails  in  the 
present  case  form  again  one  part  of  the 
circuit,  the  other  part  consists  of  a  cop- 
per wire  i-inch  diameter  suspended  above 
the  track^  from  cross  wires  fastened  to 
poles  placed  near  the  curbstone,  and  at  a 
distance  of  about  100  feet  apart  From 
the  under  side  of  this  copper  wire  or 
conductor  hangs  a  carriage,  fastened  to 
a  flexible  cable,  passing  to  the  inside  of 
the  car,  where  it  is  in  connection  with 
the  switches,  the  motor,  &c. ;  this  car- 
riage travels  along  with  the  car,  and 
makes  a  perfect  contact  After  the  first 
trial  of  November  14th  the  5  H.  P.  mo- 
tors were  soon  in  place  and  have  worked 
admirably.  The  tracks  are  never  per- 
fectly clean,  on  account  of  constant  traffic 
over  the  road,  but  since  both  rails  are 
connected  and  also  all  four  of  the  wheels, 
it  is  almost  impossible  to  break  circuit 
between  the  motor  and  the  rails.    The 
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cars  have  run  right  along  through  mud 
aud  snow,  and  no  trouble  has  been  expe- 
rienced with  the  circuit. 

On  running  the  four  cars  at  once,  the 
generators  work  perfectly,  from  6  in  the 
morning  until  11  p.  m.,  requiring  not  the 
slightest  attention ;  the  brushes  are  set 
in  the  morning,  and  are  not  touched 
afterwards.  •  Every  car  works  independ- 
ently, back  or  forward,  without  interfer- 
ing with  the  others ;  the  division  of  the 
current  leaVes  nothing  to  be  desired. 
The  only  trouble  we  have  encountered 
with  the  plant  has  been  with  some  small 
mechanical  details,  such  as  link  bolts 
breaking,  &c.  These,  of  course,  being 
small  matters  are  easily  remedied.  The 
main  point  here  was  the  electrical  part, 
and  this  has  proved  to  be  an  unqualified 
success. 

The  length  of  the  present  road  is 
about  2^  miles.  The  other  roads  will  be 
equipped  as  soon  as  the  weather  allows 
of  the  placing  of  the  poles  for  the  cross 
wires. 

On  the  6th  day  of  October,  1885,  we 
entered  into  a  contract  with  Mr.  McCon- 
nico,  President  of  the  New  Orleans  Ex- 
position, to  run  a  train  of  cars  in  the 
grounds,  with  a  carrying  capacity  of  from 
180  to  200  people.  This  road  is  similar 
to  the  one  in  Toronto,  nearly  a  mile 
long,  running  from  St.  Charles  Street 
main  entrance,  along  the  government 
buildings  through  the  grounds,  to  the 
main  bmlding  and  Art  HalL 

All  was  ready  for  operation  for  the 
opening  day,  but  on  account  of  delay  in 
obtaining  steam  power,  we  only  began 
running  regularly  on  December  14. 

The  heaviest  work  we  have  done,  so 
BO  far,  is  in  Minneapolis,  Minn.,  and  that 
during  the  winter  months  when  snow 
and  ice  are  faithful  companions  on  the 
track ;  whether  invited  or  not,  they  are 
there,  and  never  fail. 

Before  undertaking  the  job,  I  was  very 
much  afraid  that  electricity  would  not  be 
practicable  in  a  clitnate  wnere  the  ther- 
mometer rises  seldom  above  the  freezing 
point  for  at  least  three  months  of  the 
year.  All  my  fears,  however,  have  been 
removed  in  the  past  six  weeks ;  we  have 
ascended  the  grades  and  turned  the 
curves  with  at  least  as  much  facility  as 
the  steam  dummies. 

The  electrical  plant  consists  at  present 
of  one  60  H.  P.  generator  and  a  50  H.  P. 


motor.  Our  circuit  consists  of  the  nuls 
for  one  side  and  an  overhead  copper  wire 
^inch  in  diameter  for  the  other  sida 

In  South  Bend  we  have  water  power 
as  the  prime  motor.  We  ran  for  the  first 
time  on  New  Tear's  Eve,  1885,  and  con- 
tinued on  New  Tear's  Day.  The  water 
wheel  had  no  governor,  and  we  found  it 
rather  dangerous  for  the  generator.  As 
the  water  wheel  had  to  be  governed  by 
hand,  it  was  impossible  to  keep  the  speed 
anywhere  near  constant.  It  was  decided 
to  put  a  governor  on  before  running 
regularly.  Several  trips,  however,  were 
made  over  the  entire  length  of  the  road, 
giving  entire  satisfaction.  The  weight 
of  motor  is  3,500  lbs.,  and  the  total 
weight  of  motor  car  or  electric  locomo- 
tive is  8  tons.  The  passenger  cars  in 
use  here  are  similar  to  those  on  the  New 
Tork  Elevated.  In  some  instances  we 
had  three  to  four  inches  of  solid  ice  on 
the  track  and  broke  our  way  through  it 
without  the  least  trouble ;  in  a  few  days 
the  water  power  will  be  in  shape  to  run 
regularly,  when  we  will  run  on  schedule 
time. 

Thus  far  we  have  demonstrated  that 
electric  railroads  can  be  operated  any- 
where where  the  steam  motor  can  go, 
and  that  there  is  much  in  favor  of  the 
electric  motor  in  cold  countries  is  very 
evident;  there  is  no  danger  of  pumps 
freezing  up,  nor  of  breaks  becoming  in- 
operative; no  water  tanks  are  needed 
along  the  road,  nor  is  there  any  coal  to 
be  taken ;  in  fact,  there  are  thousands  of 
advantages  in  the  application  of  the  elec- 
tric locomotive  on  street  and  other  rail- 
roads. Whenever  water  power  is  obtain- 
able the  economy  need  not  be  disputed, 
and  even  in  the  case  where  steam  is  to 
be  used  as  a  prime  motor  there  will  be 
considerable  economy. 

No  cheaper  or  better  plant  can  be  ex- 
pected to  run  light  trains  on  suburban 
roads  than  the  electric  motor;  as,  for 
instance,  in  the  Detroit  road  now  in 
progress,  connecting  the  latter  city  with 
Dearborn,  a  single  tedn  will  be  run  with 
six  large-sized  street  cars ;  the  speed  will 
be  from  15  to  20  miles  an  hour,  the 
length  of  this  road  is  nearly  three  miles, 
and  it  will  be  in  operation  in  a  few 
weeks. 

A  similar  road  will  be  in  operation 
early  in  the  spring  in  Appleton,  Wis. 
In  this  case,  however,  six  cars  will  be 
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equipped  with  10  horse-power  motors 
and  ran  independently;  the  length  of 
road  is  about  eight  miles;  the  speed 
about  ten  miles  per  hour.  Water  power 
will  be  used  to  run  the  generators. 

The  street  railway  in  Montgomery, 
Ala.,  is  now  being  equipped  with  our 
motors,  twelve  cars  in  fdl,  and  will  be 
running  within  thirty  days. 

in  aU  the  above  places  we  .are  using 
overhead  conductors,  which  are  no  more 
of  an  obstruction  than  the  ordinary  tele- 
graph and  electric  light  wires;  in  fact 
much  less,  since  the  conductors  are  over 
the  center  of  the  roads,  so  that  wherever 
wires  are  allowed  for  other  purposes, 
they  cannot  be  refused  for  the  present 
purposes.  I  do  not  believe,  however, 
that  overhead  wires  would  be  practical  in 
large  cities  where  other  wires  have  to  be 
buried ;  but  in  this  case  the  electric  con- 
ductors can  be  placed  underground  in 
conduits  similar  to  those  used  for  cable 
cars^     This  will  be  much  more  expensive 


than  the  overhead  conductors,  but  it  will 
be  a  permanent  an  practical  fixture. 

I  feel  Borry  that  I  have  not  found  more 
time  to  prepare  some  figures  with  regard 
to  tests  of  motors  and  general  transmis- 
sion, but  the  above  is  a  resume  from  prac- 
tical experience  and  facts  on  the  track 
instead  of  on  paper.  I  am  a  solid  be- 
liever in  the  saying  that  experience  is  the 
best  teacher,  and  to  all  the  above  I  have 
attended  personally  from  beginning  to 
end,  and  am  more  than  ever  convinced 
that  the  electrical  transmission  of  power 
has  not  only  ceased  to  be  ephemeral,  but 
has  become  a  real  fact  and  a  blessing  to 
the  world.  All  is  ready,  it  has  only  to 
be  appHed  judiciously  and  success  is 
imminent.  Thousands  of  horse-power 
are  now  running  waste  in  our  waterfalls 
which  can  all  be  utilized  to  advantage,  in 
some  cases  running  our  tramways,  in 
others  our  factories,  &a,  giving  at  the 
same  time  light  and  cheer  during  the  ab- 
sence of  old  Sol. 


A  NEW  SUBSTANCE  FOR  SUBAQUEOUS  FOUNDATIONS. 

Bt  b.  gaebtner. 
Translated  for  Abstracts  of  iDstitntion  of  Civil  Engineers. 


In  carrying  out  pneumatic  foimda- 
tions  an  iron  caisson  of  the  form  of  the 
object  required  is  generally  used  as  a 
working  chamber.  The  masonry  carried 
up  upon  this  is  usually  constructed  within 
an  iron  sheathing,  which  serves  to  pro- 
tect the  new  work  from  injury  by  friction 
as  it  is  pressed  down  into  the  ground, 
and  also  acts  as  a  cofferdam.  The  cais- 
son and  the  sheathing  remain  permanent- 
ly in  the  structure.  Many  attempts  have 
been  made  to  lessen  the  cost  of  this  sys- 
tem, caused  by  the  loss  of  the  iron. 
Works  have  been  carried  out  in  which 
the  caisson  served  only  as  a  diving-bell, 
and  was  afterwards  removed;  but  this 
method,  apart  from  its  great  cost,  only 
answers  where  the  foundation  does  not 
go  deep  into  the  bottom,  and  then  only 
for  special  cases. 

In  another  direction  saving  of  cost  has 
been  sought  by  removing  the  upper  iron 
sheath  after  the  masonry  has  been  car- 
ried up  sufficiently  high,  and  using  it 
again. 


Already  in  1851  Pfannmiiller  had  sug- 
gested in  a  scheme  for  bridging  the  Bhine 
at  Mainz  that  the  upper  portion  of  the 
iron  sheaths  for  the  piers  should  be 
screwed  off  when  the  masonry  was  car- 
ried up  above  the  water-level,  and  used 
again  at  another  pier.  In  the  case  of  the 
Saltash  Bridge,  Mr.  Brunei  removed  the 
iron  cylinders,  37  feet  in  diameter,  for 
the  whole  depth  of  about  56  feet,  in  which 
the  piers  were  not  imbedded  in  the  bed 
of  the  estuary.  In  constructing  the  Ant- 
werp quays,  the  contractors  built  the  ma- 
sonry, which  was  founded  upon  pneu- 
matically sunk  caissons,  within  massive 
iron  sheathings,  which,  when  the  masonry 
was  far  enough  advanced,  were  unbolted 
from  the  caissons,  lifted  bodily,  and  re-, 
used  at  another  part  of  the  wall.  As  the 
foundation  of  the  masonry  did  not  go 
far  into  the  solid,  the  friction  to  be  over- 
come in  Hfting  these  sheathings  was  not 
great. 

In  1882  the  Society  Italiana  began  the 
founding  of  a  quay-wall,  about  220  yards 
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in  length,  along  the  corrected  coarse  of 
the  Tiber  for  the  protection  of  the  Villa 
Famesina.  The  work  was  all  done  in 
the  dry,  the  great  curve  of  the  Tiber  not 
being  cut  out  till  later.  The  wall  was 
founded  upon  a  series  of  iron  caissons, 
65  feet  7  inches  long,  15  feet  9  inches 
wide,  and  29  feet  6  inches  deep.  The 
masonry  was  brought  up  for  23  feet  in 
rough  tufa  and  puzzuolana-mortar,  and 
for  the  remaining  6  feet  with  a  facing  of 
travertin  blocks. 

A  sheathing  of  unusual  construction, 
which  was  put  up  to  its  full  height  at 
once,  was  used,  perhaps,  rather  as  a  pro- 
tection during  the  sinking  for  the  rough 
masonry  in  slow-setting  mortar,  than  as 
a  cofferdam  in  which'  to  build  the  upper 
masonry.  This  sheathing  consisted  of 
vertical  iron  plates  23.6  inches  wide,  con- 
nected together  by  two  flat  bars  riveted 
together,  between  which  the  edge  of  the 
plates  was  pushed.  There  was  no  filling 
or  caulking  of  the  joints,  and  no  attach- 
ment to  the  caisson.  When  a  length  of 
walling  was  finished,  the  plates  and  bars 
were  pulled  out  and  used  again  in  an- 
other length. 

Inspired  by  these  works  the  author 
designed  a  '^  foundation  mantle,"  which 
easily  takes  to  pieces,  and  is  adaptable 
to  any  form  of  caisson.  It  consists  of 
vertical  plates,  0.2  inch  thick  and  2  feet 
7  inches  wide,  in  6  feet  7  inches  lengths, 
joined  together  at  the  horizonal  points 
Dy  double  coverplates  and  a  double  row 
of  bolts.  Laterally  these  plates  are  kept 
in  position  by  fitting  in  a  riveted  x 
formed  of  two  bars,  5.9  inchesXO.47 
inch,  separated  by  a  bar,  2  inches  X  0.27 
inch,  all  three  being  riveted  together. 
The  vertical  plates  are  not  fastened  to 
these  X  irons,  but  the  joint  is  caulked. 
The  jds  break  joint  with  the  plates,  and 
are  only  lightly  attached  to  the  caisson. 

In  the  winter  of  1883-4  the  two  abut- 
ments and  two  piers  of  the  bridge  over 
the  Wisloca  at  Dembica,  in  Qalicia,  were 
erected  upon  this  plan.  The  area  of  the 
ofundation  of  the  abutments  is  68 
square  yards  each,  and  of  the  piers  57 
square  yards.  The  foundations  varied  in 
depth  from  20  to  26  feet  below  low  water, 
and  from  28  to  37  feet  below  the  ground 
level,  and  four  or  five  rows  of  the  mov- 
able plates  were  used  accordiiig  to  cir- 
cumstances. The  materials  sunk  through 
were  sand  gravel  first,  and  lower,  stiff 


clay.  When  the  foundation  of  one  pier 
was  completed  and  the  masonry  brought 
up  high  enough,  the  sheath  was  removed 
to  the  next  pier.  It  was  used  four 
times. 

To  obviate  any  danger  of  bolt-heads 
or  rather  projecting  pieces  catching  on 
the  masonry  as  it  is  being  drawn  ou^  the 
space  between  the  sheath  and  the  ma- 
sonry is  filled  with  sand  as  the  latter 
progresses.  The  sheath  is  removed  by 
windlasses,  which  draw  out  the  vertical 
plates  and  fish-joints  one  by  one.  The 
joint  between  the  sheath  and  the  caisson 
IS  simply  broken  in  this  operation. 

The  weight  of  the  sheath,  including  all 
joints  and  fastenings,  is  for  the  lowest 
row  of  plates  19  lbs.  per  square  foot,  and 
for  the  rest  15.6  lbs.  If  tiie  plates  have 
to  be  re-used  over  a  caisson  of  different 
shape  from  the  one  from  which  they  are 
being  taken,  it  may  be  necessary  to  bend 
them  to  the  required  curve,  and  to  this 
end  they  must  be  of  the  best  material ; 
the  vertical  fish-joints  are  the  same  for 
all  shapes  of  caisson. 

It  had  been  intended  to  make  careful 
tests  to  ascertain  the  amount  of  friction 
encountered  in  drawing  off  the  sheath, 
but  the  floods  of  June,  1884,  made  it 
necessary  to  get  the  work  done  as  soon 
as  possible,  and  the  tests  were  therefore 
confined  to  the  right  pier,  which  was  115 
feet  from  the  bank,  and  founded  21.6 
feet  below  low  water  and  38  feet  below 
the  surface  of  the  ground,  made  up  of — 

Sand  and  day 10.50  feet 

Loose  stones  and  sand 18.60    *' 

Firm  clay 8.90    ** 

While  the  sinking  of  one  of  the  cais- 
sons was  in  progress,  the  giving  way  of 
the  joints  of  two  of  the  verti^  plates 
at  their  joining  with  the  caisson,  gave 
the  opportunity  of  calculating  the  exter- 
nal friction,  the  bottom  of  the  caisson 
being  at  the  time  5.2  feet  below  low 
water,  and  23.3  feet  below  the  surface  of 
the  ground.  This  gave  a  resistance  due 
to  friction  of  5.1  tons  per  foot  run  of 
circumference,  equivalent  to  492  pounds 
per  square  foot  of  surface  of  the  sheath- 
ing. 

These  and  some  observations  of  other 
plates  which  gave  way  on  the  further 
sinking  of  the  caisson,  taking  into  ac- 
count the  degree  in  which  they  followed 
the  caisson  or  stayed  behind,  showed 
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that  the  earth-pressure  on  the  inside  of 
the  sheathing  is  proportional  to  the  fric- 
tion just  as  is  the  case  on  the  outside. 

These  slight  observations  showed  that 
the  coefficient  of  friction  inside  is  at  least 
as  great,  if  not  greater,  than  that  out- 
side, and  that  therefore  passive  earth- 
pressure  produces  as  great  an  amount  of 
friction  as  active  earth-pressure.  It  was 
now  of  interest  to  determine  the  resist- 
ance to  friction  when  both  surfaces  of 
the  sheathing  were  shding,  as  is  the  case 
when  the  sheathing  is  drawn  off,  instead 
of  only  one  as  in  the  former  cases,  and 
whether,  as  must  be  theoretically  as- 
sumed, the  resistances  work  simultane- 
ously on  both  sides  of  the  plate,  and  are 
thus  proportional  to  the  sum  of  the  in- 
ner and  outer  coefficients  of  friction.  If 
this  is  so  a  comparison  of  the  theoretical 
calculated  outside  friction  with  the  ob- 
served resistance  to  the  drawing  up  of 
the  sheathing  should  show  the  former  to 
be  at  most  one-half  the  latter. 


The  calculations  have  been  made  for 
all  the  cases  in  which  the  plates  were 
above  water  (there  being  no  theory  giv- 
ing useful  results  for  mateiial  permeated 
by  water). 

The  theoretical  earth-pressure  was  de- 
termined by  Rebhann's  Construction  in 
which  the  weight  of  the  material  was 
taken  at  98.3  pounds  per  cubic  foot,  and 
the  angle  of  repose  for  sand  with  loam 
at  38°,  and  gravel  and  sand  36°.  After  a 
long  series  of  observations  the  coefficient 
of  friction  for  the  outside  was  found  to 
be  0.466,  and  for  the  inside  0.588,  or  20 
per  cent,  greater  than  the  outside  fric- 
tion. The  results  of  the  calculations 
were  reduced  to  diagrams  which  thor- 
oughly proved  that  with  the  simultane- 
ous action  of  two  surfaces  of  the  same 
body  (as  in  the  case  of  the  sheathing 
when  being  drawn  off),  the  resistances  to 
friction  act  simultaneously  on  the  two 
surfaces,  and  therefore  must  be  added 
together. 


a. 

b. 

c. 

d. 

Mean  Resistance  to  the  ^ 

iVind'g  up  of  the  Yertical  Plates  of  the  8heath*g. 

Depth  below  Sarface 

• 
of  Ground  in  Meters. 

Per  Plate  2  Feet 

Per  1  Meter  of  Circum- 

Per Square  Meter  of 
Sheathing. 

7  Inches  Wide. 

ference  of  Sheathing. 

Tonnes. 

Tonnes. 

Kilograms. 
(               177 
1(86.8  lbs.  per  sq.  foot) 
354 

(  1.0 

1(3.28  feet) 

(  0.140 
1(0.188  ton) 

(  0.177 

1(0. 058  ton  per  ft.) 

2.0 

0.560 

0.709 

8.0 

1.890 

1.759 

586 

4.0 

2.620 

8.816 

829 

5.0 

4.560 

5.772 

1,154 

6.0 

5.550 

7.025 

1,171 

6.5 

6.290 

7.962 

1,224 

6.75 

7.290 

9.227 

1,867 

7.10 

9.150 

11.582 

1,681 

(    7.50 
1(24.6  feet) 

(  11.810 
1(11.18  tons) 

(14.816 

1(4. 295  tons  per  ft.) 

(            1,908 
l(891.11bs.  per  sq.ft.) 

The  above  table  refers  to  the  land  pier 
on  tixe  right  bank  of  the  Wisloca.  From 
this  table  it  is  seen  that  the  friction  at 
considerable  depths,  and  especially  where 
the  earth  is  saturated  with  water,  in- 
creases very  rapidly.  The  mean  water- 
level  in  the  case  of  the  pier  to  which  the 
table  refers  was  about  4.7  meters  (15.4 
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feet)  below  the  surface  of  the  ground. 
The  observations  and  calculations  de- 
scribed in  the  paper  were  made  by  Mr. 
Adolf  Titz^e,  who  was  the  engineer  in 
charge  of  the  works  on  behaSf  of  the 
firm  who  built  the  bridge,  the  author  of 
the  paper  being  a  member  of  the  firm. 
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THE 


INJURIOUS  EFFECT  OF  A  BLUE 

IRON.* 


HEAT  ON    STEEL  AND 


By  C.  B.  8TR0METEK,  Assoc  M.  Inst.  C.E. 
From  "The  Engineer." 


It  was  stated  that,  in  spite  of  the  many 
excellent  qualities  possessed  by  mild 
steel,  and  in  spite  of  its  extended  use  for 
shipbuilding  and  for  marine  boilers,  many 
engineers  considered  it  a  treacherous 
material.  They  were  able  to  adduce  nu- 
merous instances  in  which  steel  plates 
and  bars  had  failed,  in  their  opinion,  in 
an  unaccountable  manner.  In  nearly  all 
such  cases  a  cursory  examination  brought 
out  the  fact  that  the  plates  in  question 
had  been  subjected  to  bending  or  ham- 
mering while  hot,  and  there  could  be 
little  doubt  that  while  they  were  being 
worked  these  plates  were  at  a  blue  heat, 
or  as  smiths  and  boilermakers  termed  it, 
a  black  heat.  It  should  by  this  time  be 
well  known  that  such  treatment  was  the 
most  injurious  to  which  steel  c^uld  pos- 
sibly be  subjected,  and  therefore  such 
failures  could  not  be  properly  regarded 
as  unaccountable.  Iron  possessed  the 
same  peculiarity,  but  being  less  ductile 
than  steel,  similar  failures  were  not  so, 
glaring 

The  author  then  mentioned  cases  in 
which  plates,  both  of  iron  and  steel,  had 
failed  without  this  treatment,  although 
the  quality  of  the  material  was  good,  ac- 
cording to  the  usual  tests.  Three  hun- 
dred and  thirty  experiments  had  been 
made  in  connection  with  the  subject  of 
the  paper,  and  consisted  mainly  of  bend- 
ing and  of  tension  tests.  The  results 
were  contained  in  tables  and  in  diagrams. 


It  appeared  that  the  limit  of  elasticity 
of  both  iron  and  steel  was  raised  by  re- 
peated tension  testing.  In  some  cases 
the  limit  rose  above  the  original  breaking 
stress,  although  the  ultimate  breaking 
stress  was  only  slightly  affected.  The 
total  elongation  was  reduced  by  previous 
mechanical  operations,  while  the  contrac- 
tion varied  considerably.  A  test  piece 
which  had  been  shorisned  when  cold 
showed  a  reduction  of  the  elastic  limit, 
but  another  piece  which  had  been  short- 
ened when  hot  showed  an  increase. 

By  the  expression  "blue  heat"  the 
author  meant  to  include  all  those  tem- 
peratures which  produced  discolorations 
(ranging  from  light  straw  to  blue)  of  the 
surfaces  of  bright  steel  or  of  iron. 

The  author  showed  that  steel  which 
had  been  bent  cold,  either  once  or  twice, 
would  stand  almost  as  many  subsequent 
bends  as  the  original  test  pieces.  But  if 
the  same  material  W8W  bent  once  while 
blue-hot  it  lost  a  great  deal  of  its  ductil- 
ity. Out  of  twelve  samples,  in  which 
two  preliminary  hot  bends  were  made, 
nine  broke  with  a  single  blow  of  a  ham- 
mer, and  the  other  three  only  stood  one 
or  two  subsequent  bends.  Thin  Low- 
moor  iron  did  not  break  quite  so  easily, 
but  supported  about  one-half  the  origi- 
nal number  of  bends.  The  following 
Table  contained  some  of  these  results : 


Unprepared  or  annealed. 
Broken  hot  (blue) 


1  preliminary  hot  bend. . 

2  **  "    bends. 


1  preliminary  cold  bend. . 

2  "  **    bends. 
4          **  **        ** 


Medium 

Mild 

Hard  Steel 

Steel. 

fin. 

»in. 

21 

12J 

2* 

4 

8  mean 

2imean 

20 

19i 

§j 

— 

— 

I 

Very  Mild  Lowmoor. 
Steel.     I      Iron* 
f  in.  A  hi- 


26 
3* 


20 
8 


11  mean   12  mean 
I  **   !  10 


19 
13 
15 


18 

11 

6 


*  A  Paper  read  before  the  Institution  of  Clyil  EoRiDers  on  the  16th  of  January. 
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The  experimeDts  all  pointed  unmistak- 
ably to  the  great  danger  incurred  if  iron 
or  steel  were  worked  at  a  blue  heat. 
The  difference  between  good  iron  and 
mild  steel  seemed  to  be,  that  iron  broke 
more  readily  than  steel  while  being  bent; 
that  iron  suffered  more  permanent  injury 
than  steel  by  cold  working,  but  that  if  it 
had  successfully  withstood  bending  when 
hot,  there  was  little  probability  of  its 
flying  to  pieces  when  cold,  like  mild 
steel. 

It  was  a  common  practice  amongst 
boilermakers  to  '^  take  the  chill  out  of  a 
plate "  if  it  required  a  little  settling,  or 
to  set  a  flanged  plate  before  it  was  cold. 
This  was  nothing  else  than  working  it 
blue  hot,  and  should  not  be  allowed.  All 
hammering  or  bending  of  iron  and  steel 
should  be  avoided,  unless  they  were 
either  cold  or  red-hot.  Where  this  was 
impossible,  and  where  the  plate  or  bar 
had  not  broken  while  blue-hot,  it  should 
be  subsequently  annealed.  It  was  satis- 
factory to  learn  that,  since  the  introduc- 
tion of  mild  steel,  a  practice  had  'been 
gaining  ground  amongst  boilermakers, 
which  must  have  the  effect  of  guarding 


against  such  failures,  and  should  be  en- 
couraged. It  consisted  in  the  cessation 
of  work  as  soon  as  a  plate,  which  had 
been  red  hot,  became  so  cool  that  the 
mark  produced  by  rubbing  a  hammer 
handle  or  other  piece  of  wood  over  it, 
would  not  glow.  A  plate  which  was  not 
hot  enough  to  produce  this  effect,  yet 
too  hot  to  be  touched  by  hand,  was  most 
probably  blue-hot,  and  should  under  no 
circumstances  be  hammered  or  bent. 

The  theory,  that  local  heating  of  a 
plate  set  up  strains  which  sometimes 
caused  failures,  did  not  appear  to  be  sup- 
ported by  the  experiments.  But  it  was 
doubtful  whether  the  proposal  to  locally 
reheat  a  plate,  which  had  been  worked 
when  hot,  in  order  to  anneal  this  part, 
should  be  carried  out.  Several  test  pieces 
were  made  red-hot  or  blue- hot,  and  then 
were  slowly  cooled,  by  holding  one  of 
their  edges  in  cold  water.  As  might 
have  been  expected,  the  medium  hard 
steel  lost  much  of  its  ductility.  The 
other  steels  and  the  iron  were  not  greatly 
affected,  as  would  be  seen  from  the  fol- 
lowing Table : 


Medium 
Hard  Steel 

Mild 
Steel. 

Very  Mild 
Steel. 

Lowmoor 
Iron. 

Unprepared  or  annealed r 

21 

24 

1 

8 
3 

12J 

10 

10 

8 
6i 

26 

19 

26 
19,19 

20 

Ouenched  red  hot  in  boillnfir  water 

**             **            cold  water 

20 

Red-hot,  quenched  cidge  in  cold  water 

27 

Blue      **                **                   **         

21,  14 

The  author  concluded  by  suggesting 
that  the  question  should  be  further  in- 
vestigated, and  that  steel  manufacturers 
should  endeavor  to  ascertain  whether 
every  quaUty  of  steel  was  made  perma- 
nently brittle  by  being  worked  at  a  blue 
heat,  or  whether  this  was  independent  of 
the  various  impurities  contained  in  it; 
and  also  whether  prolonged  exposure  to 
a  blue  heat  could  produce  the  same  effect. 


In  a  letter  in  reply  to  an  epistolary 
communication  of  certain  arguments  as 
to  the  dimensions  and  relative  distances 
of   molecules    advanced    by  Mr.   Jules 


Bourdin,  and  published  in  Xa  Lumiere 
J^lectrique,  Professor  Clausius  says,  that 
the  mean  path  of  the  molecules,  multi- 
plied by  eight,  is  to  their  diameter  as  the 
total  volume  occupied  by  the  gas  is 
the  volume  occupied  by  the  molecules ; 
and  that  if  the  gas  departs  from  the  la^^ 
of  Boyle  and  Gay-Lussac,  the  departure 
is  due  to  several  causes,  one  of  which  is 
that  the  volume  actually  occupied  by  the 
molecules  cannot  be  neglected  as  com- 
pared with  the  total  volume  of  the  gas. 
In  order  to  explain  the  propagation  of 
luminous  waves  across  space,  it  is  requi- 
site to  admit  the  existence  of  a  matter 
susceptible  of  more  subtle  division  than 
the  ponderable  gases. 
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Sewebaob  may  be  defined  as  the  re- 
moval of  what  is  popularly  called  filth, 
by  water.  For  the  purposes  of  this  re- 
port it  has  been  found  convenient  to 
consider  household  sewage,  and  the 
pollution,  of  bodies  of  water  by  manu- 
factories, separately.  Confining  our- 
selves, then,  more  particularly  to  domes- 
tic sewerage,  it  may  be  said  to  be  largely 
an  outgrowth  of  the  modern  systems  of 
water  supply.  So  long  as  people  live 
thinly  scattered  over  the  country,  no  dif- 
ficulty arises  about  the  removal  of  the 
offensive  refuse  of  living.  It  is  suffi- 
ciently solid  to  be  retained  in  suitable 
temporary  receptacles  for  a  season,  and 
readily  tfiJien  away  from  time  to  time  to 
land,  where  it  is  valuable  as  manure. 
As  long  as  the  natural  supply  of  clean 
water  sufficed  for  the  community,  so  long 
the  simple  natural  channels  of  absorption 
and  diffusion  were  able  to  carry  it  away 
when  made  dirty  by  use.  Even  after  the 
inhabitants  in  towns  became  closely 
packed  together,  the  same  methods  could 
be  made  to  answer  by  enlarging  the 
vaults  into  cesspools.  It  is  still  retained 
in  many  large  places,  but  it  requires 
great  care  in  management,  and  consider- 
able expense  to  prevent  nuisance.  Speak- 
ing generally  it  is  found  easiest  and 
cheapest  to  use  water  as  a  vehicle  for 
entire  removal.  Especially  is  this  ac- 
cepted as  almost  inevitable  when  the  use 
of  water  becomes  as  lavish  as  it  gener- 
ally does  in  our  towns  when  once  a  pub- 
lic water  supply  is  introduced.  System- 
atic water  supply  turns  "night  soil** 
into  mere  dirty  water,  which  can  hardly 
be  carried  away  in  carts,  or  permitted  to 
leach  away  through  the  ground.  It 
calls  for  a  channel  of  discharge  as  swift 
and  capacious  as  its  source  of  supply. 
Sewerage  works  are,  so  to  speak,  the  cor- 
ollary of  waterworks,  and,  in  our 
opinion,  should  immediately  follow  their 
adoption  everywhere.  Take  the  city  of 
Boston  for  an  example,  on  a  larg^e  scale, 
of  what  is  done  in  miniature.in  half  the 


larger  towns  in  the  State.  The  Mystic 
and  the  Sudbury  are  turned  through  the 
city  at  the  rate  of  thirty  million  gallons 
a  day.  This  enormous  flood  is  us^  and 
turned  to  sewage  in  the  using.  It  must 
then  be  got  rid  of ;  but  how  ?  To  an- 
swer this  question  in  each  case  is  the 
science  of  sewerage.  The  simple  and 
obvious  way  is  to  let  it  run  into  the  near- 
est water.  This  is  the  practice  of  the 
earliest  time,  and  it  is  stUl  admitted  ta 
be  the  best  where  it  is  entirely  practi- 
cable. For,  earnest  as  has  been  the  pro- 
test of  many  noted  theorists  against 
this  apparent  waste,  yet  a  great  prepon- 
derance of  evidence  has  convinced  the 
best*modem  authorities  that  the  loss  is 
not  a  real  injury.  Not  that  any  one 
denies  that  human  excrement  is  a  good 
manure.  Nor  can  we  controvert  the 
chemist  when  he  offers  to  prove  that 
every  ton  of  Boston  sewage  contains  two 
cents*  worth  of  fertilizing  matter.  Ad- 
mitting it  all,  the  difficulty  of  extracting 
it  remains.  Practically,  no  one  would 
take  the  sewage  of  Boston  as  a  gift,' al- 
though in  theory  it  may  be  a  mine  of 
wealth.  The  truth  is,  that  the  excreata 
and  other  valuable  ingredients  are  so 
mixed  with  heterogeneous  and  often  in- 
jurious matters,  so  altered  by  chemical 
changes  and  so  drowned  in  water,  that 
that  they  are  of  Httle  or  no  value.  It 
costs  more  to  get  them  out  than  they 
are  worth  when  saved.  Taking  all  the 
accessible  evidence  into  account,  the  very 
able  and  distinguished  royal  commission 
which  lately  discussed  the  whole  ques- 
tion of  sewage  disposal  in  connection 
with  the  great  problem  of  the  London 
sewage,  came  at  last  to  the  conclusioa 
that  "in  some  very  favorable  cases  a 
profit  may  be  made  without  purification, 
and  very  frequently  the  purification  may 
be  made  without  profit ;  but  the  two  can- 
not apparently  be  combined." 

Still,  though  it  may  be  true  that  the 
simplest  and  easiest  may  yet  be  the 
best  way  of  getting  rid  "of  sewage,  it 
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is  not  always  suitable  or  safe.  For, 
though  diluted  so  much  as  to  be 
valueless,  it  is  not  diluted  enough  to  be 
harmless.  It  retains  a  facility  for  decay 
which  makes  it  an  ofifensive  and  a  dan- 
gerous neighbor,  and  that,  too,  whether 
we  cast  it  into  the  sea,  or  into  estuaries 
or  rivers  or  brooks.  The  defilement  is 
often  such  as  to  cause  alarming  mischief. 
It  may  answer  very  well  for  New  York  to 
discharge  her  sewers  directly  into  the 
Hudson  and  East  Eiver  on  either  hand, 
or  for  St.  Louis  to  drain  straight  down 
into  the  Mississippi  at  her  feet,  or  for 
Chicago  to  lead  her  sewers  into  the  lake 
under  her  very  nose,  but  Boston  found 
that  it  would  not  do  to  use  her  harbor, 
spacious  as  it  is,  for  a  cesspool;  and 
London,  after  having  spent  twenty  mil- 
lions to  empty  her  sewers  ten  miles  be- 
low her  on  the  Thames,  now  finds  even 
that  remote  outlet  so  intolerably  offensive 
that  it  must  either  be  pushed  on  to  the 
open  sea,  or  some  means  of  purification 
before  discharge  must  be  resorted  to. 
Nevertheless,  if  it  can  be  done  effectually 
and  finally,  it  is  undoubtedly  cheapest 
and  best  to  cast  the  foul  water  entirely 
away  into  a  body  of  clean  water  so  large 
and  so  free  that  all  trace  of  the  contam- 
ination speedily  disappears. 

But  when  the  situation  does  not  admit 
of  this  disposition — and  this  condition 
may  result  from  a  lack  of  a  good  outlet, 
as  well  as  from  mere  distance  from  the 
water  itself — we  are  brought  to  the  dis- 
cussion of  the  other  systems  of  disposal 
of  sewage  whi5i  have  obtained  the 
greatest  degree  of  acceptance  among 
professional  experts  and  practical  engi- 
neers. 

First  among  these  are  two  plans  for 
using  earth  in  much  the  same  way  as  we 
have  above  described  water  to  be  fre- 
quently used.  One  of  these  schemes  in- 
sists more  upon  the  manurial  value  of 
sewage,  the  other  looks  only  to  its  puri- 
fication. The  former  is  known  as  Broad 
Irrigation.  By  this  process,  the  sewage 
being  conducted  to  land  prepared  for 
the  purpose,  is  suffered  to  flow  over  it 
and  be  taken  up  in  part  by  the  crops 
raised  upon  it.  In  short,  it  is  an  attempt 
to  extract  the  element  of  value  from  the 
sewage  by  using  it  as  a  fertilizer  in 
farming.  The  noxious  and  offensive  ele- 
ments are  thus  either  beneficially  appro- 
priated by  crops,  or  are  detained  in  the 


soil  by  mechanical  filtration,  or,  by  long 
and  repeated  exposure  to  the  air  are  de- 
composed, oxidized,  and  changed  into 
harmless  matters,  so  that  the  water 
which  runs  off  is  comparatively  pure. 
More  than  one  hundred  towns  in  Eng- 
land employ  this  system,  and  it 'proves 
eminently  satisfactory  where  conditions 
favor  its  adoption.  Its  great  drawback 
is  the  vast  area  of  land  required  for  its 
successful  operation  on  a  hu*ge  scale.  It 
is  stated,  for  example,  in  our  engineer's 
report,  that  Boston  would  require  a  farm 
about  as  large  as  the  entire  township  of 
Brookline,  if  it  wished  to  realize  the 
whole  farming  value  of  its  sewage.  The 
best  EugUsh  authorities  estimate  that 
one  acre  of  land  must  be  set  aside  for 
each  one  hundred  persons.  When  it  is 
remembered  that  this  land  must  all  be 
tolerably  level  and  fairly  dry,  some  ap- 
preciation is  reached  of  the  obstacle 
which  this  incident  presents  to  the  gen- 
eral adoption  of  this  system.  There  are 
subsidiary  difficulties  which  will  natu-- 
rally  occur  to  all.  It  suggests  alarming 
possibilities  of  farming  on  a  large  scale, 
by  municipal  corporations.  This  pros- 
pect may  well  damp  the  enthusiasm  of 
many  who  would  eagerly  welcome  such  a 
solution  of  the  sewage  problem,  if  suf- 
ficient private  farming  enterprise  were 
available  upon  tracts  of  land  convenient 
and  adapted  to  the  purpose.  If  only 
the  farmers  stood  ready  to  take  all  that 
might  come  in  every  hour  of  the  year, 
the  case  were  simple  enough  ;  but  here 
Hes  the  difficulty.  This  system  proper 
does  not  contemplate  running  to  waste 
any  part  of  the  sewage.  And  this  cir- 
cumstance is  important  because  any  elas- 
ticity just  at  this  point  would  materially 
accelerate  its  welcome  in  New  England. 
For  weeks,  and  sometimes  months,  of 
our  summer  droughts,  this  dirty  water 
charged  with  stimulating  substances 
might  be  invaluable  to  men  who  had 
learned  how  to  use  it  to  best  advantage. 
But  that  is  not  the  proffer  which  we 
have  to  make  when  we  lay  out  an  irriga- 
tion farm.  Dry  or  wet,  night  and  day, 
summer  or  winter,  the  same  quantity 
must  be  taken,  or,  if  there  be  any  varia- 
tion it  is  likely  to  be  most  when  the 
crop  needs  it  least.  And  it  is  this  obh- 
gation  which  we  fancy  would  dismay  our 
farmers.  But  in  the  absence  of  such  a 
private  demand,  it  is  difficult  to  see  how 
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the  work  can  be  carried  out  without  the 
direct  intenreDtion  of  the  municipality. 
Now,  there  are  manifest  and  weighty  ob- 
jections to  superadding  such  delicate 
functions  to  the  already  onorous  duties 
impoiSed  upon  our  town  and  city  govern- 
ments. Even  apart  from  the  considera- 
tion that  they  seem  already  sufficiently 
burdened,  it  is  not  probable  that  such 
management  could  be  made  tolerably 
economical  in  the  long  run,  to  say  noth- 
ing of  any  profit,  but  it  may  be  said  that 
such  a  farm  ought  to  command  a  rent, 
if  there  is  really  value  in  sewage.  Pos- 
sibly this  may  turn  out  on  trial  to  be  the 
case.  The  farm  at  Pullman  is  asserted 
to  have  more  than  paid  expenses  at  times, 
but  we  have  no  evidence  as  yet  that 
private  capital  is  convinced  of  the  prac- 
ticability of  making  a  profit  from  such  a 
contract,  and  even  if  it  were,  tenants  of 
such  farms  would  require  vigilant  watch- 
ing lest  they  turn  away  unwelcome  sew- 
age into  the  nearest  water-course. 

In  fine,  we  believe  this  system  to  be 
admirable,  if  only  a  number  of  somewhat 
intractable  conditions,  some  of  which  we 
have  indicated,  can  be  controlled.  Where 
all  things  can  be  made  to  work  together 
in  harmony  it  offers  a  reasonable  proba- 
bility of  at  least  reducing  the  expense  of 
getting  rid  of  sewage  to  a  minimum 
Where  an  arrangement  can  be  made  to 
operate  it  in  combination  with  filtration, 
so  that  private  agriculturists  may  take 
the  sewage  in  such  quantities,  and  at 
such  times  as  they  may  find  best  for 
their  crops,  and  when  not  desired  can 
turn  it  upon  filter  beds,  we  think  there 
would  be  a  fair  prospect  of  attaining  the 
largest  measure  of  utilization  with  the 
least  possible  complication  and  expense. 

The  second  of  these  plans  is  known  as 
as  Intermittent  Downward  Filtration 
through  porous  land.  Intermittent  fil- 
tration, pure  and  simple,  is  the  converse 
of  irrigation.  The  latter  is  the  mininum 
quantity  of  sewage  applied  to  the  maxi- 
mum area  of  land,  and  permits  utiliza- 
tion, as  well  as  purification  to  the  greatest 
degree.  The  former  is  the  application  of 
the  maximum  quantity  of  sewage  upon 
the  minimum  area  of  land.  It  permits 
of  only  partial  utilization,  but  in  our 
opinion  of  more  perfect  purification.  It 
frankly  abandons  all  dreams  of  profit, 
and  in  so  doing  it  gets  rid  of  the  two 
greatest  drawbacks  to  the  system  of  irri- 


gation. Having  no  crop  to  considery 
much  less  land  wiU  suffice,  as  it  is  found 
that  the  ground  will  filter  ten  times  as 
much  sewage  as  any  crop  upon  it  can 
profitably  absorb.  Having  no  farming 
ventures  at  stake,  we  are  relieved  of  all 
the  machinery  of  trade  and  difficulties  of 
management  Purification,  not  profit,  is 
the  paramount  idea.  Not  that  it  is  im- 
possible, in  certain  cases,  to  combme 
some  profitable  use  with  this  primary  in- 
tention, but  if  so,  it  is  a  purely  second- 
ary consideration.  This  system  is,  in 
effect,  nothing  but  turning  certain  tracts 
of  suitable  land  by  skillful  preparation, 
into  monstrous  filters.  There  is  prop- 
erly no  attempt  to  save  any  matters  held 
in  suspension  or  solution  in  the  sewage. 
The  object  is  to  get  clear  of  them  utter- 
ly, whether  they  be  good  or  bad,  precious 
or  worthless,  and  restore  the  water  to  its 
first  estate,  pure  and  undefiled  as  it 
bubbled  from  the  spring.  And  this  won- 
derful transformation  is  confidently  as- 
serted to  be  brought  about  by  a  faithful 
application  of  the  filtration  process.  Its 
advocates  maintain  that  sewage  passed 
through  ten  feet  of  prepaited  earth  is 
good  enoufi^h  for  any  purpose,  and  they 
claim  it  to  be  nature's  process,  and  inti- 
mate that,  after  all,  it  is  a  mere  question 
of  a  little  more  or  less  remoteness,  and 
eveiy  drop  of  water  on  earth  to-day  was 
sewage  not  Tong  ago.  However  that  may 
be,  it  is  sufficient  for  the  present  purpose 
to  say  that  if  properly  managed  it  does 
afford  a  practicable,  economic  and  effi- 
cient means  of  cleansing  sewage.  The 
objections  to  it  are  fivefold.  It  is 
charged  to  be  wasteful  in  that  it  feeds  no 
crop.  There  is  a  dread  lest  so  much 
sewage  on  so  littie  land  should  cause  of- 
fence, especially  in  midsummer.  Doubt- 
ers are  confident  that  the  land  must 
eventually  clog.  And,  finally,  it  is 
thought  that  the  cost  of  the  preparation 
of  the  land  will  be  excessive,  or  that  the 
carelessness  to  be  bargained  for  with  or- 
dinary management  on  a  large  scale 
would  render  its  success  utterly  prob- 
lematical. The  final  arbiter  of  all  such 
questionings  is  experience,  and  that  in- 
fallible test  has  decided  that  these  fears 
are  for  the  most  part  groundless.  The 
first  cost  of  preparing  tiie  land  is  doubt- 
less likely  to  be  considerable,  but  as  so 
much  less  land  will  answer  the  purpose, 
there  is  found  to  be  a  large  saving  on 
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this  head  over  broad  irrigation.  If  tiior- 
oughly  prepared,  the  filter  will  not  clog, 
provided  it  be  used  intermittently.  And 
finally,  as  to  management,  it  has  been 
found  possible  te  insure  care  enough  to 
avoid  all  offence  in  niany  places  in  Eng- 
land for  many  years.  To  the  impeach- 
ment of  waste  it  pleads  guilty,  urging 
only  in  mitigation,  firstly,  that  it  is  en- 
tirely susceptible  of  modification,  with  a 
view  to  partial  utilization  ;  and  secondly, 
that  it  can  easily  and  advantageously  be 
used  in  combination  with  farming  enter- 
prise, and  is  indeed  an  indispensable 
safety  valve  of  that  system  in  almost  all 
cases.  FinaDy,  we  ought  te  notice  the 
prophecies  of  disaster  which  have  been 
widely  disseminated  hereabouts,  founded 
upon  the  alleged  utter  incompatibility  of 
either  of  these  systems  with  the  violent 
extremes  of  the  New  England  climate. 

It  is  urged  with  great  force  that  Old 
England  and  New  England  differ  too  di- 
ametrically in  their  climates  to  admit  of 
safe  comparison.  The  skeptics  point 
out  that  England's  atmosphere  is  moist 
and  equable,  while  our  heats  are  tropical 
and  our  cold  arctic;  that  one-half  the 
year  our  land  is  frozen  soHd  and  the 
other  half  baked  hard ;  that  in  summer 
the  sewage  will  stink  insufferably,  while 
in  winter  it  will  freeze  into  dirty  ice- 
bergs, which  spring  will  convert  into  ter- 
rents  of  sludge  and  filth.  Once  more 
we  fall  back  upon  experience.  At  Pull- 
man, where  it  is  colder  than  in  most 
parts  of  Massachusetts,  the  frost  never 
prevents  the  flow  and  absorption  of  the 
sewage;  and  the  hottest  days  of  July 
and  August  the  primitive  filter-field  at 
Concord  is  never  a  nuisance,  nor  the 
lawn  at  the  Worcester  Hospital  an  an- 
noyance. The  sewage  is  warm,  and 
melte  its  own  way  into  the  earth  when 
the  frost  is  hardest ;  and,  no  matter  how 
hot  the  air,  the  earth  has  a  wonderful 
power  of  deodorizing  and  destroying  the 
harmful  elements  in  sewage.  This  prop- 
erty had  been  so  abundantly  manifested 
in  a  multitude  of  instances,  here  and 
elsewhere,  that  we  feel  that  we  take  no 
undue  risk  in  dismissing  the  climatic  bug- 
bear as  a  chimera.  We  have  then  no 
hesitation  in  recommending  the  adoption 
of  this  system  where  for  any  reasons 
broad  irrigation  is  impracticable  or  unde- 
sirable and  the  ocean  unattainable,  and 
we  think  it  likely  to  prove  always  a  valu- 


able auxiliary,  in  combination  with  irri- 
gation, where  the  surroundings  admit  of 
its  introduction. 

Processes  of  Deposition  or  Precipita- 
tion. 

There  remain  to  be  noticed  a  number 
of  operations  with  sewage  which  are  all 
based  upon  some  appHcation  of  the 
principles  of  deposition  or  precipitation. 
By  allowing  the  suspended  matter  to 
"Settle  naturally,  or  by  intercepting  it  by 
artificial  strainers,  it  is  possible  to  ex- 
tract a  certain  percentage  of  it.  But 
neither  of  these  processes  has  been  yet 
proved  to  work  well  in  practice  with 
large  quantities  of  sewage.  They  are 
now  usually  supplemented  by  chemical 
treatment.  The  addition  of  lune  is  most 
generally  approved  for  this  purpose,  but 
a  multiplicity  of  other  substemces  has 
been  tried  with  various  success.  As  a 
business  venture  purely,  we  doubt 
whether  any  scheme  has  proved  lucrative. 
The  resultant  sludge,  however  manipu- 
lated, does  not  seem  to  make  a  highly- 
prized  fertilizer.  But  a  complete  review 
of  the  attempts  to  extract  the  treasure 
from  sewage  would  exceed  our  limits. 
Our  concern  is  merely  to  make  up  our 
minds  whether  we  ought  to  advise  the 
trial  of  any  such  device  upon  any  part  of 
our  territory.  Waiving  all  claims  which 
may  be  made  in  favor  of  these  processes, 
as  profitable  or  at  least  inexpensive,  let 
us  inquire  exactly  what  can  be  expected 
from  them,  and  at  what  cost.  And  here 
we  can  do  no  better  than  to  condense 
and  adopt  the  conclusions  of  the  royal 
commission  upon  this  head,  to  whose 
voluminous  and  exhaustive  report  refer- 
ence has  been  made  before.  They  tell 
us  that  *^  a  chemical  precipitating  process 
does  two  things  ;  it  effects  improvement 
in  the  liquid  flowing  away,  and  it  leaves 
behind  a  precipitated  deposit  which  has 
to  be  disposed  of." 

*^  The  main  object  of  a  chemical  pro- 
cess being  to  purify  the  efluent,  the  first 
point  of  inquiry  is,  to  what  extent  does 
it  answer  this  end  ?  " 

"No  one  denies  that  the  suspended 
matters  may  be  almost  entirely  removed, 
and  therefore  the  clarification  must  effect 
a  great  improvement."  It  is  also  the 
general  opinion  that  chemical  processes 
in  their  best  form  will  have  some  effect 
in  removing  noxious  matter  in  solution, 
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but  all  agree  that  a  considerable  amount 
must  be  left  in  the  effluent.  This,  how- 
ever, may  be  safely  discharged  into  a  run- 
ning stream,  if  its  proportion  to  the  sup- 
ply of  pure  water  does  not  exceed  five 
per  cent.  But  we  have  still  to  deal  with 
the  precipitate — about  fifty  grains,  we  will 
say,  to  the  gallon.  It  is  very  offensive, 
and  not  valuable.  By  subjecting  the 
sludge  to  methods  of  pressure,  however, 
most  of  the  water  has  been  expressed 
without  offence,  and  its  weight  reduced 
to  about  one  ton  to  one  hundred  and 
sixty-five  thousand  gallons  of  sewage. 
It  is  possible  that  some  market  value 
might  attach  to  this  residuum  in  some 
loailities,  but  we  dare  not  count  upon 
anything  better  thtui  gratuitous  removal. 
Finally,  the  cost  of  the  operation  in  Eng- 
land is  estimated  to  be  just  about  one 
shilling  per  head,  or,  say,  twenty-five 
cents  here  for  each  person  yearly.  This 
does  not  include  interest  on  the  capital 
invested  in  the  works,  land,  and  so  on. 
By  itself,  therefore,  it  does  not  appear 
to  be  financially  attractive. 

The  processes  of  precipitation  can, 
like  the  other  methods  of  disposal  which 
we  have  briefly  discussed,  be  combined 
to  advantage  with  some  one  or  more  of 
those  others  when  the  circumstances 
favor  or  require  it.  For  instance,  pre- 
cipitation may  be  supplemented  to  ad- 
vantage by  application  to  land.  The 
clarified  but  imperfectly  purified  water 
can  be  used  for  irrigation,  or  passed 
through  a  ground  filter,  which  effectually 
and  finally  removes  all  trace  of  taint  or 
stain.  By  this  means  all  desirable  re- 
sults can  be  accomplished.  In  case  of 
towns  on  tidal  rivers,  this  plan  may  be 
resorted  to  with  advantage  to  clarify 
the  sewage  before  ultimate  discharge. 
It  was  somewhat  considered  in  connec- 
tion with  a  part  of  the  Mystic  system, 
but  it  was  more  expensive  than  the  plan 
finally  adopted,  and  we  have  not  thought 
it  expedient,  upon  the  whole,  to  try  any 
of  these  methods  in  any  case  with  which 
we  have  been  called  to  deal.  But  it 
may  very  possibly  prove  of  service  in  the 
hand  of  the  authorities  of  some  towns, 
who  may  be  searching  for  a  combination 
which  may  permit  the  discharge  of  a 
comparatively  small  amoimt  of  partially 
clarified  sewage  into  estuaries,  creeks,  or 
small  streams. 


To  sum  up,  we  are  of  opinion,  upon  the 
whole — 

1st.  That  when  it  can  be  done  unob- 
jectionably,  it  is  best  to  throw  sewage 
into  great  quantities  of  free  water. 

2d.  That  filtration  on  land,  either 
alone  or  in  combination  with  one  or 
more  of  the  other  processes,  ranks  next. 

3d.  That  when  irrigation  is  especially 
favored  by  circumstances,  it  is  better 
than  either  of  the  preceding ;  but  that 
it  is  so  seldom  that  these  circumstances 
can  be  controlled  to  advantage,  that  we 
assign  to  it  a  third  place  only  in  practi- 
cal usefulness. 

4th.  That  precipitation  and  chemical 
treatment  may  be  advisable  in  connection 
with  either  of  the  first,  second  or  third 
of  these  devices,  but  in  our  present  state 
of  knowledge  ought  not  to  be  preferred 
to  either  of  them. 

Although  we  have  preferred  to  treat  of 
these  fundamental  propositions  of  the 
science  in  connection  with  one  branch 
only  of  the  subject,  it  is  not  to  be  in- 
ferred that  we  are  inclined  to  admit  any 
inherent  distinction  between  household 
sewage  and  the  pollution  of  water  by 
other  instrumentalities.  Chief  among 
these  is  the  contamination  caused  by  the 
use  of  water  in  manufacturing  processes, 
and  the  incidental  damage  to  the  purity 
of  water  resulting  from  the  establish- 
ment of  great  industrial  activities  upon 
streams  and  rivers.  But  while  the  injury 
done  is  not  essentially  different,  there 
are  some  peculiar  considerations  bearing 
upon  this  part  of  our  problem  which 
shorild  not  be  overlooked. 

Mandpactukino. 

Manufacturing  industry  has  from  the 
earliest  days  been  greatly  favored  by  the 
law-makers  of  Massachusetts.  To  foster 
and  encourage  it  they  long  ago  substan- 
tially dedicated  the  unnavigable  running 
waters  of  the  land  to  its  use.  Believing 
its  prosperity  essential  to  the  common 
welfare,  the  Legislature  has  not  hesi- 
tated to  step  to  the  very  verge  of  its 
constitutional  power  to  stimrdate  and 
maintain  it.  For  more  than  half  a  cen- 
tury persons  have  been  authorized  by 
law  to  dam  up  streams,  and  flood  lands 
of  others,  for  their  own  private  manufac- 
tuiing  ends.  This  taking  of  one  man^s 
property  against  his  will  for  the  individ- 
ual benefit  of  another  has  been  justified 
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as  a  proper  exercise  of  the  prerogative 
of  eminent  domain,  on  the  ground  of  the 
advantage  inuring  to  the  public  from  the 
improvement  of  water  power,  and  the 
importance  of  encouraging  manufactures. 
It  has  been  supported,  also,  upon  the 
principle  which  permits  the  State  to  com- 
pel the  several  possessors  of  a  common 
interest,  which  they  cannot  beneficially 
enjoy  in  severalty,  to  submit  to  measures 
essential  to  secure  a  full  and  profitable 
use  of  their  property. 

As  a  general  proposition  of  law  it  is 
laid  down  that  the  owners  of  the  bed 
and  banks  of  a  stream  have  the  right  to 
use  the  running  water  in  common  from 
its  source  to  its  outlet.  Each  one  has 
an  equal  right  to  its  reasonable  use  as  it 
flows  by  his  land.  This  right  of  each  is 
limited  by  the  like  right  of  every  other. 
But  this  special  quahfied  property  of  the 
individual  in  the  water  does  not  seem  to 
exclude  a  general  paramount  interest 
which  the  public  retains.  Consequently, 
while  no  one  can  justly  diminish  his 
neighbor's  enjoyment  by  greatly  vitiating 
the  water  during  his  own  short-lived 
tenure  of  it,  neither  may  he  destroy  or 
gravely  impair  the  public  property  in  it. 
The  factory  or  the  mill  may  temporarily 
monopolize  the  flow,  but  they  do  so  un- 
der an  impHed  agreement  not  to  spoil 
the  water  for  the  ordinary  uses  of  the 
people  in  general.  If  they  pollute  the 
stream  unduly  they  violate  their  license, 
and  may  be  compelled  to  abate  the  nuis- 
ance they  have  made.  But  while  it  is 
easy  to  lay  down  the  principle,  it  is  not 
easy  to  insist  upon  its  rigid  application, 
without  danger  of  working  injustice  and 
of  frustrating  the  immemorial  policy  of 
the  Commonwealth.  An  inflexible  en- 
forcement of  a  rule  forbidding  any  de- 
filement whatever  might  ruin  many  mill- 
owners  and  stop  half  the  water  wheels  of 
the  State.  Some  diminution  of  purity  is 
inevitable,  and  tolerable,  while  other  con- 
tamination is  unnecessary  or  excessive. 
The  difficulty  lies  in  distinguishing  the 
legitimate,  from  the  destructive  usage. 
A  satisfactory  definition  is  impracticable. 
Each  case  differs  a  little  from  the  next. 
The  circumstances  may  be  utterly  unlike. 
All  will  agree  that  some  kinds  of  corrup- 
tion may  reasonably  be  sharply  dealt 
with.  No  one,  for  example,  pretends 
that  he  can  rightfully  pour  human  excre- 
ment and  household  filth  into  the  water 


below  his  dam.  Neither  can  he  justify 
dumping  into  the  river  waste  and  refuse 
and  garbage.  On  the  other  hand,  the 
most  exacting  purist  might  not  care  to 
complain  of  the  sediment  washed  from 
some  bleachings  or  scourings,  the  slight 
taint  of  certain  kinds  of  harmless  chemi- 
cals, or  the  evanescent  stain  of  dyes 
which  are  not  unwholesome.  The  task 
is  to  discriminate  the  variety  of  shades 
of  impurity  which  occur  between  these 
extremes. 

Then  there  is  a  class  of  cases  where  it 
may  be  an  open  question  whether  it  is 
not  for  the  public  interest  to  abandon  a 
stream  or  sheet  of  water  to  the  custom- 
ary pollution  of  industry,  so  long  as  it 
does  not  imperil  the  public  health.  Un- 
less this  be  admitted,  the  alternative  may 
be  to  drive  away  thriving  communities, 
and  destroy  the  work  of  years  of  patient 
labor  and  active  enterprise,  undertaken 
under  a  presumed  security  of  tenure.  In 
such  a  dilemma,  if  the  water  is  not  re- 
quired for  drinking  purposes,  a  consid- 
erable contamination  may  be  suffered 
without  inordinate  inconvenience.  No 
doubt  the  State  cannot  entirely  escape 
responsibility,  even  by  such  a  relinquish- 
ment as  this.  The  public  have  a  right 
not  to  be  poisoned  by  the  air  they  breathe 
any  more  than  by  the  water  they  drink. 
There  is  a  foulness  which  is  inadmissible 
even  in  a  factory  stream,  which  may  em- 
bitter the  life  and  undermine  the  health 
of  the  dweller  upon  its  banks.  In  such 
cases  the  State  is  bound  to  intervene  per- 
emptorily if  the  riparian  owners  remain 
obstinately  deaf  to  the  pubHc  protest. 
Generally,  however,  before  this  stage  is 
reached,  the  dirt  of  the  earlier  usage  has 
so  impaired  the  value  of  the  water  for 
some  subsequent  taker  that  he  insists 
upon  an  abatement  of  the  abuse  above 
him.  Complaints  frequently  reached  the 
commission  that  this  mill  or  that  work- 
shop BO  befouled  a  stream  that  fabrics 
which  formerly  could  be  washed  white, 
now  c^ne  out  stained  and  damaged. 
Time  was,  they  told  us,  when  the  river 
water  was  pure  enough  to  drink,  and 
served  perfectly  well  all  the  manufac- 
turer's purposes.  Now,  the  sediment  it 
carried  clogged  and  corroded  tubes, 
ruined  boilers,  caused  constant  foaming 
in  making  steam,  and  was  a  perennial 
source  of  annoyance  and  injury  in  their 
business.      And     upon     inspection    w^ 
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would  find  that  probably  the  next  man 
below  onr  informants  would  echo  the 
same  complaints,  attributing  his  troubles 
perhaps  to  the  very  persons  who  had 
called  us  in.  And  so  on,  sometimes  for 
many  miles  down  the  stream,  each  suc- 
cessive proprietor  would  bewail  the 
wretched  usage  which  it  had  suffered  be- 
fore it  reached  his  dam,  and  then  proceed 
forthwith  to  give  cause  for  more  lamenta- 
tion to  his  neighbor  below.  Still  they 
cannot  entirely  disregard  such  remon- 
strances. Generally  the  moral  as  well  as 
the  legal  obligation  of  abstaining  from 
all  avoidable  vitiation  of  the  water  Was 
frankly  admitted,  and  the  practice  was 
usually  deplored  as  inevitable  rather  than 
defended  as  right  in  itself.  We  are  san- 
guine that  a  co-operation  of  water  owners 
might  be  brought  about,  in  most  cases,  by 
any  board  charged  with  the  duty  of  miti- 
gating the  pollution  of  rivers,  provided 
some  practicable  plan  be  proposed  and 
presented  to  them.  And  we  are  inclined 
to  look  upon  this  interaction  and  mutual 
concession  as  likely  to  promise  better  re- 
sults than  a  sharpening  of  the  edge  of 
the  law.  At  all  events  we  should  like  to 
see  the  experiment  tried  before  resorting 
to  harsher  measures.  We  prefer  to  en- 
courage the  individual  to  voluntarily  im- 
prove his  own  and  his  neighbor's  prop- 
erty, and  thus  subserve  the  |^bhc  inter- 
est at  the  same  time,  before  we  invoke 
the  heavy  hand  of  the  General  Court  to 
coerce  him. 

We  think  it  will  be  enough  for  the 
present  to  require  that  water  for  dwell- 
ings must  be  protected  from  ever  avoid- 
able taint,  while  water  for  business  must 
not  be  offensive  or  dangerous.  All 
wanton  ill  usage,  such  as  privies  over  the 
stream,  or  cesspools  di*aining  into  it,  may 
well  be  put  a  stop  to ;  and  where  the  in- 
cidental injury  characteristic  of  an  in- 
dustry is  detrimental  to  the  next  user  or 
to  the  pubhc,  it  should  be  scrupulously 
restricted  to  absolutely  unavoidable  di- 
mensions by  the  adoption  of  the  most 
approved  methods  of  remedial  treat- 
ment. 

But  even  if  it  should  be  thought  expe- 
dient to  impose  some  such  restrictions  as 
we  have  indicated,  there  is  still  room  for 
much  difference  of  opinion  as  to  the  best 
method  of  enforcing  whatever  regulation 
is  adopted. 

There  are  several  ways  which  naturally 


suggest  themselves.  We  may  leave  the 
landowners,  the  waterowners,  and  the 
community  at  large  to  the  ordinary 
courts  and  to  the  common  law  to  define 
and  protect  their  various  interests,  or  we 
may  erect  a  special  tribunal  and  prescribe 
by  statute  the  scope  and  method  of  its 
oversight  and  jurisdiction,  or  the  Legis- 
lature may  pass  upon  oach  case  as  it 
arises.  For  reasons  which  we  state  in 
another  place,  we  are  inclined  to  recom- 
mend that  the  supervision  of  matters  per- 
taining to  water  supply,  sewerage,  and 
and  the  pollution  of  waters  generally,  be 
assigned  to  some  board  which  shall  be 
clothed  with  powers  analogous  to  those 
of  the  Bailroad  Commissioners  and  Har- 
bor Commissioners,  to  enable  it  to  intro- 
duce system  and  method  in  these  im- 
portant departments  of  the  common  wel- 
fare 

As  we  have  extended  our  reasons  for 
this  provision  somewhat  at  length  in  a 
subsequent  portion  of  this  document,  we 
do  not  deem  it  worth  while  to  enlarge 
further  upon  it  in  this  place,  except  to 
point  out  that  the  function  of  such  a 
board  should  be  supplementary  and  not 
subversive  of  the  processes,  jurisdiction 
and  rules  of  the  common  law,  and  the 
ordinary  courts  of  justice. 

After  so  tedious  a  disquisition  upon 
the  more  abstract  and  theoretical  side  of 
the  task  assigned  us,  we  recognize  the 
obligation  to  hasten  to  present  some 
concrete  results.  But,  before  entering 
upon  the  practical  application  of  the  gen- 
eral principles  of  sewerage  science  which 
we  have  very  inadequately  sketched,  it 
will  tend  to  simplify  the  body  of  this  re- 
port if  we  can  ^spose  of  three  prelimin- 
ary matters  at  the  outset.  Naturally, 
during  the  long  period  that  this  question 
of  sewerage  has  been  impending,  many 
projects  of  more  or  less  value  have  been 
propounded,  and  qiore  or  less  debated  in 
the  daily  papers  and  elsewhere.  There 
is  only  one  of  these  which  we  deem  it 
advisable  to  try  to  dispose  of  here,  in 
order  to  clear  the  way  for  any  really 
useful  discussion  of  measures  of  reUef. 
It  has  been  suggested  that  the  State 
should  build  a  trunk  sewer  from  Worce- 
ster to  the  sea,  at  Boston,  and  thus  fur- 
nish the  whole  intervening  territory  with 
complete  facihties  at  a  blow.  This 
scheme  we  consider  to  be  entirely  vision- 
ary and  impracticable,  for  various  rea- 
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sons.  In  the  first  place  the  engineering 
difficulties  are  very  great,  although  not 
absolutely  insuperable.  As  the  heights  of 
land  between  Worcester  and  Boston  run 
north  and  south,  separating  the  valleys 
of  the  Blackstone  Sudbury  and  Charles, 
seyeral  long  and  deep  tunnels  would  be 
necessary,  but  it  is  possible  to  bore 
them.  Then,  as  a  sewer  once  let  down 
cannot  be  got  up  again  without  pumping 
the  sewage,  it  becomes  necessary,  in  cov- 
ering so  great  a  distance  to  maintain  a 
steady  downward  grade  of  a  very  shght 
and  regular  inclination  for  each  nule. 
This  aggravates  excessively  the  difficul- 
ties of  location  and,  by  consequence, 
greatly  stretches  out  the  length  of  the 
route.  It  is  is  uot  probable  that  a  line 
could  be  found  less  than  fifty  miles  in 
length.  But  even  this  does  not  put  it 
beyond  the  bounds  of  possibility.  Then, 
in  consequence  of  its  meandering  course, 
which  must  be  governed  by  topographi- 
cal considerations,  and  could  not  be 
modified  to  meet  requirements  of  popu- 
lation, it  cannot  be  carried  from  town  to 
town  like  a  railway,  but  must  wind  from 
hillside  to  hillside.  This  might,  and 
probably  would,  compel  towns  not  actu- 
ally touched  by  the  main  sewer  to  spend 
more  money  merely  to  reach  it  than  they 
would  have  to  pay  to  treat  their  own  sew- 
age for  themselves  near  at  hand.  Still  it 
would  be  possible.  All  these  objections 
are  serious,  but  not  absolutely  conclusive. 
What  we  do  consider,  however,  ought  to 
be  entirely  conclusive,  is  the  enormous 
cost  of  such  a  work.  We  do  not  believe 
that  it  could  be  completed  and  put  in 
operation  for  less  than  eight  millions  of 
dollars.  And  when  it  was  done  we 
should  have  a  piece  of  machinery  which 
could  do  no  more  and  no  better  work 
than  can  be  obtained  from  simpler  mech- 
anism for  one-eighth  of  the  money. 

A  second  preliminary  of  an  explana- 
tory character  may  be  excused  in  this 
connection.  We  found,  after  many 
trials,  that  it  was  impracticable  to  equal- 
ize the  accessibility  of  our  trunk  sewer 
to  the  various  communities  it  was  in- 
tended to  serve  For  example,  take 
Medford  and  Maiden,  in  the  Mystic  sys^ 
tem,  and  compare  or  contrast  their  re- 
lations to  the  main  sewer,  as  respects 
convenience  of  contact,  with  the  position 
of  Stoneham  or  Wobum.  In  the  former, 
the  main  trunk  runs  its  whole  length 


through  the  most  crowded  population, 
and  in  streets  where  it  actually  super- 
sedes the  necessity  of  building  town 
sewers,  while  in  the  latter  only  one  not 
very  convenient  point  of  excess  is  fur- 
nished, and  that  so  placed  as  to  rather 
increase  than  diminish  the  length  of  lo- 
cal drainage.  But,  inequitable  as  this 
may  seem,  it  was  manifest,  upon  a  full 
comprehension  of  all  the  surrounding 
circumstances,  that  it  was  one  of  the  in- 
herent and  essential  infelicities  of  our 
problem.  And  we  were  forced  to  come 
to  a  distinct  understanding  that  we  could 
not  undertake  to  do  more  in  any  case 
than  to  furnish  one  suitable  mouth  or 
sink  in  each  town,  where  it  could  empty 
its  town  sewers  into  the  district  sewer. 
One  only  could  be  granted  as  of  right, 
more  must  be  attributed  to  fortune  of 
situation. 

A  third  obvious  but  prudent  warning 
may  also  find  a  place  here.  In  none  of 
our  sewer  plans  has  any  provision  been 
made  for  storm  water.  We  do  not  pro- 
vide for  surface  drainage.  Situated  as 
we  were,  it  was  found  to  involve  a  scale 
of  cost  which  seemed  to  us  entirely  inad- 
missible. It  may  answer  very  well  when 
sewage  flows  freely  away  into  large 
bodies  of  water,  but  "if  it  requires  pump- 
ing, treating,  or  handling  in  any  form, 
the  accession  of  rainfall  swells  the  dis- 
charge at  times  to  utterly  immanageable 
proportions,  and  in  any  aspect  is  very 
costiy  and  cumbrous.  We  think  that  the 
figures  which  we  have  to  present  will  be 
sufficiently  imposing  without  one  dollar 
of  needless  expenditure.  In  our  view 
the  treatment  of  street  scour  as  sewage 
is  a  luxury  rather  than  a  necessity  of 
municipal  life,  and  it  seems  to  us  that 
most  of  our  towns  and  cities  find  that 
their  necessities  will  probably  absorb  all 
the  funds  which  they  are  quite  ready  to 
spare. 


In  the  works  on  the  Derwent  Valley, 
Tasmania,  Railway,  there  has  been,  an 
Australian  paper  says,  an  extraordinary 
muddle.  It  states  that  the  recent  floods 
carried  awav  a  large  portion  of  the  line, 
owing  to  the  culverts  being  too  small. 
Three  different  plans  were  made  of  one 
culvert,  and  the  bridges  declared  danger- 
ous. 
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THE  BEHAVIOR  OF  STEEL. 

From  "The  Engineer.** 


The  question  as  to  the  cause  of  the 
failures  of  steel  boiler  plates,  apparently 
with  no  stress  upon  them,  or  with  a  stress 
far  short  of  their  estimated  ultimate 
strength,  is  at  the  present  time  creating 
great  interest  in  engineering  circles.  It 
has  recently  been  suggested  that  the 
working  of  steel  at  a  blue  heat,  that  is  at 
a  temperature  below  redness,  say  from 
470  deg.  to  600  deg.  Fah.,  may  have  been 
the  cause  of  some  failures.  It  is  a  note- 
worthy fact  that  most  of  the  plates  which 
have  up  to  the  present  time  failed  in  this 
manner  have  been  previously  worked  in 
the  fire,  and  this  to  some  extent  bears 
out  the  theory  in  question,  by  providing 
the  probabiHty  that  at  least  some  por- 
tion of  the  plate  was  worked  at  this  tem- 
perature. It  has  long  been  known  that 
there  is  a  certain  amount  of  danger  in- 
curred in  working  mild  steel  at  blue  heat, 
as  it  has  been  found  that  at  these  tem- 
peratures it  certainly  loses  some  of  its 
ductihty,  and  in  the  best  yards  and  work- 
shops steel  has  for  a  long  time  been 
worked  either  red  hot  or  cold ;  but  at 
the  same  time  it  has  generally  been  con- 
sidered that,  if  the  steel  successfully 
withstood  the  ordeal  of  working  at  the 
blue  heat,  it  was  uninjured  when  it  be- 
came cold,  and  that  it  retained  the  same 
good  qualities  as  if  it  had  been  worked 
into  its  place  red  hot.  It  now  appears 
that  this  is  not  the  case,  but  that,  at 
least  with  certain  quahties  of  steel,  the 
ductility  existing  when  cold  is  reduced 
by  such  treatment ;  the  alteration  of  duc- 
tility of  course  depending  to  some  extent 
upon  the  amount  of  working  put  upon 
the  plate  when  at  a  blue  heat. 

A  favorite  explanation  of  the  so-called 
mysterious  cracks  sometimes  occurring  in 
worked  plates  has  been  that  local  heating 
during  working  sets  up  internal  stresses 
by  the  expansion  and  contraction  of  the 
material,  in  a  somewhat  similar  manner 
to  that  in  which  such  stresses  are  pro- 
duced in  castings.  The  portions  locally 
heated  become  expanded  when  hot,  and 
as  they  are  bound,  as  it  were,  by  the 
neighboring  cooler  portions,  and  not  able 
to  lengthen,  and  being  at  the  same  time 


comparatively  soft,  they  become  upset 
When  these  portions  cool  down  they  tend 
to  contract,  but  being  still  bound  by  their 
neighboring  portions  they  cannot  shorten, 
and  as  they  are  then  harder  and  stronger 
than  they  were  when  hot,  they  become 
stretched,  or  in  other  words,  are  put  in 
tension  with  an  equal  amount  of  stress 
to  that  which  would  be  required  to  pro- 
duce an  elongation  equal  to  that  which 
is  caused  by  the  contraction  being  pre- 
vented. It  is  in  order  to  relieve  stresses 
thus  produced  that  recourse  is  had  to 
annealing,  which  by  raising  all  parts  to  a 
uniform  red  heat  allows  the  strained 
parts  to  stretch  or  compress  themselves 
sufficiently  to  relieve  the  stresses  upon 
them  while  the  metal  is  soft  The  sub- 
sequent uniform  cooling  then  leaves  all 
portions  without  strain.  This  argument, 
however,  only  holds  good  for  the  produc- 
tion of  initial  stresses  up  to  the  amount 
which  would  cause  an  elongation  equal 
to  that  imposed  by  the  contraction  of  the 
parts;  that  is  to  say,  practically  the 
stresses  so  produced  cannot  much  exceed 
the  elastic  limit,  and  as  the  ultimate 
elongation  before  rupture  is  over  20  per 
cent,  it  is  difficult  to  see,  if  the  material 
is  perfectly  homogeneous,  how  stresses 
thus  produced  can  cause  the  cracks  they 
are  supposed  to  explain.  If,  however, 
the  ductility  is  locally  altered  by  the 
treatment  which  produces  these  stresses, 
so  that  the  material  no  longer  remains 
homogeneous,  it  is  evident  that  in  the 
harder  or  less  yielding  portions  there 
will  be  a  concentration  of  the  stress ;  and 
if  any  treatment  could  produce'  such  a 
diminution  of  ductility  as  to  render  the 
plate  brittle  at  a  particular  part,  then 
these  local  stresses,  if  set  up  at  that  part, 
might  easily  produce  a  rupture. 

The  possibility  of  the  change  or  alter- 
ation of  the  ductility  of  different  por- 
tions of  a  plate  is  accordingly  a  most  im- 
portant consideration.  It  has  usually 
been  accepted  that  steel  is  practically 
homogeneous,  and  this  is  generally  cited 
as  being  one  of  its  most  important  qual- 
ities, and  one  in  which  it  excels  iron  as  a 
constructive  material;  and  undoubtedly 
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"when  the  plates  leave  the  hands  of  the 
makers,  especially  if  they  have  been  prop- 
erly annealed,  they  possess  this  quality 
to  a  very  high  degree.  But  does  this 
quality  exist  when  the  plates  become 
part  of  a  structure!  Do  none  of  the 
processes  through  which  they  pass,  such 
as  bending,  hammering,  punching,  rivet- 
ing, setting,  etc.,  after  their  ductihty? 
If  they  do,  and  a  plate  gets  into  a  struct- 
ure with  one  part  harder  than  another, 
then  as  the  stresses  upon  each  part  of 
the  plate,  when  it  becomes  strained,  de- 
pend in  a  large  degree  upon  the  relations 
existing  between  the  deformation  and 
the  stress  accompanying  that  deforma- 
tion, the  hardest  or  least  yielding  portion 
will  bear  a  greater  stress  than  the  softer 
portions,  that  is,  the  stress  will  not  be 
equally  distributed,  and  this  localization 
of  the  intensity  of  the  stress  takes  place 
to  the  greatest  extent  in  those  parts 
which  are  hardest.  Since  rupture  will 
commence  when  the  local  stress  is  equal 
to  the  ultimate  strength,  this  imequal 
distribution  of  stress  will  reduce  the 
strength  of  the  structure  below  what  it 
would  have  been  if  the  stresses  were  uni- 
form throughout.  It  is  therefore  ex- 
tremely important  that  we  should  know 
whether  any  treatment  to  which  steel 
plates  can  possibly  be  subjected  during 
their  being  worked  into  the  structure 
does  alter  their  ductility,  and  the  question 
as  to  the  effect  of  working  steel  at  a  blue 
heat  is  one  which  requires  thorough  in- 
vestigation, not  only  as  to  the  kind  of 
effect  produced  by  such  treatment,  but 
also  as  to  the  amount  of  this  effect.  It 
might  possibly  be  the  case  that  a  small 
amount  of  working  at  this  temperature, 
such,  for  instance,  as  would  occur  in 
practice  in  closing  a  joint,  may  have  so 
trifling  an  effect  as  to  render  it  practically 
of  no  moment,  while  a  larger  amount  of 
such  working  would  be  seriously  objec- 
tionable. It  should  further  be  deter- 
mined definitely  whether  the  effects  pro- 
duced by  such  treatment  are  permanent, 
or  whether  subsequent  annealing,  or  even 
local  reheating  to  a  red  heat  of  the  whole 
of  the  part  affected,  is  sufficient  to  restore 
the  ductility  to  its  original  amount.  An- 
other impoi*tant  point  requiring  solution 
is  whether  this  property,  which  unques- 
tionably is  possessed  by  some  mild  steel, 
is  inherent  to  all  steel,  or  whether,  as 
has  been  claimed  by  some  steel  makers, 


it  is  an  accidental  quality  dependent 
upon  some  impurity  in  composition,  or 
pecuharity  in  manufacture,  and  to  which 
therefore  other  steels  are  not  hable. 

It  is  of  course  well  known  that  hard 
steel,  that  is  to  say,  steel  containing  a 
large  proportion  of  carbon,  is  peculiarly 
sensitive  to  the  variations  of  tiie  rate  of 
cooling  down  from  a  red  heat,  the  quicker 
the  rate  of  cooling  the  harder  and  more 
brittle  it  becomes,  while  the  slower  the 
rate  the  more  ductile.  It  is  this  quality 
of  "  tempering  "  which  makes  such  steel 
unfit  for  most  structural  purposes,  and 
it  is  the  comparative  absence  of  this 
quality  which  has  given  mild  steel  such 
a  commanding  position  as  it  now  occu- 
pies as  a  constructive  material.  Yet  even 
the  mildest  steel  has  its  ductility  and 
strength  greatly  modified  by  cooling.  If 
made  red  hot  and  suddenly  quenched  in 
cold  water  26-ton  steel  has  its  strength 
increased  to  about  36  tons,  and  at  the 
same  time  its  ultimate  elongation  is  con- 
siderably reduced.  The  field  of  inquiry 
as  to  the  ductility  of  steel  should  there- 
fore be  held  to  include  not  only  the  effect 
of  working  at  a  blue  heat,  but  also  the 
effect  of  the  greater  or  less  amount  of 
"  tempering ''  which  can  easily  occur  in 
practice  in  working  plates  that  have  to 
be  fired ;  and  this  not  only  with  the  very 
mildest  qualities  of  steel,  but  also  with 
steel  of  from  30  to  32  tons  per  square 
inch. 

Attention  is  also  being  given  to  this 
question  in  America,  and  we  publish  this 
week  a  letter  on  the  subject  from  Mr.  F. 
W.  Dean,  member  of  the  American 
Society  of  Mechanical  Engineers.  It 
contains  a  suggestion  that  a  probable 
cause  of  failure  might  be  a  one-sided  or 
non-axial  stress  upon  the  material.  The 
effect  of  such  a  stress  upon  a  homogene- 
ous material  would  be  somewhat  similar 
to  that  of  the  fairer  pull  upon  a  material 
of  varying  ductiUty,  such  as  we  have 
been  considering ;  in  each  case  the  result 
is  that  the  stress  is  not  imiformly  dis- 
tributed, with  the  consequence  that  the 
breaking  stress  is  reached  in  one  part 
before  the  full  strength  is  developed  in 
other  parts,  so  that  the  plate  breaks 
down  piecemeal.  Mr.  Dean  states  that 
American  engineers  are  often  struck  with 
the  small  part  which  the  elastic  limit  of 
the  material  plays  in  discussions  amongst 
English  steel  manufacturers  and  engin- 
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eers.  Undoubtedly  we  have  got  into  a 
loose  way  of  speaking  of  the  ultimate 
strength  and  elongation  of  steel  as  being 
the  most  important  qualities  it  possesses, 
and  it  has  sometimes  appeared  that  in 
discussions  on  the  subject  by  our  engin- 
eers the  fact  has  been  lost  sight  of  that 
the  elastic  limit  is  a  limit  to  the  useful 
strength  of  the  material,  and  also  that  it 
by  no  means  follows  that  in  advancing 
from  mild  to  harder  steel  the  usefiU 
strength  is  increased  in  the  same  propor- 
tion as  the  ultiibate  strength,  since  the 
elastic  strength  does  not  bear  an  invari- 
able ratio  to  the  ultimate. 

The  experiments  quoted  by  Mr.  Dean 
illustrate  this  point.  Two  sets  of  riveted 
joints  were  made  of  identical  dimensions, 
the  one  being  made  from  a  steel  having 
an  ultimate  strength  of  about  26  tons 
per  square  inch,  and  the  other  from  steel 
of  about  28  tons  per  square  inch,  the 
ultimate  elongation  in  each  case  being 
about  32  per  cent,  in  a  length  of  10  in., 
but  in  the  case  of  the  soft  steel  the  con- 
traction of  area  was  much  greater  than 
in  the  other,  while  the  limit  of  elasticity 
not  only  bore  a  higher  proportion  to  the 
ultimate  strength,  but  was  actually 
greater  in  the  soft  steel  than  in  the 
other.  The  efficiencies  of  these  joints, 
although  they  were  identical  in  design, 
were  in  every  case  in  favor  of  the  softer 
steel,  and  their  greater  efficiency  almost 
exactly  counterbalanced  the  less  original 
strength  of  the  material,  so  that  a  struct- 
ure of  the  26- ton  steel  would  have  about 
the  same  strength  as  one  of  the  28-ton 
steeL  Mr.  Dean  accounts  for  this  by  the 
softer  steel  being  able  to  yield  more  when 
under  great  tension,  and  thus  to  allow 
the  stress  on  the  material  to  be  more 
uniformly  distributed,  the  yielding  being 
continued  longer  in  the  case  in  which  the 
elastic  limit  is  higher  than  in  the  other. 

The  loose  way  of  speaking  of  the  ulti- 
mate strengths  of  materials  as  found  by 
a  testing  machine,  as  though  they  were 
the  actual  strengths  of  the  same  materials 
when  forming  part  of  a  structure,  has  no 
doubt  arisen  in  part  from  the  very  com- 
mon requirements  of  specifications  as  to 
these  strengths;  but  it  should  not  be  over- 
looked that  the  tests  which  have  become 
recognized  as  standards  of  excellence  do 
not  necessarily  represent  the  strengths 
of  the  materials  as  actually  applied  in  a 
structure.    For  instance,  it  is  usual  in 


specifications  for  cement  to  require  sam- 
ples made  in  a  particular  way  to  with- 
stand certain  tensile  stresses,  yet  practi- 
cally the  cement  in  structures  is  never 
exposed  to  tension  at  all.  So  also  with 
regard  to  steel  plates,  they  are  invariably 
specified  to  be  able  to  withstand  certain 
tension  and  elongation  tests,  even  al- 
though they  are  to  be  used  for  furnaces 
in  steam  boilers,  or  for  the  compression 
members' of  a  bridge,  in  which  cases  they 
will  never  be  exposed  to  tension  at  alL 
Again,  the  so-called  '^  temper  tesf  to 
which  steel  is  subjected  is  representative 
of  a  condition  to  which  the  material  in  all 
ordinary  structures  is  never  subjected, 
yet  this  is  rightly  looked  upc^n  as  one  of 
the  most  useful  tests  that  can  be  applied 
to  steel.  The  fact  is,  that  steel,  like  other 
materials,  is  possessed  of  certain  all- 
round  qualities,  and  if  some  peculiarity 
in  its  composition  or  manufacture  affects 
one  of  these  qualities  it  will  in  general 
affect  the  others  as  well ;  and  as  in  fram- 
ing specifications  it  is  necessary  to  fix 
some  points  of  excellence  which  are  capa- 
ble of  easy  and  exact  determination,  the 
ultimate  strength  and  elongation  and 
capacity  for  withstanding  bending  being 
those  properties  which  are  most  readily 
determined,  are  usually  those  which  are 
specified  with  precision.  It  is  in  this 
way  that  the  ultimate  strength  becomes 
generally  spoken  of  as  the  strength  of 
the  material,  and  the  elastic  strength,  or 
useful  strength,  becomes  lost  sight  of. 
The  elastic  limit,  moreover,  is  not  so 
easily  and  accurately  determined  as  is 
the  ultimate  strength.  Engineers  are 
not  even  agreed  as  what  should  really  be 
considered  as  the  elastic  limit,  but  there 
is  reason  to  believe  that  in  the  immediate 
future  more  importance  will  be  bestowed 
upon  this  point,  as  there  are  now  trust- 
worthy autographic  indicators  applied 
to  testing  machines,  which,  if  they  do 
not  definitely  record  the  actual  elastic 
limit,  at  least  record  quite  clearly  the 
breaking-down  point,  which  is  not  far 
removed  from  that  limit.  As  these  in- 
struments become  more  generally  known, 
it  is  probable  that  they  will  come  into 
more  extended  use,  and  we  shall  then 
have  specifications  fixing  not  only  the 
ultimate  strengths,  but  also  the  elastic 
strengths  of  the  material.  If  such  a 
practice  ever  becomes  general,  we  shall 
still  have  to  remember  that  the  useful 
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strength  is  not  necessarily  the  elastic 
strengfth,  as  the  useful  strength  must 
still  depend  upon  the  distribution  of  the 
stresses  upon  the  section.  The  uniform 
distribution  of  such  stresses  is  principally 
a  question  of  workmanship,  but  even 
with  the  best  workmanship,  it  is  also  de- 
pendent upon  the  proper  choice  of  mate- 
rials. Forms  which  are  complicated  and 
require  much  manipulation  to  obtain  ac- 
curate fitting  of  the  parts  must  be  made 
of  materials  which  will  allow  the  finished 
work  to  be  practically  homogeneous,  or 
else,  as  we  have  shown,  we  cannot  insure 
uniformity  of  distribution  of  stresses. 
For  such  forms  the  mildest  of  steel  will 


probably  be  the  most  suitable,  while 
there  are  other  structures  for  which  steel 
of  an  intermediate  strength  will  be  an 
admirable  material,  if  it  possesses  higher 
elastic  strength. 
I 

While  the  responsibility  of  determin- 
j  ing  what  kind  of  steel  is  the  most  suit- 
I  able  for  any  structure  must  rest  primarily 
I  with  the  engineer,  and  not  with  the  steel 
;  makers,  it  behoves  both  steel  makers  and 
engineers  to  investigate  thoroughly  the 
!  whole  of  the  physical  properties  of  steel 
I  generally,  without  a  knowledge  of  which 
we  cannot  hope  to  attain  to  that  perfec- 
tion for  which  we  all  strive. 
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EvEB  since  I  received  the  notification 
that  I  had  been  elected  the  President  of 
this  Institute  for  the  ensuing  year,  I  have 
had  a  desire  to  acknowledge  the  compli- 
ment, and  to  express  my  appreciation  of 
the  honor  that  you  have  done  me  in  as- 
sociating me  with  the  distinguished  offi- 
cers who  preceded  me  in  this  offica  It 
occurred  to  me  that  the  most  fitting  and 
appriate  method  of  doing  this,  and  at  the 
same  time  of  showing  my  interest  in  the 
Institute,  would  be  to  prepare  a  paper  to 
be  read  at  one  of  the  meetings,  or  to  be 
published  in  our  Proceedings.  The 
range  of  subjects  to  choose  from  is  very 
wide,  for  as  this  Institute  has  to  do  with 
matters  pertaining  to  the  Navy,  it  is  hard 
to  indicate  any  subject  known  to  modem 
progress  that  would  not  be  appropriate ; 
but  I  concluded  to  confine  myself  to  no 
one  of  these,  but  rather  to  assume  the 
position  of  an  observer  of  what  is  now 
transpiring,  to  suggest  what  seems  to 
me  to  be  needful,  and  to  consider  the 
prospects  that  are  held  out  in  the  way  of 
rehabilitation  of  the  Navy.  ' 

I  am  aware  that  in  making  an  address 
I  am  departing  from  custom,  but  I  am 
willing  to  endure  the  penalty  that  is  im- 
posed for  the  sake  of  putting  before  you 
some  ideas  which  I  could  not  find  a  more 


convenient  method  of  presenting.  I 
have  been  employed  lately  on  duties  re- 
lating to  ships  and  gun  foundries,  which 
aflforded  me  opportunities  for  observa- 
tion and  naturally  encouraged  thought; 
and  it  occurred  to  me  that  remarks  on 
these  subjects,  and  ideas  resulting  from 
the  study  of  them,  could  not  be  alto- 
gether without  profit,  and  might  be 
found  interesting.  1  accordingly  devote 
much  of  my  space  to  these  two  subjects, 
avoiding  in  the  latter,  gun  foundries,  a 
repetition  of  what  you  nave  read  in  the 
report  of  the  Gun  Foundry  Board,  but 
supplementing  what  is  therein  stated  by 
some  explanations,  which  can  be  familia^ 
only  to  those  who  were  members  of  the 
Board. 

I  was  the  more  inclined  to  address  you 
in  this  manner  from  the  fact  that  your 
notice  of  me  and  my  work  comes  at  the 
time  when,  for  reasons  beyond  my  con- 
trol, I  am  about  to  be  retired  from  active 
service,  and  will  be  for  the  rest  of  my 
life  only  a  "  looker-on  in  Vienna,"  and  it 
is  for  me  a  suitable  time  to  sum  up  ac- 
counts and,  as  it  were,  to  take  an  account 
of  stock. 

My  first  associations  with  the  Navy 
were  nearly  46  years  ago.  It  then  occu- 
pied a  very  creditable  position,  but  I  saw 
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it  advance  to  its  zenith  when  its  ships 
were  the  models  for  the  imitation  of  the 
world,  and  its  guns  were  the  standard  of 
excellence.  I  have  seen  it  in  its  decline 
until  its  materiel  has  reach  the  point 
where  it  can  be  cited  as  the  standard  of 
inefficiency.  Even  our  own  dauy  press 
make  it  a  target  for  its  shafts  of  ridicule. 
Thanks  to  the  Naval  Academy  and  the 
abiding  high  tone  of  the  service,  its  per- 
sonnel is  above  reproach,  and,  in  this 
day  of  the  decadence  of  our  ships  and 
guns,  it  finds  itself  equipped  for  the  try- 
ing work  now  before  it. 

This  condition  of  preparation  is  the 
result  of  the  training  of  officers  at  the 
Academy,  where  the  door  of  knowledge 
was  opened  to  them,  and  to  their  own  in- 
dividual efforts  to  advance  in  the  studies 
inaugurated  at  that  institution.  This 
Institute  is  one  of  the  proofs  of  the  as- 
piration for  advancement  that  felt  the 
need  of  a  field  in  which  to  exhibit  prow- 
ess, and  these  efforts  have  been  contin- 
ued under  a  pressure  that  seemed  to  for- 
bid any  chance  of  encouragement.  This 
element  of  success  we  were  not  favored 
with  for  many  years ;  but  let  us  view  the 
outlook  of  to-day,  let  ns  see  if  we  have 
not  now  a  right  to  feel  encouraged,  and 
to  believe  that  the  tide,  having  reached 
its  lowest  ebb,  is  now  on  the  flood  on 
which  we  may  rise  to  the  position  we  once 
held. 

The  first  and  most  important  consider- 
ation for  a  navy  are  ships !  A  reference 
to  our  Navy  List  shows  a  beggarly  ac- 
count. What  encouragement  have  we 
for  the  future  ?  We  have  much  encour- 
agement, and  I  will  trace  with  historical 
precision  the  progress  that  has  been 
made  slowly,  indeed,  but  surely,  in  this 
directon. 

The  origin  of  the  effort  dates  from 
June,  1881,  when  the  Hon.  William  H. 
Hunt,  Secretary  of  the  Navy,  appointed 
an  advisory  Board  to  consider  and  to  re- 
port on  the  need  of  appropriate  vessels 
for  the  Navy.  This  board,  styled  the 
first  Advisory  Board,  decided  that  for  all 
purposes  of  "surveying,  deep-sea  sound- 
ing, protection  and  iidvancement  of 
American  commerce,  exploration,  the 
protection  of  American  life  and  property 
endangered  by  wars  between  foreign 
countries,  and  service  in  support  of 
American  policy  in  matters  where  foreign 
Governments    are  concerned,'*  and    for 


providing  a  "reserve  of  sufficient  strength 
to  maintain  the  effectiveness  of  the  fleet," 
the  United  States  Navy  should  comprise 
70  unarmored  cruisers. 

The  Board,  in  its  report  of  November 
7,  1881,  stated  that  there  were  32  vessels 
in  the  Navy  fit  for  service.  The  re- 
quired 38  vessels  were  classed  as  follows, 
viz.: 

Two  first-rate  steel  double-decked  unar- 
mored cruisers,  having  a  displacement 
of  about  5,873  tons,  an  average  speed 
of  16  knots,  and  a  battery  of  four  8 -in. 
and  twenty-one  6-in.  guns;  cost,  $3,- 
660,000. 

Six  first-rate  steel  double-decked  un- 
armored cruisers,  have  a  displacement  of 
about  4,560  tons,  an  average  sea  speed 
of  14  knots,  and  a  battery  of  four  8-in. 
guns  and  fifteen  6-in.  guns;  cost,  $8,- 
532,000. 

Ten  second-rate  steel  single-decked 
unarmored  cruisers,  having  a  displace- 
ment of  about  3,043  tons,  an  average  sea 
speed  of  13  knots,  and  a  battery  of 
twelve  6  in.  guns ;  cost,  $9,300,000. 

Twenty  fourth-rate  wooden  cruisers, 
having  a  displacement  of  793  tons,  an 
average  sea  speed  of  ten  knots,  and  a 
battery  of  one  5-in.  and  two  60-pounder8; 
cost,  $4,360,000. 

In  addition  to  these  cruisers,  it  was 
recommended  to  build  five  steel  rams  of 
about  2,000  tons  displacement,  and  an 
average  sea-speed  of  13  knots;  cost, 
$2,600,000. 

Five  torpedo  gunboats  of  about  450 
tons  displacement,  and  a  maximum  sea 
speed  of  not  less  than  13  knots,  and  one 
heavy-powered  rifled  gun ;  cost,  $725,000. 

Ten  cruising  torpedo  boats,  about  100 
ft.  long,  having  a  maximum  speed  of  not 
less  than  twenty-one  knots  an  hour ;  cost, 
$380,000. 

Ten  harbor  torpedo  boats,  about  70  ft. 
long,  having  a  maximum  speed  of  not 
less  than  17  knots  per  hour;  cost, 
$250,000. 

The  Board  stated  that  "  iron-clads  are 
absolutely  needed  for  the  defence  of  the 
country  in  time  of  war,"  but  as  its  orders 
were  to  recommend  means  of  providing 
for  the  present  *' exigencies  of  theNavy,"^ 
it  considered  this  type  outside  of  tiie 
category  of  vessels  it  was  ordered  to 
consider. 

In  the  naval  appropriation  bill,  ap- 
proved August  5,  1882,  authority  waa 


THE  KAVY   AND  ITS  PROSPECTS  OF  REHABILITATION. 


885 


given  to  build  one  each  of  the  first  two 
types  enumerated  above,  and  an  Advisory 
Board  (the  second)  was  provided  to  ad- 
vise and  assist  the  Secretary  of  the  Navy 
in  all  matters  relating  to  their  construc- 
tion, and  ''to  prepare  plans,  drawings  and 
specifications  of  vessels,  their  machinery 
and  armament,  recommended  by  the  late 
Naval  Advisory  Board  not  authorized  to 
be  built" 

The  second  Advisory  Board  was  or- 
ganized November  13,  1882,  previous  to 
which  there  had  been  issued  from  the 
Navy  Department  notice  and  advertise 
ments  concerning  the  construction  of 
the  two  steel  cruisers,  inviting  "  all  engi- 
neers and  mechanics  of  established  repu- 
tation, and  all  reputable  manufacturers 
of  vessels,  steam-engines,  boilers,  or  ord 
nance,  engaged  in  the  business,  all  offi- 
cers of  the  Navy,  especially  naval  con- 
structors, steam  engineers  and  ordnance 
officers,  having  plans,  models  or  designs 
of  any  vessels,  or  of  any  parts  thereof, 
of  the  classes  authorized  by  the  Naval 
Appropriation  Act  of  Congress  of  August 
5,  1682,  to  submit  such  plans,  models 
and  designs  to  the  Naval  Advisory  Board 
directed  to  be  organized  by  the  Secre- 
tary of  the  Navy,  under  the  provisions  of 
said  Act,  for  his  advice  and  assistance  in 
designing  and  constructing  said  vessels, 
in  order  that  the  same  may  be  examined 
by  said  Board  in  accordance  with  the 
provisions  of  said  Act." 

The  Board  issued  a  circular  Novem- 
ber 26,  1882,  suggesting  the  general 
features  for  the  larger  vessel  authorized 
to  be  built,  for  the  guidance  of  those  pro- 
posing to  submit  plans. 

The  Board  recommended  to  the  Secre- 
tary of  the  Navy,  November  21,  1882, 
that,  in  addition  to  the  two  cruisers  al- 
ready authorized  to  be  built,  there 
shotdd  also  be  constructed  two  of  the 
ten  second-rate  single-decked  steel  un- 
armored  cruisers  recommended  by  the 
first  Advisory  Board ;  also  one  dispatch 
boat. 

On  January  2,  1883,  the  Secretary  of 
the  Navy  recommended  to  Congress  (in 
accordance  with  the  advice  of  the  Ad- 
visory Board)  the  construction  of  one 
steel  cruiser  of  about  4,000  tons  dis- 
placement, three  steel  cruisers  of  about 
2,500  tons  displacement,  one  dispatch 
boat  of  1,500  tons  displacement,  and  one 
cruising  torpedo  boat,  to  cost  $38,000. 
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The  largest  cruiser  previously  authorized 
was  omitted  for  sufficient  reasons,  as  she 
coiild  not  be  built  on  the  sum  appropri- 
ated, and  it  was  not  considered  judicious 
to  build  so  large  and  expensive  a  vessel 
which  is  not  required,  and  which  would 
be  very  expensive  to  retain  in  commis- 
sion. 

On  February  1,  1883,  the  Board  subk- 
mitted  general  features  for  a  4,300-ton 
cruiser,  and  on  February  5,  1883,  the 
Secretary  of  the  Navy  issued  the  same  to 
ship  builders  and  engine  builders  in  the 
United  States  likely  to  make  proposals 
for  construction. 

Congress  in  the  Naval  Appropriation 
Bill,  approved  March  3,  1883,  provided 
for  the  construction  of  one  cruiser  of 
4,500  tons  displacement  (Chicago),  two 
of  3,000  tons  displacement  (Atlanta  and 
Boston),  and  one  dispatch  boat  of  1,500 
tons  displacement  (Dolphin),  a  portion 
of  the  estimated  cost  being  voted  at  that 
time,  and  the  balance  being  provided  in 
the  temporary  half-year  appropriation  for 
the  Navy  approved  July  7,  1884. 

The  Secretary  of  the  Navy,  in  his  re- 
port of  December  1,  1883,  recommended, 
in  accordance  with  the  advice  of  the  Ad- 
visory Board,  the  construction  of  seven 
additional  steel  vessels,  viz. :  One  of  each 
of  the  three  types  already  under  con- 
struction by  the  authority  of  Congress, 
and  in  addition  to  them,  two  heavy 
and  two  light-armed  gunboats.  The  con- 
sideration of  a  bill  introduced  in  Con- 
gress in  accordance  with  this  recom- 
mendation, produced  an  investigation  by 
a  Senate  committee,  the  evidence  given 
at  which  showed  that,  with  the  exception 
of  two  of  the  officers  summoned,  the  Ad- 
visory Board  had  the  confidence  of  the 
Natvy. 

This  bill  failed  to  pass  the  House  of 
Representatives.  The  debate  upon  it  in 
the  Senate  was  very  thorough,  and 
showed  that,  in  that  chamber,  party  Hues 
were  yielding  to  what  was  felt  to  be  a 
national  question. 

In  the  act  making  appropriation  for 
the  Navy,  approved  March  3,  1885,  Con- 
gress authorized  the  construction  of  four 
additional  vessels,  two  of  not  less  than 
3,000  nor  more  than  5,000  tons  displace- 
ment, costing,  exclusive  of  armament, 
not  more  than  one  million  one  himdred 
thousand  dollars  each;  one  heavily  armed 
gunboat  of   about  1,600  tons  displace- 
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znent,  costing,  exclusiye  of  armament, 
not  more  than  five  hundred  and  twenty 
thousand  dollars ;  and  one  light  gunboat 
of  about  800  tons  displacement,  costing, 
exclusive  of  armament,  not  more  than 
two  hundred  and  seven ty- five  thousand 
dollars.  This  bill  was  passed  during  the 
last  hour  of  an  expiring  Congress,  and  a 
line  introduced  in  the  House  provided 
that  the  construction  of  these  vessels 
should  be  under  the  direction  of  the 
Navy  Department,  not  subject  to  the 
supervision  of  the  Advisory  Board.  The 
general  features  and  preliminary  plans 
and  calculations  have  been  made  for 
these  vessels  by  a  special  Board  on  addi- 
tional vessels,  and  they  are  now  in  the 
hands  of  the  Bureaus,  who  are  preparing 
designs  on  which  bids  can  be  made  if 
proposals  are  issued  for  their  construc- 
tion by  contract. 

We  thus  see  that,  notwithstanding  the 
apathy  into  which  we  had  fallen,  not- 
withstanding the  more  serious  obstacle 
of  party  rivalry,  whether  with  an  Advis- 
ory Board  or  without  an  Advisory  Board, 
the  Navy  can  count  on  an  addition  of 
seven  steel  cruisers  of  modem  construc- 
tion, and  one  dispatch  boat  as  a  nucleus 
for  the  new  Navy.  The  coming  year 
will  see  four  of  these  vessels  completed, 
and  it  may  be  that  the  year  following 
may  launch  the  four  additional  vessels  ; 
and  have  we  not  a  ri^ht  to  believe  that, 
the  inertia  of  rest  bemg  overcome,  and 
the  energy  of  motion  having  been  com- 
municated, the  pressure  of  the  wave  of 
public  opinion  will  grow  in  force  until  it 
will  come  to  be  a  recognized  necessity 
to  make  a  yearly  appropriation  for  the 
increase  of  the  Navy?  I  think  we  have 
a  right  to  believe  it.  We  know  that 
public  opinion  is  with  us,  the  individual 
legislator  will  agree  to  the  necessity  of 
the  increase ;  it  only  remains  for  the  ri- 
valry of  parties  to  be  supressed  in  the 
face  of  this  national  question,  and  the 
signs  are  greatly  in  favor  of  this  devoutly 
wished-for  consummation. 

It  will  be  noticed  that  the  Act  of  Con- 
gress which  originated  the  first  action  in 
this  matter  was  founded  upon  the  rec- 
ommendation of  the  first  Advisory  Board,  j 
and  it  is  natiural  to  suppose  that  the  re-  < 
port  of  that  Board  will  be  referred  to  in  j 
future  steps  that  may  be  taken,  and  if  i 
later  experience  does  not  suggest  modi- 
fications, that  they  will  form  the  basis  for  ■ 


future  action.  We  may  thus  conclude 
that  the  number  of  vessels  indicated  by 
that  Board  as  sufficient  to  perform  the 
duties  of  a  navy  in  time  of  peace  will  be 
adhered  to,  and  that  seventy  unarmored 
cruisers  of  steel  will  in  course  of  time 
be  added  to  the  Navy  hst.  I  count  the 
whole  number  of  cruisers  of  steel,  be- 
cause, even  at  a  much  faster  rate  than 
that  at  which  we  propose  to  build,  our 
present  supply  of  wooden  ships  will  have 
entirely  disappeared  before  that  number 
will  be  completed. 

It  will  also  be  noticed  that  the  first  Ad- 
visory Board  interpreting  its  instructions 
(''  to  provide  for  the  present  exigencies 
of  the  navy"),  not  to  apply  to  armored 
vessels,  made  no  recommendations  as  to 
the  construction  of  such  vessels,  merely 
noting  that  "iron-dads  are  absolutely 
needed  for  the  defence  of  the  country  in 
time  of  war.'*  It  seems  to  me  that  this 
is  a  weak  position  for  us  to  continue  to 
hold,  that  is,  if  the  practical  working  out 
of  the  idea  is  to  postpone  the  construc- 
tion of  armored  vessels  until  we  shall 
have  provided  ourselves  with  the  seventy 
unarmored  cniisers  needed  for  current 
use.  This  is  a  short-sighted  view  to  take 
of  the  matter.  There  is  no  good  reason 
why  the  building  of  both  armored  and 
unarmored  vessels  should  not  be  prose- 
cuted at  the  same  time ;  in  fact,  I  think, 
it  can  be  shown  that  the  construction  of 
the  two  classes  of  vessels  at  the  same 
time  would  prove  ultimately  to  be  econ- 
omical in  result.  But,  apart  from  the 
matter  of  cost,  does  it  not  seem  absurd 
to  confine  our  preparations  only  to  what 
is  required  in  peace  when  it  is  openly 
recognized  that  the  armored  vessels  are 
indispensable  in  time  of  war  ? 

ARMORED   VESSELS. 

This  view  was  actually  taken  of  the 
subject  by  Senators  when  the  bill  for  ad- 
ditional vessels  was  under  consideration 
in  the  Senate  in  1884.  One  Senator  who 
declined  to  vote  for  the  additional  un- 
armored cruisers  declared  that  he  would 
vote  fifty  millions  for  vessels  capable  of 
contending  with  first-class  iron-clads  and 
of  resisting  modem  artillery. 

Taking  advantage  of  this  offer  of  the 
Senator,  and  with  the  earnest  desire  to 
give  him  a  chance  to  vote  his  fifty  mil- 
Uons,  I  addressed  a  letter  to  the  Secre- 
tary of  the  Navy,  which  I  place  here  on 
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record  as  I  find  it  embodies  ideas  and 
recommendations  which  I  still  hold  to  be 
sound.     The  letter  was  as  follows : 

"  Navy  Depabtment,  Washington, 
April  11,  1884. 
•*  The  Honorable  W.  E.  Chandler, 

Secretary  of  the  Navy. 

''Sib:  Eef erring  to  the  debate  in  the 
Senate  on  the  amendments  to  the  Naval 
Appropriation  Bill,  objection  is  raised  by 
some  Senators  to  granting  additional 
vessels  to  the  Navy  on  the  ground  that 
the  cruisers  asked  for  are  not  of  such 
fighting  quality  as  to  match  armored  ves- 
sels of  other  nations,  the  inference  being 
that  if  a  bill  were  presented  for  the  con- 
struction of  an  armored  vessel  it  would 
meet  with  their  approval. 

"  The  first  Advisory  Board  was  fully 
sensible  to  the  need  of  armored  vessels 
for  the  Navy,  but  in  consideration  of  the 
great  need  of  cruisers  to  carry  the  flag 
abroad  it  recommended  as  the  first  step 
in  rehabilitating  the  Navy  the  construc- 
tion of  vessels  to  supply  this,  the  most 
pressing  want  of  the  servica  Construc- 
tion of  armored  vessels  was  confidently 
expected  to  follow  in  due  order  after  a 
sufficient  number  of  unarmored  vessels 
should  have  been  built  to  form  a  cruising 
force.  It  seems  apparent  that  the  build- 
ing of  armored  vessels,  and  of  unarmored 
vessels,  was  not  proposed  to  be  carried 
on  simultaneously,  from  a  disinclination 
to  call  for  very  large  appropriations. 

"For  the  purpose  of  conforming  to 
the  implied  desires  of  Senators  for  ar- 
mored ships,  and  from  the  fact  that  there 
is  no  doubt  of  the  need  of  them,  I  re- 
spectfully recommend  that  the  programme 
laid  out  by  the  first  Advisory  Board  be 
so  far  departed  from  as  to  admit  of  hav- 
ing one  armored  vessel  under  construc- 
tion constantly,  even  while  the  work  of 
providing  cruisers  is  in  progress. 

"  The  length  of  time  required  for  such 
constructions  is  from  three  to  five  years. 
They  are  very  costly,  and  will  involve 
much  study  and  careful  preparation ;  be- 
sides, the  selection  of  a  type  will  be  a 
matter  requiring  much  deliberation. 

"  In  relation  to  the  last  point,  the  se- 
lection of  a  type,  I  submit  general  dimen- 
sions and  some  particulars  of  two  ar- 
mored vessels  which  represent  the  most 
advanced  ideas  of  the  present  day.  One 
of  these  would,  most  probably,  be  the 


character  of  the  vessel  that  would  be 
recommended  by  such  a  body  as  the  Ad- 
visory Board. 

"H.  B.  M.  Ship  Imperieuse,  not  yet 
completed,  was  commenced  in  1881.  She 
is  called  an  armored  cruiser,  and  is  in- 
tended for  sea  service  on  foreign  stations 
where  fast  unarmored  ships  may  have  to 
be  opposed,  and  where  second-class  iron- 
clads may  have  to  be  engaged.  Her  di- 
mensions are  as  follows : 

Length 815  feet 

Beam. .  *. 61 

Draught 25 

Bisplacement   7,400  tons. 

I.  H.  Power 8,000 

Speed 16  knots. 

"  The  battery  will  consist  of  four  9.2- 
inch  guns,  each  mounted  in  an  armored 
barbette,  and  six  6 -inch  guns  in  broad- 
side. The  barbettes  are  arranged  one 
forward  and  one  aft,  and  the  others 
abreast  of  each  other  at  the  sides  amid- 
ships ;  the  heavy  guns  are  thus  situated 
at  twice  the  height  from  the  water  that 
they  would  be  in  a  turreted  vessel,  and 
can  be  fired  three  together  in  any  direc- 
tion. The  speed  and  armament  here  de- 
scribed does  not  greatly  exceed  that  of 
the  Chicago,  but  the  difference  in  dis- 
placement of  2,900  tons  admits  of  the 
following  armor : 

"  Throughout  the  length  occupied  by 
the  machinery  and  boilers  (139  feet),  the 
sides  are  protected  by  ten  inches  of  com- 
pound armor  for  a  depth  of  eight  feet, 
the  deck  over  this  is  one  and  a-half  inch 
thick ;  bulkheads  of  plating  eight  inches 
thick  run  athwartship  at  the  forward  and 
after  extremities  of  the  side  armor,  thus 
forming  a  citadel  enclosing  the  machinery 
and  boilers.  Forward  and  abaft  the  cita- 
del, at  the  level  of  its  lower  edges,  ex- 
tends a  protective  deck  three  inches 
thick,  sloping  downwards  to  the  sides, 
as  in  the  Boston  and  Atlanta.  The  bar- 
bettes are  seventeen  feet  in  diameter,  and 
are  armored  with  eight  inches  of  steel, 
which  protects  the  machinery  for  turn- 
ing, elevating  and  loading  the  gun,  and 
an  armored  chute  leading  to  below  the 
armored  deck  makes  the  passage  of  am- 
munition safe  and  rapid.  The  pilot  tower 
is  protected  by  ten  inches  of  armor. 

'^  Contrasting  the  protection  afforded 
by  the  armor  above  stated  with  the  vul- 
nerability of  the  Chicago,  the  advantage 
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of  the  increased  displacement  of  the  Im- 
periense  becomes  apparent. 

"Ajiother  type  of  vessel  that  would 
come  up  for  consideration  is  the  turreted 
ship  Riachuelo,  just  completed  for  the 
Brazilian  Government  by  an  English  firm 
on  the  Thames.  Her  dimensions  are  as 
follows : 

Length 306  feet 

Beam 62 

Draught 20 

Displacement 6,700  tons. 

I.  H.  Power «,000 

Speed 16  knots. 

"  The  armament  consists  of  four  9-inch 
guns  in  two  turrets,  and  six  6-inch  guns 
on  the  upper  deck.  There  is  an  armor 
belt  of  eleven  inches  thickness  covered 
by  a  two-inch  deck,  and  the  turrets  have 
ten  inches  of  armor. 

"  The  armor  protection  is  by  no  means 
so  complete  as  that  of  the  Imperieuse, 
nor  is  the  arrangement  of  the  battery  so 
effective,  but  on  the  other  hand,  the  speed 
is  greater  and  the  displacement  is  1,700 
tons  less. 

"These  instances  are  cited  to  show 
that  a  Board  cannot,  except  after  the 
most  careful  study  and  examination,  de- 
cide upon  even  the  size  and  general  di- 
mensions of  an  armored  vessel  best  suit- 
ed for  our  purposes;  therefore,  in  sug- 
gesting the  form  for  an  Act  of  Congress 
which  shall  the  best  carry  out  the  recom- 
mendation I  make  in  this  communication, 
and  estimating  the  time  for  completing 
the  vessel  as  three  years,  I  would  pro- 
pose that  the  authority  should  be  given 
somewhat  in  the  following  form : 

"For  the  construction  of  one  armored 
vessel  of  not  exceeding  7,500  tons  dis- 
placement, one  million  dollars;  such 
vessel  to  be  constructed  under  the  same 
conditions  as  prescribed  for  the  construc- 
tion of  the  steel  cruisers,  and  its  armor 
and  armament  procured,  at  a  total  cost 
not  to  exceed  two  millions  five  hundred 
thousand  dollars. 

»*Very  respectfully, 

"E.  Suspsov,  JRear-AdmircU,** 

This  letter  was  commiunicated  to  Sena- 
tors and  found  its  way  into  the  press. 
In  these  days  of  rapid  development  we 
cannot  confidently  count  on  adhering  for 
any  length  of  time  to  what  we  approve 


to-day.  The  development  is  still  going 
on,  and  the  advance  already  made  may 
constrain  us  to  go  a  step  further,  but  in 
this  matter  of  type  of  armored  vessel  I 
think  we  can  claim  an  exception ;  for  I 
find  no  reason  to  change  or  modify  what 
I  wrote  in  April,  1884,  and  I  am  inclined 
to  think  that  the  question  is  definitely 
settled  between  the  casemate,  barbette 
and  turret.  The  first  type  of  seagoing 
armored  vessel  naturaUy  had  the  armor 
disposed  on  the  broadside.  The  move- 
ment conunenced  in  France,  in  1858,  was 
followed  by  England,  aqd  continued  until 
their  formidable  fleets  were  equipped  in 
this  manner.  In  1868  the  casemate  or 
central  battery  armored  vessels  appeared, 
represented  in  England  by  the  Hercules 
and  the  Sultan,  and  in  France  by  the 
Ocean,  the  armor  being  limited  to  an  ar- 
mored belt  at  the  water  line,  and  the 
protection  of  the  battery  and  engines  by 
an  armored  casemate.  In  the  French 
ship,  however,  in  addition  to  the  case- 
mate for  the  central  battery,  there  were 
introduced  four  barbettes,  one  at  each  of 
the  four  comers  of  the  casemate,  armored 
with  six  and  a  half  inch  plates,  and 
mounting  in  each  a  gun  of  fifteen  and  a 
half  tons  weight.  The  Marengo,  Suflfren 
and  Friedland  quickly  followed  the  Ocean, 
with  batteries  and  armor  arranged  in  a 
similar  manner.  Since  that  time  the 
construction  of  casemate  ships  has  been 
gradually  discontinued  in  France,  and  the 
barbette  is  now  the  adopted  type,  the 
armor  consisting  of  a  water-line  protec- 
tion and  an  armored  deck  covering  all 
vital  parts,  while  the  vertical  tubular  pajs- 
sages  for  the  passage  of  ammunition  are 
strongly  protected.  Apart  from  other 
reasons  this  arrangement  of  armor  con- 
forms to  the  necessities  arising  from  the 
introduction  of  gims  of  much  increased 
caliber  and  weight. 

In  1872  the  English  Admiralty  built 
the  Temeraire,  in  which  two  guns  were 
mounted  en  barbette  in  connection  with 
a  central  battery ;  but  they  did  not  fully 
adopt  the  type  until  1882,  when  the  Col- 
Hngwood  was  launched.  It  is  evident 
that  the  advantages  are  fully  recognized 
now  by  the  English  authorities,  for  a 
large  number  of  vessels  of  this  type  are 
now  under  construction.  I  cite  here  the 
names  and  displacement  of  those  which 
are  being  rapidly  pushed  to  completion^ 
viz.: 
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Oollingwood of  9.150  tons  displacement. 

Impeiieuse **    7,390       ** 

.Warspite "    7,890 

Howe •*    9,600 

Rodney **    9,600 

Camperdown "  10,000        " 

Benbow "  10,000       " 

Anson "  10,000 

ThiB  list  is  sufficient  to  prove  that 
England  thinks  the  barbette  type  of  ar- 
mored vessel  has  come  to  stay ;  such  ac- 
tion implies  no  doubt  of  the  efficiency  of 
the  system. 

The  monster  ships  of  Italy,  the  Lepanto 
and  the  Italia,  of  13,898  tons  and  13,- 
550  tons  displacement,  are  of  the  bar- 
bette type,  and  that  nation  has  now 
under  construction  throe  additional  ves- 
sels of  the  same  type,  viz. : 

Tons  displacement 
The  Ruggiero  di  Lauria.  ...  of  10,045 

Francesco  Morosini **  J0,046 

Andrea  Doria «*  10,045 

Russia  has  ten  barbette  ships  on  her 
Navy  Ust,  and  is  continuing  the  construc- 
tion. 

In  recommending,  then,  as  I  do,  the 
barbette  type  of  ship  for  our  sea-going 
armored  vessels,  I  think  I  have  the  expe- 
rience of  the  world  to  sustain  me.  No 
more  positive  proof  can  be  given  of  the 
superior  advantages  of  the  svstem  than 
the  practical  demonstration  given  by  the 
nations  cited  of  their  faith  in  it.  There 
is  no  saving  of  weight  of  armor,  but 
the  disposition  of  the  weight  is  radi- 
cally different  from  what  it  is  in  a 
ship  with  casemated  battery,  and  is 
better  arranged  to  protect  all  sub- 
merged parts  of  the  vessel,  the  armor 
deck  being  extended  aft  to  the  stem, 
thas  covering  all  parts  of  the  steering 
apparatus,  while  forward  it  gives  most 
valuable  support  to  the  ram.  The  only 
question  that  could  arise  in  selecting  a 
type  would  be  between  the  barbette  and 
the  turret  system,  but  for  sea-going  pur- 
poses the  increased  height  in  the  dispo- 
sition of  the  battery  given  by  the  bar- 
bette, as  compared  wiUi  the  position  of 
the  battery  in  a  turret  ship,  must  be  rec- 
ognized as  an  advantage  hardly  to  be 
equalled  by  any  others  that  the  friends 
of  the  turret  could  advance  for  their  type. 
And  even  for  coast  defence,  or  for  harbor 
defence,  the  barbette  system  presents  so 
many  advantages  that  it  seems  to  be 
possible  for  it  to  be  substituted  for 
nearly  all  purposes  where  the  closed  tur- 


ret is  now  used.  This  probability  in- 
creases with  the  increase  of  calibre  of 
the  guns,  for  it  must  be  remembered 
that  with  the  turret  system  the  port  is 
very  near  the  deck,  and  the  blast  from 
the  discharge  of  a  100-ton  gun  is  some- 
thing tremendous.  There  is  a  dearth  of 
experiments  on  the  effect  of  blast  at  the 
muzzle  of  a  gun.  They  are  much  needed 
to  assist  in  the  investigation  of  this  very 
point 

Having  stated  my  conviction  that  there 
should  be  no  delay  in  commencing  the 
construction  of  armored  vessels,  and  hav- 
ing given  you  the  reasons  for  my  prefer- 
ence for  a  particular  type  of  vessel,  and 
believing  that  type  is  sufficiently  estab- 
lished by  the  experience  of  the  world  to 
justify  us  in  accepting  it  as  a  standard, 
I  submit  to  you  now  a  few  of  the  gen- 
eral features  of  such  a  vessel  as  I  would 
advise.  It  is  not  exclusively  my  own  de- 
sign ;  it  is  evolved  from  the  deliberations 
of  a  bod  /  of  earnest  men  who  considered 
the  question  carefully. 

I  premise  by  saying  that  we  are  re- 
stricted as  to  the  displacement  of  our 
armored  vessels.  It  is  impossible  for 
the  United  States  to  utilize  such  a  vessel 
as  is  ranked  as  first  class  by  other  na- 
tions ;  we  have  not  a  sufficient  depth  of 
water  on  our  bars.  It  is  a  question  of 
draught  of  water.  Again,  the  dimen- 
sions of  the  vessel  must  be  governed  by 
the  size  of  our  dry  docks ;  that  building 
at  Mare  Island  is  the  only  one  that  would 
admit  a  first-class  ironclad,  while  those 
at  Boston  and  Norfolk  limit  the  extreme 
breadth  to  about  68  ft.  Here  is  an  abso- 
lute limit  set  on  two  dimensions,  and, 
confining  the  length  to  near  300  ft.,  in 
order  to  ensure  handiness,  it  will  be 
found  that,  combining  these  with  the  two 
other  governing  qualities  of  large  margin 
of  stability  and  space  for  well-protected 
machinery,  the  maximum  displacement 
will  be  fixed  at  about  7,000  tons. 

The  principal  dimensions  of  the  hull 
would  be : 

Length 820  feet 

Breadth 68     ** 

Mean  load  draught 28     ** 

Load  displacement 7,800  tons 

Maximum  speed  in  smooth  water. .      16  knots 

The  battery  should  consist  of  four  10 
inch  B.  L.  R.  guns,  each  mounted  en  bar- 
bette  within  a  fixed  turret  nineteen  feet 
in  diameter,  one  located  on    each  side 
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amidsbipB,  and  the  other  two  on  the 
middle  line  of  the  upper  deck,  one  for- 
ward and  one  aft ;  the  guns  to  be  pro- 
tected from  machine  fire  by  revolving 
hoods  of  4-in.  steel,  the  axes  of  the  guns 
of  the  side  turrets  to  be  twenty-one  and 
a  half  feet,  and  those  of  the  middle-line 
turrets  twenty-three  feet  above  the  load- 
water  line. 

Four  6-in.  B.  L.  B.  guns  should  be 
mounted  on  the  upper  deck  protected  by 
circular  revolving  4-in.  steel  shields. 

A  suitable  secondary  battery  should  be 
carried,  consisting  of  Hotchkiss  single- 
shot  guns  of  57  and  47  millimeters,  and 
revolving  cannon  of  37  millimeters,  and 
Gatling  gims. 

The  allowance  of  ammunition  should 
be  100  rounds  for  each  10-in.  and  each 
6  in.  gun,  1,500  rounds  for  each  large 
Hotchkiss  gun,  and  800  rounds  for  each 
37  mm.  gun. 

Pour  hundred  and  forty-five  tons 
should  be  reserved  for  the  weight  of  ord- 
nance. 

There  should  be  separate  magazines 
and  shell  rooms  for  each  turret. 

The  hull  should  be  built  of  mild  steel 
with  brass  stem,  stem  post  and  rudder 
should  be  cased  with  wood  to  the  height 
of  the  main  deck,  and  sheathed  with 
copper. 

The  armor  protection  should  consist 
of  a  belt  eight  feet  in  depth,  three  and  a- 
half  feet  above  and  four  and  a-half  feet 
below  the  load  line,  extending  through- 
out the*  length  of  150  feet  occupied  by 
the  machinery  and  boilers  and  central 
magazines,  the  ends  being  enclosed  by 
athwartship  bulkheads  nine  inches  thick, 
the  thickness  of  the  side  armor  being  ten 
inches  from  the  top  to  one  foot  below  the 
water  line,  and  tapering  thence  to  five 
inches  at  the  lower  edge  of  the  belt 

The  armor  on  the  barbette  turrets 
should  be  seven  feet  deep  and  eight 
inches  thick,  on  the  pilot  tower  five  feet 
deep  and  six  inches  thick,  on  the  hoods 
to  barbette  guns  four  inches  thick,  and  on 
the  anmiunition  tubes  to  turrets  four  and 
a-half  inches  thick. 

At  the  level  of  the  top  of  the  armor 
belt  and  throughout  its  extent,  there  will 
be  an  armored  deck  two  inches  thick,  and 
before  and  abaft  the  armor  belt  the  armor 
deck  is  continued  to  the  extremities  at 
the  level  of  the  lower  edge  of  the  armor 
belt,  or  four  and  a  half  feet  below  the 


load- water  line  amidships,  sloping  at  the 
sides,  and  at  the  bow  to  strengthen  the 
ram. 

The  ship  will  have  such  sail  power  as 
can  be  carried  on  two  steel  lower  masts, 
to  be  fitted  to  carry  circular  tops  for  mar- 
chine  guns  and  extra  gafifs  or  derricks 
for  hoisjjing  torpedo  boats. 

Provision  should  be  made  for  carrying 
and  launching  two  sixty-foot  torpedo 
boats  in  addition  to  the  usual  allowance 
of  boats,  and  the  vessel  should  be  de- 
signed with  refence  to  being  ultimately 
fitted  with  above-water  launching  gear, 
in  four  places,  for  an  automatic  fish  tor- 
pedo. 

The  coal  supply  at  load  draught  should 
be  500  hundred  tons,  with  bunker  ca- 
pacity for  800  tons;  and  arrangements 
should  be  made  to  stow  provisions  for 
400  men  for  90  days,  and  other  stores  for 
the  usual  periods. 

The  engines  and  boilers  should  be  ca- 
pable of  developing  7,500  I.  H.  P.  in  the 
aggregate,  during  a  six-hour  full  power 
tnal,  the  fuel  to  be  the  best  semi-bitumin- 
ous coal. 

The  fire  rooms  should  be  made  air- 
tight, and  fitted  with  centrifugal  fans  of 
sufficient  capacity  to  maintain  therein  a 
pressure  above  the  atmosphere  equiva- 
lent to  a  column  on  one  and  a  half  inches 
of  water. 

There  should  be  twin  screws  actuated 
by  two  sets  of  three  cylinder  direct-act- 
ing vertical  compound  engines,  the  two 
engines  complete  being  contained  in 
water-tight  compartments,  separated  by 
a  longitudinal  middle  line  bulkhead. 

It  is  proposed  that  the  steam  should 
be  supplied  by  twelve  three-furnace  cylin- 
drical boilers,  having  an  aggregate  grate 
surface  of  900  square  feet. 

The  total  weight  of  the  machinery, 
boilers  and  appurtenances,  including 
water  in  boilers  and  condensers,  all  fit- 
tings, tools,  stores,  spare  machinery, 
ready  for  sea,  should  not  exceed  1,400 
tons. 

This  is  the  vessel  recommended  to  the 
Secretary  of  the  Navy  by  the  Advisory 
Board,  "  a  part  of  which  I  was." 

I  believe  this  ship  to  be  a  sound  basis 
to  work  on.  Controlled  as  we  are  by 
nature  in  the  displacement  to  which  we 
can  attain,  and  satisfied  as  I  am  that  we 
have  reached  the  type  of  vessel  that  will 
remain  permanent,  I  see  no  reason  why 
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we  should  delay  commencing  the  con- 
stniction  of  onr  seagoing  armored  fleet. 
This  fleet  shotdd  consist  of  ten  vessels, 
forming  the  outer  line  of  defence  of  the 
coast  in  war,  always  available  for  operat- 
ing abroad  either  in  peace  or  war,  and 
am>rding  a  school  of  practice  and  instruc- 
tion in  peace  to  prepare  us  for  war. 

OOAST  DEFENCE  VESSELS. 

But  in  addition  to  seagoing  armored 
vessels,  we  are  sadly  deficient  in  vessels 
for  coast  or  harbor  defence.  We  have 
sixteen  ports  on  the  Atlantic  coast  to 
guard,  besides  San  Francisco  and  other 
pomts  on  the  Pacific  coast  For  this 
purpose  we  require  a  fleet  of  heavily- 
armed  and  armored  turreted,  or  barbette 
vessels,  to  cover  the  coast  as  a  second 
line  of  defence,  and  to  concentrate  at 
any  time  at  the  point  attacked.  These 
vessels  should  be  of  moderate  speed,  but 
as  near  invulnerabe  as  possible,  and 
armed  with  batteries  that  should  be  irre- 
sistible. Two  classes  of  this  type  would 
be  needed  in  order  to  provide  for  opera- 
tions in  shallow  as  well  as  in  deep  water. 
With  the  experience  of  others,  and  our 
own,  we  could  easily  determine  upon  the 
general  features  of  suitable  vessels  for 
this  service.  The  distinct  duty  for  which 
these  vessels  would  be  designed  would 
be  to  engage  armoi:ed  vessels ;  conse- 
quently iJl  other  considerations  would 
have  to  yield  to  protection  of  the  hull 
and  the  power  of  the  gims.  The  heavier 
class  should  carry  guns  of  100  tons 
weight,  and  the  lighter  class  of  guns, 
say,  50  tons  weight,  and  I  consider  that 
25  of  such  vessels  are  needed  to  com- 
plete the  second  line  of  defence.  The 
Jughtly  armored  and  indifferently  armed 
monitors  that  we  now  have  on  the  Navy 
list  can  be  utilized  in  the  third  line  of  de- 
fence until  more  suitable  vessels  can  be 
provided,  and  in  concert  with  systems  of 
torpedoes,  will  serve  as  the  defence  for 
harbors  and  mouths  of  rivers. 

I  think  that  it  is  very  desirable  that 
the  construction  of  the  coast  defence 
vessels  should  go  on  at  the  same  time 
with  that  of  the  unarmored  and  armored 
cruisers.  There  is  no  sufficient  reason 
for  delayincf  in  either  case.  As  all  will 
be  ultimately  needed,  it  is  poor  policy  to 
delay  the  work  on  one  until  it  is  com- 
pleted on  others.  The  navy  yards  are 
idle ;  no  more  suitable  work  can  be  found 


for  them  than  the  construction  of  ar- 
mored vessels.  The  shipbuilding  inter- 
ests of  the  country  are  at  a  stcm^still ; 
no  more  appropriate  or  congenial  work 
can  they  find  to  All  up  the  interval  of 
stagnation  than  the  building  of  unar- 
mored cruisers.  The  work  would  give 
occupation  to  tens  of  thousands  of  me- 
chanics and  laborers,  and  new  industries 
would  be  started  in  the  country. 

In  this  connection  it  is  proper  to  put 
prominently  to  the  fore  the  absolute  ne- 
cessity of  completing  at  once  the  four 
double-turreted  monitors,  which  lie  in  an 
unflnished  state  at  the  yards  of  the  con- 
tractors. These  vessels  have  been  assailed 
for  one  reason  or  another,  and  the  effort 
has  been  made  to  impair  confidence  in 
them.  I  know  not  how  far  these  efforts 
have  influenced  the  mind  of  the  Navy, 
but  in  order  to  clear  up  any  doubts  that 
may  exist  I  will  quote  from  a  report 
made  by  the  Advisory  Board,  in  Octobei*, 
1883,  in  which  the  Board  states  its  rea- 
sons for  recommending  the  immediate 
completion  of  the  ships. 

The  Board  says:  "It  is  our  opinion 
that  it  would  be  wise  and  expedient  to 
finish  the  vessels  at  once,  and  for  the 
following  reasons,  viz. : 

1st.  The  hulls  as  they  are  at  present 
are  of  excellent  workmanship,  fully  up  to 
the  present  standard  condition  of  iron- 
ship  construction,  whilst  the  flotation  of 
the  Puritan  and  the  behavior  of  the  Mi- 
antonomoh  at  sea  confirm  the  correctness 
of  the  calculations  of  the  designs. 

'^  2d.  It  is  easily  possible  to  complete 
the  vessels  by  taking  advantage  of  the 
recent  developments  in  armor,  guns  and 
machinery,  without  making  any  radical 
changes  in  the  designs,  so  that  their 
speed,  endurance,  battery  power,  protec- 
tion, and  sea-going  qualities  shall  be 
fully  equal  to  those  of  any  foreign- iron- 
clad of  similar  dimensions  designed  pre- 
vious to  1879. 

"  3d.  The  vessels  may  be  finished  so 
as  to  develop  all  the  abovementioned  ad- 
vantages without  making  their  total  cost 
when  completed  in  any  way  exorbitant 
compared  with  the  results  obtained; 
again,  the  interests  of  our  sea-coast  de- 
fence require  a  force  at  least  equal  to 
that  which  would  be  represented  by  these 
vessels. 

"  We  take  the  liberty  of  calling  your 
attention  to  a  certain  erroneous  impies- 
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sion  which  now  exists  wifch  regard  to  these 
vessels.  In  one  of  the  official  reports  on 
these  hulls  a  doubt  was  thrown  upon  the 
correctness  of  the  calculations  of  the 
Puritan.  This  doubt  has  spread  in  the 
public  mind  until  it  includes  all  the  ships. 
The  actual  flotation  of  the  Puritan  and 
the  Miantonomah  proves  beyond  ques- 
tion, not  only  the  reliability  of  the  calcu- 
lations, but  also  that  the  hulls  of  these 
vessels  are  lighter  in  proportion  to  the 
total  displacement  than  those  of  any 
ironclad  low  freeboard  hulls  afloat,  with 
but  two  exceptions. 

*'*'  It  has  been  the  unfortunate  custom, 
in  arguments  as  to  the  value  of  the  re- 
sults to  be  obtained,  to  compare  them 
with  such  foreign  ships  as  the  Inflexible 
and  Duilio,  to  the  evident  disadvantage 
of  the  monitors,  no  account  whatever  be- 
ing taken  of  the  fact  that  these  vessels 
are  double  the  size  of  the  monitors.  If 
tliese  hulls  be  compared  with  foreign 
ones  of  similar  dimensions  no  such  dis- 
parity will  appear." 

Here  I  close  the  extract  from  the  re- 
port of  the  Advisory  Board.  This  state- 
ment should  set  at  rest  all  doubts  as  to 
the  efficiency  of  the  vessels,  and  the  work 
should  be  resumed  on  them  with  view  to 
their  completion  at  the  earliest  practica- 
ble moment.  It  is  well  to  add  that  five 
other  Boards  have  made  similar  reports 
recommending  the  completion  of  the  ves- 
sels. 

These  vessels,  with  the  exception  of 
the  Monadnock,  have  their  machinery  in 
place,  and  are  finished  as  to  their  hulls, 
except  the  interior  fittings,  side  armor 
and  turrets. 

The  estimated  cost  to  complete  them 
is  as  follows : 

Pbritan $1,141,481 

Terror.... 786,267 

Amphitrite 797,563 

Monadnock 1,074,069 

Total  to  complete. . .  .$3,798,380 

TRAININO  VESSELS. 

Before  dismissing  the  subject  of  ships, 
I  should  mention  a  serious  want  of  ike 
Navy  in  the  lack  of  suitable  sailing  ves- 
sels for  training  boys  and  for  the  exer- 
cise of  naval  cadets  in  practical  seman- 
ship.  The  system  for  training  boys  for 
the  Navy  is  now  established  on  a  basis 
that  seems  to  work  satifactorily,  but, 
singular  to  say,  the  article  that  is  of  the 


very  first  consequence  is  that  in  which 
we  are  the  most  deficient.  The  few  re- 
maining sailing  vessels  of  the  Navy  are 
devoted  to  this  duty,  but  they  are  so  old 
and  are  so  constantly  in  need  of  repair 
that  in  a  year  or  two  they  also  will  be 
withdrawn  from  service.  At  best,  how- 
ever, they  are  inefficient  vessels,  particu- 
larly in  consequence  of  the  size  of  their 
spars  and  weight  of  sails ;  they  are  too 
large  and  heavy  to  be  handled  by  boys. 
This  objection  also  obtains  in  the  case  of 
the  vessels  assigned  to  the  naval  cadets. 
The  Naval  Academy  and  the  Training 
School  should  both  be  provided  with 
ships  of  the  Dale  class,  composite  built 
full-rigged.  Six  of  these  vessels  should 
at  once  be  provided.  They  would  be 
launched  in  a  few  months  at  a  cost  of 
about  $176,000  for  each. 

Amid  the  pressure  of  advanced  ideas 
and  the  earnest  efforts  of  progress,  the 
basis  of  a  seaman's  education  should  not 
be  forgotten.  Seamanship  must  not  be 
neglected,  and  it  is  at  an  early  age  that 
the  knowledge  must  be  acquired.  All 
old  officers  will  agree  that  they  learned 
their  seamanship  during  their  midship- 
man's career.  Learned  while  young,  the 
knowledge  will  remain  for  life  and  will 
form  the  source  from  which  we  can  draw 
to  our  aid  in  all  other  branches.  There 
is  nothing  like  it  for  developing  the  power 
of  resources  and  the  invention  of  ex- 
pedients. A  seaman  is  never  helpless. 
If  one  means  fails  he  will  try  another. 
He  can  work  without  tools.  'I'he  sailing 
of  a  ship,  the  handling  of  spars,  the 
trimming  of  sails,  the  hoisting  of  weights, 
the  stowing  of  a  hold,  all  givp  him  an 
instinctive  toiowledge  of  practical  science, 
and  above  all,  a  seaman  trained  to  a  sail- 
ing ship  acquires  a  degree  of  personal 
confidence  which  can  come  from  no  other 
source.  We  may  say  that  we  have  now 
no  sailing  vessels  in  general  service,  hence 
the  necessity  of  more  earnest  training  in 
this  branch  before  an  officer  or  man  is 
launched  into  the  regular  service.  A  ship 
combining  sail  and  steam  is  not  a  suitable 
vessel  for  training  purposes  for  officers 
or  men.  Sailing  ships,  pure  and  simple, 
must  be  applied  to  this  use,  or  the  edu- 
cation will  be  sadly  deficient 

QDNS  AND   GUN  FOUUDBIBS. 

The  gun  as  the  thing  of  next  import- 
ance merits  attention.    How  do  we  stand 
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in  respect  to  this  important  element, 
which  stamps  the  character  of  the  ship, 
and  to  the  efficient  working  and  handling 
which  all  the  designs  of  me  oonstmotor 
and  engineer  most  be  accommodated  and 
made  subservient? 

We  are  fortunate  in  one  very  import- 
ant point  in  the  matter  of  the  gun  wnere- 
in  our  delay  in  commencing  work  has 
proved  of  advantage  to  us.  We  have 
adopted  a  type  of  gun  which  all  agree  is 
the  best.  There  is  no  difference  of  opin- 
ion among  us.  We  have  received  the 
Vavasseur  method  of  construction  as  the 
one  superior  to  all  others,  and  we  are 
confirmed  in  our  judgment  by  that  of 
other  nations  who,  having  embarked  in 
other  systems,  have  now  abandoned  them 
and  accepted  that  of  Mr.  Vavasseur. 
Woolwich  has  abandoned  wrought-iron, 
and  the  efforts  of  the  steel  manufactur- 
ers of  England  are  now  put  to  a  severe 
test  to  supply  steel  in  masses  of  sufficient 
size  to  answer  the  demand,  and  what  is 
now  called  the  Woolwich  gun  is  the 
Vavasseur  gun,  so  determined  by  the 
Ordnance  Select  Committee.  The  Krupp 
construction  is  also  modified  so  as  to  in- 
clude the  Vavasseur  long  jacket ;  and  the 
French,  though  yet  somewhat  divided 
between  the  plans  of  General  Dard  of 
the  Marine  Artillery,  and  Colonel  de 
Bange,  on  whose  ideas  the  army  guns  are 
constructed,  are  approaching  the  Vavas- 
seur standard.  The  guns  that  we  see 
slowly  progressing  at  the  Washington 
navy-yard  are  Vavasseur  guns  pure  and 
simple. 

You  all  know  how  much  the  matter  of 
the  gun  has  occupied  my  thoughts,  and, 
though,  for  reasons  beyond  my  control,  I 
have  not  been  privileged  to  direct  in  any 
way  this  arm  of  the  service,  you  can 
readily  understand  what  a  gratification  I 
enjoy  when  I  see  the  ideas  that  I  ad- 
vanced many  years  ago  being  carried  out 
and  executed  by  the  present  accomplished 
Chief  of  the  Bureau  of  Naval  Ordnance, 
an  officer  well  fitted  to  carry  forward  the 
work,  and  with  time  before  him  on  the 
active  list  to  perfect  it  I  sympathise 
with  him  in  the  extra  work  imposed  upon 
him  in  having  to  invent  expedients  for 
manuf^ture  instead  of  having  at  his  dis- 
posal a  suitable  plant  I  will  review  the 
steps  that  have  been  taken  to  supply  this 
deficiency. 


By  Act  of  Congress,  approved  March 
3,  1883,  there  was  established  a  mixed 
Board  of  Army  and  Navy  officers  called 
the  Ghm  Foundry  Board,  whose  duty  it 
vTas  to  take  into  consideration  and  to  re- 
port on  the  best  means  of  making  our- 
selves independent  in  the  matter  of  manu- 
facturing modem  cannon.  It  seemed  to 
be  a  foregone  conclusion  with  the  fram- 
ers  of  the  bill,  that  the  gun  to  be  manu- 
factured was  to  be  of  steel,  and  that  this 
new  manufacture  could  not  be  performed 
by  the  means  at  the  disposal  of  the  coun- 
try, which  had,  up  to  the  time  of  the 
Act,  manufactured  guns  only  of  cast-iron. 
The  Board  was  not  called  upon  to  deal 
with  the  matter  of  gun  construction ;  its 
province  was  to  recommend  suitable  sites, 
tools  and  all  apparatus  for  the  manufac- 
ture of  guns,  and  to  submit  the  a^iproxi- 
mate  cost.  In  the  early  part  of  its  la- 
bors the  Board  could  derive  no  assistance 
whatever  from  our  own  steel  manufactur- 
ers. They  had  not  taken  the  matter  into 
consideration,  they  possessed  no  tools 
calculated  to  do  the  work  required,  none 
such  were  made  in  the  country,  and  the 
capacity  of  their  furnaces  and  forging 
apparatus  was  insufficient  to  cast  the 
masses  or,  to  forge  the  ingots  required. 
The  information  required  was  gained 
abroad,  and  I  do  not  propose  to  repeat 
to  you  the  contents  of  the  report  made 
on  the  subject  to  Congress.  The  report 
has  been  widely  circulated  in  the  Navy, 
and  it  attracted  much  attention  from  the 
steel  manufacturers  at  home — so  much 
so  as  to  remove  the.  wall  of  partition 
that  seemed  to  exist  between  them  and 
the  Board  when  they  were  first  ap- 
proached, and  to  cause  them  to  come  for- 
ward and  assist  the  Board  in  the  prepara- 
tion of  its  supplementary  report,  which 
was  called  for  in  order  to  present  in  de- 
tail a  method  by  which  the  recommenda- 
tions of  the  Board  in  the  original  report 
could  be  made  a  practical  thing.  The 
plan  proposed  by  the  Board  for  putting 
in  execution  its  recommendations  is  the 
basis  devised  by  the  business  minds  of 
manufacturers  on  which  they  will  be  pre- 
pared to  offer  bids  if  proposals  are  issued 
by  the  Government  It  is  on  the  suc- 
cessful working  out  of  this  business  ar- 
rangement that  our  hopes  of  speedy  re- 
armament depend.  I  will  point  out  the 
difficulties  that  encompass  the  subject, 
and  you  then  can  judge  what  encourage- 
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ment  we  have  to  hope  for  a  supply  of 
modem  guns. 

You  are  aware  thai  the  Gun  Foundry 
Board  decided  that  there  should  be  no 
Goyemment  foundry.  The  share  of  the 
work  of  the  Goyemment  was  Hmited  to 
that  comprised  in  gun  factories,  one  for 
the  Army  and  one  for  the  Nayy,  in  which 
is  done  the  finished-boring  and  turning, 
rifling,  fitting  breech  apparatus,  and  as- 
sembling parts;  all  work  of  foundry 
proper,  including  casting,  forging,  rough- 
boring  and  turning  and  tempering  was 
relegated  to  the  private  industries  of  the 
country.  There  is  no  question  of  the 
inability  of  any  foundry  in  the  United 
States  to  perform  the  work  required. 
Mr.  Sellers,  of  the  Midvale  Works,  near 
Philadelphia,  has  succeeded  in  supply- 
ing some  tubes  for  6-inch  guns,  and  the 
Cambria  Works,  at  Johnstown,  Pa.,  have 
undertaken  to  make  some  hoops,  but  this 
is  all  that  can  be  achieved  by  their  limited 
equipment  The  limitation  in  the  case 
of  the  Cambria  Works  applies  only  to  its 
forging,  boring  and  turning  apparatus. 
It  possesses  furnace  capacity  for  casting 
the  largest  ingots  required  for  cannon. 
A  manufacturer  undertaking  the  work  of 
supplying  the  material  for  all  classes  of 
guns  must  erect  a  suitable  plant. 

The  cost  of  the  plant  is  stated  as  fol- 
lows, taken  from  the  report  of  the  Gun 
Foundry  Board : 

Casting $250,000 

Forging  (hydraulic  press) 150,000 

Rough-bonng  and  turning 210,000 

Tempering 50,000 

660,000 
Additional  cost  if  liquid  compression 

be  adopted 175,000 

$835,000 

The  cost  is  based  upon  prices  •  abroad ; 
in  round  numbers  the  manufacturer  must 
expect  to  invest  one  million  dollars  in  a 
plant  He  cannot  expect  to  do  this  un- 
less he  is  satisfied  that  it  can  be  kept  in 
operation  for  a  certain  time  sufficient  to 
remunerate  him. 

It  is  also  necessary  that  the  time  dur- 
ing which  the  plant  would  be  employed 
should  be  continuous,  and  this  must  be 
assured,  for  the  purpose  of  avoiding  the 
uncertainty  attending  annual  appropria- 
tions which  depend  upon  the  will  of  each 
Congress  to  be  continued  or  withheld. 
It  i£us  becomes  necessary  that  a  lump 


sum  should  be  secured  for  this  purpose, 
which  would  stand  for  a  guarantee  for  the 
execution  of  such  contract  as  might  be 
made.  The  question,  then,  was  what 
sum  of  money  was  necessary  to  appro- 
priate in  order  to  secure  the  contractors, 
and  assure  a  supply  of  ordnance  for  the 
Government. 

The  necessary  outlay  being  so  large, 
and  the  Government  desiring  only  to 
treat  with  the  most  responsible  parties, 
it  seemed  reasonable  to  suppose  that 
those  embarking  in  the  work  would  be 
verj  few  in  number,  probably  but  two 
estabhshments  would  take  it  up,  one  for 
the  Army  and  one  for  the  Navy.  On  this 
supposition  the  calculation  was  made  on 
a  unit  of  works,  that  is,  to  find  the 
amount  sufficient  to  induce  one  establish- 
ment to  go  into  the  business. 

An  output  of  2,000  tons  of  forgings 
per  year  was  taken  as  a  basis  for  produc- 
tion. It  was  estimated  that  the  average 
price  of  the  steel  would  be  twenty-five 
cents  per  pound,  some  more,  some  less  ; 
this  gave  $559  as  the  cost  per  ton  of 
2,^40  pounds.  At  this  price  the  cost  of 
the  yearly  production  of  2,000  tons  would 
be  $1,118,000.  Allow,  as  a  fair  profit  to 
the  business,  15  per  cent  of  this  amount, 
and  we  will  have  for  yearly  profit  the 
sum  of  $167,700;  and  continuing  this 
for  six  years  and  a  half,  the  profits  will 
amount  to  $1,090,050,  a  little  more  than 
the  amount  of  the  original  outlay.  The 
lump  sum  required  to  be  appropriated 
for  this  purpose  would  be  six  and  a  half 
times  the  amount  of  the  cost  of  the 
yearly  production,  or  $7,367,000.  This 
agrees  with  the  report  of  the  Gun  Foun- 
dry Board,  in  which  you  will  notice  that 
the  sum  mentioned  as  necessary  to  be 
appropriated  is  $15,000,000,  one-half  for 
the  Army,  one-half  for  the  Navy,  that  is 
$7,500,000  for  each  arm  of  the  service, 
such  amount  being  sufficient  to  secure 
the  supply  of  material,  at  the  same  time 
assuring  the  contractor  of  a  fair  remune- 
ration. This  explains  the  figures  given 
in  the  report  of  the  Board. 

I  call  your  attention  now  to  the  word- 
ing of  the  proposals  recommended  to  be 
issued  for  this  work.  "Said  proposals 
shall  divide  the  steel  required  into  two 
lots.  Each  lot  shall  include  all  the  parts 
for  one-half  of  the  number  of  guns  for 
each  caliber ;  each  bid  must  indude  all 
of  a  lot  or  lots.'' 
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You  see  that,  thongh  the  calculations 
for  cost  were  made  on  the  basis  of  a  unit 
of  works,  there  is  nothing  in  the  proposal 
favoring  a  monopoly  in  tbe  work.  Seve- 
ral manufacturers  may  bid,  and  the  work 
be  thus  divided ;  this  would  result  only 
in  a  more  remote  remuneration  for  their 
outlay.  But  the  Board  takes  the  precau- 
tion to  require  that  in  bidding  for  a  lot 
or  lots  the  contractor  shall  undertake  to 
supply  all  the  parts  of  the  lot  for  which 
he  bids ;  this  ensures  that  his  works  shaU 
be  thoroughly  equipped  for  the  work  he 
takes  in  hand.  It  would  be  a  want  of 
foresight  to  arrange  the  lots  so  that  a 
few  small  establishments  could  bid  for 
all  the  small  parts,  leaving  only  the  heavy 
work  to  be  done  by  those  establishments 
who  are  willing  to  bear  the  expense  of 
erecting  a  large  plant.  It  is  all  import- 
ant to  the  country  as  a  means  of  National 
defence  that  these  large  plants  should  be 
erected,  and  all  means  should  be  taken 
by  the  Government  to  encourage  the 
work ;  thus,  by  requiring  all  parts  of  the 
gun  material  to  be  included  in  a  lot,  an 
advantage  is  given  to  those  establish- 
ments which  propose  to  make  their  plants 
complete. 

Supposing  contracts  to  be  made  for 
the  material,  you  may  accept  the  pe- 
riod of  delivery,  stated  in  the  Board's 
recommendations  relative  to  proposals, 
as  deserving  of  all  confidence.  It  re- 
quired that  ^'Each  bidder  shall  agree  to 
deliver  yearly  a  specified  quantity  of  each 
caliber,  the  time  of  delivery  of  the  smaller 
calibers  to  commence  at  the  expiration 
of  not  more  than  eighteen  months,  and 
that  of  the  largest  cahbers  at  the  expira- 
tion of  not  more  than  three  years  from 
the  date  of  the  acceptance  of  the  con- 
tract." This  estimate  is  determined  by 
positive  information  on  the  time  neces- 
sary to  duplicate  the  best  tools  now  in 
use  at  the  largest  foundries  abroad.  The 
supply  of  the  plants  is  an  afiiair  that 
woi^d  be  entirely  in  the  hands  of  the 
manufacturers  themselves,  who  would 
naturally  consult  their  own  interests 
in  equipping  their  establishments;  it 
would  be  for  them  to  choose  between 
adopting  tools  of  approved  utility  pur- 
chased abroad  or  encouraging  home  man- 
ufacture and  risking  failure  by  undertak- 
ing the  work  with  the  first  productions 
of  a  new  industry.  There  can  be  little 
doubt  that,  being  bound  by  contract  as 


to  the  time  of  delivery  of  the  production 
of  their  works,  they  would  wish  to  com- 
mence operations  with  tools  of  well- 
known  capacity ;  the  home  manufacture 
would  naturally  follow,  and  would,  no 
doubt,  improve  on  the  standard,  but  it 
would  be  a  great  risk  at  the  inception  of 
the  manufacture  to  work  with  untried 
implements.  The  time  for  delivery  of 
the  productions  of  the  foundries  is  predi- 
cated upon  the  supposition  that  the  first 
tools  used  will  be  bought  abroad,  and 
upon  the  known  capacity  of  such  tools  to 
turn  out  a  certain  amount  of  work  in  a 
given  time.  On  any  other  basis  the  time 
of  delivery  would  have  to  be  indefinitely 
]  extended,  in  fact  there  would  be  no  data 
I  on  which  to  make  a  calculation.  So 
'  much  for  the  foundry  work. 

It  is  manifest  that  the  delivery  of  the 
the  tempered  material  for  guns,  rough- 
bored  and  turned,  is  of  no  avail  unless 
the  gun  factories  are  prepared  to  take 
the  parts  as  they  arrive,  and  to  smooth- 
finish  and  assemble  them.  These  indis- 
pensable establishments  must  be  organ- 
ized while  the  material  is  in  course  of 
manufacture. 

The  cost  of  a  plant  for  a  gun  factory 
is  given  as  follows  by  the  Gun  Foundry 
Board: 

Guns  up  to  6-inch  caliber f50,000 

**  from  6-inch  to  12-inch  caliber. . .  150,000 
«*        "    12-inch  to  14-inch  caUber. .  850,000 

Buildings  and  shrinking  pit 850,000 

$900,000 

"  Three  years  will  be  required  to  com- 
plete the  tools,  construct  tne  shops,  and 
establish  the  plant." 

This  period  is  intended  to  represent 
the  time  necessary  to  complete  the  fac- 
tory, equipped  for  the  fabrication  of  can- 
non of  all  calibers  up  to  the  largest  avail- 
able for  warfare.  The  building  and  the 
tools  required  for  the  smaller  calibers, 
including  those  for  8-inch  gims,  could  be 
prepared  in  less  time.  The  building, 
for  example,  could  be  erected  in  one 
year,  and  the  smaller  tools  could  be  de- 
livered and  put  in  place  in  a  year  and  a 
half,  which,  you  will  notice,  is  precisely 
the  period  of  time  required  for  the  com- 
mencement of  the  deliverv  of  the  material 
for  the  smaller  guns.  Thus  the  time  for 
the  delivery  of  the  material  and  the  time 
when  the  factory  would  be  ready  to  re 
ceive  it  synchronize,  and  if  the  authority 
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to  erect  the  factory  be  given  at  the  same 
time  as  the  contract  for  the  manufacture 
of  material  the  work  will  go  on  harmoni- 
ously from  the  commencement.  It  is 
evident  that  the  two  operations  must  be 
regarded  as  necessary  parts  of  one  trans- 
action ;  one  is  of  no  practical  use  without 
the  other.  In  the  case  of  the  gun  fac- 
tory, as  in  the  case  of  the  foundry,  I 
have  to  state  that  the  cost  of  tools  is 
predicated  on  prices  obtained  abroad, 
and  the  time  of  their  delivery  on  what  is 
known  as  the  period  required  for  dupli- 
cating those  in  use  in  England,  France 
and  Bussia. 

I  hope  that  the  practical  thoroughness 
of  the  report  of  the  Gun  Foundry  Board 
is  appreciated  by  the  services.  I  make 
this  remark  before  a  naval  meeting  in 
order  to  point  to  our  indebtedness  to  our 
brothers  of  the  Army,  with  whom  we 
share  the  credit  of  the  work. 

We  thus  see  that,  if  during  the  ap- 
proaching session  of  Congress,  there 
should  be  enacted  all  the  legislation 
necessary  to  equip  the  two  arms  of  the 
service  with  modem  ordnance,  and  if  the 
steel  manufacturers  should  respond  to 
the  proposals  of  the  Government,  it 
would  not  be  before  the  early  part  of 
1888  that  we  would  be  able  to  commence 
the  fabrication  of  the  smaller  guns  at  the 
factories,  and  not  imtil  a  year  and  a  half 
after  that  that  we  would  be  ready  to  take 
in  hand  the  guns  of  the  largest  caliber. 
It  is  very  evident  that,  in  comparing  our 
chances  of  speedy  acquirements  of  ships 
and  guns,  the  ships  are  the  more  readily 
attainable.  For  their  construction  we 
have  ship-yards  whose  plants  can  be 
readily  supplemented  with  the  additional 
tools  that  will  be  required ;  but  for  the 
fabrication  of  cannon  we  have  yet  to 
commence  the  erection  of  plants  and  to 
inaugurate  the  manufacture  of  the  mate- 
rial. We  have  the  satisfaction  of  know 
ing  that,  since  the  presentation  to  Con 
gress  of  the  report  of  the  Gun  Foundry 
Board,  a  committee  has  been  appointed 
in  both  houses  to  take  into  consideration 
the  capacity  of  the  foundries  in  the 
United  States  to  provide  steel  for  ships 
a,nd  guns,  as  well  as  the  capacity  of  our 
ship-yards  to  construct  modem  ships  of 
war.  This  action  on  the  part  of  Con- 
gress is  a  step  in  the  desired  direction, 
and  if  time  be  found  during  the  session 
for  the  deliberate  treatment  of  National 


subjects,  we  may  expect  that  some  defin- 
ite method  for  advancement  may  be  ma- 
tured. 

▲BHOB. 

Another  sign  of  encouragement  is  to 
be  found  in  the  estabHshment  of  the 
"Fortifications  Board,"  on  which  the 
Navy  is  well  represented  by  two  members 
of  this  Institute.  There  can  be  no  doubt 
that  this  Board  will  recommend  that  one 
line  of  the  coast  defence  shall  consist  of 
armored  turreted  or  barbette  vessels,  the 
construction  of  which  would  call  for  a 
large  supply  of  armor  plates.  Here  we 
see  another  powerful  reason  for  the 
establishment  of  foundry  plants. 

If  it  shall  be  decided  to  commence  the 
construction  of  armored  vessels,  and  to 
face  forts  with  armored  plates,  it  will  be 
necessary  for  the  Government  to  make 
a  definite  selection  between  the  steel 
plate  and  the  plate  of  compound  armor. 
The  compound  armor,  again,  is  not 
all  of  one  patent  The  Cammel  plate, 
consisting  of  a  previously  prepared  iron 
plate  on  which  the  steel  facing  is  cast,  is 
all  prepared  in  the  rolling  mill ;  the  iron 
plate  is  rolled  to  dimensions,  and,  after 
the  steel  facing  is  placed,  it  is  finished 
by  passing  through  the  rolls.  With  the 
Brown  compound  armor  plate,  however, 
the  iron  plate  is  prepared  as  before,  but 
the  steel  plate  for  facing  is  also  prepared 
separately,  and  this  is  forged  under  a 
hammer.  The  steel  plate  being  then 
placed  on  the  iron  plate,  separated  from 
it  by  distance  pieces,  melted  steel  is 
poured  into  the  space  between  the  plates, 
thus  welding  the  one  to  the  other ;  it  is 
finished  by  being  pressed  through  the 
rolls.  In  this  case  we  find  a  necessity 
for  the  heavy  forging  hammer  or  press. 
The  steel  plate,  as  manufactured  by  Mr. 
Schneider,  at  Le  Creuzot,  is  worked  en- 
tirely under  the  hammer,  is  tempered 
and  subjected  to  other  treatment.  My 
own  judgment  favors  the  steel  plate.  I 
think  it  more  in  the  course  of  advanced 
ideas,  and  I  am  content  with  the  results 
it  has  achieved  in  experiments ;  and  the 
more  experience  we  have  in  the  manu 
facture,  the  more  will  we  approach  per- 
fection in  results.  If  the. steel  plate  be 
adopted  by  the  Government,  we  see  how 
indispensable  it  is  for  us  to  be  provided 
with  large  forging  facilities,  whether 
with  the  hammer  or  forging  press. 
I  am  aware  that  at  Terre  Noire,  in 
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France,  it  is  claimed  that  a  good  steel 
armor  plate  can  be  cast  which  needs  no 
forging,  and  I  am  under  the  impression 
that  the  same  idea  obtains  at  one  of  our 
own  large  steel  establishments,  but  I 
have  no  confidence  in  such  material,  and 
I  think  that  the  first  shot  from  a  modem 
gun  would  dispel  the  illusion  of  those 
who  ^tertain  the  idea.  I  accept  as  a 
fact  that  for  the  manufacture  of  steel  ar- 
mor plates  there  is  required  a  heavy 
forging  plant,  and  if  we  possess  such  fa- 
cilities for  forging  our  ingots  for  cannon 
we  have  secured  apparatus  that  will  be 
equally  serviceable  for  treating  armor 
plates. 

An  approximate  calculation  will  give 
an  idea  of  the  amount  of  material  that 
would  be  required  for  the  purpose  of  the 
Navy.  Supposing  that  the  United  States 
should  undertake  the  rapid  construction 
of  an  effective  ironclad  fleet,  including 
armored  cruisers  and  vessels  for  coast 
defence,  the  largest  probable  rate  of  con- 
struction would  not  exceed  the  comple- 
tion of  one  armored  vessel  of  7,000  tons 
displacement,  and  two  of  5,000  tons  each 
year.  This  would  require  a  total  annual 
expenditure  of  seven  and  a  quarter  mil- 
lions of  dollars,  and  an  annual  supply  of 
armor  of  about  3,800  tons,  including 
their  armor  for  protective  decks  and  pro- 
tecting shields  for  light  secondary  bat- 
teries. 

During  the  first  year  after  the  con- 
struction is  commenced,  not  more  than 
half  this  amount  of  money  above  esti- 
mated would  be  expended,  nor  half  the 
armor  required.  This  approximate  esti- 
mate is  made  supposing  that  the  amoimt 
of  armor  now  carried  by  modem  vessels 
will  continue  to  be  used.  In  addition  to 
the  above  supply  of  armor  for  new  ships, 
the  completion  of  the  double-turreted 
monitors  now  on  hand  would  require  an 
immediate  supply  of  3,000  tons. 

Nor  must  we  forget  the  amount  of 
material  that  would  be  required  to  ami 
the  ships  that  I  have  proposed.  There 
will  be  required  for  the  batteries  of  the 
seventy  unarmored  cruisers,  the  ten  ar- 
mored cruisers,  and  the  twenty- five  coast 
defence  vessels  about  7,000  tons  of 
guna^  which  we  may  roughly  estimate  at 
about  10,000  tons  of  forgings. 

I  give  these  estimates  to  illustrate  the 
high  figure  to  which  the  wants  of  the 
Navy  swells    It  is  well  that  we  familiar- 


ize ourselves  with  the  idea  of  large  mass- 
es of  material  and  large  expenditures  of 
money ;  the  rehabilitation  of  the  Navy  is 
a  work  of  magnitude,  and  Congress  and 
the  people  must  be  approached  without 
disguise.  The  steel  manufacturers  may 
also  recognize  their  opportunity,  and  find 
that  their  interests  lie  in  supporting  our 
efforts. 

TORPEDOES. 

Everything  relating  to  torpedoes  is 
legitimate  work  for  the  Navy,  and  merits 
the  close  attention  of  this  Institute. 
Although  the  stationary  mine  for  the  de- 
fence of  the  coast  is  relegated  to  the 
Army,  yet  it  is  a  weapon  which  we  may, 
either  at  home  or  abroad,  be  called  upon 
to  manipulate,  and  our  instruction  in  it 
is  very  thorough  at  the  torpedo  station 
at  Newport ;  but  the  movable  torpedo  is 
the  one  that  more  especially  demands 
study  and  development  from  us.  In  seek- 
ing for  indications  of  advancement  in  this 
field,  the  difficulties  that  surround  it  are 
impressed  upon  us  by  the  paucity  of  the 
results.  The  essential  requirements  are 
perfect  control  of  direction  both  vertically 
and  laterally.  The  Whitehead  torpedo  is 
the  only  one  that  possesses  these  attri- 
butes sufficiently  pronounced  to  justify 
its  being  issued  as  a  war  implement. 
The  control  of  the  movements  of  the 
torpedo  is  effected  by  means  of  two 
rudders,  the  one  vertical,  controlling  the 
horizontal  deviation,  which  must  be  per- 
manentiy  set  at  such  an  angle  as  experi- 
ments with  each  torpedo  show  is  neces- 
sary to  make  it  go  straight ;  the  other 
horizontal,  regulating  the  immersion, 
which  is  actfiated  by  a  piston  under  air- 
pressure  governed  by  the  hydrostatic 
pressure  of  the  surrounding  water.  Th.e 
principle  on  which  the  latter  result  is 
achieved  is  recognized,  but  the  device  it- 
self is  only  known  to  the  experts  of  those 
nations  who  have  paid  the  price  demand- 
ed for  the  information,  and  its  nice  ad- 
justment is  the  result  of  multitudes  of 
experiments,  and  the  expenditure  of 
large  sums  of  money.  The  results  seem 
to  be  very  satisfactory,  but  the  control 
over  the  lateral  deviation  of  the  White- 
head torpedo  does  not  meet  all  the  cir- 
cumstances of  service.  I  believe  I  am 
correct  in  stating  that  no  confidence  can 
be  placed  in  the  operation  of  it  when 
discharged  from  the  broadside  of  a  vessel 
moving  through  the  water.     When  fired 
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ahead  or  astern  the  direction  is  sus- 
tained as  originated,  but  its  course  is 
very  erratic  when  projected  under  other 
conditions. 

In  this  respect  the  torpedo  of  Oaptain 
Howell,  of  the  U.  S.  Navy,  is  much  the 
better  equipped,  for  the  power  being 
stored  in  a  fly-wheel  revolving  in  a  longi- 
tudinal vertical  plane,  its  gyroscopic 
tendency  makes  it  impossible  for  the 
torpedo  to  deviate  from  its  original 
course  in  a  horizontal  plane.  His  device 
for  regulating  immersion  is  not  yet  suf- 
ficiently perfected  to  ensure  the  required 
action  with  certainty.  This  can  only  be 
done  by  repeated  experiments,  which 
must  extend  over  considerable  time,  and 
involve  the  expenditure  of  much  money. 
Thus  far  the  Government  has  expended 
but  a  few  hundred  dollars  to  assist  the 
development  of  this  torpedo,  but  as  its 
good  points  are  the  more  appreciated, 
the  chance  increases  of  securing  liberal 
aid  for  experiments.  We  have  good  ex- 
pert opinion  for  the  belief  that  the 
Howell  torpedo  is  the  saccessful  rival  of 
the  Whitehead. 

But  it  is  important  to  note  the  effects 
that  have  been  produced  by  the  introduc 
tion  of  the  Whitehead  torpedo.  It  has 
introduced  an  element  into  the  calcula- 
tions of  war  that  interfere  materially 
with  the  conclusions  that  had  been 
reached  on  the  equipment  of  ships. 

The  introduction  of  the  weapon  in- 
volved that  of  means  to  utilize  it,  and 
some  ships  were  fitted  vnth  tubes  from 
which  it  could  be  projected.  The  next 
step  was  the  construction  of  very  fast 
torpedo  boats,  assigned  to  ships  capable 
of  stowing  them,  which  were  expected  to 
be  launched  at  sea  to  assist  in  a  naval 
action.  The  general  adoption  of  this 
idea  has  led  to  the  construction  of  larger 
vessels  having  increased  speed,  which, 
apart  from  the  destruction  they  are  ex- 
pected to  work  by  their  torpedo  attack 
on  large  vessels,  are  designed  to  act  as 
torpedo  boat  catchers,  and,  in  addition 
to  their  torpedo  battery,  are  fitted  for 
this  purpose  with  a  formidable  supply  of 
rapid-firing  single-shot  Hotchkiss  and 
revolving  cannon  capable  of  perforating 
all  parts  of  a  torpedo  boat. 

The  French  style  this  type  of  vessel  a 
^'dispatch  torpedo  boat,"  and  they  are 
represented  by  the  first  one  of  the  class 
called  La  Bombe,  which  was  laimched  in 


August  last  at  Havre.  Eight  vessels 
similar  to  La  Bombe  are  now  included  in 
the  official  list.  These  vessels  measure 
about  196  feet  in  length,  with  a  draught 
of  water  of  about  six  feet,  on  a  displace- 
ment of  360  tons.  ^  They  are  built  entirely 
of  steel,  and  care  has  been  taken  to  make 
the  hull  as  light  as  possible,  and  at  the 
same  time  strong  enough  for  the  naviga- 
tion of  the  high  seas.  They  develop 
about  1,800  horse-power  of  engines,  at- 
taining a  speed  of  nearly  18  knots.  They 
have  three  masts,  and  are  provided  with 
the  latest  improvements  for  handling 
torpedoes,  and  with  apparatus  for  electric 
lighting,  etc  Hotchkiss  single-shot  and 
revolving  cannon  form  the  gun  battery. 
The  tubes  for  the  Whitehead  torpedo  are 
above  water  on  each  bow,  parallel  vdih. 
the  keeL 

The  British  Admiralty  have  prepared 
designs  for  this  new  class  of  vessels 
called  '*  torpedo  gunboat,"  and  in  Octo- 
ber last  issued  proposals  for  their  con- 
struction to  leading  shipbuilders  in  Eng- 
land. These  vessels  measure  about  200 
feet  in  length,  while  their  displacement 
with  a  mean  draught  of  about  8  feet  will 
be  450  tons.  They  are  to  be  built 
throughout  of  steel,  the  decks  covered 
with  wood  planking.  They  will  have 
four  torpedo-launching  tubes,  one  for- 
ward, one  aft,  and  one  on  each  broadside. 
Their  gun  armament  will  include  a 
breech-loading  4-in.  gun,  and  four  three- 
poimder  (47  millimeter)  rapid-firing  guns 
in  addition  to  the  machine-gim  armament 
which  it  is  now  usual  to  supply  to  tor- 
pedo boats.  They  will  be  provided  with 
twin  screw  engines  of  a  total  horse- 
power of  about  2,700,  and  the  speed  ex- 
pected is  from  18^  to  19i  knots.  They 
will  have  a  protective  deck  of  about  three- 
quarters  of  an  inch  in  thickness,  with  a 
protection  of  coal  of  about  three  feet 
thick  around  the  boilers  and  machinery. 

We  see  from  this  what  are  the  constit- 
uents of  a  modem  fleet  The  armored 
ships  form  the  line  of  battle-ships ;  these 
are  attended  by  tenders  and  dispatch 
boats  and  by  the  torpedo  boats,  which 
they  launch  before  going  into  action,  and 
to  these  are  added  the  torpedo  boat 
catchers,  whose  province  it  is  to  destroy 
the  torpedo  boats  of  the  enemy  witn 
their  guns,  as  well  as  to  operate  as  occa- 
sion may  serve  with  torpedoes  against 
their  battle  ships.     All  of  this  formid 
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able  array  of  boats  and  small  vessels  is 
now  considered  necessary  for  the  protec- 
tion of  the  battle  ships  against  the  spar 
and  Whitehead  torpedoes. 

Admiral  Hobart  Pacha,  who  com- 
manded the  Turkish  fleet  daring  the 
Turoo-Bnssian  war,  gives  his  experience 
on  this  subject,  and  he  considers  that 
the  power  of  the  torpedo  as  a  weapon  of 
offence,  as  well  as  of  defence,  is  enor- 
mously exaggerated.  He  does  not  deny 
the  deadly  effec£  of  the  weapon  itself, 
but  he  rateis  the  difficulties  of  successfully 
applying  it  very  high,  and  with  vessels 
at  anchor  he  shows  most  effectively  how 
the  attack  can  be  guarded  against  even 
with  improvised  means  at  the  disposal  of 
any  well-equipped  vessel  of  war.  He 
anchored  his  ships  in  groups  of  four. 
These  were  surrounded  by  the  boats  of 
the  vessels,  twenty-four  in  number,  which 
were  anchored  in  a  circle,  and  connected 
together  by  a  wire  rope  which  is  buoyed 
half  way  between  the  boats.  The  boats 
are  estimated  at  nine  yards  in  length, 
the  twenty-four  spaces  between  the  boats 
are  fifty-four  yards  each,  the  radius  of 
the  circle  described  by  the  boats  is  five 
hundred  and  fifty  yards,  which  keeps 
them  four  hundred  yards  h-om  the  ships. 
The  wire  rope  is  suposed  to  be  immersed 
two  feet  in  the  water. 

The  object  of  the  rope  is  to  catch  the 
screw  of  any  attacking  torpedo  boat 
The  Admiral  states  that  'Mt  has  been 
proved  that  common  rope,  used  for  want 
of  anything  better,  has  effectually  checked 
the  career  and  capsized  an  attacking  tor- 
pedo boat  in  her  attempt  to  destroy  a 
Turkish  ship  in  the  Black  Sea  during  the 
last  war ;  and  I  know  that  most  satiisfac- 
tory  experiments  with  the  wire  rope  have 
been  made  elsewhere.  The  result  of  these 
experiments  *was  that  a  torpedo  boat, 
steaming  nineteen  miles  an  hour,  has 
capsized  while  dashing  full  speed  on  to 
an  imaginary  enemy's  ship."  An  instance 
is  also  cited  in  actual  practice  where  a 
most  gallant  and  dashmg  attack  made 
with  a  spar  torpedo  was  frustrated  by 
this  system  of  guard. 

In  Admiral  Hobart's  article  he  incident- 
ally contributes  most  important  testi- 
mony to  the  ease  with  which  the  White- 
head torpedo  can  be  made  to  deviate 
laterally  from  its  coursa  He  says :  '<  One 
of  these  torpedoes  struck  the  chain  of 
the  flag  ship  and  went  on  shore  unex- 


ploded ;  another  struck  on  the  armored 
belt  of  a  corvette  and  exploded,  but,  the 
blow  being  at  an  angle^  it  did  no  mate- 
rial injury."  If  we  apply  this  evidence 
to  the  comparative  directive  power  of  the 
Whitehead  and  the  Howell  torpedo  be- 
fore referred  to,  we  will  see  that  in  the 
two  cases  cited,  where  for  want  of  direct- 
ive power  the  Whitehead  torpedo  failed 
to  accomplish  any  result,  the  Howell  tor- 
pedo, possessing  this  property  to  an 
Eminent  degree,  would  have  resisted  the 
effort  to  deflect  it,  and  would  have 
achieved  its  object.  This  strikes  me  as 
very  conclusive  that  it  is  a  necessary  re- 
quisite for  an  automatic  movable  torpedo 
to  have  inherent  in  it  a  positive  directive 
force,  so  as  to  resist  efforts  calculated  to 
cause  deviation.  The  want  of  this  is  a 
defect  which  we  find  in  the  Whitehead, 
but  we  have  it  in  the  Howell  torpedo  as 
its  most  essential  characteristic.  I  take 
much  interest  in  the  experiments  with 
the  Howell  torpedo,  and  I  hope  the  Gov- 
ernment will  carry  them  on  on  a  liberal 
scale.    I  have  faith  in  its  success. 

What  has  been  stated  is  sufficient  to 
show  that  there  are  two  sides  to  the  tor- 
pedo question,  or  rather,  that  the  power 
of  attack  with  the  weapon  is  so  much 
neutralised  by  means  available  for  de- 
fence as  to  deprive  it  of  the  prestige  it 
had  acquired  before  means  of  defence 
were  inaugurated.  In  shallow  waters  or 
in  harbors  where  stationary  mines  can  be 
planted  or  floated  at  convenient  depth  of 
water,  they  are  a  sure  means  of  destruc- 
tion, but  with  net  protection,  cordons  of 
boats,  secondary  batteries  and  a  bright 
lookout  the  evidence  goes  to  show  that 
to  the  present  time  the  effect  in  offence 
has  been  very  trifling  in  result  The 
great  expense,  however,  of  the  present 
battie  ships  makes  it  necessary  to  guard 
against  all  chances  of  service,  and  thus 
we  see  that  the  nations  having  the  most 
at  stake  in  this  matter  consider  it  neces- 
sary to  protect  their  fleets  with  supple- 
mentary squadrons  of  torpedo  boats  and 
again  with  torpedo-boat  catchers.  Thus 
far  the  matter  rests  much  in  the  realm  of 
theory;  it  remains  for  the  realities  of 
war  to  solve  many  of  the  questions  which 
are  now  matters  of  opinion  and  discus- 
sion. 

It  will  be  noticed  that  in  stating  the 
constituents  of  a  modem  fleet,  no  men- 
tion is  made  of  the  ram.    This  class  of 
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vessel,  built  with  sole  purpose  of  operat- 
ing the  ram  unsupported  by  other  weap- 
ons, was  considered  some  years  ago  as  a 
suitable  vessel  to  accompany  the  battle- 
ships and  to  take  advantage  of  the  melee 
to  ram  the  enemy,  but  advancement  in 
the  development  of  this  idea  has  ceased 
since  the  adoption  of  the  torpedo  boat. 
At  present  we  find  in  the  English  Navy 
vessels  either  turret  rams,  as  the  Con- 
queror and  Hero,  carrying  heavy  guns  in 
a  single  turret,  or  torpedo  rams,  as  the 
Polyphemus,  with  complete  facilities  for 
ejecting  the  torpedoes,  and  armed  with 
rapid-firing  cannon  and  machine  guns 
for  defensive  purposes,  but  no  vessel  in- 
tended to  operate  solely  with  the  ram. 
It  seems  to  be  conceded  that  all  the  use- 
ful purposes  of  a  ram  can  be  performed 
by  the  fighting  vessels  themselves,  all  of 
which  have  a  powerful  permanent  ram 
bow  stoutly  supported  by  the  horizontal 
armor  deck  or  armor  belt.  The  first  Ad- 
visory Board  recommended  that  rams 
should  form  a  part  of  our  fleet,  and  the 
present  Advisory  Board  has  submitted 
the  general  features  for  one,  but  it  was 
found  necessary  to  give  the  vessel  a  dis- 
placement of  3,000  tons  so  as  to  ensure 
a  draught  of  water  sufficient  to  enable 
the  ram  to  operate  below  the  armor  belt 
of  an  armored  vessel. 

In  referring  to  the  armaments  of  the 
numerous  classes  of  vessels  which  now 
form  a  modern  fleet,  we  find  that  there 
are  none  that  do  not  have  a  number  of 
machine-revolving  and  rapid-firing  single- 
shot  guns  as  a  portion  of  the  battery. 
So  general  is  this  apphcation,  that  every 
ship  carrying  large  guns  now  has  two 
batteries,  and  in  specking  of  them  they 
are  indicated  as  the  primary  and  second- 
ary batteries.  No  modem  cruiser  or  ar- 
mored vessel  would  be  complete  without 
this  secondary  battery.  They  are  con- 
sidered necessary  in  general  action  for 
clearing  open  decks,  for  entrance  through 
portholes,  and,  as  their  penetration  is 
very  satisfactory  at  long  distances,  for 
the  damage  they  can  do  after  perforating 
the  sides  of  unarmored  vessels ;  they  are 
also  handy  guns  for  use  in  tops,  and  are 
indispensable  for  protection  against  boat 
attacks  by  boarding  and  by  torpedoes. 
This  aid  to  the  primary  battery  is  re- 
garded as  an  established  provision  for  a 
modem  battle  ship. 

Accepting  the  correctness  of  this  con- 


clusion as  applied  to  ships  armed  with 
modem  artillery,  how  much  more  does  it 
apply  to  ships  armed  with  guns  which 
are  not  fitted  to  answer  the  demands  of 
modem  warfare  ? 

I  was  particularly  impressed  with  this 
conviction  during  a  late  visit  on  inspec- 
tion duty  to  the  U.  S.  S.  Brooklyn,  just 
fitted  for  sea.  I  found  the  old  historic 
ship  in  good  order,  well  officered,  and 
with  a  young  and  hearty  crew.  Al- 
though she  had  been  but  five  days  from 
the  navy-yard  her  organization  was  com- 
plete, and  drills  were  already  commenced; 
but  as  I  stood  on  her  poop  deck  and 
looked  down  on  a  fine  body  of  men  at 
their  quarters,  standing  by  their  9-inch 
smooth-bore  guns,  my  mind  instinctively 
jumped  to  th^  contemplation  of  action, 
and  I  pictured  to  myself  tbe  scene  if  en- 
gaged with  an  enemy  armed  with  modem 
artillery,  and  with  speed  that  would  pre- 
vent the  Brooklyn  coming  to  close 
quarters,  the  only  position  in  which  her 
battery  could  be  effective.  I  could  rec- 
ognize no  hope  in  such  a  contest  The 
Brooklyn  has,  besides  her  smoothbore 
8-in.  guns,  one  8-in,  converted  rifle,  one 
60-pounder  rifle,  and  four  37-millimeter 
Hotcbkiss  revolving  cannon.  The  first 
two  guns  would  be  moderately  effective 
at  long  range,  but  the  37-millimeter  guns 
are  only  of  use  to  guard  the  sides  of  the 
ship  against  torpedo-boat  attack.  I  felt 
that  here,  if  anywhere,  and  more  than 
anywhere  else,  was  a  need  for  the  largest 
rapid-firing  single-shot  guns.  The  57- 
millimeter  Hotchkiss  gun,  throwing  a 
shell  of  six  pounds  weight,  with  a  suf- 
ficient bursting  charge,  could  be  used  to 
great  advantage ;  its  penetration  at  1,000 
yards  is  sufficient  to  penetrate  two  inches 
of  iron,  and  it  would,  without  doubt,  per- 
forate the  side  of  any  unarmored  vessel, 
and  it  would  give  encouragement  to  the 
men  to  feel  that  there  were  some  m^ms 
in  their  power  by  which  they  could  give 
back  the  blows  they  were  receiving. 

While  we  remain  in  our  present  help- 
less condition  in  respect  to  our  primary 
batteries,  I  think  that  a  great  effort 
should  be  made  to  increase  the  power 
of  our  secondary  batteries;  our  ships 
should  be  supplied  with  as  many  of  iSie 
57-millimeter  Hotchkiss  single-shot  guns 
as  can  be  accommodated,  the  47-milli- 
meter guns  should  be  put  in  the  tops. 
This  gun  can  also  be  utilized  as  a  boat 
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gun  for  cutters  that  are  now  provided 
with  no  boat  armament.  The  87-niilli- 
meter  revolving  Hotchkiss  cannon  is  un- 
doubtedly the  gun  most  efficient  for  re- 
pelling boat  and  torpedo  attacks,  and  the 
Catling  gun  is  indispensable  for  use  on 
shore  with  landing  parties,  but  for  the 
secondary  batteries  of  ships  for  purposes 
of  general  action,  and  for  the  protection 
and  encouragement  of  men  stationed  at 
our  smooth-bore  guns,  we  should  place 
in  position  as  many  of  the  largest  sized 
single-shot  rapid-firing  Hotchkiss  guns 
as  can  be  accommodated. 

This  involves,  I  well  know,  the  question 
of  stowage,  for  the  amount  of  ammuni- 
tion for  these  guns  must  be  liberal. 
Imaginary  established  rights  to  space 
and  store  rooms  will  have  to  yield  to  the 
necessity  of  the  chief  want,  and  much 
that  is  now  considered  necessary  in  other 
departments  may  be  found  to  be  super- 
fluous.  Fortunately,  in  our  old-fashioned 
ships  the  aggregate  of  the  space  for 
stowage  is  ample,  and  a  judicious  curtail- 
ing of  space  occupied  by  other  depart- 
ments will,  without  doubt,  result. in  ac- 
commodating to  ammunition  required  to 
make  the  secondary  battery  effective. 

STEAM   ENQINEERINO. 

Equally  important  with  ships  and  guns 
are  all  matters  pertaining  to  steam 
engineering.  Fortunately  our  coast 
trade  and  the  navigation  of  our  inland 
waters  has  saved  us  from  being  unable 
to  build  engines  and  boilers,  and  in  this 
respect  we  may  feel  that  we  are  equipped 
to  such  a  point  as  will  make  only  sup- 
plementary such  improvements  as  may 
be  found  necessary  when  the  reconstruc- 
tion of  the  Navy  shall  assume  an  earnest 
character,  on  this  subject,  however,  I 
shall  allude,  with  deference,  to  two  mat- 
ters which  I  consider  well  worthy  the 
thought  and  attention  of  those  charged 
with  the  important  duty  of  designing 
and  building  our  engines  and  boilers. 
One  is  the  weight  of  our  engines,  the 
other  is  the  necessity  of  a  new  type  of 
steam  generators. 

In  determining  the  general  features  of 
a  vessel  of  war  of  a  given  displacement, 
the  first  question  is  as  to  the  weight  of 
the  boilers  and  engines.  If  a  certain 
speed  is  required,  and  the  engineer  de- 
clares that  a  certain  weight  of  engines 
and  boilers  is  necessary  to  produce  it,  it 
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must  be  yielded  to  him,  as  he  is  respon- 
sible for  the  horsepower  to  be  developed. 
The  constructor,  ordnance  and  equipment 
officers  must  do.  the  best  they  can  with 
what  is  left  of  the  displacement.  I  do 
not  think  that  sufficient  attention  has 
been  paid  to  reducing  the  weights  of  our 
engines.  I  am  the  more  confirmed  in 
this  opinion  by  the  comparison  of  the 
weights  of  engines  in  ships  lately  built 
abroad  with  those  assigned  to  our  vessels 
of  similar  displacement. 

I  am  aware  that  it  has  been  the  habit 
of  some  engineer  officers  to  read  these 
statements  with  reserve,  to  accept  them 
with  certain  grains  of  allowance ;  as,  for 
example,  it  is  said  that  many  things 
which  are  entered  in  the  sum  of  weights 
with  us  are  not  so  entered  abroad,  such 
as  fire-room  floors,  platforms,  ladders, 
spare  parts,  etc.,  all  tiie  appurtenances. 
It  is  said  that  the  published  weights 
comprise  nothing  but  the  actual  engines 
and  boilers  themselves.  I  have  never 
investigated  the  basis  on  which  these 
reports  are  made,  consequently  am  in  no 
position  to  allow  or  to  disprove  this 
assertion,  but  my  mind  has  never  been 
satisfied  that  the  reason  was  satisfactory. 
It  seems  to  me  more  natural  to  take  the 
reports  as  expressing  what  they  purport 
to  do.  I  believe  that  by  careful  study  of 
this  detail  we  can  reduce  weights ;  no 
one  will  deny  that  we  can  reduce  w  g  its 
very  much  by  substituting  steel  for  iron 
in  many  parts  of  our  engines,  as  the 
superior  strength  of  the  steel  will  allow 
of  very  much  reduced  dimensions. 

But  how  much  more  can  these  weights 
be  reduced  if  a  multitubulous  boiler  be 
adopted  as  the  steam  ^generator?  We 
are  now  brought  face  to  face  with  a 
positive  demand  for  great  speeds ;  ordi- 
nary speeds  will  not  satisfy  the  demands 
of  tbe  times. 

This  can  only  be  produced  by  increased 
power  developed  at  the  screw,  which 
means  an  increased  supply  of  steam  to 
the  engines.  With  the  Scotch  boiler^ 
this  means  a  multiplication  of  the  num- 
ber of  boilers  in  order  to  obtain  the  in- 
creased grate  surface,  and  a  consequent 
large  increase  in  the  weight  of  the  boilers 
and  water  to  be  carried. 

At  present,  in  order  to  avoid  the  ne- 
cessity of  carrying  so  much  weight,  only 
made  necessary  at  the  highest  speeds, 
abnormal  means,  as  forced  draught^  have 
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to  be  resorted  to.  The  fire  room  is 
closed.  The  blowers  worked  with  great 
violence,  and  the  famace,  combustion 
chamber,  .up-take  and  smoke-pipe  are 
converted  into  parts  of  a  blast  furnace, 
the  effect  of  which  is  to  bum  up  and  de- 
stroy rapidly  all  parts  that  are  not  sur- 
rounded by  water.  It  se^s  to  me  that 
when  we  have  reached  the  point  where  it 
is  necessary  to  destroy  the  boiler  in 
order  to  obtain  the  power  demanded,  it 
is  time  to  look  for  a  new  steam  generator. 
I  am  presenting  no  new  idea,  but  I  wish 
to  emphasize  the  necessity  of  this  effort, 
and  to  suggest  to  this  Institute  and  to 
the  Navy,  Uie  necessity  of  action  in  this 
matter. 

The  two  more  famihar  types  of  multi- 
tubulous  boilers  for  sea-going  vessels 
are  the  Herreshoff  and  the  Belleville 
boilers.  I  hazard  no  description  of  them ; 
they  are  familiar  to  you.  They  have 
been  going  through  a  state  of  probation 
for  several  years.  Mr.  Herreshoff  has  in- 
creased the  size  of  his  boats  which  carry 
this  boiler,  until  he  has  a  vessel  of  94  ft 
in  length,  11  ft.  beam,  28  tons  displace- 
ment, 4^  ft.  draught  aft,  and  3  ft.  for- 
ward, with  which  he  has  obtained  a  speed 
of  21  knots  per  hour.  The  French 
Government  has  experimented  with  the 
Belleville  boiler,  and  the  performance  of 
the  dispatch  boatVoltigeur,  recounted  in 
a  paper  published  by  this  Institute  in 
1883,  is  well  worth  attention,  for  it  con- 
veys undeniable  testimony  of  the  success 
of  the  experiment;  and,  in  fact,  the 
trial  in  May  last,  of  the  French  dispatch 
boat  Milan,  of  1,560  tons  displacement, 
303  ft  in  length,  and  33  ft  beam,  takes 
the  matter  out  of  the  region  of  experi- 
ment, and  exhibits  the  Belleville  boiler 
as  an  accomplished  success.  This  vessel, 
on  a  draught  of  water  of  12  ft,  has  At- 
tained a  speed  of  18.4  knots,  with  a  de- 
veloped horse-power  of ^  4,000. 

The  Herreshoff  and  the  Belleville  ajre 
the  only  tubulous  boilers  that  I  know  of 
that  have  as  yet  been  applied  to  sea  pur- 
poses, but  we  have  the  Babcock  and  Wil- 
cox, and  the  Moore  boilers  of  the  same 
general  character  and  type  which  are  in 
use  for  stationary  purposes,  for  heating 
or  for  working  stationary  engines,  and  no 
doubt  these  can  be  successfully  applied 
to  sea  purposes  by  introducing  modifica- 
tions that  would  be  found  necessary  in 
ihe  new  sphere  of  usefulness. 


I  will  not  attempt  to  institute  com- 
parisons, nor  to  discuss  the  details  nor 
proportions  of  various  types  of  boilers, 
but  wish  to  emphasize  the  importance  of 
a  careful  examination  of  a  subject  which 
promises  to  produce  a  safe  and  desirable 
marine  boiler,  with  a  reduction  of  weight 
of  30  to  50  per  cent,  over  the  Scotch 
type,  thus  adding  enormously  to  the  total 
efficiency  of  a  s^p. 

The  designing  of  a  small  gunboat  is 
now  imder  consideration  at  the  Navy 
Department  Her  displacement  is  fixed 
at  800  tons.  If  the  same  conditions  ob- 
tain as  in  the  cases  of  proportional 
weight  cited  above,  nearly  one-sixth  of 
this  will  be  devoted  to  providing  for  the 
weights  of  her  boilers  and  engines,  and 
a  tenth  to  the  accommodation  of  coal, 
thus  appropriating  about  one-fourth  of 
the  entire  displacement.  This  is  prob- 
ably the  best  that  can  be  done  with  the 
present  type  of  boiler.  The  ever-increas- 
ing demand  for  storage  for  ordnance 
supplies,  consequent  upon  the  large 
charges  of  powder  now  used,  and  the 
space  needed  for  the  stowage  of  ammu- 
nition for  the  secondary  batteries,  has 
reduced  the  equipment  outfit  to  a  mini- 
mum, has  contracted  the  dimensions  of 
the  hold  so  that  provisions  can  only  be 
carried  for  aUmited  period,  and  seriously 
curtails  the  Uving  spaces  for  the  crew. 
A  lightening  of  weighted  must  be  brought 
about  in  every  department,  and  special 
efforts  should  be  made  in  those  apper- 
taining to  the  engines  and  boilers.  If 
the  law  authorizing  the  new  vessels  did 
not  preclude  anything  in  the  nature  of 
an  experiment,  I  don  t  hesitate  to  say 
that  I  would  like  to  see  the  first  experi- 
ment in  this  direction  made  on  this  new 
gunboat ;  if  the  result  were  to  be  a  total 
failure,  I  should  consider  it  cheap  ex- 
perience. And  it  is  well  to  mention 
just  here  another  advantage  attending 
these  multitubulous  boilers — ^that  there 
is  no  trouble  in  removing  them,  as  they 
are  arranged  in  sections  which  can  be 
renewed  without  tearing  the  ship  to 
pieces  by  taking  up  decks.  This  con- 
cludes what  I  have  to  say  on  this  subject 
It  may  be  that  I  underestimate  some  of 
the  difficulties  which  I  know  exist  in 
making  this  new  departure,  but  in  con- 
sideration of  the  advantages  that  will 
ensue  from  a  successful   appHcation  of 
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this  steam  generator,  I  think  they  are 
worth  the  effort. 

HTDBOGRAPHIO   OFFIOS. 

After  touching  on  subjects  on  which 
our  Navy  is  deficient,  it  is  a  relief  to 
turn  to  one  branch  of  the  service  where 
our  advance  is  not  only  creditable,  but 
promises  to  equal,  if  not  to  surpass,  the 
development  of  similar  work  in  foreign 
Governments.  I  allude  to  the  Hydro- 
graphic  Office. 

A  large  number  of  officers  are  con- 
nected with  this  office,  but  the  work  is  of 
such  a  character  that  it  does  net  force 
itself  so  much  on  the  attention  of  the 
service  as  do  other  branches.  Its  pri- 
mary work  is  to  supply  our  ships  with 
charts  and  to  carry  on  original  surveys 
out  of  the  waters  of  the  United  States ; 
but  the  duties  to  effect  thin  are  multi- 
farious, and  a  very  perfect  organization 
is  necessary  in  order  to  guard  against 
errors  or  oversights,  which  might  pro- 
duce very  serious  results.  This  office 
must  be  sure  that,  in  distributing  charts 
and  sailing  directions,  it  has  the  latest 
and  most  trustworthy  information;  ac- 
curacy is  indispensable  in  the  charts  by 
which  a  ship  is  navigated.  It  is  custom- 
ary to  place  implicit  confidence  in  a 
chart,  unless  warned  of  inaccuracies,  and 
the  responsibility  of  accident  falls  on  the 
Hydrographio  Office  if  reasonable  pre- 
cautions have  been  taken  by  the  ship. 
It  is  thus  very  important  to  be  able  to 
tra-^e  error  to  its  source,  and  in  the  or- 
^nization  of  this  office  every  precaution 
is  taken  to  ensure  this  personal  responsi- 
bility. It  is  impossible  to  assert  that  no 
error  can  occur  in  any  system,  however 
perfect  it  may  seem  to  be,  and  however 
faithfully  the  agents  may  work;  but 
where  a  syptem  is  so  arranged  that  an 
-error  is  sure  to  be  traced  back  to  the 
per.<4on  responsible  there  is  no  doubt 
that  a  special  guard  against  inaccuracies 
has  been  secured.  The  checks  that  are 
introduced  in  this  respect  in  the  Hydro- 
graphic  Office  secure  this  personal  re- 
sponsibility, and  it  must  inspire  much 
confidence  in  the  work  of  the  office. 

The  office  is  in  correspondence  with 
all  similar  institutions  in  the  world,  also 
with  our  ships  of  war  and  the  United 
States  conscds  in  the  seaboard  countries, 
and  no  chart  is  issued  until  all  known 
charts  of  the  region  have  been  consulted, 


and    all  information,  has  been  collected 
from  every  available  source. 

At  present  the  larger  portion  of  charts 
issued  to  the  Navy  are  purchased  abroad, 
the  British  Admiralty  charts  being  in  the 
largest  proportion.  In  fact,  the  Navy  is 
practically  dependent  now  on  Admiralty 
charts,  which  form  85  per  cent,  of  the 
chart  outfit  of  a  cruiser  on  the  European 
station,  76  per  cent,  on  the  Asiatic,  30 
per  cent,  on  the  Pacific,  40  per  cent,  on 
the  South  Atlantic,  and  even  25  per  cent, 
on  the  North  Atlantic  station.  Correc- 
tions are  being  constantly  made  and  new 
charts  purchased,  but  the  ultimate  object 
of  the  Hydrographio  Office  must  be  to 
make  itself  independent  of  foreign  pur- 
chases, and  equip  itself  with  its  own 
original  plates  of  all  the  waters  of  the 
world.  We  have  only  to  imagine  a  state 
of  war  to  recognize  at  once  the  necessity 
of  thus  providing  ourselves.  Of  course, 
the  plates  must  be  electrotyped  for  print- 
ing purposes,  all  of  which  requires  time 
and  money.  This  necessity  is  recognized 
by  the  present  accomplished  and  energetic 
hydrographerof  the  Navy,  and  small  sums 
each  year  are  devoted  to  this  purpose 
as  they  can  be  spared  from  current  ex- 
penses, but  tie  work  should  be  separately 
provided  for  as  a  distinct  object,  and  ap- 
propriations made  accordingly.  It  must 
be  remembered  that  this  need  exists  not 
only  for  the  Navy,  but  for  the  merchant 
marine,  which  is  forced  to  purchase  its 
foreign  charts  of  dealers,  who  naturally 
sell  U)  them  charts  of  old  date  as  long  as 
any  of  the  old  stock  is  on  hand. 

The  number  of  the  original  plates  now 
in  the  possession  of  the  Hydrographio 
Office  is  about  350,  and  quite  a  number 
of  them  are  electrotyped,  but  when  we 
consider  that  the  number  of  charts  re- 
quired for  navigating  all  the  waters  of  ^ 
the  world  now  reaches  over  3,000,  we 
see  that  there  is  much  labor  yet  in  store 
for  the  office  before  we  can  be  considered 
independent  in  this  matter.  All  other 
nations  of  any  importance  are  entirely 
independent  in  this  respect,  and  the 
thorough  organization  that  now  obtains 
in  our  office  justifies  this  consideration 
for  it. 

All  other  details  appertaining  to  such 
an  institution  are  carefully  worked  out. 
Sailing  directions  always  corrected  to 
date  and  notices  to  mariners  are  issued 
with  dispatch,  and  our  consuls  abroad 


404 


VAN  NOSTEAND'S  ENGINEERING  MAGAZINE. 


are  kept  informed  of  all  that  transpires 
necessary  to  be  communicated  to  oar 
merchantmen  abroad. 

One  of  the  best  proofs  of  the  practical 
value  of  the  Hydrographic  Office  is  the 
favor  with  which  it  is  regarded  by  our 
merchants  and  merchant  captains.  The 
establishment  in  our  principal  seaports 
of  branch  offices  has  had  much  to  do  in 
caUing  its  usefulness  into  notice.  It  is 
found  now  that  ship  captains  bring  their 
charts  to  these  offices  for  verification  and 
correction,  and  many  are  surprised  to 
find  that  new  editions  of  their  charts 
showing  quite  different  hydrographic 
conditions  have  long  since  supplanted 
those  which  they  were  using.  The  no- 
tices to  mariners,  also,  which  give  im- 
mediate notice  of  newly-discovered  dan- 
gers, are  thus  more  rapidly  communi- 
cated to  those  who  are  the  most  interested 
in  them.  The  interests  of  ship  captains, 
thus  aroused,  works  now  to  the  advan- 
tage of  the  office  itself,  for  it  is  in  con- 
stant receipt  of  information  communi- 
cated by  those  who  have  been  benefited 
by  its  operations.  The  sale  of  the  hy- 
drographic charts  has  also  increased  to  a 
great  extent. 

A  striking  feature  in  the  work  of  this 
office  is  the  monthly  issue  of  the  pilot 
chart  of  the  North  Atlantic  Ocean, 
which  presents  graphically  any  informa- 
tion relating  to  the  North  Atlantic  of  in- 
terest and  value  to  mariners.  There 
appears  on  the  chart  a  statement  of  the 
information  collected  during  the  month 
preceding,  and  a  forecast  of  what  may 
be  expected  during  the  month  following. 
This  chart  is  carried  by  all  l^rans- Atlan^c 
steamers,  and  many  of  them  are  sailed  in 
accordance  with  its  instructions.  The 
prevailing  winds,  the  position  of  icebergs 
and  that  of  wrecks  along  this  highway 
of  the  ocean  are  items  of  knowledge 
much  needed  by  the  navigator,  and  it  is 
expected  that  the  observations  now  being 
collected  will  enable  the  office,  itH  a  short 
time,  to  lay  down  a  very  close  approxi- 
mate limit  of  fogs  during  the  different  sea- 
sons of  the  year  which  will  be  a  valuable 
addition  to  the  present  guards  against 
accidents. 

We  can  congratulate  ourselves  on  the 
creditable  and  most  useful  work  that  is 
being  done  by  this  branch  of  the  Navy 
Department,  and  it  is  to  be  hoped  that 
our  present  able  hydrographer  may  be 


encouraged  in  his  work  by  liberal  appro- 
priations to  enable  him  to  make  the  Gov- 
ernment independent  of  foreign  aid  in 
the  supply  of  charts. 

I  have  finished  the  work  that  I  set  my- 
self to  perform.  With  the  exception  of 
the  Hydrographic  Office,  which  I  recog- 
nize as  established  on  a  sound  basis  and 
only  needing  appropriations  of  money  to 
make  it  independent  of  foreign  aid,  the 
subjects  on  which  I  have  touched  are 
those  in  which  we  are  most  deficient.  I 
have  confined  myself  to  them  as  being 
the  essential  ones  to  be  borne  in  mind  aa 
needing  attention  in  the  work  of  rehabili- 
tation. The  main  object  of  my  address 
is  to  preach  encouragement  to  those  who 
are  left  to  occupy  the  field  of  action. 
The  chance  for  speedy  restoration  to  the 
position  that  the  Navy  once  occupied  ia 
not  cheering  at  present,  but  we  have 
cause  for  encouragement  in  the  fact  that 
the  first  steps  have  been  taken,  and  it  is 
the  first  step  that  always  costs  the  most 
effort.  We  have  the  right  to  recognize 
that  the  advance  has  commenced,  and  it 
is  the  duty  of  every  individaal  member 
of  the  service  to  prepare  to  do  his  share 
in  aiding  the  movement. 

As  I  said  before,  notwithstanding  the 
decadence  of  the  materiel  of  the  Navy, 
we  have  reason  to  be  proud  of  the  con- 
dition of  its  personnel,  and  we  feel  confi- 
dent that  it  embodies  talent  capable  of 
treating  the  many  questions  of  science 
and  practice  that  are  to  be  encountered. 
These  involve  much  work,  and  demand 
thorough  knowledge  of  the  subjects  to 
be  treated,  and  I  am  tempted  to  empha- 
size the  source  from  which  the  Navy,  at 
this  time  of  trial  and  exacting  require- 
ment, draws  the  strength  which  enables 
it  to  respond  to  the  call  made  upoik  it. 
The  source  of  power  is  in  the  Naval 
Academy,  which  has  saved  the  Navy. 
The  portion  of  knowledge  there  acquired 
has  expanded  the  minds  of  its  graduates, 
and  their  habits  of  study  have  enabled 
them  to  go  on  and  better  their  instruc- 
tion. The  result  has  been  the  wide  dis- 
semination in  the  service  of  advanced 
ideas  which  keep  pace  with  progress  and 
fit  the  officers  for  the  work  they  are 
called  upon  to  perform. 

I  have  the  honor  of  being  the  senior 
graduate  from  the  Naval  School  at  An- 
napolis, but  I  did  not  enjoy  the  advan- 
tage   of    the   academic    course,    which 
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came  after  my  time.  I  claim  it,  however, 
as  my  Alma  Mater,  and  I  take  as  much 
pride  in  it  as  do  those  of  younger  classes ; 
and,  in  concluding  my  remarks,  I  would 
say  to  all  graduates  ti)at,  while  we  cling 
with  affectionate  memory  to  the  associa 
tions  that  surround  the  Academy,  and 
while  we  love  to  share  with  it  the  credit 
that  its  graduates  have  achieved,  we 
should  not  forget  him  to  whom  we  owe 
the  gift,  we  should  ever  keep  green  the 
memory  of  its  founder.  It  was  the 
Honorable  George  Bancroft  who,  when 
charged  in  1845  with  the  care  of  the 
naval  branch  of  the  service,  looked  ahead 
into  the  future,  and  foreseeing  the  march 


of  progress,  and  well  appreciating  the 
needs  of  education,  conferred  upon  the 
Navy  that  ineffable  boon,  the  full  advan- 
tage of  which  we  now  reap.  This  re- 
vered sage  still  goes  out  and  in  among 
us,  loaded  with  years  and  honors  that  a 
grateful  people  has  bestowed,  and  occu- 
pying his  time  in  still  further  adding  to 
his  enviable  reputation  in  the  present, 
and  rearing  a  literary  monument  which 
will  preserve  his  memory  to  posterity ; 
but  no  class  of  his  countrymen  have  so 
much  cause  to  respect  and  honor  him,  or 
have  so  strong  a  reason  for  gratitude  to 
him  as  have  the  officers  of  the  Navy. 


THE  NAVY  QUESTION. 

Bt  lieutenant  BBADLET  a.  FI8EB,  United  States  Nayy. 
Written  for  Yah  Nostrahd^s  Uaqazute. 


The  people  of  the  United  States  are 
better  fitted  to  build  a  modem  Navy  than 
any  other  people  in  the  world.  They  are 
inventive,  constructive,  executive,  perse- 
vering, enterprising  and  rich.  The  same 
circumstances  whach  have  produced 
Morse,  Dahlgren,  Ericcson  and  Edison ; 
the  same  characteristics  which  have 
placed  them  ahead  of  all  other  nations  in 
applying  sdence  to  practical  affairs  and 
in  pushing  through  great  enterprises, 
would  enable  them  to  build  a  Navy  of  a 
higher  type  than  any  the  world  has  yet 
seen. 

A  Navy  at  the  present  day  is  an  or- 
ganization comprising  floating  fighting 
machines  of  various  lands,  and  a  number 
of  men  capable  of  handling  them;  and 
it  is  clear  that  ships,  guns  and  torpedoes, 
together  with  the  apparatus  by  which 
they  are  controlled,  are  in  reality  ma- 
chioes  or  tools  adapted  to  special  work, 
but  constructed  and  operated  on  the 
same  principles  as  govern  all  machines, 
tools,  engines  and  structures. 

So,  the  modem  Naval  profession  has 
become  a  branch  of  the  broad  science  of 
Engineering,  advancing  as  that  science 
advances,  and  contributing  in  turn  to  the 
progress  of  Engineering  by  each  inven- 
tion made  and  principle  discovered  in 
Naval  science;  for,  since  the  principles 


of  mechanics,  mathematics,  physics  and 
chemistry  underlie  all  branches  of  engi- 
neering, a  step  in  one  branch  affects  all 
the  other  branches. 

The  happy  result  attending  the  close 
relationship  which  has  thus  sprung  up 
between  naval  science  and  engineering, 
is  clearly  to  place  the  Navy  more  within 
the  sympathies  of  the  people ;  for  ^ince 
engineering,  including  civil  engineering, 
steam  engineering,  sanitary  engineering, 
mining  engineering,  electric  engineering, 
metallurgy,  chemistry,  &c.,  is  very  closely 
identified  with  the  interests  of  the  people, 
the  interests  of  the  Navy  are  clearly  be- 
coming closely  identified  with  the  inter- 
ests of  the  people,  even  in  time  of  peace. 

Now,  the  idea  that  the  interests  of  the 
Navy  can  be  in  accord  with  the  interests  . 
of  the  people,  in  time  of  peace,  is  not  gener- 
ally held ;  and  a  prominent  paper  weqt  so 
far,  a  few  days  since,  as  to-  say  that  the 
interests  of  the  Navy  were  opposed  to 
the  interests  of  the  people.  While,  too, 
the  maintenance  of  a  small  but  efficient 
Navy  is  approved  by  most  men,  it  is 
nevertheless  considered  a  disagreeable 
necessity,  and  one  entailing  an  enormous 
expense,  allowable  only  because  it  may 
save  a  greater  expense  in  time  of  war ; 
and  as  most  people  have  read  Marryat, 
the  Naval  man  appears  to  their  imagina. 
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tion  as  a  man  apart  from  other  men,  full 
of  strange  sea- slang,  horribly  profane, 
chewing  tobacco,  bow-legged  and  usually 
drunk. 

A  very  brief  consideration,  will  show, 
it  is  believed,  that  the  interests  of  the 
Navy  are  closely  allied  to  the  interests  of 
the  people,  instead  of  opposed  to  them ; 
so  that  the  building  of  a  suitable  Navy 
would  not  benefit  the  Navy  alone,  but 
the  people  also. 

The  work  of  the  Navy  in  aiding  navi- 
gation along  the  coast  and  on  the  high 
seas,  and  in  publishing  books  and  charts 
for  mariners,  need  not  be  mentioned,  for 
this  is  well  understood;  but  the  good 
which  would  be  done  in  the  interior  of 
the  country  by  constructing  a  suitable 
Navy  is  not  generally  understood. 

Perhaps  the  most  direct  good  done 
would  be  the  stimulation  of  the  iron  in- 
dustry, and  the  unquestioned  improve- 
ment which  would  follow  in  the  manufac- 
ture of  steel.  The  construction  of  a 
number  of  ships  sufficient  to  act  as  an 
insurance  on  our  property  near  the 
coasts,  would  benefit,  not  only  the  men 
engaged  in  the  actual  building  of  the 
ships,  but  also  the  men  engaged  in  the 
mines,  in  the  transportation  of  the  ore 
from  the  mines,  in  the  reduction  of  the 
ore  in  blast  furnaces,  in  the  making  of 
steel,  in  the  forging  of  large  masses  of 
steel,  and  in  the  fabrication  of  these 
masses  into  engines,  armor  plates,  guns, 
gun-carriages,  &c. 

And  the  ojdering  of  large  forgings  of 
the  finest  steel  by  the  Navy  Department, 
would  justify  capitalists  in  making  the 
most  elaborate  and  costly  experiments 
looking  to  improvements  in  the  quality 
of  steel,  to  a  cheapening  of  the  methods 
of  its  production,  and  to  a  solution  of 
certain  problems  as  to  the  nature  of  steel, 
which  would  enable  them  to  turn  out 
steel  of  any  desired  combination  of  phys- 
ical .characteristics,  such  as  tensile 
strength,  elastic  strength,  elongation,  &c., 
with  unfailing  precision.  The  necessary 
hammers  and  presses  also  which  capital- 
ists would  erect,  to  furnish  the  navy  with 
large  forgings,  would  enable  them  to 
produce  large  masses  of  steel  for  other 
purposes,  such  as  the  building  of  machin- 
ery and  of  large  structures  throughout 
the  country. 

But  we  must  not  suppose  that  it  would 
be  only  by  the  direct  means  of  the  em- 


ployment of  hundreds  of  thousands  of 
men  and  the  improvement  in  steel-mak- 
ing that  the  prosperity  of  the  Navy  would 
increase  the  prosperity  of  the  country, 
for  we  must  not  forget  that,  by  reason  of 
the  close  relation  now  borne  by  Naval 
science  to  engineering  and  to  the  scien- 
tific work  of  the  country,  any  improve- 
ment in  ships,  guns,  engines  and  appara- 
tus is  at  once  felt  all  over  the  land. 

Take  the  science  of  steam  engineering* 
for  example.  No  one  can  hold  that  im- 
provements, inventions  and  discoveries 
in  this  science  do  not  benefit  the  whole 
country,  for  steam  engines  are  used 
everywhere,  their  use  is  daily  increasing, 
and  the  principles  underlying  the  con- 
struction and  operation  of  all  steam  en- 
gines and  boilers  are  the  same,  no  matter 
to  what  special  purpose  any  special  kind 
of  engine  or  boiler  may  be  applied. 
Now,  many  of  the  most  important 
improvements  in  engines  and  boilers 
have  been  brought  about  by  the  re- 
quirements of  war  ships,  but  the  fact 
of  an  improved  type  of  engine  or  boiler 
having  been  first  used  in  a  war  ship  has 
not  prevented  that  improved  type  of  en- 
gine or  boiler  from  being  used  in  mer- 
chant ships  afterwards.  A  few  years  ago 
a  steam  pressure  of  thirty  pounds  per 
square  inch  was  thought  enormous,  but 
now  there  are  torpedo  boats  abroad 
which  are  run  with  150  lbs.  pressure, 
with  proportionate  increase  of  horse- 
power per  pound  of  coal ;  and  multitubu- 
lar boilers  have  been  made  to  work  at  a 
pressure  of  500  lbs.,  expending  only  a 
little  more  than  a  pound  of  coal  per 
horse-power  per  hour.  It  seems  a  very 
short  time  ago  also  that  compound  en- 
gines were  first  tried,  in  which  the  steam 
after  doing  its  work  in  one  cylinder  in 
forcing  the  piston  to  one  end  of  its 
stroke,  was  exhausted  into  another  cylin- 
der, and  did  similar  work  there  at  a  lower 
pressure — and  now  we  hear  of  engines 
in  which  the  steam  is  made  to  expand  in 
four  cylinders  in  succession  before  it  is 
allowed  to  exhaust  into  the  condenser. 

In  every  country,  let  it  be  borne  in 
mind,  in  which  great  progress  has  been 
made  in  steam  engineering,  a  very  large 
part  of  the  incentive  has  been  the  induce- 
ment held  out  by  the  Cbvemment  to 
builders  of  the  best  engines  for  war 
ships;  and  the  reason  that  the  United 
States  has  dropped  so  far  behind  Eng- 
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land  and  France  in  engine  building  is 
simply  that  the  Boyal  Navy  and  the 
French  Navy  have  advanced  and  the 
United  States  Navy  has  not 

The  straggling  science  of  electric  light- 
ing also  has  been  aided  largely  by  Naval 
patronage,  for  in  Europe  and  to  some  ex- 
tent in  this  country,  electric  companies 
have  received  much  subs^ntial  encour- 
agement in  the  shape  of  orders  for  light- 
ing war  ships ;  and  the  tests  of  dynamos 
and  incandescent  lamps  upon  which  the 
most  reliance  is  placed  all  over  the  world; 
are  those  undertaken  for  the  Franklin 
Institute  by  a  (Committee  which  consisted 
for  the  most  part  of  Navy  and  Army  offi- 
cers whose  chairman  was  a  young  officer 
in  our  Navy. 

Certainly  it  will  not  take  much  consid- 
eration to  show  us  that  in  the  matter  of 
ship  construction,  too,  the  interests  of 
the  Navy  and  the  people  are  identical,  for 
we  can  see  at  once  that  the  plant  needed 
for  building  steel  war  ships  and  the  ex- 
perience gained  in  building  them  would 
enable  shipbuilders  to  improve  and  to 
cheapen  the  construction  of  steel  mer- 
chant ships  and  even  of  boats.  A  com- 
paratively small  reduction  in  the  price  of 
steel  plates  would  permit  the  construc- 
tion of  steel  ships  and  boats  at  about 
the  present  price  of  wooden  ships  and 
boats.  Steel  schooners  for  instance 
could  be  built  instead  of  wooden  ones, 
and  besides  being  more  durable  and 
strong,  they  would  cost  less  for  repairs. 

Even  in  the  line  of  explosives  we  can 
see  that  the  requirements  of  modern 
warfare  have  contributed  to  the  march  of 
civilization  and  to  the  comfort  and  hap- 
piness of  mankind,  for  the  most  reliable 
experiments  made  with  explosives  have 
been  made  with  a  view  to  developing 
weapons  of  destruction ;  and  yet  the  con- 
clusions reached  and  the  improvements 
made  have  put  means  in  the  grasp  of  the 
engineer,  the  miner  and  the  pioneer  for 
blasting  through  sohd  rock  with  speed 
and  safety. 

That  a  close  sympathy  exists  between 
the  Naval  profession  and  other  branches 
of  engineering  is  shown  by  the  very  nu- 
merous applications  to  warfare  that  are 
made  of  new  discoveries,  and  by  the  fact 
that  the  sciences  of  steam  engineering, 
shipbuilding,  ordnance,  &c,  keep  pace 
with  the  rapid  advance  of  kindred  sci- 
ences.   New  developments  are  constantly 


appearing.  In  steam  engineering  the 
rapid  increase  in  the  pressure  at  which 
steam  is  carried,  in  the  quantity  of  coal 
burned  per  square  foot  of  grate  surface, 
rendered  possible  by  the  increasing  use 
of  the  forced  draught,  coupled  with  great 
decrease  in  the  weight  of  engines  and 
boilers—all  show  that  we  are  approaching 
speeds  in  ocean  steamers  that  were  un- 
dreamed of  a  few  years  ago.  The  progress 
going  on  in  ordnance  is  more  rapid  still : 
ranges  are  increasing  fast,  and  projectiles 
are  growing  irapidly  in  weight,  and  as  yet 
we  can  see  no  limit,  either  to  range  or 
to  weight  of  projectile.  The  science  of 
ordnance  is  evidently  in  its  infancy,  es- 
pecially in  the  matters  of  projecting  large 
masses  of  high  explosives  through  the 
air,  and  in  swiftly  and  accurately  propel- 
ling anto-mobile  torpedoes  under  water. 
The  application  of  electricity  to  ordnance 
is  just  beginning  to  throw  its  shadow 
before ;  for  though  we  see  it  now  used 
for  firing  guns  and  torpedoes,  and  for 
steering  and  propelling  torpedoes  at  a 
distance,  it  is  evident  that  it  will  soon 
have  a  larger  field  and  be  used  for  point- 
ing great  guns  with  speed  and  precision, 
and  for  communicating  between  vessels 
at  sea  without  wires.  The  machine  gun 
already  fires  1,000  bullets  per  minute; 
the  revolving  cannon  fires  with  good  aim 
twenty  shell  per  minute,  each  shell  weigh- 
ing about  four  pounds,  and  the  light  rapid 
fire  gun  fires  fifteen  shell  per  minute  with 
good  aim,  each  shell  weighing  six  pounds 
and  capable  of  piercing  four  inches  of  iron. 
All  of  these  guns  operate  by  band,  and 
are  nearly  automatic ;  but  the  Maxim  gun 
introduced  into  England  is  absolutely 
automatic,  the  recoil  of  one  shot  furnish- 
ing the  energy  for  loading  and  firing  the 
next,  &c.  The  problem  of  swiftly  turn- 
ing steamers  is  being  rapidly  worked  out, 
some  torpedo  boats  abroad  being  now 
able  to  turn  within  their  own  length. 
And  we  have  just  heard  of  a  new  ex- 
plosive that  promises  to  surpass  nitro- 
glycerine. 

But  this  rapid  improvement  in  all 
branches  of  Naval  science  cannot  continue 
without  continued  study  and  experiment. 
Now  that  Ck>ngress  has  decided  that  we 
ought  to  have  an  efficient  Navy,  kt  us 
hope  that  Congress  and  the  country  will 
not  suppose  that  progress  has  come  to  a 
stand-sUll,  and  that  we  must  stick  fast  to 
what  has  thus  far  been  done  abroad ;  for 
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progress  is  marching  with*  rapid  steps, 
and  the  natural  inventiveness  of  Ameri- 
cans will  give  as  a  great  superiority  over 
all  other  nations,  if  we  only  profit  by 
it. 

The  reverse  plan  has,  however,  been  fol- 
lowed in  this  country  for  the  past  twenty 
years,  and  many  American  inventors  after 
having  been  discouraged  or  ignored  by 
their  own  Government,  have  gone  to 
Europe  and  received  substantial  encour- 
agement, so  that  many  of  the  best  sys- 
tems in  use  to-day  by  foreign  powers  are 
the  invention  of  American  citizens. 
Clearly,  ^'  these  things  ought  not  so  to 
be." 

If  we  are  content  io  follow  where 
our  natural  genius  shows  that  we  should 
lead,  we  may  attain  certain  results  at  a 
less  cost  of  money  than  if  we  undertook 
experiments  ourselves;  but  we  shall  al- 
ways keep  about  two  years  behind  other 
powers,  so  that  in  case  of  war  we  shall 
find  ourselves  at  a  proportionate  disad- 
vantage ;  and,  besides,  we  shall  never  rise 
to  so  high  an  excellence  as  we  should  by 
properly  encouraging  American  invent- 
ors to  turn  their  thoughts  to  means  for 
protecting  their  own  ooumtry.  Moreover, 
the  inducements  held  out  by  the  Govern- 
ment to  inventors  would  operate  not  only 
to  give  the  Navy  improved  apparatus  and 
machinery,  but  would  also  stimulate 
study  of  practical .  sci^ce  all  over  the 
country  and  tend  to  enhance  our  material 
prosperity. 

In  case,  however,  we  do  not  attempt 
progress,  but  sUck  fast  to  what  has  been 
done  in  England,  refusing  to  spend 
money  in  experiments  and  fearing  to 
make  mistakes,  so  that  our  ships,  guns 
and  engines  will  be  virtually  English, 
and  in  case  one  of  these  ships  meets 
an  English  ship  and  whips  her,  let  us 
not  forget  to  give  due  credit — to  Eng- 
land. 

In  view  of  the  considerations  urged 
above,  showing  that  a  dollar  spent  in  the 
Navy  is  not  a  dollar  wasted,  provided  it 
be  spent  within  the  United  States,  let  us 
hope  that  Congress  in  building  an  "  effi- 
cient Navy"  will  build  a  large  Navy.  It 
is  common  to  hear  the  opinion  advanced 
that  we  need  a  good  Navy  but  not  a  large 
one ;  that  it  would  be  opposed  to  our 
interests  and  contrary  to  otur  policy  as  a 
Republic  to  have  a  large  Navy ;  and  we 
hear  it  argued  that  what  we  need  is  a 


few  good  ships  which  could  in  time  of 
war,  serve  as  a  nucleus  around  which  as 
large  a  Navy  could  be  constructed  as  the 
war  might  demand.  This  reasoning  is 
fallacious  ;  it  would  not  have  br  en  falla- 
cious twenty  years  ago,  but  it  is  fallacious 
now.  Precisely  the  same  causes  as  ren- 
ders it  wise  for  us  to  have  a  good  Navy 
render  it  wise  for  us  to  have  a  large 
Navy. 

The  reasons  why  we  need  a  good 
Navy  are  that  our  coast  exposes  a  great 
many  billions  of  dollars  worth  of  prop- 
erty to  anybody  who  chooses  to  destroy 
it ;  and  that  the  great  speed  of  modem 
ships,  the  great  thickness  of  their  armor, 
and  the  great  range  of  their  guns,  to- 
gether with  the  existence  of  cables  under 
all  the  seas,  enable  any  European  coun- 
try (and  some  South  American  countries) 
to  concentrate  a  large  fleet  on  our  coasts 
and  bombard  our  towns — in  three  weeks 
after  declaration  of  war.  How  could  a 
small  but  good  Navy  serve  as  a  nucleus 
at  such  a  timet  Under  the  very  b^t 
circumstances  could  this  nucleus  be  de- 
veloped into  a  sufficient  Navy  in  three 
weeks? 

It  would  require  two  years  at  least 
And  after  th6  new  Navy  had  been  built, 
comprising  large  ironclads  with  suitable 
engines,  guns,  &c.,  whom  would  we  get 
to  manage  them  t  Where  would  we  get 
men  capable  of  psoperly  handling  and 
fighting  these  monstrous  machines  full 
of  elaborate  engines,  of  guns  of  a  great 
many  types,  controlled  by  complicated 
apparatus,  of  torpedoes,  of  gun-cotton, 
and  other  high  explosives,  &c  ?  We  could 
not  find  them  in  the  Navy,  because, 
granting  that  all  the  men  in  the  Navy 
had  not  long  since  been  killed,  we  only 
had  enough  men  originally  in  the  Navy 
for  the  nucleus ;  and  the  drafting  of  sev- 
eral thousand  men  at  hazard,  and  the 
putting  of  them  on  board  modem  ships 
to  manage  their  electrical  apparatus  and 
gun  cotton  might,  perhaps,  be  a  very 
interesting  experiment,  but  it  can  hardly 
be  prophesied  in  advance  that  it  would 
be  a  successful  one. 

It  must  be  plain  that  the  expression 
"  a  small  but  efficient  Navy  "  is  meaning- 
less, because  a  Navy  cannot  for  our  pur- 
pose be  efficient  if  it  is  small  A  Navy 
to  be  efficient  must  fullfil  the  purpose 
for  which  it  is  intended,  and  as  the  prin- 
cipal purpose    for  which  our  Nav3 
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intended  is  to  protect  our  coasts  against 
a  sudden  attack  by  a  large  modem  fleet, 
it  cannot  be  efficient  unless  it  can  repel 
that  attack ;  and  to  do  this  it  must  com- 


prise a  great  number  of  armored  ships, 
equipped  with  the  best  and  latest  appa-, 
ratus  and  manned  with  officers  and  men 
capable  of  handling  that  apparatus. 


ADVANTAGES  OF  NARROW-GAUGE  RAILWAYS. 

Bt  augustb  moreau. 

From  "Iron." 


The  author  has  for  some  years  devoted 
much  attention  to  the  subject  of  narrow- 
gauge  railways,  and  their  suitability  for 
accommodating  the  traffic  requirements 
of  more  or  less  thinly-populated  districts, 
by  putting  them  in  railway  commimioa- 
tion  with  the  main  lines.  Although  these 
railways  are  especially  adapted  to  dis- 
tricts where  the  traffic  is  limited,  they 
are  also  capable  of  carrying  an  amount 
— in  some  instances  very  considerable, 
as  on  the  Festiniog  (North  Wales)  Rfdl- 
way,  where  with  a  gauge  of  only  two  feet, 
the  traffic  receipts  are  £2,253  per  mile 
per  annum.  This  compares  favorably  with 
the  State  Bailway  of  France,  a  line  of 
normal  gau^e  (4  feet  8^  inches),  earning 
£644  per  mile.  As  regards.speed,  that  ob- 
tained upon  the  Festiniog  Railway  is  31 
miles  per  hour,  and,  according  to  Mr. 
Fairlie,  could  with  safety  be  increased  to 
45  miles  per  hour. 

In  France,  since  1881,  concessions 
have  been  granted  for  more  than  1,864 
miles  of  rsulways  in  outlying  districts 
{Ghemins  de  Fer  d'int^ret  local),  and,  in 
the  author's  opinion,  there  remain  ten 
times  that  amount  yet  to  be  constructed 
of  lines  necessary  for  bringing  the  vil- 
lages of  various  districts  into  communi- 
cation with  the  neighboring  towns  and 
the  main  railway  systems.  These  rail- 
ways, however,  to  be  remunerative,  must 
be  constructed  to  a  gauge  much  less  in 
width  than  that  of  the  normal  4  feet  8^ 
inches,  as  a  return  of  from  £193  to  £257 
per  mile  per  annum  is  at  the  present  time 
regarded  as  a  fair  amount  of  traffic  for.  a 
local  line. 

The  cost  of  some  of  the  narrow-gauge 
lines  in  other  countries  is  given.  In 
Norway,  with  a  gauge  of  3  feet  6  inches, 
the  cost  has  varied  from  £3, 154  to  £5,342 
per  mile,  according  to  the  character  of 


the  country.  In  Sweden,  where  all  the 
lines  are  narrow.gauge,  varying  from  2 
feet  7  inches  to  4  feet,  the  cost  has  aver- 
aged £3,862  per  mile.  In  Brazil  four- 
fifths  of  the  railways  are  on  a  reduced 
gauge,  varying  from  2  feet  6  inches  to  4 
feet  6  inches  in  width,  the  greater  part 
of  these  being  to  the  3  feet  3  inches  (1 
meter)  gauge,  and  extending  over  a 
length  of  2,983  miles.  The  remaining 
fifth  (Dom  Pedro  11.)  is  to  a  gauge  of 

5  feet  3  inches  (1.60  meter).  The  aver- 
age traffic  receipts  of  the  narrow-gauge 
r^ways  are  £1,287  per  mile  per  annum. 

In  Canada  there  is  a  length  of  870 
miles  of  railway  laid  to  a  gauge  of  3  feet 

6  inches.  The  cost  of  the  Toronto,  Grey 
&  Bruce,  forming  part  of  this  system, 
was,  without  rolling  stock,  £1,287  per 
mile.  In  Queensland  some  of  the  rail- 
ways are  of  3  feet  6  inches  gauge,  the 
speed  being  from  15^  to  18^  miles  per 
hour,  and  tiie  cost  of  construction  from 
£5,986  to  £9,977  per  mile.  The  Ergas- 
tirian  Railway  (Greece),  with  a  gauge  of 
3  feet  3  inches,  cost,  complete,  £4,814 
per  mile,  in  a  coimtry  so  rough  as  to 
necessitate  tunneling.  Details  are  given 
of  the  permanent  way  and  rolling  stock 
used  on  the  narrow  gauge  (2  feet  7  inches) 
railway  between  Bupertshof  and  Hennef, 
near  Cologne,  but  the  cost  is  not  men- 
tioned. In  the  French  colonies  the  3 
feet  3  inches  gauge  is  generally  adopted, 
and  the  secondary  lines  of  Algeria,  of 
which  there  are  about  3,760  miles  yet  to 
construct,  will  be  to  that  gauge.  A  table 
is  given  showing  the  widths  of  the  prin- 
cipal narrow-gauge  lines  in  work  or  under 
construction  in  France  and  elsewhere, 
from  which  it  may  be  seen  that  the  re- 
duced gauge  most  prevalent  in  France  is 
3  feet  3  inches;  in  Germany,  2  feet  6 
inches ;  and  in  England,  or  those  coun- 
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tries  subject  to  English  influence,  3  feet 
or  8  feet  6  inches. 

The  author  recommends  that  the  width 
of  gauge  best  suited  for  adoption  in-  con- 
structing local  lines  will,  with  few  excep- 
tions, viz.,  in  very  thinly  populated  dis- 
tricts, where  the  gauge  might  be  made  2 
feet  6  inches,  be  found  to  be  8  feet  8 
inches,  and  describes  at  length  the  eco- 
nomical advantages  of  this  gauge  as  com- 
pared with  that  of  the  normal,  viz.,  4  feet 
8^  inches.  In  earthwork  the  great  sav- 
ing is  due  partly  to  the  reduction  of  the 
formation  width,  but  in  hilly  districts  far 
more  to  the  avoidance  of  heavy  embank- 
ments and  cuttings,  through  being  en- 
abled more  closely  to  follow  the  natural 
surface  of  the  ground,  by  the  adoption 
of  curves  of  very  much  sharper  radius, 
and  gradients  of  greater  inclination. 
The  author  also  demonstrates  that  with 
a  gauge  of  8  feet  8  inches  the  rolling 
st(xsk  can  with  equal  ease  travel  over  a 
curve  of  less  than  half  the  radius  of  the 
equivalent  curve  on  the  normal  gauge, 
and  that  the  proportion  of  dead  load  to 
useful  load  in  the  rolling  stock,  being 
diminished  in  the  case  of  the  reduced 
gauge,  therefore  the  inclination  of  the 
gradients  may  be  made  steeper. 

The  above  considerations  directly  in- 
fluence the  area  of  land  required,  and  a 
further  saving  under  this  head  is  effected 
by  the  avoidance  of  a  severance,  and  a 
reduction  in  the  length  of  road  and  steam, 
diversions,  &c.  Bridges  and  culverts  are 
similarly  reduced  in  cube,  and  in  many 
instances  their  necessity  avoided,  and  the 
saving  extends  to  workshops,  carriage 
and  engine  sheds.  As  regards  the  per- 
manent way,  the  weight  of  the  locomo- 
tives being  only  from  4  to  6  tons  per 
axle,  a  rail  weighing  from  50  to  60  lbs. 
per  yard  suffices,  and  the  sleepers  are 
reduced  from  8  feet  8  inches  to  a  length 
of  5  feet  three  inches  or  5  feet  11  inches, 
and  are  proportionately  less  in  cross  sec- 
tion. 

In  the  rolling  stock  the  advantage  pro- 
cured by  the  adoption  of  the  8  feet  8 
inches  gauge,  in  diminishing  the  propor- 
tion of  the  dead  to  the  useful  load,  is 
demonstrated  as  follows.  Supposing  all 
the  dimensions  of  the  two  rolling  stocks 
to  be  in  the  same  proportion  as  the 
gauges,  then  the  weight  of  the  respective 
wagons  will  be  as  the  cube  of  the  gauges 
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moleoolar  resistance  to  flexure  mil  be  a» 
the  squares  of  the  corresponding  dimen- 

fore  the  wagon  of  the  3  feet  3  inchea 
gauge  will  only  weigh  one-third  of  that 
of  the  4  feet  8^  inches  gauge,  but  will  be 
capable  of  carrying  one-hdf  the  load  of 
the  latter.  Dividing  these  into  one  an- 
other, i-T-i=|,  therefore  the  portion  of 
the  dead  to  the  useful  load  for  a  gauge 
of  8  feet  8  inches  is  twothirds  (0.666) 
only  of  what  it  would  be  for  the  normal 
gauge.  In  practice  the  diminution  in  the 
dimensions  as  above  described  cannot  be 
strictly  carried  out,  but  the  proportion 
of  the  dead  to  the  useful  load  may,  in  the 
1  meter  gauge,  be  assumed  as  0.7  of  that 
for  the  nonrnd  gauge. 

The  author  states  that  in  England 
goods  wagons  capable  of  carrying  8  tona 
average  a  useful  load  of  only  1  ton,  and 
that,  as  regsrdB  passenger  traffic,  the 
number  of  persons  actually  carried  is 
twenty-flve  for  every  one  hundred  seats 
provided.  In  France,  as  regards  the 
goods  traffic,  the  discrepancy  is  less 
marked,  the  average  being  4  tons  of  dead 
weight  to  1  ton  of  useful  load ;  but  the 
proportion  of  passengers  is  about  the 
same  as  in  England.  In  addition  to  the 
saving  in  dead-weight,  the  wagons  of 
the  8  feet  8  inches  gauge  are  also  better 
adapted  for  a  local  traffic  where  the  sep- 
arate consignments  are  likely  to  be  small 
in  amount.  The  passenger  carriages  of 
the  3  feet  8  inches  gauge  may  with  safety 
be  made  9  feet  2  inches  wide,  thus  afford- 
ing Ave  seats  in  each  transverse  row.  A 
single  central  buffer  is  strongly  recom- 
mended for  narrow-gauge  vehicles,  as 
better  adapted  for  sharp  curves.  It  has 
been  suggested  that  the  normal  gauge 
might  be  preserved,  and  at  the  same  time 
the  cost  of  construction  in  rough  conn- 
tries  be  reduced  to  a  minimum,  by  adopt- 
ing sharp  curves,  worked  with  rolling 
stock  of  the  American  bogie  truck  type, 
but  one  great  objection  to  this  is  the  in- 
crease in  the  dead- weight  of  the  vehicles, 
the  proportion  being  8  to  1  (with  a  full 
carriage),  as  compared  with  3  to  1  on  the 
8  feet  3  inches  gauge.  The  objections  to 
the  break  of  gauge,  on  account  of  the 
trans-shipment,  may  be  dassifled  umder 
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the  heads  of  workiDg  expenses,  delay, 
and  damage  to  goods.  The  first  may  be 
diminished  to  a  cost  of  ^d.  per  ton,  if 
proper  arrangements  are  instituted.  The 
question  of  delay  is  of  little  importance, 
as,  where  there  is  no  break  of  gauge  a 
day  is  usuaUy  lost  when  a  truck  has  to 
pass  from  one  system  to  another.  With 
regard  to  damage,  the  higher  classes  of 
goods  being  as  a  rule  in  small  consign- 
ments, they  form  only  portion  of  a  truck 
load,  and  therefore  would,  with  an  un- 
broken gauge,  have  to  be  transhipped 
at  the  junction ;  whereas,  in  the  instance 
of  coals  and  other  minerals,  coal,  &c., 
their  transhipment  would,  under  this 
head,  be  of  little  import. 

Under  present  conditions,  at  the  junc- 
tion of  two  systems  similar  in  gauge,  a 
transhipment  always  takes  place  of  in- 
complete loads,  and,  in  addition,  three- 
fourths  the  amount  of  all  merchandise 
arriving  in  full  wagons. 

The  saving  in  cost  of  construction  of  a 
line  through  an  easy  country  is  at  least 
equal  to  the  proportionate  diminution  of 
the  gauge — ^viz.,  33  per  cent.,  increased 
in  a  rough  country  to  50  per  cent  or  75 
per  cent. 

The  following  are  the  costs  of  a  few 
narrow-gauge  Imes,  compared  w\ij[i  what 
they  would  have  amounted  to  if  con- 
structed with  the  normal  gauge : 

Normal  Qauge. 
1  meter  gauge,  Anzin  to 

Calais,  cost  £4,956  per 

mile (77,000  fr.  per  kilo.), 

was  estimated  at  £12.872  (200,060  fr.        * '       ). 


Normal  Gkiuge. 
1  meter  gauge,  Hermes  to 

Beaumont,  cost  £4,956 

per  mile (77,000  fr.  per  kilo.), 

was  esthnated  at  £14,802  (280,000  fr.        '*      ). 

Had  the  Oorsican  railways  been  con- 
structed to  the  normal  gauge,  it  Was 
estimated  that  they  would  have  cost  from 
three  to  four  times  the  amount  actually 
expended  upon  the  3  feet  3  inches  gauge. 

In  the  Bio  Grande  (Denver)  railway 
the  narrow  gauge  cost  three-fifths  of 
what  the  normd  would  have,  and  the 
Livonia  (Bussian)  railway,  with  a  gauge 
of  3  feet  6  inches  (1.067  meter),  realized 
an  economy  of  40  per  cent  on  the  esti- 
mate for  the  normal  gauge. 

In  conclusion,  in  adopting  narrow- 
g^uge  lines,  the  public  should  have  every 
facility  offered  it  for  using  them,  includ- 
ing simplification  of  classes,  stopping- 
places  at  the  crossings  6t  all  important 
roads,  and  commissions  should  be  given 
to  the  hotel  and  shop-keepers  of  the  dis- 
trict for  the  sale  of  tickets.  In  France 
all  the  railways  requiring  the  normal 
gauge  have  already  been  constructed,  but 
there  still  remains  an  enormous  length 
of  narrow-gauge  lines  to  be  made,  which, 
if  carried  out  in  an  economical  manner, 
would  reduce  the  cost  from  £9,655  (150,- 
000  fr.)  to  £12,172  per  mile  (200,000  fr. 
per  kilometer)  for  the  normal  gauge, 
down  to  £3,218  or  £5,150  per  mile  (50,- 
000  per  mile,  or  80,000  per  kilometer)  for 
the  3  feet  3  inch  gauge. — Memoirea  de  la 
Soci^U  de$  Inginieura  CiviU;  through 
JProc.  Inst.  Civ.  Eng. 
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From  "Nature." 


CoNsmEEiNa  the  natural  conservatism 
of  mankind  in  the  matter  of  time-reckon- 
ing it  may  seem  rather  a  bold  thing  to 
propose  such  a  radical  change  as  is  in- 
Tolved  in  the  title  of  my  discourse.  But 
in  the  course  of  the  hour  allotted  to  me 
this  evening,  I  hope  to  bring  forward 
some  arguments  which  may  serve  to  show 
that  the  proposal  is  not  by  any  means  so 
revolutionary  as  might  be  imagined  at 
the  first  blush. 


A  great  change  in  the  habits  of  the 
civilized  world  has  taken  place  since  the 
old  days  when  the  most  rapid  means  of 
conveyance  from  place  to  place  was  the 
stage  coach,  and  minutes  were  of  little 
importance.  Each  town  or  village  then 
naturally  kept  its  own  time,  which  was 
regulated  by  the  position  of  the  sun  in 
the  sky.  Sufficient  accuracy  for  the  or- 
dinary purposes  of  village  life  could  be 
obtained  by  means  of  the  rather  rude 
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Bun-dials  which  are  still  to  be  seen  on 
counti-y  churches,  and  which  served  to 
keep  the  village  clock  in  tolerable  agree* 
ment  with  the  sun.  So  long  as  the 
members  of  a  community  can  be  consid- 
ered as  stationary,  the  sun  would  natu- 
rally regulate,  though  in  a  rather  imper- 
perfect  way,  the  hours  of  labor  and  of 
sleep  and  the  times  for  meals,  which 
constitute  the  most  important  epochs  in 
village  life.  But  the  sun  does  not  really 
hold  a  very  despotic  sway  over  ordinary 
life,  and  his  own  movements  are  charac- 
terized by  sundry  irregularities  to  which 
a  well-ordered  clock  refuses  to  conform. 

Without  entering  into  deta'ded  explan- 
ation of  the  80-call^  "Equation of  Time," 
it  will  be  sufficient  here  to  state  that, 
through  the  varying  velocity  of  the  earth 
in  her  orbit,  and  the  inclination  of  that 
orbit  to  the  ecliptic,  the  time  of  apparent 
noon,  as  indicated  by  the  sun,  is  at  cer- 
tain times  of  the  year  fast,  and  at  other 
times  slow,  as  compared  with  12  oVlock, 
or  noon,  by  the  clock.  [The  clock  is 
supposed  to  be  an  ideally  perfect  clock, 
going  uniformly  throughout  the  year, 
the  uniformity  of  its  rate  being  tested 
by  reference  to  the  fixed  stars.]  In  other 
words,  the  solar  day,  or  the  interval  from 
one  noon  to  the  next  by  the  sun,  is  at 
certain  seasons  of  the  year  shorter  than 
the  average,  and  at  others  longer,  and 
thus  it  comes  about  that  by  the  accumu- 
lation of  this  error  of  going,  the  sun  is, 
at  the  beginning  of  November,  more  than 
16  minutes  fast,  and  by  the  middle  of 
February,  14^  minutes  slow,  having  lost 
31  minutes,  or  more  than  half-an-hour, 
in  the  interval.  In  passing,  it  may  be 
mentioned  as  a  result  of  this,  that  the 
afternoons  in  November  are  about  half- 
an-hour  shorter  than  the  mornings, 
whilst  in  February  the  mornings  are 
half-an  hour  shorter  than  the  afternoons. 
In  view  of  the  importance  attached  by 
some  astronomers  to  the  use  of  exact 
local  time  in  civil  life,  it  would  be  inter- 
esting to  know  how  many  villagers  have 
remarked  this  circumstance. 

It  is  essential  to  bear  these  facts  in 
mind  when  we  have  to  consider  the  ex- 
tent to  which  local  time  regulates  the  af- 
fairs of  life,  and  the  degree  of  sensitive- 
ness of  a  community  to  a  deviation  of 
half-an-hour  or  more  in  the  standard 
reckoning  of  time.  My  own  experience  is, 
that  in  districts  which  are  not  within  the 


influence  of  raUways,  the  clocks  of  neigh- 
boring villages  commonly  differ  by  half 
an  hour  or  more.  The  degree  of  exacti- 
tude in  the  measurement  of  local  time  in 
such  cases  may  be  inferred  from  the  cir- 
cumstance that  a  minute  hand  is  usually 
considered  unnecessary.  I  have  also 
foimd  that,  in  rural  districts  on  the  Con- 
tinent, arbitrary  alterations  of  half-an- 
hour  fast  or  slow  are  accepted,  not  only 
without  protest,  but  with  absolute  indif- 
ference. 

Even  in  this  country,  where  more  im- 
portance is  attached  to  accurate  time,  I 
have  found  it  a  common  practice,  in  out- 
lying parts  of  Wales  (where  Greenwich 
time  is  about  20  minutes  fast  by  local 
time)  to  keep  the  clock  half-an  hour  fast 
by  railway  (».  6.,  Greenwich)  time,  or 
about  50  minutes  fast  by  local  time.  And 
the  farmers  appeared  to  have  no  diffi- 
culty in  adapting  their  hours  of  labor 
and  times  of  meals  to  a  clock  which,  at 
certain  tim^  of  the  year,  differed  more 
than  an  hour  from  the  sun. 

There  is  a  further  irregularity  about 
the  sun's  movements  which  makes  him  a 
very  unsafe  guide  in  any  but  tropical 
countries.  He  is  given  to  indulging  in  a 
much  larger  amount  of  sleep  in  winter 
than  is  desirable  for  human  beings  who 
have  to  Vork  for  their  living,  and  cannot 
hibernate  as  some  of  the  lower  animals 
do.  To  make  up  for  this  he  ris^  at  an 
inconveniently  early  hour  in  summer,  and 
does  not  retire  to  rest  until  very  late  at 
night.  Thus,  it  would  seem  that  a  dock 
of  steady  habits  would  be  better  suited 
to  the  genius  of  mankind. 

Persons  whose  employment  requires 
daylight  must  necessarily  modify  their 
hours  of  labor  according  to  the  season  of 
the  year,  whilst  those  who  can  work  by 
artificial  light  are  practically  independent 
of  the  vagaries  of  the  sun.  Those  who 
work  in  collieries,  factories,  or  mines, 
would  doubtless  be  unconscious  of  a  dif- 
ference of  half-an-hour  or  more  between 
the  clock  and  the  sun,  whilst  agricultur- 
ists would  practically  be  unaffected  by 
it,  as  they  cannot  have  fixed  hours  of 
labor  in  any  case. 

Having  thus  considered  the  regulating 
influence  of  the  sun  on  ordinary  life 
within  the  limits  of  a  small  community, 
we  must  now  take  account  of  the  effect 
of  business  intercourse  between  different 
communities     separated    by    distances 


UNIVERSAL  OR  WORLD  TIME. 


413 


whioh  may  raDge  from  a  few  miles  to 
half  the  ciroumference  of  our  globe.  So 
long  as  the  means  of  communication 
were  slow,  the  motion  of  the  traveler 
was  insignificant  compared  with  that  due 
to  the  rotation  of  the  earth,  which  gives 
US  our  measure  of  time.  But  it  is  other- 
wise now,  as  I  will  proceed  to  explain. 

Owing  to  the  rotation  of  the  earth 
about  its  axis,  the  room  in  which  we 
now  are  is  moving  eastward  at  the  rate 
of  about  600  miles  an  hour.  If  we  were 
in  an  express  train  going  eastward  at  a 
speed  of  60  miles  an  hour  (relatively  to 
places  on  the  earth's  surface),  the  velocity 
of  the  traveler  due  to  the  combined  mo- 
tions would  be  660  miles  an  hour,  whilst 
if  the  train  were  going  westward  it 
would  be  only  540  mUes.  In  other 
words,  if  local  time  be  kept  at  the  sta- 
tions, the  apparent  time  occupied  in  trav- 
eling 60  miles  eastward  would  be  54 
minutes,  whilst  in  going  60  miles  west- 
ward it  would  be  66  minutes.  Thus,  the 
journey  from  Paris  to  Berlin  would  ap- 
parently take  an  hour  and  a-half  longer 
than  the  return  journey,  supposing  the 
speed  of  the  train  to  be  the  same  in  both 
cases. 

In  Germany,  under  the  influence  of 
certain  astronomers,  the  system  of  local 
time  has  been  developed  to  the  extent  of 
placing  posts  along  the  railways  to  mark 
out  each  minute  of  difference  of  time 
from  Berlin..  Thus,  there  is  an  altera- 
tion of  one  minute  in  time,  reckoning  for 
every  ten  miles  eastward  or  westward, 
and  even  with  the  low  rate  of  speed  of 
German  trains,  this  can  hardly  be  an  un- 
important quantity  for  the  engine-drivers 
and  guards,  who  have  to  alter  their 
watches  one  minute  for  every  ten  miles 
they  have  traveled  east  or  west.  This 
would  seem  to  be  the  reditctio  ad  abaurd- 
um  of  local  time. 

In  this  country  the  difficulty  as  to  the 
time  reckoning  to  be  used  on  railways 
was  readily  overcome  by  the  adoption  of 
of  Greenwich  time  throughout  Great 
Britain.  The  railways  carried  London 
(t.  6.,  Greenwich)  time  all  over  the  coun- 
try, and  thus  local  time  was  gradually 
displaced.  The  public  soon  found  that 
it  was  important  to  have  correct  railway 
time,  and  that  even  in  the  west  of  Eng- 
land, where  local  time  is  about  twenty 
minutes  behind  Greenwich  time,  the  dis- 
cordance between  the  sun  and  the  railway 


clock  was  of  no  practical  consequence. 
It  is  true  that  for  some  years  both  the 
local  and  the  railway  times  were  shown 
on  village  clocks  by  means  of  two  minute 
hands,  but  the  complication  of  a  dual 
system  of  reckoning  time  nathrally  pro- 
duced inconvenience,  and  local  time  was 
gradually  dropped.  Similarly  in  France, 
Austria,  Hungary,  Italy,  Sweden,  &c., 
uniform  time  has  been  carried  by  the 
railways  throughout  each  country.  It  is 
noteworthy  that  in  Sweden  the  time  of 
the  meridian  one  hour  east  of  Greenwich 
has  been  adopted  as  the  standard,  and 
that  local  time  at  the  extreme  east  of 
Sweden  differs  from  the  standard  by 
about  S6^  minutes.  ^ 

But  in  countries  of  great  extent  and 
longitude,  such  as  the  United  States  and 
Bussia,  the  time-questiok  was  not  so 
easily  settled.  It  was  in  the  United 
States  and  Canada  that  the  complication 
of  the  numerous  time  standards  then  in 
use  on  the  various  railways  forced  atten- 
tion to  the  matter.  To  Mr.  Sandford 
Fleming,  the  constructor  of  the  Inter- 
Ck>lonial  Bailway  of  Canada,  and  engi- 
neer-in-chief of  the  Pacific  Bailway,  be- 
longs the  credit  of  having  originated  the 
idea  of  a  universal  time  to  be  used  all 
over  the  world.  In  1879  Mr.  Fleming 
set  forth  his  views  on  time-reckoning  in 
a  remarkable  paper  read  before  the  Cana- 
dian Institute.  In  this  he  proposed  the 
adoption  of  a  universal  day,  commencing 
at  Greenwich  mean  noon,  or  at  midnight 
of  a  place  on  the  anti-meridian  of  Green- 
wich, t.  e.,  in  longitude  180**  from  Green- 
wich. The  universal  day  thus  proposed 
would  coincide  with  the  Greenwich  astro- 
nomical day,  instead  of  with  the  Green- 
wich civil  day,  which  is  adopted  for  gen- 
eral use  in  this  country. 

The  American  Metrological  Society  in 
the  following  year  issued  a  report  recom- 
mending that,  as  a  provisional  measure,  the 
railways  in  the  United  States  and  Canada 
should  use  only  five  standard  times,  4,  5, 
6,  7,  and  8  hours  respectively  later  than 
Greenwich,  a  suggestion  originally  made 
in  1875  by  Professor  Benjamin  Peirce. 
This  was  proposed  as  an  improvement  on 
the  then  existing  state  of  affairs,  when 
no  fewer  than  seventy-five  different  local 
times  were  in  use  on  the  railroads,  many 
of  them  not  differing  more  than  1  or  2 
minutes.  But  the  committee  regarded 
this  merely  as  a  step  towards  unification. 
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and  they  urged  that  eventually  one  com- 
mon standard  should  be  uned  as  railroad 
and  telegraph  time  throughout  the  North 
American  Continent,  this  national  stand- 
ard being  the  time  of  the  meridian  6 
hours  weot  of  Greenwich,  so  that  North 
American  time  would  be  exactly  6  hours 
later  than  Greenwich  time. 

Thanks  to  the  exertions  of  Mr.  W.  F. 
Allen,  Secretary  of  the  General  Railway 
Time  Convention,  the  first  great  practical 
step  toward  the  unification  of  time  was 
taken  by  the  managers  of  the  American 
railways  on  November  18, 1883,  when  the 
five  time-standai'ds  above  mentioned  were 
adopted.  Mr.  Allen  stated  in  October, 
1884,  that  these  times  were  already  used 
on  97^  per  cent,  of  all  the  miles  of  rail- 
way lines,  and  that  nearly  85  per  cent,  of 
the  total  number  of  towns  in  the  United 
States  of  over  10,000  inhabitants  had 
adopted  them. 

I  wish  to  call  particular  attention  to 
the  breadth  of  view  thus  evidenced  by 
the  managers  of  the  American  railways. 
By  adopting  a  national  meridian  as  the 
basis  of  their  time-system,  they  might 
have  rendered  impracticable  the  idea  of 
a  universal  time  to  be  used  by  Europe  as 
well  as  America.  But  they  rose  above 
national  jealousies,  and  decided  to  have 
their  time  reckoning  based  on  the  merid- 
ian which  was  likely  to  suit  the  conve- 
nience of  the  greatest  number,  thus  doing 
their  utmost  to  promote  unif9rmity  of 
time  throughout  the  world  by  setting  an 
example  of  the  sacrifice  of  human  sus- 
ceptibilities to  general  expediency. 

Meanwhile  Mr.  Sandf ord  Fleming's  pro- 
posal had  been  discussed  at  the  Geo- 
graphical Congress  at  Venice  in  1881, 
and  at  a  meeting  of  the  Geodetic  Asso- 
ciation at  Bome,  in  1883.  Following  on 
this  a  special  conference  was  held  at 
Washington  in  October,  1884,  to  fix  on  a 
meridian  proper  to  be  employed  as  a 
common  zero  of  longitude  and  standard 
of  time-reckoning  throughout  the  globe. 
As  the  result  of  the  dehberations  it  was 
decided  to  recommend  the  adoption  of 
the  meridian  of  Greenwich  as  the  zero 
for  longitude,  and  the  Greenwich  civil 
day  (commencing  at  Greenwich  midnight 
and  reckoned  from  0  to  24  hours)  as 
the  standard  for  time-reckoning.  In 
making  this  selec^on  the  delegates  were 
influenced  by  the  consideration  that  the 
meridian  of  Greenwich  was  already  used 


by  an  overwhelming  majority  of  sailors 
of  all  nations,  being  adopted  for  purposes 
of  navigation  by  the  United  States,  Ger- 
many, Austria,  Italy,  &c.  Further,  the 
United  States  had  recently  adopted 
Greenwich  as  the  basis  of  their  time 
reckoning,  and  this  circumstance  in  itself 
indicated  that  this  was  the  only  meridian 
on  which  the  Eastern  and  Western 
Hemispheres  were  likely  to  agree. 

The  difficulties  in  the  waj^  of  an  agree- 
ment between  the  two  hemispheres  may 
be  appreciated  by  the  remarks  of  the 
Superintendent  of  the  American  Ephem- 
eris  on  Mr.  Sandford  Fleming  s  scheme 
for  universal  time  (which  was  subse- 
quently adopted  in  its  essentials  at  the 
Washington  (IJonferenoe) :  "A  capital 
plan  for  use  during  the  millenium.  Too 
perfect  for  the  present  state  of  humanity. 
See  no  more  reason  for  considering  Eu- 
rope in  the  matter  than  for  considering 
the  inhabitants  of  the  planet  Mars.  No, 
we  don't  care  for  other  nations;  can't 
help  them,  and  they  can't  help  us.''* 

As  a  means  of  introducing  universal 
time,  it  has  been  proposed  by  Mr.  Sand- 
ford  Fleming,  Mr.  W.  F.  Allen,  and 
others,  that  standard  times  'based  on  me- 
ridians differing  by  an  exact  number  of 
hours  from  Greenwich  should  be  used 
all  over  the  world.  In  some  cases  it  may 
be  that  a  meridian  differing  by  an  exact 
number  of  half-hours  from  Greenwich 
would  be  more  suitable  for  a  country  like 
Ireland,  Switzerland,  Greece,  or  New 
Zealand,  through  the  middle  of  which 
such  a  meridian  would  pass,  whilst  one 
of  the  hourly  meridians  would  lie  alto- 
gether outside  of  ii 

The  scheme  of  hourly  meridians, 
though  valuable  as  a  step  towards  uni- 
form time,  can  only  be  considered  a  pro- 
visional arrangement,  and  though  it  may 
work  well  in  countries  like  England, 
France,  Italy,  Austria,  Hungary,  Sweden, 
&c.,  which  do  not  extend  over  more  than 
one  hour  of  longitude,  in  the  case  of 
such  an  extensive  territory  as  the  United 
States  difficulties  arise  in  the  transition 
from  one  hour  section  to  the  next,  which 
are  only  less  annoying  than  those  for- 
merly experienced,  because  the  number 
of  transitions  has  been  reduced  from 
seventy-five  to  five,  and  the  change  of 


*  Prooeedlngs  of  the  Canadian  Institata,  Toronto, 
No.  148,  July,  1886, 
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time  has  been  made  so  lar^e  that  there 
is  less  risk  of  its  being  overlooked.  The 
natural  inference  from  this  is  that 
one  time-reckoning  should  be  used 
throughout  the  whole  country,  and  thus 
we  are  led  to  look  forward  to  the  adop- 
tion in  the  near  future  of  a  national 
standard  time,  6  hours  slow  by  Green- 
wich, for  railways  and  telegraphs  through- 
out North  America. 

We  may  then  naturally  expect*that  by 
the  same  process  which  we  have  wit- 
nessed in  England,  France,  Italy,  Sweden, 
and  other  countries,  railway  time  will 
eventually  regulate  all  the  affairs  of  ordi- 
nary life.  There  may,  of  course,  be  legal 
difficulties  arising  from  the  change  of 
time  reckoning,  and  probably  in  the  first 
instance  local  time  would  be  held  to  be 
the  legal  time,  unless  otherwise  specified. 

It  seems  certain  that  when  a  single 
standard  of  time  has  been  adopted  by 
the  railways  throughout  such  a  large 
tract  of  country  as  North  America,  where 
we  have  a  difference  of  local  time  exceed- 
ing five  hours,  the  transition  to  universal 
time  will  be  but  a  small  step. 

But  it  is  when  we  come  to  consider 
the  influence  of  telegraphs  on  business 
life,  an  influence  i^hich  is  constantly  ex- 
ercised, and  which  is  year  by  year  in- 
creasing, that  the  necessity  for  a  universal 
or  world  time  becomes  even  more  appar- 
ent. As  far  as  railways  are  concerned, 
each  county  has  its  own  system,  which  is, 
to  a  certain  extent,  complete  in  itself, 
though  even  in  the  case  of  railways  the 
rapidly  increasing  inter-communication 
between  different  countries  makes  the 
transition  in  time-reckoning  on  crossing 
the  frontier  more  and  more  inconvenient. 
Telegraphs,  however,  take  no  account  of 
the  time  kept  in  the  countries  through 
which  they  pass,  and  the  question,  as  far 
as  they  are  concerned,  resolves  itself  into 
the  selection  of  that  system  of  time- 
reckoning  which  will  give  least  trouble 
to  those  who  use  them. 

For  the  time  which  is  thus  proposed 
for  eventual  adoption  throughout  the 
world,  various  names  have  been  suggest- 
ed. But,  whether  we  call  it  Universal, 
Cosmic,  Terrestrial,  or  what  seems  to  me 
best  of  all,  World  Time,  I  think  we  may 
look  forward  to  its  adoption  for  many 
purposes  of  life  in  the  near  future.  The 
question,  however,  arises  as  to  the  start- 
ing point  for  the  universal  or  world  day. 


Assuming  that,  as  decided  by  the  great 
majority  of  the  delegates  at  Washington, 
it  is  to  be  based  on  the  meridian  of 
Greenwich,  it  has  still  to  be  settled 
whether  the  world  day  is  to  begin  at  mid- 
night or  noon  of  that  meridian.  The  as- 
tronomers at  Bome  decided  by  a  majority 
of  twenty-two  to  eight  in  favor  of  the 
day  commencing  at  Greenwich  noon,  that 
is,  of  making  the  day  throughout  Europe 
begin  about  mid-day.  However  natural 
it  might  be  for  a  body  of  astronomers  to 
propose  that  their  own  peculiar  and 
rather  inconvenient  time-reckoning  should 
be  imposed  on  the  general  public,  it 
seems  safe  to  predict  that  a  World  Day 
which  commenced  in  the  middle  of  their 
busiest  hours  would  not  be  accepted  by 
business  men.  In  fact,  the  idea  on  which 
this  proposal  was  founded  was  that  uni- 
versal time  would  be  used  solely  for  the 
internal  administration  of  railways  and 
telegraphs,  and  that  accurate  local  time 
must  be  rigidly  adhered  to  for  all  other 
purposes.  It  was  conceded,  however, 
that  persons  who  traveled  frequently 
might  with  advantage  use  universal  time 
during  railway  journeys.  This  attempt 
to  separate  the  traveling  from  the  sta- 
tionary public  seems  to  be  one  that  is 
not  likely  to  meet  with  success,  even  tem- 
porarily, and  it  is  clear  that  in  the  future 
the  latter  class  may  be  expected  to  be 
completely  absorbed  in  the  former.  An- 
other argument  that  influenced  the 
meeting  at  Bome  was  the  supposed  use  of 
the  astronomical  day  by  sailors.  Now, 
it  appears  that  sailors  never  did  use  the 
astronomical  day,  which  begins  at  the 
noon  following  the  civil  midnight  of  that 
date,  but  the  nautical  day,  which  begins 
at.the  noon  preceding,  i.  e.,  twenty-four 
hours  before  the  astronomical  day  of  the 
same  date,  ending  when  the  latter  begins. 
And  the  nautical  day  itself  has  long  been 
given  up  by  English  and  American  sail- 
ors, who  now  use  a  sort  of  mongrel  time- 
reckoning,  employing  civil  time  in  the 
log-book  and  for  ordinary  purposes, 
whilst,  in  working  up  the  observations 
on  which  the  safe  navigation  of  the  ship 
depends,  they  are  obliged  to  change  civil 
into  astronomical  reckoning,  altering  the 
date  where  necessary,  and  interpreting 
their  a.  m.  and  p.  m.  by  the  light  of  na- 
ture. It  says  something  for  the  com- 
mon sense  of  our  sailors  that  they  are 
able  to  carry  out  every  day  without  mis- 
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take  this  operation,  which  is  considered 
so  troublesome  by  some  astronomers. 

In  this  connection  I  may  mention  that 
the  Board  of  Visitors  of  Greenwich  Ob- 
servatory have  almost  unanimously  rec- 
ommended that,  in  accordance  with  the 
resolution  of  the  Washington  Conference, 
the  day  in  the  English  Nautical  Almanac 
should  be  arranged  from  the  year  1891 
(the  earliest  practicable  date)  to  begin  at 
Greenwich  midnight  (so  as  to  agree  with 
civil  reckoning,  and  remove  this  source 
of  confusion  for  sailors),  and  that  a  com- 
mittee appointed  by  them  have  drawn  up 
the  details  of  the  changes  necessary  to 
give  effect  to  this  resolution  without 
causing  inconvenience  to  the  mercantile 
marine. 

The  advantage  of  making  the  world 
day  coincide  with  the  Greenwich  civil  day 
is  that  the  change  of  date  at  the  com- 
mencement of  a  new  day  falls  in  the 
hours  of  the  night  throughout  Europe, 
Africa  and  Asia,  and  that  it  does  not  oc- 
cur in  the  ordinary  office  hours  (10  a.  m.  to 
4  p.  M.)  in  any  important  country  except 
New  Zealand.  In  the  United  States  and 
Canada  the  change  of  date  would  occur 
after  four  in  the  evening,  and  in  Austra- 
lia before  ten  in  the  morning.  This  ar- 
rangement would  thus  reduce  the  incon 
vemence  to  a  minimum,  as  the  part  of  the 
word  in  which  the  change  of  date  would 
occur  about  the  middle  of  the  local  day 
is  almost  entirely  water,  while  on  the  op- 
posite side  we  have  the  most  populous 
continents. 

The  question  for  the  future  seems  to 
be  whether  it  will  be  found  more  trouble- 
some to  change  the  hours  for  labor, 
sleep,  and  meals  once  for  all  in  any  par- 
ticular place,  or  to  be  continually  chang- 
ing them  in  communications  from  place 
to  place,  whether  by  railway,  telegraph, 
or  telephone.  When  universal  or  world 
time  is  used  for  railways  and  telegraphs, 
its  seems  not  unlikely  that  the  public 
may  find  it  more  convenient  to  adopt  it 
for  all  purposes.  A  business  man  who 
daily  travels  by  rail,  and  constantly  re- 
ceives telegrams  from  all  parts  of  the 
world,  dated  in  universal  time,  would 
probably  find  it  easier  to  learn  once  for 
all  that  local  noon  is  represented  by  17h. 
TJ.  T.,  and  midnight  by  5h.  (as  would  be 
the  case  in  the  Eastern  States  of  North 
America),  and  that  his  office  hours  are 
15h.  to  21h.  U.  T.,  tlian  to  be  continually 


translating  the  universal  time  used  for 
his  telegrams  into  local  time. 

If  this  change  were  to  come  about,  the 
terms  noon  and  midnight  would  still 
preserve  their  present  meaning  with  ref- 
erence to  local  time,  and  the  position  of 
the  sun  in  the  sky,  but  they  would  cease 
to  be  inseparably  associated  with  12 
o'clock. 


rpALL  Chimneys. — In  reference  to  the  note  on 
L  the  Mechemich  .  chimney  in  a  recent 
issue,  Mr.  H.  Slopes  draws  attention  to  two 
specially  tall  chimneys  in  Qlaseow  —  Town- 
send's,  454  feet ;  Tennant's,  235  feet. 

ON  A  New  Apparatus  for  Measuring  Eleo- 
TBio  Cubrents—Bt  F.  De  Lalande. — 
This  apparatus  is  simply  formed  of  a  bundle 
of  soft-iron  wires,  placed  in  the  interior  of  a 
metallic  areometer  (dydrometer),  which  is  im- 
mersed in  a  test-tube  filled  with  water,  the  tube 
being  surrounded  with  a  solenoid  traversed  by 
the  current  to  be  measured.  The  tube  or  bar 
of  the  areometer  is  guided  through  a  metal  eye, 
to  prevent  friction  against  the  sides  of  the 
tube.  As  constructed  by  Mr.  Carpentir,  these 
instruments,  with  a  displacement  of  0.1  meter, 
show  currents  of  10  to  25  amperes,  or  a  differ- 
ence of  potentiflJ  of  100  volts.  The  ammeters 
have  a  resbtance  of  0.01  to  0.02  ohm ;  the  volt- 
meters about  1,700  ohms. 

IN  a  paper  on  *'  The  Formation  of  Rain,  Hail 
and  Snow,"  recently  read  before  the  Mete- 
orological Society  by  Mr.  A.  W.  Clayden, 
F.  Q.  S,.  the  author  points  out  that  all  observa- 
tions tend  to  show  that,  except  under  quite  ab- 
normal conditions,  the  temperature  of  the 
atmosphere  falls  as  the  height  above  sea  level 
increases;  and  there  seems  no  reason  what- 
ever for  assuming  that  the  law  does  not  apply 
to  that  portion  of  the  atmosphere  which  forms 
a  cloud.  Hence,  if  a  drop  were  to  be  formed 
at  or  near  the  upper  surface  of  a  cloud,  it 
would  fall  down  into  a  region  saturated  with 
vapor  at  a  temperature  above  Its  own.  The 
result  will  be  further  condensation  pro- 
ducing a  larger  drop;  and  this  process  will 
continue  until  it  leaves  the  doud.  If  its  tem- 
perature be  below  the  dew  point  of  the  air  it 
falls  through,  condensation  will  continue  until 
it  reaches  me  ground.  However,  it  is  obvious 
that  this  subsequent  gain  cannot  bear  any  very 
large  proportion  to  the  growth  while  falling 
through  Uie  saturated  cloud,  from  which  the 
conclusion  follows  that  the  size  of  the  drop 
must  increase  with  the  thickness  of  the  cloud. 
The  author  suggests  that  condensation  begins 
on  the  upper  surface  of  the  cloud  by  the  cool- 
ing of  some  of  the  liquid  cloud  particles.  If 
this  particle  is  cold  enough  it  will  solidify,  and 
snow  will  be  formed.  Should  it  not  be  quite 
cold  enough  to  solidify  at  once,  owinjp^  to  its 
minuteness,  but  remain  still  below  the  mezing 
point,  hail  is  formed.  Finally,  if  the  tempera- 
ture is  not  low  enough  for  either  snow  or  hul, 
rain  is  produced. 
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The  following  lecture  delivered  by  the 
writer  to  the  Senior  Glass  in  Stevens  In- 
stitute of  Technology,  is  an  attempt  to 
explain  and  amplify  Bankine^s  Thermo- 
dynamics, as  presented  in  his  work  on 
the  **  Steam  Engine  and  other  Prime 
Movers." 

Bankine's  Thermodynamics  is  not  '^  li^ht 
reading.^  The  subject  is  one  demanding 
close  study,  and  as  presented  in  our  text- 
book, it  is  especially  difficult  because  ob- 
scure and  "  sketchy  '* — ^more  so,  in  fact, 
than  in  his  original  memoirs  upon  the 
subject.  In  print,  or  in  correspondence, 
I  nnd  such  expressions  as  ^'Bankine 
seems  to  consider ;"  "  Bankine  appears  to 
makep  a  complex  quantity;"  "  The  author 
is  too  difficult  because  obscure;*'  '^ While 
Bankine,  if  referred  to  at  at  all,  only  his 
very  words  are  quoted,  showing  that  their 
scope  is  not  fully  grasped  ;"♦  "  The  more 
theoretical  and  speculative  parts  of  the 
investigation  are  diffuse  and  difficult  of 
comprehension  ;"f  and  the  late  lamented 
Clerk-Maxwell  observed  in  regard  to 
Bankine's  second  law  that  '*  its  meaning 
is  inscrutable."  In  view  of  these  and 
other  facts  which  we  might  quote,  added 
to  our  own  experience,  no  apology  is 
needed  for  attempting  to  explain  in  fa- 
miliar language  the  methods  of  our  au- 
thor. But  our  self-imposed  task  is  not 
altogether  agreeable,  for  we  have  not 
satisfied  ourself;  but  our  effort  may 
stimulate,  or  provoke,  others,  as  the  case 
may  be,  to  continue  the  work  we  have 
begun ;  to  the  end  that  the  methods  of 
Bankine  may  be  more  generally  used. 

Bankine  began  his  investigation  of  this 
subject  with  the  "  Hypothesis  of  Molecu- 
lar Vortices,"  or  "  Centrifugal  Theory  of 
Elasticity,"which  assumes  that  each  atom 
of  matter  consists  of  a  nucleus  or  central 
point  enveloped  by  an  elastic  atmosphere^ 
tohich  is  retained  in  its  position  by  at- 
tractive forces^  and  th^t  the  elasticity  due 

*  Van  Noitraiid*!  BnainseHiia  MagoMine,  1879,  p.  887. 
t  Talt*f  Historical  Sketch  or  Thermodynamlof,  p. 
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to  heat  arises  from  the  centrifugal  force 
of  those  atmospheres^  revolving  or  oscil- 
lating about  their  nuclei  or  central 
points.*  Prom  this  principle  he  deduced 
all  the  more  important  equations  pertain- 
ing to  heat — a  fact  which  favors  the 
correctness  of  the  hypothesis,  but  does 
not  prove  that  it  is  realized  in  nature. 
Sir  William  Thomson  is  confident  that 
the  theory  does  not  correctly  represent 
nature.  With  this,  however,  we  have 
nothing  to  do  at  present,  for,  as  our 
author  stated  in  some  of  his  later  writ-^ 
ings,  the  laws  of  thermodynamics  have 
become  thoroughly  established  by  experi- 
ment and  experience,  independent  of  any 
hypothesis  in  regard  to  molecular  ac- 
tions. 

The  first  law — that  of  the  mutual  con- 
vertibility of  heat  and  mechanical  work 
— is  readily  understood  as  soon  as  the 
fact  that  heat  is  a  form  of  energy  is 
clearly  apprehended.  The  manner  of 
determining  the  relation  between  heat ' 
units  and  kinetic  energy  is  clearly  de- 
scribed in  Stewart^s  work  on  Heat,  and 
in  other  works,  the  result  being  that  the 
kinetic  energy  in  a  body  weighing  one 
pound  falling  772  feet  in  a  vacuum  is 
the  same  as  the  heat  energy  necessary  to 
raise  one  pound  of  water  one  degree 
Fahrenheit.  We  here,  for  the  sake  of 
simplicity,  discard  considerations  of  va- 
riations of  gravity  due  to  latitude  and 
elevation  and  the  initial  temperature  of 
the  water.  It  is  unnecessary  to  add  to 
the  author's  specific  statement,  except  to 
emphasize  the  fact,  that  in  all  cases, 
whether  external  work  be  done  or  not, 
the  disappearance  of  heat  always  pro- 
duces an  equivalent  of  work  of  some 
kind.  Thus,  in  melting  ice  at  32''  F., 
producing  water  at  the  same  tempera- 
ture, 142  units  of  heat  disappear  without 


«  ThlB  principle  was  stated  In  a  paper  read  before 
the  Boyal  Society  of  Bdlobanrb,  Febmary  4,  I860,  and 
published  in  the  PhU.  Mag.  for  December,  1861  As 
the  author  states,  this  hypothesis  was  first  giren  by 
Sir  Humphrey  Davy,  but  no  mathematical  deductions 
had  preylously  been  made  from  it. 
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doing  external  work.  This  is  equivaleDt 
to  142  X  772  =  109624  foot-pounds  of 
work  for  one  pound  of  ice.  This  heat  is 
said  to  be  latent^  but  in  fact  it  is  not 
heat ;  the  heat  haying  disappeared,  be- 
come lost,  destroyed,  or,  more  properly. 


Flg.L 


V, 


y, — X 


that  which  was  heat-energy  has  done 
work  in  overcoming  molecular  forces, 
changing  the  molecular  aggregation  and 
producing  water  from  ice ;  the  effect  re- 
maining in  the  body,  maintaining  the  new 


It  is  assumed  that,  whatever  be  the 
nature  of  the  substance,  whether  a  per- 
fect or  imperfect  gas,  or  semi-liquid,  that 
the  movement  of  the  piston  in  an  engine 
or  in  an  indicator  is  due  entirely  to  the 
effect  of  heat ;  and  that  the  closed  area, 
representing  external  \^rk,  has  its  exact 
equivalent  in  heat  units.  Or,  in  other 
words,  the  heat  changed  into  external 
work  is  represented  by  the  closed  figure, 
but  is  no  indication  of  the  heat  expended 
in  doing  internal  work,  such  as  overcom- 
ing molecular  attraction,  viscosity  or  any 
other  force  known  or  unknown.  The 
indicator  diagram  becomes  a  liieasure  of 
the  heat  transformed  into  work,  regard- 
less of  the  nature  of  the  substance  doing 
the  work. 

The  thermal  lines  represented  on  page 
302  of  our  text,  are  of  great  value  in 
representing  to  the  eye  the  relations  ex- 
isting between  the  pressure  and  volume 
of  a  substance  when  subjected  to  certain 
conditions.    We  find  in  regard  to  oondi- 


state  of  aggregation  until  the  process  is 
reversed,  when  the  same  amount  of  heat 
is  given  up  in  returning  to  ice. 

In  the  graphic  representation  of  the 
first  law,  the  author  refers  only  to  the 
action  of  an  elcLstic  whstance^  but  it  is 
desirable  to  know  the  action  for  an  im- 
perf ectlv  elastic  substance.  As  a  general 
rule,  substances  expand  as  they  become 
warmer,  although  this  rule  is  reversed  in 
some  special  cases,  as,  for  instance,  water 
,contracts  as  its  temperature  is  increased 
from  about  32**  F.  to  39*  F. 


tions  dependent  upon  temperature,  that 
they  are  also  dependent  upon  the  specific 
volume  of  the  substance  and  tiie  pressure 
to  which  it  is  subjected,  or,  in  other 
words,  is  a  function  of  tiiree  variables ; 
and  we  may  write 

9>(T,t>,/?)=:0, 

or    p=/rt>r),  t>=/'(T,p),  r=/"(t>,p); 

and  tiiese  may  be  considered  as  the  equa- 
tions to  a  surface  in  space,  called  a  ther- 
modynamic surface.  Let  the  axis  of 
volumes  be  a  horizontal  line,  and  of  pxiees- 
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ores  a  yertical  one,  both  in  the  plane  of  the 
paper,  and  the  axis  of  temperatores  per- 
pendicular to  the  former.  If  r  be  con- 
stant, then 

will  be  the  projection  of  on  the  plane  pv 
of  the  curve  of  intersection  of  a  plane 
parallel  to  pv  with  the  thermodynamic 
surface :  and  this  curve  is  called  iaotker- 
moL  Similarly,  if  r  be  eliminated,  giving 
a  relation  between  p  and  v,  the  resulting 
thermal  line  is  called  adiahatic,  or,  ac- 
cording to  Clausius,  isentropic. 

The  algebraic  condition  for  a  perfect 
gas  is  (p^e  229  of  the  text) 


pv 


=  ^T=Br 


(a) 


but  if  the  temperature  be  constant,  let  r, 
be  that  temperature,  then 

/>»=Rr,  (b) 


will  be  the  equation  of  isothermal  lines, 
and  is  the  equation  of  an  equilateral 
hyperbola  referred  to  its  asymptotes,  p 
and  V  being  variables.  » 

Let  ox  and  oy  be  rectangular  axes,  t^ 
being  measured  on  ox  and  p  parallel  to 
Of/.  In  equation  (6)  let  r  be  any  assxuned 
value,  say  500^  F.,  then  will  the  equation 
for  air  become 

jpi?=r  53.16X500=26576; 

but  for  convenience  in  using  a  scale,  we 
will  take 

jpv=4, 

in  which  case]  the  true  values  of  p  and  t; 
will  be  26676-7-4  times  the  values  given 
by  the  figure.  If  t;=l,jp=4;  if  t;=2,/> 
=2;  if  t7=4, /7=1,  &c.,  by  means  of 
which,  and  other  values  the  curve  r^r^. 
Fig.  3,  may  be  constructed  to  any  re- 
quired degree  of  accuracy.  Similarly,  if 
pt;=9, 


a  curve  represented  by  r^r^  may  be  con- 
structed. If  V  be  negative,  p  will  also  be 
negative,  and  the  curve  will^e  construct- 
ed on  the  axes  —x  and  — y.  Both  th& 
axes,  OX  and  ot/y  are  asymptotic  to  all 
isothermal  curves.  ^ 

The  formula  for  an  imperf ectl  gas  is 
empiric^  but  taking  our  author's  equa- 
tion for  carbonic  acid  gas,  page  229,  we 
have 

pv    _r     3.42    8.16726 

17264"'r,       r    ^      V  ^^^ 

Let  T=r,=493.2;  then 

pt;=17264 ,  nearly. 

P    I        ^        (8682)'^  I 

This  gives  two  values  for  v  for  every 
value  of  p,  but  for  a  large  range  of  values 


IiMg.'4. 


of />,  say  from  0  to  more  than  60,000,  the 
radical  part  will  be  but  little  less  than 
unity,  and  hence  one  value  of  the  paren- 
thetical part  vnll  be  but  littie  less  than 
two,  and  the  other  only  a  little  above 
zero.  The  former  values  are  repre^ 
sented  by  the  heavy  curve  in  Fig.  4,  which 
differs  but  little  from  that  of  a  perfect 
gas,  and  the  latter  by  the  dotted  line.  If 
the  radical,  part  be  neglected  the  equa- 
tion would  become 


v=- 


8632 
P   ' 


which  is  the  exact  law  for  a  perfect  gas 

at  the  temperature  of  melting  ice  (since 

it  has  been  assumed  above  that  r=r,). 

If  p=o,  i;=oo .    The  value  of  v  becomes 

..      ,,.        ^(8632)' 
imagmary  m  equation  (c)  for  />>    q--  -, 

or /?>  76,300.  It  is  not,  however,  safe 
to  rely  upon  extreme  values  in  an  empiri- 
cal equation.    Equation  (c)  shows  that 
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the  pressure  p  will  be  less  for  a  given 
Talue  of  Vy  r  being  constant,  than  if  the 
gas  were  perfect. 

In  order  to  construct  accurately  adia 
batic  (or  isentropic)  curves,  it  will  be 
necessary  to  anticipate  their  equations, 
which  we  do  in  order  to  obtain  a  more 
definite  idea  of  their  form.  The  exact 
•equations  of  these  curves  are  known  only 
for  perfect  gases,  one  form  of  which  is 
^ven  on  page  249  of  our  text,  and  is 

'  jpx  Dy  ,  or  pvy  =constant,         {d) 

where  D=l-7-v ;  and  this  combined  with 
equation  (a)  will  give  the  relation  be- 
tween p  and  r,  or  t;  and  r,  as  given  on 
page  319,  which  relations  are 

in  which  ^=1.408  for  a  perfect  gas. 


Fitf.O 


If  one  of  these  curves  be  made  to  pass 
through  the  point  p^  =4,  v, = 1,  and  making 
^=1.4,  we  have  from  the  third  of  equa- 
tions (e)y 

pvy  =4.1y  =4, 

by  means  of  which  the  curve  A<p^  has 
been  constructed.  If  another  of  these 
curves  be  made  to  pass  through />j= 2, 
Vj=2,  we  will  have 

/>wY  =2x21-4 

by  means  of  which  B(p  has  been  con- 
structed. The  points  A  and  B  have, 
intentionally,  been  taken  on  the  isother- 
mal 

pv=^=p,v,, 

but  the  curves  ^^A  and  tpfi  may  extend 
above  Ar^. 

The  isentropic  (or  adiabatic)  relations 
between  p  and  r  may  be  shown  graphic- 
ally by  using  the  rectangular  axes  or  and 
•op,  the  values  of  r  being  laid  off  on  the 
former  and  those  of  p  parallel  to  the  lat- 


ter. If  T  =1  whenjpj=4,  we  have  from 
the  second  of  («), 

P=4t«-^ 

by  means  of  which  the  curve  oAhas  been 
constructed. 

It  is  nearly  a  cubic  parabola  having  Op 
for  its  axis. 

Similarly,  for  the  graphic  representa- 
tion for  the  relation  between  r  and  t^,  we 
use  Ov  for  the  axis  of  the  v's  as  before^ 
and  Or  vertical,  then  if  the  curve  be 
made  to  pass  through  the  point  v^=l 
and  rj=:4,  we  have,  from  the  first  of 
equations  (e), 


Tt)' 


,a408— 


=4, 


by  means  of  which  a  curve  rv  may  be 
constructed. 

The  first  and  third  of  equations  (e)  are 
asymptotic  to  their  respective  axes,  for 
if  «=o,  p=oo  and  t=oo;  and  if  u=oo. 


IB 

/>=o  and  r=o.  These  adiabatics  are  for 
perfect  gases,  but  the  general  character- 
istics given  by  our  author  on  page  302 
are  apphcable  to  imperfect  gases.  The 
adiabatics  for  imperfect  gases  always  slope 
downward  more  rapidly  than  the  isother- 
mals. 

It  is  advisable  to  become  familiar  with 
the  principles  involved  in  these  curves 
before  proceeding  further.  For  this 
purpose  conceive  that  a  perfect  gas  in  the 
lower  part  of  a  cylindrical  vessel  is  sup- 
porting a  frictionless  but  perfectly  fitting 
piston ;  and  that  the  sides  of  the  vessel 
including  the  piston  and  base,  are  per- 
fect non-conductors  of  heat.  If  now 
the  piston  be  forced  downward,  three 
things  will  happen :  1°,  the  pressure  of 
the  gas  against  the  piston  will  be  in- 
crea^ ;  Tj  the  volume  of  the  gas  will 
be  diminished ;  and  3°,  the  temperature 
of  the  gas  will  be  increased.  These  ef- 
fects are  all  illustrated  bj  the  line  A^^, 
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Fig.  5 ;  for  in  passing  from  a  giyen  vol- 
mne  v,  to  a  smaller  one  v^  the  ordinates 
of  the  curve  increase,  becoming  t;,A  at 
t^,,  and  the  temperatnre  also  increases  for 
the  curve  approaches  and  finally  inter- 
sects the  isothermal  line  ABr,. 
Now,  reversing  the  operation  by  pulling 
the  piston  upward,  or  outward,  and  it 
will  be  found  that  the  pressure  of  the 
gas  against  the  piston  is  mminished,  the 
volume  increased  and  the  temperature 
diminished.  The^e  results  are  also  shown 
by  the  line  A<p^,  Fig.  5,  passing  from  A 
towards  <p^.  It  is  well  to  notice  that, 
under  the  conditions  imposed,  it  one  of  the 
quantities  p,  v,  r,  be  fixed,  the  other  two 
idso  become  fixed.  Thus,  if  the  tempera- 
ture be  maintained  constant,  there  being 
no  transmission  of  heat,  it  will  be  im- 
possible to  move  the  piston,  and  hence  p 
and  t;  must  be  unchangeable;  not  be- 
cause it  is  physically  impossible  to  move 
the  piston,  but  because  the  piston  cannot 
be  moved  without  raising  or  lowering  the 
temperature.  Similarly,  if  the  condition 
be  that  p  shall  be  constant,  v  and  r  be- 
come fixed.  Here,  then,  is  a  case  in 
which  the  three  quantities  />,  v,  r,  are  not 
only  mutually  dependent,  but  are  so  re- 
lated that  a  given  change  of  one  necessi- 
tates a  definite  change  in  both  the  others; 
and  if  one  be  fixed  the  others  are  as  fixed 
as  if  the  substance  were  a  perfect  solid. 
Continuing  the  expansion  by  pulling  the 
piston  outward,  the  pressure  and  tem- 
peratnre will  continually  fall,  as  shown 
by  the  curve  A<p^,  Fig.  5,  and  the  first 
and  third  of  equations  (e)  show  that  for 
t7=oo,  the  pressure  and  absolute  tem- 
perature both  become  zero.  The  entire 
work  done  by  the  gas  upon  a  piston  dur- 
iDg  this  indefinite  expansion  was  the  in- 
trinsic energy  of  the  gas  at  the  begin- 
ning of  the  expansion.  If,  however,  the 
gas  be  imperfect,  the  entire  energy  in  the 
gas  will  equal  the  entire  heat  absorbed 
by  the  substance,  less  the  internal  work 
done  upon  the  substance  in  raising  it 
from  a  zero  pressure  to  the  final  press- 
ure ;  and  is  also  equal  to  the  energy  which 
it  is  capable  of  imparting  to  a  piston 
during  an  indefinite  expansion  without 
transmission  of  heat,  plus  the  energy  ex- 
pended in  overcoming  its  own  molecular 
forces  during  such  expansion.  The  in- 
trinsic energy  is  the  energy  which'  the 
gas  is  capable  of  imparting  to  a  piston 
without  trausmission  of  heat  during  an 


indefinitely  extended  expansion.  In  per- 
fect gases  the  intrinsic  energy  is  the  en- 
tire energy,  but  in  imperfect  gases  the 
intrinsic  energy  is  less  than  the  entire 
energy  by  an  amount  equal  to  the  energy 
absorbed  by  the  gas  during  the  indefinite 
expansion. 

If  the  "total  actual  heat,"  or  simply 
the  "  actual  heat ''  were  the  result  of  the 
liuear  motions  of  the  molecules,  then' for 
a  mass  m  the  heat  would  be  ^  mv*,  where 
V*  is  the  mean  of  the  squares  of  the  ac- 
tual velocities  of  the  molecules  of  the 
body.  To  test  this  hypothesis,  take  the 
case  of  air,  the  specific  heat  of  which  at 
constant  volume  is  0.169,  that  of  water 
being  unity ;  and  at  the  melting  point  of 
ice,  32**  F. =493^.2  F.  absolute,  we  have 
for  the  energy  of  one  pound 

A;r=0.169  X  772  x  493^2=64264 

foot-pounds,  (/) 

then  i.^.,.v*=64264; 

.-.  t;=2033  feet  per  second. 

But  it  is  known  that  the  velocity  of  the 
molecules  of  air  producing  a  pressure  of 
of  14.7  pounds  per  square  inch  is  less 
than  1,600  feet  per  second.  In  the  pres- 
ent volume  of  this  Magazine,  page  51, 
equation  (3),  \t  x  =  S  (the  value  com- 
monly used),  6=14.7x144,  d=tt?-5-^,  and 
tff=0.08  of  a  pound,  then  t>=1660  feet 
per  second;  or  somewhat  more  than  } 
the  former  value.  The  molecules,  there- 
fore, must  have  some  motion  other  than 
rectilinear,  either  wholly  or  partly,  to 
produce  the  phenomenon  of  heat. 

Next,  suppose  that  the  cylinder  admits 
of  the  passage  of  heat  through  its  walls. 
If  now  the  piston  be  gradually  forced 
inward,  the  heat  generated  will  escape 
through  the  sides  of  the  vessel  and  the 
temperature  may  be  made  to  remain  con- 
stant. In  this  way  work  may  be  done 
upon  the  fluid  at  constant  temperature, 
while  the  volume  and  pressure  both  vary 
according  to  the  law  given  in  equation 
(5),  the  volume  decreasing  from  Ot>,  to  Ot>,, 
while  the  pressure  increases  from  e?,B  to 
?j,A.  Beversing  the  operation  by  per- 
mitting the  piston  to  move  outward,  the 
volume  will  be  increased,  the  pressure 
decreased,  and  to  maintain  a  constant 
temperature  heat  must  be  supplied  from 
an  external  source.  According  to  the 
first  law,  the  entire  heat  supplied  from 
an  external  source  must  equal  the  entire 
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work  doney  when  the  temperature  con- 
tinues constant,  and  hence  for  a  perfect 
gas  the  external  work  done  will  equal  the 
heat  so  supplied.  To  show  this  let  AB 
be  an  isothermal  line,  the  area  v^ABt;, 
will  represent  the  external  work  done  by 
the  gas  in  expanding  from  Ov,  to  Ov, ; 
and  Sie  shaded  area  MbBN  between  the 
adiabatics  AbM  and  BcN  indefinitely  ex- 
tended, added  to  the  area  ABbA,  will 
represent  the  heat  supplied  in  doing  that 
work.  We  first  show  that  the  shaded 
part  v^kbv^  equals  the  shaded  part  M6BN 
indefinitely  extended 
Let  pv—a  (g) 

be  the  equation  of  AB, 

that  of  AbM, 

pvy  =b  {h) 

and  that  of  BcN 

pvr  =c  (i) 


F1«.T 


Assuming  that  tiie  co-ordinates  of  A 
are'known  and  represented  by  p  and  t;,, 
we' have  p^v^^a^  and  since  AM  passes 
through  this  point  its  equation  must  sat- 
isfy the  co-ordinates  of  the  point,  orp^vy 
=b ;  hencejby  elimination  we  find 

b=avy-^  or  =ayp^^-y 

Similarly,  the  co-ordinates  of  B  being 
/>,  and  v„^we  find 

c=avy^^=ay  p^^-y 

and  the  equations  to  the  adiabatics  be- 
come completely  known. 

The  area  of  v^kbv^,  using  equation  (A), 
is 

(«,i-y_t,,i-r)=_^(^y-i„,i-r_i) 

Let  pe  =^vc^d  =«c?,  then  from  equations 
(h)  and  (i) 


(/) 


cd^Pe —pd={c^b)v    y 
and  the  entire  extended  area  will  be 

which  is  the  same  as  that  above. 
Hence,  adding  A^B  to  both  gives  ABv^o, 
=M6ABN,  the  latter  being  indefinitely 
extended. 

If  the  volume  be  constant  the  press- 
ure and  temperature  may  vary,  and  gen- 
erally in  the  same  sense ;  that  is,  if  the 
temperature  be  increased  the  pressure 
will  also  be  increased,  and  the  thermal 
line  on  the  plane  pOv  will  be  a  right  line 
parallel  to  Op.  Similarly,  if  the  press- 
ure be  constant,  the  volume  and  tempera- 
ture may  vary  in  the  same  or  opposite 
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senses ;  but  in  either  case  the  thermal 
line  on  the  plane  pOv  will  be  a  right  line 
parallel  to  Ov.  The  thermal  hues,  in 
these  cases,  on  the  planes  pOr  and  vOr  - 
will  depend  upon  the  algebraic  relations 
between  />,  r  and  t; ;  and  will  be  right 
lines  for  perfect  gases,  and  curved  for 
imperfect  gases.  When  heat  is  absorbed 
by  the  fluid  while  external  work  is  being 
done,  the  termal  line  during  the  perform- 
ance of  work  may  be  made  to  assume  al- 
most any  form.  In  Fig.  13,  if  the  initial 
position  of  the  piston  be  at  t;„  by  forcing 
it  towards  O,  or  allowing  it  to  move  out- 
wards towards  t)„  while  the  absorption 
of  heat  causes  the  pressure  to  rise,  the 
thermal  line  ACB  may  be  described. 
During  the  movement  from  A  to  C  work 
will  be  done  by  the  piston  upon  the  fluid, 
the  volume  being  diminished  while  the 
pressure  and  temperature  were  increased. 
The  total  heat  supplied  to  a  perfect  gas 
from  an  external  source  during  the  oper- 
ation ACB  is  represented  by  the  indefi- 


bajjtkine's  thermodynamics. 


423 


nitely  prolonged  area  MACBN,  where 
AM  and  BN  are  adiabatics. 
In  Fig.  14 let  Bu,  be  the  pressure  exerted 
by  a  gas  when  its  Volame  is  Ov„  and  BN 
be  an  adiabatic  passing  through  B,  then 
if  the  gas  be  perfect^  its  entire  energy 
will  be  represented  by  the  indefinitely 
extended  area  Xv^BM,  and,  conversely, 
the  area  X?;,BN  will  represent  the  heat 
imparted  to  the  fluid,  while  the  pressure 
is  raised  from  zero  to  i?,B,  the  volume 
being  constant ;  but  if  the  gas  be  imper- 
fect^ this  area  will  not  represent  the  heat 
received  by  the  substance  during  the 
operation  t;,B,  since  some  work  will  have 
been  expended  in  charging  molecular 
conditions.  Conceive  a  pound  of  this 
gas  at  the  volume  represented  by  Ot?,, 
and  called  "  volume  «,"  be  destitute  of 
of  heat,  and  hence  also  of  pressure.  Let 
this  volume  remain  fixed,  as  if  it  were  in 
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again  take  the  case  of  carbonic  acid  gas, 
equation  (c),  which  may  be  written  in  the 
general  form 

(*) 


where  B=^*  and  a=3.42x  8.15725  X 

17264-7-493.1  The  first  term  of  the  sec- 
ond member  is  the  same  as  if  the  gas 
were  perfect,  and  since  a  and  r  are  posi- 
tive, the  second  term  will  be  negative, 
making  the  pressure  p  less  for  the  imper- 
fect gas.  Next,  conceive  this  pound  of 
gas  at  the  temperature  r  and  pressure 
v,B  to  be  continued  in  a  cylinder  having 
a  free,  frictionless  piston,  and  that  the 
piston  moves  outward  without  communi- 
cation of  heat  between  the  contained  gas 


a  sphere,  or  cylinder,  of  unchangeable 
size,  while  the  gas  is  heated  from  0° 
to  temperature  1;  then  will  the  press- 
ure rise  from  0  to  «,ft.  Fig.  14.  If  the 
gas  be  perfect  and  bn  an  adiabatic  curve, 
the  indefinitely  extended  area  nbv^x 
will  represent  the  heat  supplied,  the  ac- 
tual heat  being  also  dependent  upon  the 
specific  heat  of  the  gas,  as  will  appear 
further  on.  If  the  gas  be  imperfect,  the 
heat  absorbed  at  the  same  temperature, 
r,  will  exceed  the  area  nbv^x  by  an  area 
representing,  the  internal  work  done, 
which  is  shown  in  Fig.  14  by  the  narrow 
shaded  strip  above  the  isothermal  r  pass- 
ing through  b  and  conceived  to  be  in- 
definitely extended  to  the  right.  But  Jbhe 
pressure  in  the  vessel  containing  the  im- 
perfect gas  will  be  less  than  v^^  and  may 
be  represented  by  w,B ;  in  which  case  the 
adiabatic  will  pass  through  B. 

As  an  example  of  the  fact  that  the 
pressure  of  an  imperfect  gas  at  tempera- 
ture r  is  less  than  for  a  perfect  one  at 
the  same  temperature  and  volume,  we 


'\ 

\ 

^V      B^-IO 

■^::^\^-^  ^^^^v^""-"'..^ 

^v^>t^     " — ^ 

1       ^^^^U 

i 

'  V.  V,  V  X 

and  external  bodies,  then  will  the  press- 
ures for  corresponding  volumes  be  the 
ordinates  to  the  adiabatic  BN,  and  a  por- 
tion of  the  helit  of  the  gas  will  be  con- 
sumed in  doing  work  upon  itself,  which 
maybe  represented  by  an  area  above  BN, 
as  NB6n  for  instance. 

The  indefinitely  extended  area  NBv  X 
represents  the  intrinsic  energy  of  the 
gas;  and  if 

A;r=area  ribv^ 
S=/iftBN 


then 


3'= the  intrinsic  energy. 


During  the  expansion  along  an  adia- 
batic work  is  done,  but  no  heat  is 
supplied.  Now  let  heat  be  supplied 
while  external  work  is  being  done.  Let 
A  represent  the  initial  condition  as  to 
pressure  and  volume  of  an  imperfect  gas : 
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then  will  the  isothermal  corresponding 
to  this  pressure  pass  throngh  some  high- 
er point  as  a,  and  the  area  ma  t;,X  in- 
de&Qitely  extended,  will  represent  the 
total  energy  in  the  gas  due  to  the  tem- 
perature ra  or  pressure  t;,A.  Now,  let 
the  gas  absorb  heat,  raising  the  tempera- 
ture and  pressure  while  the  piston  moves 
outward  from  Ov^  to  0«,,  doing  both  ex- 
ternal and  internal  work,  the  pressure 
increasing  from  v,A  to  v,B,  the  isother- 
mal rising  from  some  point  a  to  another 
b.  The  internal  work  will  depend  upon 
the  two  elements — ^increase  of  tempera- 
ture and  expansion,  and  these  may  be 
considered  separately,  and  hence  will 
depend  upon  me  initial  and  final  states 
only.  The  internal  work  is  represented 
by  kab'Bj  but  the  amount  of  heat  re- 
quired to  perform  this  work  is,  as  yet, 
unknown.  Now,  let  the  gas  expand  with- 
out communication  of  heat^-or,  as  we 


if^.xi 


say,  expand  adiabatically  along  the  adia- 
batic  BN — to  vfy  it  will  do  an  amount  of 
external  work  represented  by  t?,B/t;,  and 
of  internal  work  represented  by  /B^A, 
and  since  there  is  no  communication  of 
heat  the  latter  must  be  done  at  the  ex- 
pense of  the  heat  which  was  in  the  body 
at  the  state  B.  At  /  let  the  heat  be  abs- 
tracted until  the  pressure  falls  from  /to 
a.  We  do  not  as  yet  know  how  much 
heat  must  be  abstracted  to  accomplish 
this  result,  since  internal  work  will  be 
performed.  If  internal  work  is  done 
when  the  temperature  is  increased,  heat 
will  be  imparted  to  the  substance  from 
the  substance  itself  when  the  tempera- 
ture is  decreased,  so  that  gi  will  exceed 
fh.  In  this  case  we  do  not  measure  the 
temperature,  and  much  less  the  heat,  but 
the  pressures  are  reduced  from  f  on  the 
adiabatic  BN  vertically  down  to  ^  on  the 
adiabatic  AM.  It  is  apparent  that  the 
further  gf  is  removed  to  the  right  the 


less  will  be  its  length ;  or,  in  other  words, 
the  less  will  be  the  pressures  between 
the  adiabatics,  and  will  vanish  when  re- 
moved indefinitely.  The  lines  bn  and 
am  also  approach  the  adiabatics  as 
they  are  extended,  and  all  these  lines,  bn^ 
BN,  am^  AM,  are  asymptotic  to  OX« 
Now,  compress  the  substu:ice  along  the 
adiabatic  gk  brincfing  it  to  the  condi- 
tion A.  During  the  last  operation  heat 
will  be  given  out  by  the  substance  on 
account  of  the  compression,  but  work 
will  be  done  in  the  substance  on  account 
of  the  increase  of  temperature.  We  now 
have  from  the  figure — the  right  hand 
areas  being  indefinitely  extend^ 

n^VjX  +  ^,v,tf — nat;,X=nftam. 

But  nbam  represents  the  entire  heat 
in  foot-pounds  absorbed  above  its  initial 
condition.  Let  H^  be  the  entire  heat  in 
the  state  A=mav,a^  and  H^  the  heat  in 
the  state  B=nto,a;;  then  we  have,  after 


ini^.jLS 


separating  the  former  ^nation  into  other 
elements, 

Hft  -  Ha  =  n5BN-f  NB«,a;-f  ftoAB 

-f  Bv,t;,A— maAM-MAv,X.  (I) 

But  the  work  done  on  any  substance 
in  a  cycle— that  is,  the  work  done  on  any 
substance  in  producing  changes  as  to 
pressure,  volume  and  temperature,  but 
finally  bringing  it  back  to  its  original 
condition — ^must  be  zero.    Hence, 

w^BN -f  ftaAB— maAM=o. 

Let  5aAB=:S 

n^BN=Sft 

maAM=Sa 

then,  the  preceding  equation  gives 

S=— Sft  -f  Sa  (m) 

and  equation  (Z)  becomes 

Hft  —Ha  =NBt;,X-f  Bv,v,A— 

MAt>,X=MABN 
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or, 

The  tnechanieal  equivcUent  of  the  heat 
ctbsarbed  (or  given  out)  by  a  substance  in 
passing  from  state  A  to  state  B,  is  repre- 
sented by  the  area  included  between  the 
curve  AB  and  two  adiabatics  through  A 
and  B,  and  indefinitely  prolonged  in  the 
direction  representing  increase  of  volume. 

This  is  the  Thborem  on  page  303  of 
the  text 

Also,  let 

v^ABv^^fpdv 
and  equation  {I)  becomes 

Hft  —Ha  =NBu,X+yV^v— MAv^X 

which  is  the  equiyalent  of  equation  (2), 
page  305  of  the  text. 

But  to  put  it  more  nearly  in  the  form 
of  that  equation,  let 


irig.13 


V^ 


Q^  =  nAt;,X=the  total  heat  in  the  sub- 
stance in  the  state  B, 

(^  =  mav^X, 

then  equation  (/)  becomes 

which,  combined  with  equation  (m),  gives 
Hft  -  Ha  -yWv=Qft  - 

Qa  ~  Sft  +  Sa      (n) 

This  is  equation  (2),  page  305,  except 
that  the  signs  of  S»  and  Sa  are  the  re- 
verse of  these  here  given,  but  this  is  not 
-vital,  since  the  author  in  this  place  has 
simply  assigned  the/brm  of  the  expres- 
sion without  determining  the  signs  of 
these  terms.  The  correct  sign,  however, 
is  prefixed  by  the  author  on  page  313  of 
the  text.  Those  who  can  follow  the 
steps  of  the  author  and  be  convinced  of 
the  correctness  of  the  reasoning  when 
applied  to  imperfect  fluids,  do  not  need 
tne  detailed  work  here  given. 


The  author  now  finds  it  necessary  to 
introduce  another  principle  in  order  to 
find  a  measure  of  work,  iaduding  the  in- 
ternal as  well  as  the  external,  and  this  is 
involved  in  his  Second  Law.  It  may  be 
stated  in  different  forms,  but  the  idea  in- 
volved may  be  thus  analyzed : 

l"*.  Energy,  like  any  other  quantity, 
may  be  divided  inter  an  indefinite  number 
of  indefinitely  small  equal  parts. 

2°.  Any  one  of  the  equal  parts  will  do 
the  same  amount  of  work,  and  in  doing 
work  each  does  its  proportionate  share 
of  the  entire  work. 

8°.  In  a  homogeneous  substance,  the 
total  work  done  is  the  sum  of  all  its 
parts. 


The  author  has  such  an  abstract  way 
of  stating  some  of  his  general  proposi- 
tions that  we  would  often  be  in  doubt 
how  to  apply  them  had  he  not  given 
samples.  In  this  case  he  has  given  us 
his  "  symbolic  expression ".  of  his  law, 
and  it  amounts  substantially  to  this : 

To  find  the  rate  of  doing  vsork^  both 
external  and  internal,  per  unit  of  heat. 

But  this  is  anticipating,  somewhat,  the 
further  development  of  flie  subject. 

The  author  restricts  his  definition  to 
the  case  of  a  homogeneous  and  uniform- 
ly hot  body,  and  tiiis  condition  may  be 
complied  with  in  the  analysis  by  consid- 
ering, at  first,  only  an  infinitesimal  por- 
tion of  the  substance,  and  then  extend- 
ing it  to  so  much  of  the  finite  portion  as 
is  included  within  the  conditions.  The 
author,  on  page  308  of  our  text,  states 
that  it  is  applicable  to  heterogeneous 
masses.  The  term  "  hot "  applies  to  so 
much  of  the  heat  which  has  been  absorbed 
by  a  body  as  is  retained  in  a  condition 
for  doing  work,  the  heat  which  has  al- 
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ready  done  internal  work  not  being 
considered.  When  applied  to  perfect 
gases,  in  which  increments  of  press- 
ure are  equal  for  equal  increments 
of  temperature  at  any  and  all  points 
of  the  scale  of  temperature,  the  law 
appears  to  be  sufficiently  evident,  and 
is,  at  least,  free  from  difficulty;  but 
not  so  when  applied  to  imperfect  gases. 
Banldne's  statement  of  the  second  law 
is  quantitative^  and  in  this  respect  is 
superior,  as  a  working  basis,  to  the  prin- 
ciple stated  by  Glausius  and  Thomson. 
Clausius  says  ''heat  cannot  without  com- 

Csation  pass  from  a  colder  to  a  hotter 
y,"  which  is  a  qualitative  statement 
and  destitute  of  a  basis  for  measuring 
the  quantity  which  may  pass  from  one 
body  to  another. 


which  we  assume  is  all  consumed  in  the 
distance  AB.  The  work  done  will  be 
the  resistance  per  unit  of  length  into  the 
distance  AB,  which  call  U ;  then 

V=iMv\  also=Q. 

Now,  let  the  entire  mass  undergo  an 
indefinitely  small  change  of  velocity,  dur- 
ing which  it  moves  over  the  indefinitely 
small  space  Aa,  then 

rfU=JMrf(v')=Mt?rfw=rfQ. 
Next,  let  the  body  be  divided  into  an 
indefinite  number  of  indefinitely  small 
parts,  each  being  dM. ;  the  energy  of  each 
one  of  these  parts  will  move  the  entire 
body  over  an  indefinitely  small,  but  pro- 
portional part,  of  Aoy  and  we  hftve 

d(dU)=dM.d{iv'), 


Fig.  IfS 


Bankine  recognizes  this  principle  of 
Olausius  as  a  property  of  heat  (see  page 
224  of  our  text^.  Thomson  states  his 
principle  thus :  it  is  impossible  to  work 
a  heat  engine  at  a  lower  temperature 
than  that  of  the  lowest  temperature 
of  siirrounding  objects ;  but  this  rather 
^ves  a  limit  than  a  basis  for  measure- 
ment. 

In  illustrating  this  law  we  first  make 
use  of  a  rigid  body  in  motion,  an  exam- 
ple suggested  by  our  author  on  page  306. 
Let  M  be  the  mass  of  the  body  having  a 
velocity  v,  doing  work  by  sliding  along  a 
rough  horizon t^  plane;  and,  in  order  to 
simplify  the  problem,  assume  that  the 
only  work  done  is  in  overcoming  friction 
(no  internal  work),  and  that  the  friction 
is  uniform  (similar  to  that  of  a  homogen- 
eous and  uniformly  hot  body).  The  ki- 
netic energy  of  the  body  will  be  JMv', 


and  the  rate  of  doing  one  of  these  small 
parts  of  work  per  unit  of  energy  will  be 

d{dV) 
dq 
and  hence  for  the  total  energy  the  work 
done  will  be  Q  times  as  much,  or 

^d{dV) 


dq 


io) 


M 


md 


A       a 


B 


It  is  true  that  this  analysis,  followed 
out,  will  lead  to  an  identity,  as  it  ought, 
since  all  the  energy  is  here  transformed 
into  external  work,  and  in  this  respect  is 
sinnlar  to  the  case  of  work  done  by  a 
penect  gas.    This  example  maybe  useful 
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in  fixing  our  ideas  since  it  deals  with 
terms  and  quantities  with  which  we  are 
abready  familiar.  We  notice  that  du  is 
due  to  an  infinitesimal  change  of  the  mass 
of  the  entire  body  and  d{du)  to  an  infLoi- 
tesimal  part  of  the  body. 

The  notation  used  by  the  author,  yiz. : 

is  not  common  in  elementary  works  on 
the  calculus,  but  is  frequently  used  in 
higher  works.  The  d  above  Uie  bar  ex- 
tends its  power  of  differentiation  to  all 
of  the  quantity  following  the  bar,  so  that 
it  is  here  equivalent  to 


When  the  external  work  is  not  a  func- 
tion of  X  and  y,  Glausius  makes  a  distinc- 
tion between 

d  /dti\       ,    d^u 
df/\dx/  dydfjS 

but  we  shall  have  no  occasion  to  make 
«ven  this  distinction ;  hence,  we  may,  if 
we  choose,  use  cTU  for  c?(<nj),  as  our  au- 
thor did  in  some  of  his  original  papers. 
The  author,  in  his  Memoirs,  also  wrote 
<fQ  in  place  of  the  (^Q  of  our  text,  and 
there  is  no  advantage  in  the  latter  over 
the  former;  although  both  are  correct, 


as  we  shall  soon  see,  so  that  the  expres- 
sion may  be  written 


rfQ 


which,  as  it  stands,  is  equivalent  to  cTCI, 
still  the  form  is  a  convenient  one  for 
use. 

If  jt>  be  the  normal  pressure  against 
the  interior  of  the  vessel,  and  the  vessel 
be  enlarged  an  elementary  amount,  d^^ 
then  will  an  element  of  the  external  work 
be 

and,  considering  v  as  the  independent 
variable,  we  have,  by  differentiating  again 

d{^dJS)—dpd%), 


where  the  parenthesis  might  be  retained 
to  indicate  that  the  second  differential  is 
not  made  in  reference  to  the  same  varia- 
ble as  the  first,  but  this  is  unusual  and 
unnecessary.  Substituting  the  last  equa- 
tion in  the  general  one,  we  have 

and  this  is  a  more  convenient  form  for 
discussion  than  expression  (o),  and  is 
identical  with  the  form  used  by  the  au- 
thor in  .some  of  his  original  papers.  In 
this  case  pd\)  is  an  element  of  work  due 
to  a  small  variation  in  the  entire  heat, 
while  dpdv  is  an  element  of  work  due  to 
a  small  variation  in  an  elementary  amount 
of  heat. 

This  being  the  work  done  by  the  heat 
c^Q,  then  since  by  ih^  second  lata  every 
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d(i  from  zero  to  Q  does  the  same  amount 
of  work,  the  elementary  work  done  by 
the  total  heat  Q  is 

Since  Q  is  the  sensible  (or  actual  heat) 
only,  and  the  absolute  temperature,  r,  is 
made  proportional  to  the  quantity  of  sen- 
sible heat,  we  have 


or 


:  r  :  : 

dq, 


dQ'.dr, 

T 
^di' 


and  the  former  expression  becomes 

T^df, 

dt 
which  form  is  given  by  our  author  in  the 
Philosophical  Magazine,  1854,  (2),  page 
857.    These  forms  are  all  equivalent,  and 
we  may  write 

the  last  of  which  is  the  most  convenient 
for  discussion,  since  in  it  we  may  con- 
sider one  element  at  a  time,  whereas,  if 
U  be  used,  we  have  to  consider  a  complex 
quantity  involving  force,  v,  and  space,  v. 

Returning  now  to  page  306  of  the  text, 
we  find  that  the  author  says,  ^'  It  is  re- 
quired to  find  how  much  of  this  work  is 
performed  by  the  disappearance  of  heat/' 

If  this  expression  be  correct  and  exact, 
it  is  to  us  unintelligible ;  or  we  do  not 
understand  the  "scope"  of  the  words. 
If  we  had  no  means  of  determining  the 
author's  meaning  except  our  text,  we 
would  expunge  the  words  "  of  this "  so 
that  the  sentence  would  read,  *^how 
much  work  is  performed  by  the  disap- 
pearance of  heat,"  for  then  it  would  be 
in  exact  harmony  with  the  text.  Only 
four  lines  below  the  above  sentejice,  the 
author  says,  *^  will  cause  to  be  performed 
the  quantity  of  work,"  and  only  two  lines 
further  the  author  says,  "  the  quantity  of 
work  performed  by  the  disappearance  of 
heat  will  be,"  whidi  is  precisely  what  the 
original  expression  becomes  when  the 
words  "  of  this  "  are  canceled ;  and  again 
on  page  310,  "  then  the  work  performed 
by  the  disappearance  of  heat  is,"  and  all 
these  expressions  refer  to  the  same  thing. 

In  no  other  place  in  the  text  is  there 
any  intimation  that  all  of  the  work  per- 
formed is  not  done  by  the  disappearance 


of  heat,  and  both  the  language  and  an- 
alysis authorize  lus  to  cancel  these  words^ 
and  we  may  safely  do  so.  On  the  oth^ 
hand,  we  are  slow  to  admit  that  they 
were  inadvertently  inserted,  and  we  find, 
upon  consulting  his  original  paper^ 
that  he  there  uses  the  same  expression. 
Some  have  suggested  that  Bankine  had 
in  mind  the  fact  that  work  was  done  hj 
this  substance  on  account  of  some  other 
agency  than  heat,  such,  for  instance,  as 
electricity,  or  magnetism,  or  some  other 
agent  unknown.  To  us  it  seems  impos- 
sible to  separate  the  effects  of  unknown 
agents  by  the  process  of  logic  which  he 
uses.  But  we  are  not  left  in  doubt  on 
this  point.  In  his  Miscellaneous  Scien- 
tific Papers,  page  221,  he  says :  "  Let  a 
homogeneous  substance  possess  a  quan- 
tity Q  of  a  particular  kind  of  actual  en- 
ergy, uniformly  distributed,  and  let  it  be 
required  to  determine  the  amount  of  the 
effect  arising  from  the  actual  energy, 
which  tends  to  perform  a  particular  kind 
of  work  by  the  variation  of  a  particular 
passive  accident."  It  is  only  a  "particu- 
lar kind  of  actual  energy  ^  that  is  consid- 
ered in  producing  a  particular  kind  of 
work. 

Again,  on  page  311,  it  says  "  part  of 
pdv  is  produced  by  molecular  attractions 
and  repulsions  ...  it  is  not  the  di- 
rect effect  of  heat,  although  they  may  be 
modified  by  heat  .  .  .  It  is  required 
to  determine  how  much  of  pdv  is  the 
effect  of  heat."  One  would  infer  from 
these  statements  that  only  a  part  of  pdf^ 
is  produced  by  heat,  and  yet  in  the  an- 
alysis following  the  remarks,  it  appears 
that  the  heat  which  produces  the  exter- 
nal work  pdv  also  does  internal  work  in 
addition.  If  the  expression  "how  much 
of  this,"  means  "how  many  times  this,"^ 
it  becomes  consistent.  It  is  possible  that 
the  author,  at  that  time,  entertained  the 
view,  that  there  were  molecular  repul- 
sions independent  of  heat,  as  was  sup- 
posed to  be  shown  by  the  fact  that  the 
zero  of  the  gas  thermometer  did  not 
coincide  with  the  zero  of  the  absolute 
scale. 

From  the  data  at  his  command  he 
found  that  the  zero  of  the  absolute  scale 
was  three  or  four  degrees  below  thai  of 
the  zero  of  an  air  thermometer  graduated 
according  to  Fahreneit  scale.  (Profes- 
sional Papers).  But  the  experiments 
of  BegnacQt  showed  that  the  two  zeros 
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practically  coincide.  Whatever  be  the 
idea  originallj  contained  in  the  expres- 
sion with  the  words,  "  of  this,"  retained, 
it  is  certain  that,  with  our  present 
knowledge  of  the  subject,  they  may  be 
expunged. 

Betuming  now  to  the  consideration  of 
the  subject,  the  proposition  is,  let  unity 
of  weight  of  a  homogeneous  substance, 
possessing  the  actual  heat  Q,  or  absolute 
temperature  r,  undergo  an  indefinitely 
small  change  (of  voliune,  for  instance)  so 
as  to  produce  the  indefinitely  small 
amount  of  work  dU=pdv;  it  is  required 
to  find  how  much  work  (both  external 
■and  internal)  is  done  by  the  disappear- 
ance of  heat  Let  the  temperature  be 
maintained  constant  by  heat  supplied  to 
the  substance  from  an  external  source 
while  the  volume  is  enlarged  by  the 
amount  dVy  then  will  the  heat  disappear- 
ing equal  the  amount  supplied. 

This  is  the  author's  mode  of  treatment. 
On  page  310  of  the  text  he  says,  "In  de- 
termining that  function  .  .  .  it  is  first 
to  be  investigated  as  if  the  temperature 
were  constant,  and  then  the  law  of  its 
variation  with  absolute  temperature  be 
found;"  and  in  his  paper  on  the  Me- 
chanical Action  of  Heat:  "and  let  us 
investigate  how  much  heat  becomes  latent 
or  is  converted  into  mechanical  power, 
during  this  process  (which  consists  in 
expanding  an  amount  dv);  the  ther- 
mometric  heat  being  maintained  constant 
so  that  the  heat  which  disappears  must 
be  supplied  from  an  external  source." 
(Professional  Papers,  page  311). 

Considering  the  volume  constant,  the 
rate  of  increase  of  the  pressure  per 
degree  of  temperature  at  the  tempera- 
ture r  will  be  according  to  the  calculus, 

and  since  each  of  the  dr*B  in  I''  wiU,  ac- 
cording to  the  Second  Law,  produce  the 
flame  increment  of  pressure,  we  have  for 
the  pressure  produced  by  dr 


^'?. 


(m) 


which  is  quite  evident  since  the  expres- 
sion is  equivalent  to  dp ;  and  similarly 
for  an  element  Stj  which  may  be  different 
from  dty  we  have  for  the  same  reason, 


but  which  is  not  equivalent  to  dp^  and 
for  the  same  reason,  for  all  the  elements 
in  r,  we  have  the  pressure 

^dr" 

which,  for  an  enlargement  dv,  will  per- 
form the  work 

dp  , 

and  since  the  temperature  has  been  main- 
tained constant,  this  work  expressed  in 
thermal  units  will  give  the  heat  which 
disappeared.  To  test  this  result,  first, 
take  the  case  of  a  perfect  gas,  for  which 
we  have 

dp    p 


which,  substituted  above,  gives 
pdVf 


Xdv^' 

T 


the  well  known  expression  for  an  element 
of  work. 
If  the  substance  be  an  imperfect  gas 

then  [is  —■   generaUy    greater   for   any 

finite  value  of  r  than  it  would  be  if  the 
substance  were  a  perfect  gas  at  the  same 
temperature.  First,  take  carbonic  acid 
gas,  for  which  we  have  equation  (e),  or 


jtw=Br- 


TV' 


Differentiating,  regarding  t;  as  constant, 
we  have 

If  the  substance  were  a  perfect  gas  we 
:jE>,  but  in  this  case  the 


would  have  r-^ 
dt 


result  is  greater  than  for  a  perfect  gas 

by  the  amount  of  the  second  term,  or' 

2  a 

— ^.    The  same  general  result  would  fol- 

rxr 

low  from  our  author's  more  general  equa- 
tion of  an  imperfect  gas,  page  229,  which 
is 

"r.       •     T      T«" 


-&c. 


But  we  will  arrive  at  the  same  general 
result  from  more  general  reasoning. 
Thus,  experience  shows  that  the  higher 
the  temperature  the  more  gaseous  do  all 
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known  substances  become.  In  some 
oases  the  temperature  must  be  very  high 
before  the  solid  becomes  a  liquid,  and 
very  much  higher  before  it  will  vaporize ; 
still  the  fluidity  continues  to  increase 
with  increase  of  temperature,  and  we  as- 
sume that  if  the  temperature  could  be 
sufficiently  high  the  substance  would 
ultimately  be  reduced  to  a  gaseous  con- 
dition. There  being  internal  work,  the 
pressures  due  to  heat  at  low  tempera- 
tures will  be  lower  than  if  the  heat  had 
not  that  work  to  do,  in  other  words,  less 
than  if  the  substance  were  a  perfect  gas ; 
hence,  the  pressure  starts  lower  at  a  given 
low  temperature  than  if  it  were  a  perfect 
gas,  but  reaches  the  same  value  at  very 
high  temperatures.  Between  these  low 
and  high  temperatures,  therefore,  the 
range  of  pressures  is  greater  for  the  im- 
perfect gas  than  for  the  perfect;  and 
hence  the  increments  of  pressure  in  the 
latter  case  must  exceed  those  in  the  for- 
mer. These  principles  may  be  illustrated 
by  means  of  a  dia^^ram.  Let  Or  be  the 
axis  of  temperatures,  and  Op,of  pressures. 
For  a  perfect  gas  we  have,  equation  (a), 

R 

which  may  be  represented  by  a  right  line 
OB,  though  the  origin,  O,  v  being  con- 
stant 

For  an  imperfect  gas  we  conceive  that 
it  requires  some  heat  to  induce  any 
pressure,  so  that  for  /:>=o,  we  have  a  fin- 
ite value  for  r  giving  a  point  D  and  that 
additions  of  heat  causes  a  rise  in  press- 
ure giving  the  line  Da  which  approaches 
more  and  more  nearly  to  OB  as  the  tem- 
perature increases.  In  the  case  of  car- 
bonic acid  gas,  making  jt>=o,  we  find 


-/i. 


av 

which  equals  oD ;  but  empirical  equations 
cannot  be  trusted  to  such  an  extrema 

Divide  or  into  any  niunber  of  small 
equal  parts,  each  equal  dr,  and  erect  or- 
dinates  to  OB  intersecting  Da ;  then  will 
each  dp  for  the  curve  Da  exceed  that  for 
the  line  oR.    The  expression 

dp 
dr 

is,  in  the  langua^^e  of  the  calculus,  a  rate, 
which,  being  written  out  fully,  is  in  this 


case — the  pressure  which  viould  be  pro- 
duced  by  a  unit  of  temperature  provided 
the  rate  remained  uniform  as  at  the  be- 
ginning of  the  pressure.  This  may  be 
written 

^di' 

which  is  the  increase  of  pressure  for  1^ 
at  the  rate 

dp 

d? 

and,  as  before  stated,  we  deduce  the  ex- 
pressions 


'4, 


r^ 


Now,  let  the  volume  vary  by  an  amount 
dVf  while  the  temperature  r  is  maintained 
constant  by  a  supply  of  heat  from  an  ex* 
temal  source,  then  will 

,_       dp,       d{dU) 
dr  dr 

be  an  element  of  work  done,  both  exter- 
nal and  internal  when  r  is  the  absolute 
temperature  and  p  the  external  pressure. 
This  expression  is  fundamental,  lying  as 
it  does  at  the  very  foundation  of  our  au- 
thor's analysis ;  we,  therefore,  dwell  upon 
it.  At  least,  one  writer  of  good  repute 
failed  to  get  a  correct  conception  of  this 
expression,  for  he  says  '^Bankine,  how- 
ever, seems  to  apply  this  law  to  deter- 
mine the  rate  at  which  external  work  will 
be  performed,***  and  having  this  misun- 
derstanding he  attempted  to  enlarge  the 
Second  Law  so  as  to  make  it  include  in- 
ternal work ;  but  Bankine  left  no  doubt 
as  to  his  meaning  on  this  point,  for  in 
an  article  in  The  JSngineer  of  June  28, 
1867,  he  says :  "  This  law  is  capable  of 
being  stated  in  a  variety  of  forms,  ex- 
pressed in  different  words,  although  vir- 
tually equivalent  to  each  other.  The 
most  convenient  form  for  the  present  pur- 
pose appears  to  be  the  following: 

To  find  the  whole  worky  internal  and 
external^  multiplg  the  absolute  tempera- 
ture at  which  the  change  of  dimensions 
takes  place,  by  the  rate  per  degree  at 
which  external  work  is  varied  by  a  small 
variation  of  the  temperature. 

Had  the  author  expressed  himself  as 
clearly  in  our  text  as  in  the  above  quota* 


*  Van  JfottratuTtJiagwiUie,  1879,  p.  887. 


eankine's  thermodynamics. 
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tioD,  students  wonld  have  been  saved 
mudi  perplexity.  In  this  statement  the 
rate  is  between  work  and  temperature, 
and  in  this  form  agrees  with  the  text,  and 
may  be  written : 

d  (du)    dpdv 
dr     '^  dr  ' 

But,  as  before  stated,  the  idea  of  work  is 
more  complex  than  that  of  pressure, 
since  work  is  compound,  being  composed 
of  two  elements,  pressure  and  space. 
We  haye,  therefore  preferred  the  form 

dr 

and  considering  -^  as  the  rate,  t;  being 

considered  as  constant  at  first,  then  r 

constant  when  v  varies.   It  may  be  asked, 

dp 
<<how  can  -^  have  a  finite  value  when  r 
dr 

is  considered  constant?"    It  is  only  nec- 
essary to  observe  that  -^  is  first  found  on 
ar 

the  supposition  that  p  varies  with  r,  and 
qftenoards  any  value  of  r  may  be  as- 
sumed and  fixed;  or  -^  is  the  rate  at 
dr 

which  jt>  was  varying  when  r  was  fixed. 

Fig.  17  shows  that  for  a  given  temper- 
ature the  pressure  is  less  for  an  imper- 
fect gas  than  it  would  be  if  the  same  gas 

were  perfect    In  that  figure  -^  may  be 

dcr 

considered  as  the  tangent  of  the  angle 
which  a  tangent  line  to  the  curve  of 
pressures  and  temperatures  makes  with 
the  axis  of  temperatures  at  the  point 
whose  abscissa  is  r;  and  this  trigonomet- 
rical tangent  multiplied  by  r  gives  an 
ordinate  aq  which  being  multiplied  by 
dv  gives  an  element  of  the  work  done, 
both  external  and  internal.  In  this  illus- 
tration a  tangent  to  the  curve  Aca  makes 
a  greater  angle  with  or  than  does  oB, 
and  the  locus  of  q  will  be  above  OB. 
We  have 

dp 
cq^aq-ac^p'-p^zr  ^-p, 

and  the  internal  work  for  an  infinitesimal 
enlargement  of  the  volume,  dv,  will  be 


<^=(^%-py''' 


'^A^t-^y"' 


which  is  equation  (lA)  of  article  247,  page 
313  of  the  text  This  is  a  partial  different^ 
equation  in  which  we  have  thus  far  con- 
sidered r  as  constant,  but  making  both  r 
and  V  independent  variables,  we  have 
from  the  theory  of  differential  equations 
the  two  partial  differential  equations 


ds         dp 


dv        dr 


*'"=/|'r?-*i-*H4: 


=/x^*.*. 


w 


(?) 


Betuming  to  our  fundamental  expression 

it  is  stated  on  page  308  of  our  text  that 
it  may  be  negative,  in  which  case  Da,  Fig. 
17,  will  not  be  continuously  convex  in  one 
direction,  but  may  change  its  concavity  as 
in  Fig.  18,  and  we  may  have  in  the  vicin- 
ity of  such  a  point  the  values 

—dp,    dpr:zo,  +dpf 
and  hence — since  r  is  never  negative 
dp  dp  dp 

dr  dr      ^    dr 

Thus,  in  the  case  of  water  from  32°  to 
about  39°  the  internal  pressure  decreases, 
giving  out,  instead  of  absorbing  heat  If 
through  o  a  line  be  drawn  partJlel  to  the 
tangent  at  e,  and  ca  be  prolonged  to 
meet  it  at  q,  we  have 


'!=- 


aq 


and  the  internal  work  will  in 

(— aj— ac)t:?t;=  —cq.dv^ 

which,  being  negative,  transforms  it  into 
external  work. 

If  the  substance  be  not  homogeneous 
nor  uniformly  hot  we  have 

in  which  each  term  is  to  be  applied  to  so 
much  of  the  substance  as  may  oe  consid- 
ered homogeneous  and  uniformly  hot 
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ENGINEERING  NOTES. 

THE  Great  Alpine  Tunnels  and  Subteb- 
BANBAN  Tbmpbbatubbs.  —  AnLong  the 
many  difficultly  encountered  in  the  execution 
of  the  works  connected  with  the  St.  Gothard 
Tunnel,  one  of  the  greatest  was  the  prevalent 
high  temperature  in  the  central  section,  5  kilo- 
meters in  length.  The  maximum  temperature 
observed  in  carrying  out  the  Mont  Cenis  Tun- 
nel was  29.5°  Centigrade  (85"  Fahrenheit),  while 
a  mean  temperature  of  29°  (84.2°  Fahrenheit) 
was  confined  to  a  section  of  500  meters  in  the 
middle  of  the  tunnel.  During  the  execution  of 
the  St.  Gothard  Tunnel,  at  a  distance  of  4* 
kilometers  from  the  southern  end,  and  at  5j 
kilometers  from  the  norlhern  extremity,  this 
temperature  had  been  already  attuned,  and  at 
the  time  when  through  communication  was 
established  (February  29,  1880),  the  mean  heat, 
extending  over  a  section  of  the  works,  5 
kilometers  in  length,  had  risen  to  81°  (87.8° 
Fahrenheit),  and  on  several  occasions  attained 
the  maximum  temperature  of  35°.  The  air, 
which  was  considerably  rarefied  and  much 
laden  with  moisture,  proved  very  injurious  to 
health— as  manv  as  60  per  cent,  of  the  staff 
being  on  the  sick  list— while  the  horses  died  at 
the  rate  of  10  per  month  at  each  end,  from  a 
species  of  lung  disease.  As  a  necessaiy  conse- 
quence the  wages  had  to  be  raised  25  percent., 
the  working  hours  were  reduced  from  seven  to 
five  per  diem,  and  the  costs  were  enormously 
increased.  The  limit  of  temperature  at  which 
underground  work  is  still  possible  could  not 
with  certainty  be  ascertained.  According  to  Du 
Bois-Heymond  it  may  be  assumed  that  at  50° 
(122°  Fahrenheit),  in  air  saturated  with  mois- 
ture, prolonged  existence  becomes  impossible, 
though  it  appears  very  probable  that  even  at 
40°  (104°  Fahrenheit)  this  may  be  the  case.  The 
opinion  of  Dr.  Giaconne  that  in  the  above  works 
the  limits  of  human  endurance  had  been  reached 
was  shared  by  the  staff. 

The  conmion  law  of  increase  of  temperature 
in  proportion  to  depth  does  not  apply  in  tunnel 
construction;  Dr.  Stapff  has, from  observations 
on  the  St.  Gothard  Tunnel,  propounded  the 
theory  that  the  increase  of  temperature  above 
the  mean  temperature  at  the  earth^s  surface,  is 
represented  by  the  formula  <=0. 02068  A,  or 
t— 0.02159  n,  where  h  is  the  perpendicular  height 
of  the  superincumbent  mountain,  or  n  is  the 
distance  inwards  of  a  given  point,  on  the  plane 
passing  through  the  longitudinal  section.  Stock- 
alper  has,  in  a  different  way,  calculated  the 
temperatures  likely  to  be  encountered  in  carry- 
ing out  the  Simplon  and  Mont  Blanc  tunnels  as 
foUows,  reckoning  from  the  northern  end : 

SIMPLON. 

(About  22  kilometers  in  length.) 

Probable  temperature. 

(Centi- 

Meters.  grade). 

4.0  kilometers  in  and  a  height  of  l,40o       80° 

6.5  **  **  **         1,000        83° 

9.0  *'  **  **         2,050        86" 

14.7  **  "  "  680        31° 

17.0  "  "  '*         1,734        3V 

18.0  **  "  "         1,100        25° 


M- 


MONT  BLANO. 

(18.5  kilometers  in  length  from  Taconnaz  to 
Pr68,  St.l)ldier.) 

Probable 

temperature. 

Meters.       ** 

4.0  kilometers  in  and  a  height  of  1.550       38 

5.0  "  **  **         2,800        50 

6.0  **  '*  "         8,000        53.5 

8.0  "  "  **         2,600        46 

10.5  •*  "  **         1.450        31 

13.0  "  **  "  200        15 

From  these  calculations  he  is  persuaded  that 
the  execution  of  these  tunnels  will  be  imprac- 
ticable on  the  systems  hitherto  adopted,  and 
that  it  will  be  necessary  to  take  very  special 
precautions  to  ^ard  against  these  excessive 
temperatures.  Among  other  plans  to  be  em- 
ployed he  mentions  a  bratticing  to  convey  in 
air  along  the  floor  of  the  tunnel,  use  of  com- 
pressed air  for  boring,  introduction  of  ice  into 
the  workings,  as  also  of  streams  of  cold  water ; 
employment  of  quick  lime  to  absorb  the  moist- 
ure, &c. ;  and  he  concludes  that  though  it  may 
be  possible  under  certain  conditions  to  execute 
the  projected  tunnel  through  the  Simplon,  the 

Sossibility  of  carrying  out  the  proposed  Mont 
>lanc  Tunnel,  under  any  circumstances,  is 
open  to  the  gravest  doubt. — Abstrcujts  of  IngU- 
tutian  of  OMl  Engineers, 

EKAB8KI*S    COMPBESSED-AlB    ENGINES    OH 

_  THE  Nantes  Tramways— By  Edmohd 
Boca. — Mekarski's  system  of  employing  com- 
pressed air,  heated  by  an  admixture  of  steam, 
for  the  propulsion  of  tramcars  has  been  in 
operation  at  Nantes  for  some  years.  The  air 
compressors  and  saturating  heaters  are  of  the 
kind  usually  employed  by  the  patentees.  A 
comparison  of  .the  compressed  air  supplied  to 
the  car  engines  with  the  capacitv  of  the  com- 
pressing cylinders  shows  the  efficiency  of  the 
air  compressors  to  be  76  per  cent.    One  kilo- 

fram  (2.2048  lbs.)  of  air  compressed  to  30 
ilograms  (426  lbs.  per  square  inch)  supplies 
energy  equivalent  to  125,000  kilograms,  or  90,- 
375  foot-pounds,  and  100  kilograms  are  suffi- 
cient to  propel  a  car  of  8  tons  weight  for  a  dis- 
tance of  12  to  14  kilometers  (7.45  to  8.69  miles). 
The  packing  of  the  pistons  of  the  second  com- 
pressors proved  troublesome,  hard  rubber  rings 
and  lignum  vitee  did  not  stand,  but  satisfactory 
results  have  been  obtained  with  manganese 
bronze.  The  tramcars  at  Nantes  contain  seats 
for  19  persons,  a  platform  holding  15  or  16  at 
one  end,  and  the  heater  and  drivers  cab  at  the 
other.  The  total  length  is  23  feet  3  inches,  of 
which  the  heater  and  driver's  platform  absorb 
one-seventh;  the  width  is  7  feet  2|  inches. 
The  total  weight  is  6  tons  empty,  and  8  tons 
filled,  while  the  weight  utilized  for  adhesion  is 
4^  tons.  The  air  is  contained  in  ten  cylindrical 
reservoirs  placed  underneath  the  platform,  con- 
nected by  pipes  in  two  sets  to  form  a  working 
and  a  reserve  batteiy.  The  contents  of  the 
former  are  70  cubic  feet,  of  the  latter  28  cable 
feet,  holdinr  together  220  lbs.  of  air  at  426  lbs. 
pressure.  The  engines  are  attached  to  the  out- 
sides  of  the  underirames,  and  enclosed  in  sheet 
iron  covers.  Their  (jliftmeter  is  5^  inches,  and 
the  stroke  10|  inches,  and  the  cut-off  takes 
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place  at  one-third  of  the  stroke.  The  driving- 
wheels  are  27|  inches  diameter.  The  cars  are 
fitted  with  a  Stilmant  brake,  worked  by  com- 
pressed air.  The  heater  is  placed  vertically  on 
the  platform,  and  has  a  capacity  of  27.7  gallons, 
the  water  beinj;  heated  to  150°  Centigrade  by 
means  of  an  mjection  of  steam  previous  to 
starting.  By  connecting  the  car  reservoirs 
with  the  stationary  accumulators  a  pressure  of 
20  to  25  kilograms  is  obtained  in  the  former, 
which  are  then  connected  directly  to  the  com- 

Sressing  pumps,  and  the  pressure  brought  to 
0  kilograms,  an  automatic  regulator  turning 
the  air  again  into  the  fixed  accumulators  when 
this  limit  has  been  reached.  According  to  the 
state  of  th^  weather  and  the  ability  of  the 
driver,  the  consumption  of  air  varies,  good 
drivers  usin^  at  Nantes  about  23  lbs.  per  mile, 
while  inefficient  men  use  up  to  28.40  lbs.  In 
1888  the  average  consumption  was  25.9  lbs., 
and  during  the  first  half  of  1884,  24.6  lbs.  The 
mean  resmts  obtained  during  the  three  years, 
1881  to  1888,  are  given  in  the  Table  below : 


Car  journeys 

Kilometers  run 

Cost  per  kilometer* 

Drivers'  wa^es 

Staff  at  stations 

Fuel 

Water 

Lubrication  of  rolling 

plant 

Lubrication    of    fixed 

plant 

Maintenance  of  rolling 

plant 

Maintenance  of   fixed 

plant 

Sundries. 

Total 


1881.      1882.      1888. 


6,582 
701,984 
F.  o. 
0.060 
0.067 
0.117 
0.019 

0.010 

0.007 

0.034 

0.020 
0.008 


0.372 


5,888 
884,824 

F.   O. 

0.062 
0.065 
0.117 
0.020 

0.011 

0.007 

0.092 

0.028 
0.006 


0.408 


5,548 
:397,066 

F.   O. 

0.061 
0.056 
0.101 
0.020 

0.013 

0.008 

0.098 

0.024 
0.004 


0.378 


or  5.67,  6.25,  and  5.76  psnce  per  mile,  respect- 
ively. 

During  the  first  half  year  of  1884  the  cost  of 
fuel  decreased  to  7.9  cents,and  the  total  cost  to 
84.8  cents  per  kilometer,  or  to  5.22  pence  per 
mile.  The  cost  of  horse  traction  of  the  three 
omnibus  companies  at  Paris  during  the  same 
three  years  was  0.612,  0516,  and  0.518  cents  per 
kilometer,  or  9.39,  7.91,  and  8.82  pence  per 
tramcar-mHe,  This,  however,  includes  a  charge 
for  renewal  of  horses,  while  it  is  not  evident 
from  the  Table  whether  the  maintenance  of 
plant  comprises  a  depreciation  to  provide  for 
its  eventual  renewal,  though  the  variations  in 
the  amount  seems  to  indicate  that  depreciation 
or  interest  have  not  been  taken  into  account  in 
the  calculation  of  the  cost  of  traction. — Ah- 
straeU  of  the  Institutian  of  OivU  Engineen, 

IRON  AND  STEEL  NOTES. 

BBiTiSH  exports  of  iron  and  steel  to  all  coun- 
tries in  March  aggregated  255,210  gross 
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tons,  as  compared  with  260,427  tons  in  March, 
1885.  A  more  favorable  showing  is  made  when 
the  figures  are  compared  with  the  previous 
months  of  this  year,  the  exports  in  January 
having  been  217,988  tons,  and  in  February 
225,475  tons.  The  exports  of  British  iron  and 
steel  to  the  United  States  in  March  reached 
57.684  gross  tons,  against  48,009  tons  in  Feb- 
ruary, and  48,496  tons  in  January,  In  the  first 
quarter  of  this  year  154,189  tons  have  been 
shipped  to  this  country,  as  compared  with 
85,214  tons  in  the  corresponding  period  of  1885. 
The  increase  is  principally  in  pig  iron,  old 
iron,  tinplates,  and  steel  billets,  s&bs,  etc. 

ON  the  14th  of  April  an  Eastern  syndicate, 
Messrs.  Matthew  and  John  Graff,  of 
Pittsburgh,  purchased  the  Fort  Pitt  Iron  and 
Steel  Works,  at  Pittsburgh,  for  the  purpose  of 
engaging  in  the  maniiracture  of  steel  by  the 
direct  graphite  process  invented  by  Dr.  C.  J. 
Eames.  By  this  process  iron  ore  is  broken 
into  small  pieces  and  mixed  with  20  per  cent 
of  Rhode  Island  graphite,  a  substance  which 
heretofore  has  had  no  commercial  value.  The 
mixture  is  then  placed  in  an  ordinary  heating 
furnace  and  reduced  to  a  spongy  mass  at  a  low 
temperature,  and  it  is  claimea  that  the  phos- 
phorus  and  other  impurities  flow  off  with  the 
slag.  The  experiments  made  the  past  winter 
have  shown  that  it  is  only  necessary  for  the 
sponge  to  be  placed  in  pots  and  heated  for  a 
few  hours,  whefi  it  is  ready  for  use.  In  all 
about  ten  hours  are  required  to  make  good 
steel.  The  saving* is  so  great  that  the  new 
company  is  certain  that  the  future  is  seciire. 
Some  improvements  are  to  be  made  in  the 
works,  but  it  is  expected  that  they  will  be  ready 
for  operation  in  the  fall. — The  BuUeUn, 

THB  Physical  Constttution  op  Cajst  Steel. 
^-Some  interesting  experiments  with  re- 
gard to  the  cellular  structure  of  cast  steel  have 
been  carried  out  at  the  Creusot  works  by  M. 
Osmond  and  M.  Werth.  The  experimenters 
found  that,  if  the  thinnest  conceivable  sheets 
of  the  metal  are  placed  on  glass  and  covered 
with  nitric  acid,  the  iron  will  be  dissolved,  - 
while  the  skeleton  remaining,  revealing  the  dis- 
tribution of  t^e  carbon  in  the  steel,  will,  on 
examination  by  the  microscope,  furnish  un- 
doubted evidence  that  such  distribution  is  by 
no  means  uniform,  and  that  the  cast  steel  con- 
sists of  minute  granulations  in  soft  iron,  sepa- 
rated, for  the  most  part,  by  partitions  made  up 
of  a  different  substance,  a  carburet  of  iron.  In 
other  words,  cast  steel  is  cellular  in  structure, 
the  iron  constituting  the  kernel,  and  the  carbu- 
ret of  iron  the  shell.  The  elementary  or  simple 
cells  thus  constituted  come  together  in  compos- 
ite cells  or  separate  agglomerations  in  the  thin 
sheets,  which  are  thus  rendered  transparent  by 
empty  lines.  These  latter  represent  closed 
polygons  of  relatively  large  dimensions  in  the 
cast  steel,  but  the  polygons  become  smaller  and 
broken  up  inproportfonate  to  the  more  perfect 
manipulation  of  the  metal.— Jwn. 

RAILWAY  NOTES. 

iGHTme  Railway  Trains  bt  Elbotbioitt 
•By  QusTAVB  RioHABD.— The  object  of 
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this  paper  is  to  enumerate  and  describe  the 
seyeral  ways  in  which  it  has  been  proposed  to 
regulate  and  direct  the  movement  of  a  dynamo 
when  set  in  motion  by  power  transmitted  from 
the  axles  of  railway-ciuTiage  wheels,  so  that 
this  moTement  sh^  not  be  affected  by  the 
speed  of  the  train  or  by  the  direction  in  which 
it  is  running.  In  the  opinion  of  the  author, 
the  easiest  way  to  drive  a  dynamo,  independ- 
ently of  Uie  movement  of  the  train,  woiild  no 
•doubt  be  to  work  it  by  means  of  a  special  and 
separate  steam  engine  placed  on  the  locomotive 
itself,  and  he  thinks  it  probable  that  such  will 
be  the  plan  ultimately  adopted  for  lighting  com- 
plete trains ;  but  amongst  the  systems  hitherto 
tried  he  declares  his  preference  for  those  which 
consist  in  placing  accumulators  in  the  guard's 
van,  in  addition  to  the  dynamo  deriving  its 
power  from  the  rotation  of  the  wheels  of  the 
van  in  which  it  is  used. 

When  it  is  not  proposed  to  use  either  com- 
mutators  or  special  regulators  of  the  current, 
the  first  condition  which  requires  to  be  met  is 
the  securing  a  constantly  imiform  rotation  of 
the  dynamo,  whether  the  train  be  running 
forward  or  backward.  Rogers  (John  Banting, 
1881)  proposed  to  effect  this  bv  means  of  belts 
giving  motion  to  the  dynamo  in  such  a  manner 
as  to  allow  of  their  regulating  the  speed  of,  and, 
when  necessary,  reversing  the  action  of  the 
dynamo.  The  speed  he  would  regulate  by 
'  passing  a  belt  over  two  cones,  one  of  them  in- 
verted and  standing  on  its  apex;  so  that  by 
raising  or  lowering  it  the  belt  is  tightened  or 
loosened  on  the  cones.  Above  one  of  these 
cones,  and  revolving  on  the  same  axis,  is  a 
pulley.block,  from  which  the  driving-belt  passes 
to  the  dynamo,  and  when  the  motion  of  the 
carriage  wheels  is  reversed,  a  ratchet  shifts  the 
position  of  the  pulley,  and  gives  a  reversed  ac- 
tion to  t^e  driving-belt. 

Mr.  Tommasi,  in  1882,  proposed  a  variety  of 
expedients  for  simply  interrupting  the  revolu- 
tions of  the  dynamo  as  sopn  as  the  motion  of 
the  train  was  reversed.  One  of  these  consisted 
in  attaching  to  the  axle  of  the  carriage  a  small 
wheel  working  by  friction  against  a  second, 
over  which  me  driving-belt  passed,  and  ar- 
ranged so  that  on  the  carriage  ceasing  to  ad- 
vance, or  on  its  motion  beine  reversed,  the 
friction  between  the  two  wheels  would  cease, 
and  the  dynamo  stop  working.  By  a  second 
plan  the  same  effect  was  to  be  produced  by  the 
automatic  action  of  a  hammer  and  catch.  Mr. 
Eli  Starr,  of  Philadelphia  (1882),  proposed  to 
place  one  wheel  on  the  axle  of  the  carriage, 
another  above  it  on  the  axis  of  the  dynamo, 
and  a  third  between  the  two  which,  when 
pressed  against  them  by  the  admission  of  some 
of  the  compressed  air  used  with  a  continuous 
brake,  would  cause  both  to  revolve,  but  would 
again  separate  from  the  other  wheels  whenever 
the  brake  of  the  train  came  into  use. 

Messrs.  W.  H.  Preece  and  J.  James  (1882) 
would  give  motion  to  a  generating  dynamo  by 
means  of  compressed  air  continuously  provided 
to  a  chamber  by  means  of  air  pumps  worked 
by  eccentrics  connected  with  the  carriage  axles; 
but  the  author  obiects  that  the  clouds  of  dust 
raised  upon  the  railway  would  choke  the  action 


of  the  pumps,  and  render  such  an  arrangement 
impracticable^ 

He  is  of  opmion  that  all  the  above  described 
plans  are  more  or  less  imperfect,  and  that  the 
requisite  regulation  of  the  current  could  be 
better  effect^  electrically  by  using  the  accumu- 
lators for  the  purpose  or  by  shifting  the  elec- 
trical contacts,  than  by  any  mechanical  con- 
trivances. Several  such  arrangements  have 
been  proposed  by  Messrs.  Stem  and  Billingsby, 
and  by  Mr.  Tommasi  and  others. 

One  ingenious  plan  devised  by  Messrs.  Stem 
and  Billingsby  consists  in  making  the  dynamo, 
on  its  rotation  bein^  reversed,  cause  the  posi- 
tive and  negative  poles  of  the  circuit  to  chanee 
places ;  another  consists  in  charging  altematdy 
two  separate  series  of  accummators,  and  at 
regular  intervals  using,  first  the  one  and  then 
the  other  for  lighting  die  lamps.  Mr.  Tommasi 
obtains  a  similar  result  by  interposing  a  resist- 
ance varying  with  the  speed  at  which  the  dy- 
namo is  running,  and  thus  furnishing  a  sub- 
stantially constant  current  to  the  lamps,  whilst 
the  excess  only  of  the  current  passes  into  the 
auxiliary  accumulators;  and  Mr.  Calo  inter- 
poses in  the  circuit  by  which  the  lamps  are 
supplied,  a  series  of  accumulators  which  are 
acted  upon  in  more  or  less  number  according 
as  the  speed  of  the  dynamo  increases  or  dimln- 
ishes.  Mr.  Tommasi  has  also  more  recently 
advocated  the  use  of  a  small  auxiliary  dynamo, 
which  when  not  required  for  keeping  up  the 
supply  of  a  continuous  and  sufficient  current 
to  £e  lamps,  should  be  used  for  nudntatning  a 
full  charge  in  the  accumulators.  It  is,  however, 
pointed  out  by  the  author  that  if  the  action  of 
these  dynamos  were  independent  of  the  move- 
ment of  the  train,  there  would  be  no  further 
need  for  any  of  these  rather  complicated  ar- 
rangements, and  that  even  the  accumulaton 
mi«it  in  that  case  be  dispensed  with. — AbatraeU 
of  IntUtuUon  of  (HvU  Engineers,  . 

RAIL-TESTING  IK  RUSSIA— -By  N.  BsLELUBSKT. 
—Since  1878  the  Russian  Ministry  of  Ways 
and  Communications  has  enforced  the  follow- 
ing conditions  for  the  testing  of  iron  and  steel 
raus. 

The  whole  supply  of  rails  is  first  to  be  in- 
spected and  their  dimensions  checked.  After 
the  removal  of  defective  rails  the  rest  are  to  be 
piled  in  stacks  of  1,000  rails  each.  From  each 
of  these  stacks  the  Gk)vemment  inspector  is  to 
choose  three  rails,  from  each  of  which  three 
test  pieces  six  feet  in  length  are  to  be  carefully 
cut. 

Of  the  three  test  pieces  one  is  to  be  subjected 
to  a  pressure  test  and  the  other  two  to  a  strik- 
ing  test.  If  thp  testing  takes  place  at  a  bi<rher 
temperaturj\^M|^^^^^^^^l|l^gapppp|p| 
two  at  lea!^^^^ii^i^^^^!rTS!^|ji>  lue 
striking  test  reduced  to  that  temperature.  The 
cooling  is  done  by  surrounding  the  rail  in  a 
wooden  box,  9  feet  4  inches  by  8  feet  by  2  feet, 
with  a  mixture  of  ice  and  salt.  The  tempera- 
ture  of  the  rail  is  measured  by  a  thermometer, 
placed  in  a  hole  bored  in  the  end  of  the  rail  and 
filled  with  mercury. 

1,  Teet  for  BenObng  under  Load.-^The  piece 
to  be  tested  is  laid  on  supports  8  feet  6  inches 
apart,  and  subjected  for  ave  minutes  to  the 
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M>plication  in  the  middle  of  the  load  A  (see 
T&ble)  when  the  deflection  must  be  not  less 
than  0.12  inch  (8  millimeters)  on  removal  of  the 
load,  but  the  permanent  set  not  more  than  0.06 
inch  (2  millimeters).  The  weight  is  to  be  ap- 
plied twice,  and  arfter  the  second  applicatiou 
the  permanent  set  must  not  exceed  0.08  inch. 

2.  Bending  Tut  mth  Increased  Xood.— Pieces 
which  have  stood  the  first  test  are  to  be  sub- 
jected to  the  load  B  (see  Table),  which  they 
must  support  for  five  minutes  without  break- 
ing. 

8.  Te$t  by  FcUUng  WeighU^The  remaining 
two  pieces  of  the  same  rails  are  to  be  placed  on 
the  supports,  and  after  two  strokes  from  a 
weight  of  V2d.7  lbs.  falling  from  a  height  H 
(see  Table),  must  not  show  any  external  signs 
of  fracture. 

4.  Tett  of  the  Ooodness  of  the  Material.-^AM 
pieces  which  have  stood  the  above  tests  are  put 
under  the  same  hammer,  falling  from  H-fl) 
H-i-2,  &c.,  feet  until  they  break. 

j^<7^.— The  testing  apparatus  is  made  to  a 
normal  pattern,  and  the  site  for  its  erection  is 
chosen  by  the  inspector.  The  metal  base  must 
weigh  not  less  than  19.7  tons,  and  the  bottom 
of  the  stone  foundations  must  be  not  less  than 
4  feet  6  inches  below  the  surface  of  the  ground. 

The  following  Table  gives  the  values  of  A, 
B  and  H,  referred  to  above,  for  various  weights 
of  normal  steel  and  iron  rails : 


Bteel. 


Wrought      I 
iron  1 


Weight 

per 

yard. 


Lbs. 
46.4 
50.4 
54.4 
58  5 
64.5 


54.4 
54  4 
64.5 
70.6 


Load 
A. 


Tons 
9.00 
11.06 
18.10 
15  15 
17.20 


9.00 
11.06 
18.10 
15.15 


Load 
B. 


Tons. 
18.92 
16.88 
19.66 
22.52 
25.89 


11.47 
18  51 
16.88 
20.07 


Height 


Feet. 
4.75 
5.65 
6.50 
7.50 
8.50 


4.00 
4.55 
5  25 
6.00 


If  more  than  a  third  of  the  pieces  do  not 
stand  the  tests  all  the  thousand  rails  from  which 
they  have  been  taken  are  rejected,  but  if  a 
third,  or  less  than  a  third  fail,  it  is  permitted  to 
re-divide  the  stack  of  one  thousand  into  lots  of 
two  hundred  to  three  hundred,  and  make  the 
acceptance  of  these  depend  upon  the  tests  of  at 
least  two  rails  from  each  stack. 

The  putting  aside  of  large  quantities  of  steel 
rails  from  year  to  year,  in  consequence  of 
breakage  or  wearing  out,  suggested  to  the  Im- 
perial Kussian  Technical  Society  in  St.  Peters- 
burg to  contribute,  by  examination  of  the  re- 
moved rails,  to  the  discovery  of  the  causes 
which  influence  the  life  of  rails ;  and  especially 
with  a  view  to  finding  whether  the  present  test- 
ing regulations  require  alteration,  and  whether 
harder  or  softer  material  is  to  be  preferred  for 
rails.    To  forward  these  investigations  nearly 


all  the  Russian  railways  sent  to  the  Technical 
Society  a  large  number  of  samples  of  rails  and 
tires,  with  statistical  notes  referring  to  each. 

Although  these  investigations  were  com- 
menced by  the  Technical  Society  as  a  private 
undertaking  (with,  however,  the  support  of  the 
railway  management),  the  work  received  oflft- 
cial  recognition  in  1884  from  the  Ministry  of 
Ways  and  Communications,  and  the  conven- 
tion of  representatives  of  steel-works  and  of 
railw{^  managers  called  together  by  this  Min- 
istry decided  to  defer  until  the  conclusion  of 
the  first  series  of  investigations  the  answering 
of  the  question  whether  the  regulations  for 
testing  and  accepting  rails  which  have  been  in 
force  for  the  last  seven  years  required  to  be 
altered  or  not  ?  This  first  series  consists  in  the 
examination  of  worn  rails  and  tires.  The  re- 
sults will  be  put  together  in  the  graphic  form. 
A  further  series  of  investigations  is  planned, 
in  which  steel  rails  of  different  degrees  of  hard- 
ness, furnished  by  Russian  steel  works,  will  be 
laid  Id  and  periodically  inspected  by  the  com- 
mission. 

The  following  are  the  alterations  in  the  regu- 
lations for  the  acceptance  of  rails  suggested  by 
the  Management  of  the  State  Railways  in  con- 
junction with  the  Commission  of  the  Imperial 
Technical  Society. 

1.  In  the  bending  test  with  load  A  the  maxi- 
mum permanent  set  shall  be  0.04  inch  (1  milli- 
meter), instead  of  0.08  inch  (2  millimeters),  and 
no  demand  need  be  made  as  to  elasticity. 

2.  The  test  for  bending  with  increased  load 
B  may  be  omitted. 

8.  If  the  temperature  of  the  wr  is  below  9.5® 
Fahrenheit,  no  artificial  cooling  need  be  ap- 
plied. 

The  following  is  the  progranmie  of  the  inves- 
tigation now  going  on : 

A.  Data  to  be  collected  by  the  railway  man- 
agement: (a.)  Type  of  rail,  name  of  works, 
mark  and  year,  original  weight  per  running 
foot  (b)  Load  on  the  axles  of  engines  running 
upon  the  line.  Gross  tonnage  passing  over  the 
rails,  (c)  Weight  of  rail  when  taken  up.  Cause 
of  failure :  broken  (time,  place,  on  or  between 
the  cross-sleepers) ;  not  broken  but  worn  out. 
(d.)  Position  of  the  rail  in  the  line :  in  straight 
or  on  curve  (radius,  inner  or  outer  line),  level 
or  on  gradient,  quality  of  ground  and  ballast 
(e.)  Life  of  rail. 

B.  Ministerial  tests :  Striking  and  bending, 
carried  out  by  the  Commission  at  the  Putiloff 
works  (St  Petersburg),  (a.)  Bending  test: 
loading  in  press;  deflection,  permanent  and 
temporary,  (b,)  Striking  test :  tempcratnre  of 
the'  tested  ran ;  height  of  fall  of  the  monkey 
(1^  ton  in  weight).  Deflection  at  first  and  sec- 
ond blow. 

C.  Tearing  test,  carried  out  in  the  mechani- 
cal laboratory  of  the  Road-Construction  Engi- 
neers Institution,  (a.)  Tensile  strength  (K), 
relative  extension  (0,  contraction  (e)  at  fracture. 
Product  Rt  and  sum  R-^c. 

D.  Torsion  test,  carried  out  at  same  place  as 
C.  Limit  of  elasticity,  shearing  strength,  work 
at  limit  of  elasticity  and  at  fracture. 

E.  Quantitative  analysis,  carried  out  in  the 
chemical  laboratory  of  the  Finance  Minister. 
Percentage  of  carbon,  manganese,  silicon,  phos- 
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phorus,  sulphur. — Abstracts  of  InsHtutian  of 
GivU  Enffin^rSy 

RAILWAYS  OP  Europe. — According  to  a 
statement  in  a  recent  Revue  Oeneraie  dee 
Chemins  de  Fer,  the  length  of  railways  open  for 
traffic  in  Europe,  on  December  31st,  1884,  as 
compared  with  the  mileage  open  at  the  same 
date  in  1883,  Germany  heads  the  list  with  36,- 
737  kilos,  of  railway,  as  against  85.908  kilos, 
in  December,  1883:  increase  during  the  year, 
829  kilos. «  or  2.31  per  cent.  Next  follows 
France  with  31,216  kilos.,  against  29.714  kilos. ; 
increase,  1,602  kilos.,  or  5.05  per  cent.  Qreat 
Britain  and  Ireland,  80,514  kilos.,  against  30.- 
179  kilos. ;  increase  1.11  per  cent.  Kussia  and 
Finland,  25,391  kilos.,  against  24,888  kilos.; 
increase  508  kilos,  or  2.02  per  cent.  Austria, 
22,016  kilos.,  against  20,857  kilos.;  increase 
1,2*9  kilos.,  or  5.99  per  cent.  Italy,  9,925 
kilos.,  against  9,445  kilos. ;  increase  470  kilos., 
or  4.97  per  cent.  Spain,  8,663  kilos.,  against 
8,251  kilos. ;  increase  412  kilos.,  or  4.9>9  per 
cent.  Sweden  and  Norway,  8,162  kilos.,  against 
7,960  kilos.;  increase  202  kilos.,  or  2.54  per 
cent  Belgium,  4.319  kilos.,  against  4,278 
kilos. ;  increase  46  kilos.,  or  1.&  per  cent. 
Switzerland,  2,761  kilos.,  against  2,750  kilos. ; 
increase  11  kilos.,  or  0.40  per  cent  Holland 
and  Luxemburg,  2,654  kilos.,  against  2,521 
kilos. ;  increase  133  kilos.,  or  6.28  per  cent. 
Denmark,  1,944  kilos.,  against  1,813  kilos;  in- 
crease  131  kilos.,  or  7.23  per  cent  Roumania, 
1,602  kilos.,  against  1,5SK)  kilos. ;  increase  82 
kilos.,  or  5.39  per  cent  Portugal,  1,527  kilos., 
against  1,494  kilos. ;  increase  83  kilos.,  or  221 
per  cent.  Turkey,  Bulgaria  and  Roumelia  do 
not  show  an  increase  in  the  mileage  of  their 
railways  during  1884,  which  had  a  length  of 
1,394  kilos,  in  December,  1888;  nor  do  the 
railways  of  Senria,  with  244  kUos.  Greece,  on 
the  contrary,  increased  her  railways  from  22 
kilos,  in  1883,  to  175  kilos,  in  1884.  The  total 
length  of  European  railways  on  December  31st, 
18S4,  was  189,334  kilos.,  compared  with  182,- 
999  kilos,  on  December  31st,  1883.  The  aggre- 
gate  increase  was  6,835  kilos.,  or  3.46  per  cent 


ORDNANCE  AND  NAVAL 

BUBMSSB  Abms. — Long  matchlocks,  with  yery 
small  stocks,  are  the  only  Burmese  fire- 
arms, besides  the  short,  broad  cannon  used  in 
salutes.  The  former  carry  a  long  distance,  and 
are  not  fired  from  the  shoulder,  but  from  the 
side  of  the  head,  nearly  on  a  level  with  the  ear. 
Attached  to  the  small  square  embroidered  bag 
that  every  Shan  carries  over  his  shoulder,  is  a 
small  powder-flask  of  the  shape  of  a  miniature 
horn,  flattened  and  distended  at  the  point, 
which  is  open,  but  has  a  flat  piece  of  horn 
which  fits  into  it,  and  is  prolonged  backwards 
across  the  curve  of  the  flask,  to  the  base  of 
which  it  is  flrmly  fastened.  Downward  press- 
ure on  the  free  portion  over  the  curve  raises 
the  lid-like  anterior  extremity  of  this  primitive 
spring,  and  allows  the  powder  to  run  out  in 
driblets.  More  capacious  powder-flasks  are 
made  of  the  horns  of  cattle,  but  they  are  only 
used  on  a  long  expedition.  Hiey  are  suspend 
from  a  broad  red  belt,  ornamented  with  lines 


and  rosettes  of  cowries,  and  with  tufts  of  red 
hair  round  the  margins.  The  horn  of  the  ser- 
row.  artificially  sharpened  at  the  point,  is  usu- 
ally found  attached  to  the  shoulder-bag,  and  is 
used  as  a  borer,  while  its  base  may  be  bound 
with  brass,  and  closed  with  a  lid  as  a  lime  or 
opium  box. 

A  description  of  the  costume  of  the  Shans 
generally,  would  be  very  incomplete  were  the 
dah  unnoticed.  This  has  a  blade  2^  feet  to  3 
feet  long,  gradually  expanding  from  the  hilt 
towards  the  almost  square  point,  which  is  about 
2^  inches  broad.  The  handle  is  of  wood, 
bound  with  cord,  and  ornamented  with  silver 
foil,  with  a  tuft  of  red  goat's  hair  stuck  in  the 
hilt.  The  wooden  scabbard  covers  only  one 
side  of  the  blade,  and  a  hoop  of  rattan,  bound 
with  red  cloth,  is  attached  to  its  upper  third, 
and  worn  over  the  right  shoulder. 

The  Eakhvens  have  a  very  ingenious  way  of 
striking  fire  by  the  sudden  and  forcible  descent 
of  a  piston  in  a  closed  cylinder.  There  is  a 
small  cup-shaped  cavity  at  the  end  of  the  pis- 
ton-rod into  which  tinder  is  inserted.  The  pis- 
ton is  then  introduced  into  the  cylinder,  which 
it  tightly  fits,  and  by  a  blow  is  made  to  descend 
with  great  rapidity  and  force,  and  is  as  rapidlv 
withdrawn,  when  the  little  pellet  of  tinder  u 
found  to  have  become  ignited :  a  beautiful  but 
simple  experiment,  illustrating  the  evolution  of 
a  very  large  amount  of  heat  by  the  sudden 
compression  of  the  air  in  the  piston.  These 
instruments  are  not  more  than  four  inches 
long,  and  are  in  general  use. 

TH8  Stbbnoth  of  Ritlbd  Guns.— The  author 
deals  vrith  the  French  artillery  and  its 
steel  guns  of  the  period  1861  to  1870.  Guns  of 
above  five  inches  bore  only  are  referred  to,  as 
that  at  this  time  there  was  no  question  of  the 
strength  of  guns  of  smaller  calibre.  After  de- 
scribing the  trials  of  guns  of  various  modes  of 
construction,  the  author  shows  that  up  to  1870, 
the  manufacturers  could  not  deliver  steel-blocks 
from  which  a  safe  gun  could  be  constructed. 

The  second  section  embraces  the  period  1872 
to  1875,  and  describes  the  trial  of  two  guns  of 
9.44  inches  bore,  the  results  of  which  showed 
that  though  sreat  improvements  had  been  made 
in  the  manufacture  of  steel  since  1868,  still  in 
1872-3,  it  was  not  sufficiently  advanced  to  in- 
sure  good  tubes  of  all  calibres,  or  jackets  for 
^uns  of  9.4  inches  bore  suitable  for  service,  and 
in  fact  that  the  strength  of  steel  guns  of  that 
date  was  not  superior  to  the  cast-iron  guns  of 
1870  then  in  service. 

Section  iii.  treats  of  the  period  1875-81.  Re- 
fers to  the  oflPer  of  the  Creuzot  firm  to  make  a 
steel  gun  of  100  tons  weight,  to  be  placed  in 
the  Paris  Exhibition  of  1878,  and  purchased  by 
the  French  Government  at  2s.  8Jd.  per  lb.,  and 
after  trial,  an  order  for  ten  more  to  be  given  at 
Is.  lid.  per  lb.  General  Frebault*s  protest 
a^inst  the  proposal  is  quoted  at  length,  with 
his  offer  to  construct  a  gun  of  equal  strength, 
of  cast-iron  tubed  and  nooped,  at  a  cost  of 
5.45d.  per  lb.  Though  the  Creuzot  offer  was 
not  accepted,  it  was  decided  from  that  date 
— 1875- -to  make  all  the  large  .guns  of  the  fleet 
of  steeL 

The  trials  and  mode  of  construction  of  vari- 
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OU8  guns  of  from  10.6  inches  to  16.5  iDches 
bore  are  described.  The  latter  was  only  deliv- 
ered in  1882,  as  the  Compagnie  Forges  de  St. 
Ohamond  were  obliged  to  erect  an  80-ton 
steam-hammer  to  enable  them  to  make  the 
gun.  The  author  considers  that  up  to  the  time 
of  the  erection  of  this  hammer,  and  the  trial  of 
the  16.5  inch  gun,  the  introduction  of  steel  had 
increased  the  cost  of  guns  threefold,  without 
tiny  increase  in  ballistic  effects.  The  arma- 
ment of  the  fleet  was  retarded  several  years, 
und  to  avoid  risks,  unusual  precautions,  which 
were  superfluous  for  iron  guns,  had  to  be 
taken. 

Section  iv.  gives  the  period  1881-5  with  few 
details,  but  notes  the  improvements  in  quality 
and  regularity  of  the  steel  supplied  by  French 
firms,  draws  comparisons  between  the  compara- 
tively small  bores  of  1881,  and  the  larger  bores 
of  1875-9,  also  the  lengths  of  the  guns;  con- 
eluding  with  the  statement  that  as  regards 
steel  guns  the  French  artillerv  is  in  a  state  of 
advancement  and  certainty  whilst  foreign  coun- 
tries  are  in  an  experimental  stage. 

Passing  on  to  foreign  countries  and  giving  a 
Ttwme  of  the  histories  of  the  Whitworth  and 
Erupp  systems  (the  former  only  to  1876),  lie 
divides  the  latter  into  five  periods— 1851-68, 
1869-72,  1872-77,  1879-82,  1882-85.  The  prin- 
cipal trials  and  manufactures  of  these  periods 
are  noted,  the  information  being  drawn  from 
numerous  sources,  principally  the  Prussian 
Gk>vemment  trials.  The  Introduction  of  the 
brown  cocoa  powders  is  here  noticed,  and  the 
•consequent  reduction  in  pressure  as  compared 
with  the  old  iron  guns. 

Referring  to  foreign  nations,  nearly  all  of 
which,  whust  recognizing  and  using  steel,  have 
no  definite  models  fbr  their  artillery.  England 
is  stated  to  be  in  a  transition  state,  reference  is 
made  to  the  report  of  the  1888-4  United  States 
Committee  on  the  Elswick  works,  and  the  bulk 
of  this  section  is  taken  up  with  extracts  from 
and  remarks  on  Colonel  Maitland's  paper  read 
read  at  the  United  Service  Institution  on  the 
20th  of  June,  1884.  Italy  is  next  taken,  and 
the  lar^e  j^ns  made  by  Armstrong  are  described 
and  criticised. 

Russia,  at  the  time  of  writing,  "was  only  in 
an  experimental  stage,  also  the  United  States. 

The  Gonzalez  Hontoria  guns  of  the  Spanish 
navy  are  described  and  illustrated. 

The  period  of  j^uns  made  with  coils  of 
wrought  iron  is  reviewed,  and  the  bursting  of 
the  sS-ton  Woolwich,  100-ton  Armstrong,  and 
6-inch  *' Active'*  guns  are  discussed. 

In  the  last  chapter,  guns  on  various  systems 
are  noticed,  including  bronze,  wrought  iron, 
Longridge,  Hope  ana  Ordoner  guns.  These 
are  noted,  not  because  of  results  of  extended 
trials,  '*  but  because  they  indicate  new  lines  of 
experiments,  abandoned  ideas,  or  more  or  less 
beaten  tracks  which  lead  to  no  issue,  and 
should  be  avoided.''  In  conclusion,  the  author 
enforces  the  opinion  that  in  artillery  matters, 
the  best  text-books  are  of  no  value ;  but  that 
practical  and  continued  trials  are  the  only  lines 
on  which  it  is  safe  to  rely.— -46»trac^  oflnsU- 
tuUon  of  Civil  Engineen, 
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RBPOBT  of  the  Commissioner  of  Navigation 
for    1885.     Washington:    Government 
Printing  Office. 

MANUFAOTXTBB,  Consumption  and  Produc- 
tion of  Iron,  Steel,  and  Coal  in  the 
Dominion  of  Canada.  By  James  Herbert  Bart- 
lett.    Montreal :  Dawson  Brothers. 

ANNUAL  Report  of  the  State  Geologist  of 
New  York,  for  the  year  1885.    Trenton : 
John  S.  Murphy. 

SANiTART  Engineering.     By  William  Cain, 
C.E.,  Raleigh,  N.  C. :  P.  M.  Hale. 

THE  Manufaotubb,  Consumption  and  Pbo- 
DUCTioN  OF  Iron,  Steel  and  Coal  in  the 
Dominion  of  Canada.  By  James  Hbbbebt 
Babtlbtt.    Montreal :  Dawson  Brothers. 

This  work  is  mainly  statistical,  but  as  it 
records  the  historv  of  the  beginnings  of  some 
important  industries  it  will  be  found  interest- 
ing. 

The  history  of  the  first  iron  works  in  Canada, 
the  St..  Maurice  Forges,  is  first  concisely 
sketched,  and  is  followed  by  brief  accounts  of 
other  works  in  the  Province  of  Quebec. 

Early  enterprises  in  Ontario  form  the  subject 
of  Chapter  III. 

Chapter  IV.  deals  with  smelting  in  New 
Brunswick,  and  Chapter  V.  with  the  manufac- 
ture of  iron  in  Nova  Scotia. 

A  general  account  of  the  iron  trade  in  other 
countries  is  given  as  a  concluding  chapter,  and 
is  added  to  enforce  the  idea  that  the  further 
development  of  these  industries  is  of  the  great- 
est importance  to  the  Dominion. 

THB  Thbobt  of  Equations.  By  Wiluam 
Snow  Burnbide,  M.A.,  and  Abthub  Wil- 
liam Panton,  M.  a.  Second  edition.  London : 
Longmans.  Green  &  Co. 

The  earlier  edition  of  this  work  is  familiar  to 
most  advanced  students  of  pure  mathematics. 
The  present  edition  differs  chieflv  in  the  expan- 
sion  of  certain  chapters,  which,  bearing  the 
same  titles  as  before,  are  considerably  enlarged. 
Chapter  XI.,  Determinants ;  and  Chapter  XVl. 
on  Transformations,  exhibit  the  most  marked 
changes. 

The  entire  list  of  chapter  headings  is :  Gen- 
eral Properties  of  Polynomials,  General  Prop- 
erties of  Equations,  Relations  between  the 
Roots  and  Coefficients  of  Equations,  Trans- 
formation of  Equations,  Solution  of  Reciprocal 
and  Binomial  Equations,  Algebraic  Solution  of 
the  Cubic  and  Biquadratic,  Properties  of  the 
Derived  Functions,  Limits  of  the  Roots  of 
Equations,  Separation  of  the  Roots  of  Equa- 
tions, Determinants,  Symmetric  Functions  of 
the  Roots,  Elimination,  Covariants  and  Inva- 
riants, Covariants  and  Invariants  of  the  Quad- 
ratic, Cubic  and  Quartic  Transformations,  The 
Complex  Variable. 

Elbotbo-Dbposition.  a  Practical  Treatise 
on  the  electrolysis  of  Gold,  Silver,  Cop- 
per. Nickel,  and  other  Metals  and  Alloys. 
With  Several  Chapters  on  Electro-metallurgy. 
By  Albxandeb  Watt.  London:  Crosby 
Lockwood  <&  Co.    1886. 
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VAN  nostrand's  bngineerino  magazine. 


This  closely  printed  manual  of  500  pages, 
with  numerbns  illustrations,  gives  detailed  in- 
fonnation  on  the  subjects  treated  of.  The  au- 
thor  is  evidently  an  expert  in  a  maiority  of  the 
processes,  and,  when  not  so,  ^ves  descriptions, 
generally  verl^Ltim,  from  orinnal  authorities. 
The  work  contains  accounts  of  the  most  recent 
processes,  and,  especially  in  the  chapters  on 
metallurgy,  will  be  found  both  interesting  and 
instructive.  Smelting  and  refining  by  electric- 
ity is  in  the  case  of  many  metals— gold,  silver, 
copper,  lead,  zinc— superseding  Ihe  older  and 
rougher  methods.  The  gain  in  economy  from 
cheapness  of  plant,  chemical  purity  of  product, 
profitable  disposal  of  by-products,  as  well  as 
safety  and  improved  hygienic  surroundings  of 
the  operators,  recommend  them  highly ;  besides 
this,  to  them  we  owe  our  present  supplies  of 
the  new  alloys  of  alluminium  and  silicon 
bronzes.  The  chemistry  of  the  different  pro- 
cesses is  satisfactorily  explained.  There  is  also 
given  a  brief  account  of  the  modes  of  devel- 
oping the  current,  beginning  with  the  original 
contrivances  of  Volta,  the  several  chemical 
batteries,  the  magneto-electric  machine,  the 
dynamo,  and,. finally,  thermo-electric  piles.  The 
descriptions  of  these  machines  may  probably 
be  found  satisfactory  to  amateurs  and  work- 
men. Scientific  men  will  observe  many  de- 
fects, and  we  think  much  of  this  matter  might 
with  propriety  have  been  omitted.  In  Uiermo- 
electncity  we  think  the  author  does  good  ser- 
vice in  emphasising  the  immense  possibilities 
lying  hid  therein.  In  no  work  have  we  seen 
tiiis  field  of  practical  science  so  truly  estimated, 
as  undoubtedly  the  most  theoretically  perfect 
mode  of  collecting  for  mechanical  uses  the 
very  elusive  molecular  forces  of  heat.  The 
book  also  gives  a  brief  account  of  the  history 
of  the  art,  and  in  interesting  quotations  from 
contemporaneous  journals  affonis  a  glimpse  of 
the  excitement  aroused  by  the  announcement 
of  the  discovery  of  the  successive  processes 
which  have  now  become  so  familiar  and  com- 
monplace—such excitement  as  the  older  of  the 
E resent  generation  may  remember  some  years 
Iter  caused  by  the  discoveries  of  Talbot  and 
Niepce  in  photographv,  or  more  recently  those 
of  Edison,  Yarley  and  Bell  i 
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This  book  opens  with  three  historical  chap- 
ters, giving  an  account  of  the  rise  and  process 
of  Voltaic  electricity — without  mention  of  the 
anticipation  of  Galvani^s  initial  experiment  by 
the  illustrious  Dutch  naturalist,  Swammerdam 
— of  electro-magnetism,  magno-electricity,  dy- 
namo-electricity, and  thermo-electricity,  which 
latter  Mr.  Watt  believes  has  before  it  a  great 
future,  the  thermo-pile  being  the  only  example 
of  the  direct  conversion  of  heat  into  electric 
energy,  and  as  far  as  is  known  this  is  generated 
without  any  other  waste  beyond  that  of  the  fuel 
consumed  in  generating  the  heat  necessary. 

The  fourth  chapter  gives  from  original 
sources,  the  history  of  electro-deposition.  Our 
readers  will  doubtless  be  surprised  to  learn 
that  the  earliest  successful  experiments  were 
made  by  Sir  H  Bessemer  when  a  youth  of 
eighteen,  anticipating  Jacobi  by  about  seven 


years,  and  that  Jordan  was  the  first  to  publish 
a  definite  process. 

In  the  fifth  chapter  we  find  a  theory  of  elec- 
trolysis, whilst  in  the  following  section  there  is^ 
an  examination  of  electrical  &ieories  in  their 
relation  to  the  deposition  of  metals.  The  proc- 
esses for  copperinff,  gilding,  and  Mlverlng  are 
next  expounded  with  sreat  minuteness. 

The  electro-deposition  of  nickel,  tin,  iron, 
zinc,  and  some  of  the  metals  less  generally 
used  is  next  considered,  followed  by  instruc- 
tions for  the  deposition  of  alloys,  such  as  brass^ 
bronze,  and  German  silver. 

We  have  then  three  chapters  on  electro-me- 
tallurgy, under  which  head  rank  processes  for 
refining  copper  and  lead;  for  the  electrolytic 
refining  of  gold,  silver,  and  copper  ores,  and 
for  the  electro-chlorination  of  gold  ores. 

In  conclusion  follow  chapters  on  some  me- 
chanical operations  subsidiary  to  electro-depo- 
sition, on  the  recovery  of  the  precious  metsla 
from  waste  solutions,  and  on  stripping  metals 
from  each  other. 

A  separate  chapter  is  devoted  to  the  consid- 
eration of  the  chemical  agents  used  in  the  elec- 
tro-plastic art. 

Under  the  heading  ** Useful  Information'^ 
Mr.  Witt  gives  hints  on  the  management  of 
batteries,  their  relative  power,  intensity,  and 
constancy ;  tests  for  free  cyanide,  and  remediea 
in  case  of  poisoning.  Such  information  is  ex- 
ceedingly valuable  to  all  persons  obliged  to 
manipulate  so  formidable  a  poison  as  potas- 
siupfi-cyanide.  Accidents  from  this  substance 
are  not  unfrequent  in  electro-platine  works. 
Indeed,  the  author  confesses  to  having  been 
three  times  placed  in  some  danger  by  swallow- 
ing a  solution  of  cyanide,  or  inhaling  its  fumes. 
He  recommends  that  the  coldest  water  procur- 
able should  be  poured  upon  the  head  and 
allowed  to  run  down  the  spine  of  the  sufferer, 
whilst  ammonia  or  bleaching  lime  is  cautiously 
applied  to  the  nostrils.  He  even  recommenda 
that  this  acid  should  never  be  used  without  a 
second  person  holding  a  phial  of  one  of  these 
agents  near  the  nose  of  the  operator.  We 
should  recommend  as  a  more  excellent  way  to 
hold  the  breath  entirely  whilst  pouring  out  hy- 
drocyanic acid  from  a  bottle,  or  never  to  work 
with  it  except  under  a  good  draught-hood. 

Mr.  Watt's  work  will  be  very  serviceable  to 
technical  students,  to  apprentices,  workmen 
who  are  seeking  to  qualify  themselves  for  more 
responsible  positions,  and,  if  we  may  venture 
to  say  so,  to  manufacturers  who  feel  the  neces- 
sity of  discarding  rule-of-thumb  and  combin- 
ing in  future  practice  vrith  theory. — Chemieal 
NeiM, 


MISCELLANEOUS. 

AN  Asian  Calipornia.— A  letter  from  St. 
Petersburg  in  the  Journal  dei  DtbaU  givea 
a  description  of  the  new  California,  as  the  new 
gold  mmes  discovered  in  the  valley  of  the 
Djolgute  River  are  called.  This  valley  is  upon 
the  Chinese  bank  of  the  Amoor,  opposite  the 
Russian  Colony  of  Tgnachino,  and  as  the  soil 
is  very  marshy,  and  there  are  no  roads,  it  is 
only  accessible  in  winter.    Gk)ld  was  first  dis» 
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coYered  there  in  May,  1884,  and  it  soon  attract- 
ed a  great  many  adventurers,  the  earliest  comers 
being  Russian  deserters  and  escaped  convicts 
Irom  Siberia,  and  by  the  month  of  January  in 
last  year  there  was  a  colony  of  9,000  Russians, 
the  total  having  been  very  much  increased 
since,  while  there  are  also  about  6,000  Chinese 
and  150  adventurers  of  different  nationalities, 
the  last-named  of  whom  have  joined  the  Rus- 
sians, the  organization  of  the  colony  beine 
altogether  Russian.  The  gold-finders  are  di- 
vided into  722  artels  fsmall  groups)  of  workmen, 
all  of  whom  are  absolutely  equid.  These  artels 
elect  twelve  elders  (starchina),  who  do  not 
work  themselves,  but  superintend  the  diggings, 
and  receive  a  salary  of  200  roubles  a  month. 
They  are  selected  from  among  the  dealers  in 

fold  and  tavern  keepers,  and  form  a  sort  of 
istrict  police  corps.  They  do  not  meet  with 
any  interference  from  the  Chinese  authorities 
in  this  remote  valley,  the  laws  of  which  are 
very  simple  but  severe,  the  penaltv  of  death 
being  inflicted  for  cheating  at  play,  for  adulter- 
ating the  eold  dust,  or  for  theft ;  while  flogging 
is  inflictea  for  drunkenness  during  the  hours  of 
labor  or  for  bringing  females  into  the  colony. 
Since  the  foundation  of  the  colour  there  have 
been  only  three  murders  and  two  inflictiohs  of 
the  death  penalty,  a  Russian  having  been  hung 
for  adulterating  the  gold  dust,  and  a  Jew 
flogged  to  death  for  having  spread  false  news 
as  to  the  approach  of  a  body  of  Russian  troops, 
homing  thereby  to  send  down  the  price  of  gold, 
owing  to  the  panic.  There  are  twenty-seven 
taverns  in  the  colony,  and,  owine  to  the  com- 
I>etition,  the  prices  are  not  hign,  except  for 
spirits.  The  gold-fields,  which  are  25  miles  in 
length  bv  8  miles  broad,  are  said  to  be  very 
rich,  and  7  lbs.  of  gold  are  obtained  from  82 
cwt.  of  gravel,  even  with  the  primitive  mode 
of  washing  adopted  there. 

LIQUID  Fuel  fob  Ste^mshifs. — The  system 
of  oil-burning  apparatus  recently  described 
by  us  as  having  been  fitted  on  board  the  Hima- 
laya steamship  has  been  applied  to  a  vessel  re- 
cently launched  by  Messrs.  Wigham,  Richard- 
son &  Co. ,  of  Newcastle-on-Tyne.  The  steamer, 
which  is  intended  for  the  Black  Sea  trade,  and 
to  be  permanently  oil-burning,  has  her  water- 
ballast  tanks  divided  up,  and  made  available 
for  the  storage  of  her  fuel.  She  has  also  other 
storage  tanks  built  into  the  ship  on  each  side  of 
the  engine-room,  all  these  being  connected  by 
pipes  to  the  small  feed-tanks  situated  above  the 
boiler.  A  large  supply  pipe  connected  through 
valves  to  the  storage  tanks  allows  of  the  vessel 
being  filled  up  vrith  fuel  in  a  very  short  space 
of  time.  The  oil-burning  apparatus  has  been 
fitted  by  the  Tarbuit  Liquid  Fuel  Company,  of 
75  Lombard  Street,  London,  and  is  similar  to 
that  adopted  on  board  the  Himalaya,  which 
recently  made  her  successful  trial  trip  from 
London  to  Granton  and  back  on  the  new  fuel. 
A  trial  of  the  apparatus  has  just  been  satisfac- 
torily completea  at  Messrs.  Wigham,  Richard- 
son &  Co.'s  works,  which  was  attended  by 
representatives  from  some  of  the  leading  ship- 
bmlding  and  engineering  works  on  the  Tyne, 
who  are  evincing  great  interest  in  this  most 
recent  development  of  the  liquid  fuel  question. 


A  number  of  applications  of  this  system  are 
now  being  made  to  marine  and  stationary  boil- 
ers, stills,  and  plate-heating  furnaces. — Tha 
London  Times, 

METAL  WOBK  OF  THE  BUBMBSE. — Both  Bur- 
mans  and  Shans  are  expert  blacksmiths. 
The  latter  forge  all  the  dcths  (native  hatchets) 
used  by  themselves  and  their  neighbors  in  the 
Hotha  valley,  and  they  annuafly  resort  to 
Bhamo,  and  the  villages  in  the  Eakhyen  hills, 
for  the  purpose  of  manufacturing  them.  Their 
bellows  are  of  the  most  primitive  stamp,  con- 
sisting of  two  segments  of  bamboo,  about  4 
inches  in  diameter  and  5  feet  long,  set  verti- 
cally, forming  the  cylinders,  which  are  open 
above  and  closed  below,  except  by  two  small 
bamboo  tubes,  which  converj^e  and  meet  at  the 
fire.  Each  piston  consists  of  a  bunch  of  feath- 
ers,  or  other  soft  substance,  which  expands  and 
fits  tightly  in  the  cylinder  while  it  is  being 
forcibly  driven  down,  and  collapses  to  let  the 
air  pass  as  it  is  being  drawn  up.  A  boy, 
perched  on  a  high  seat  or  stand,  works  the  two 
pistons  alternately,  bv  the  sticks  serving  as 
piston  rods.    Charcoal  is  used  for  fuel. 

The  casting  of  large  and  small  articles  in 
brass,  bronze,  and  other  alloys  is  much  prac- 
ticed, always  adopting  the  method  known  as  d 
are  perdue.  First,  a  clay  model  is  made,  and 
coated  with  beeswax  to  the  thickness  of  the 
intended  cast,  and  again  covered  with  an  outer 
skin  (2  inches  thick)  of  clay,  mixed  with  finely- 
chopped  straw;  this  latter  coat  is  provided 
with  funnel-like  holes,  for  pouring  in  the  molten 
metal,  at  intervals  of  4  inches,  and  with  straw- 
holes  for  letting  out  imprisoned  air.  Holes  are 
also  provided  at  the  bottom  for  the  escape  of 
the  melted  wax. 

ANEW  sweetening  agent  has  been  produced 
from  coal-tar.  It  is  known  to  chemists 
as  **  benzoyl  sulphuric  imide,"  but  it  is  pro- 
posed to  name  it  *• '  saccharine."  The  discoverer 
is  Dr.  Fahlberg,  a  Gknnan  chemist  in  America, 
and  its  preparation  and  properties  were  recently 
described  by  Mr.  Ivan  Levinstein  at  a  meeting 
of  the  Manchester  Section  of  the  Society  of 
Chemical  industry.  Saccharine  presents  the 
appearance  of  a  white  powder,  and  crystalizes 
from  ks  aqueous  solution  in  thick  short  prisms, 
which  are  with  difficulty  soluble  in  cold  water, 
but  more  easily  in  warm.  Alcohol,  ether,  glu- 
cose, glycerol,  &c.,  are  good  solvents  of  sadia- 
rine.  It  melts  at  200  deg.  Cent.,  with  partial 
decomposition ;  its  taste  in  diluted  solutions  is 
intensely  sweet,  so  much  so  that  one  part  will 

§ive  a  very  sweet  taste  to  10,000  parts  of  water, 
accharine  forms  salts,  all  of  which  possess  a 
powerful  saccharine  taste ;  it  is  endowed  with 
moderately  strong  antiseptic  properties,  and  is 
not  decomposed  in  the  human  system,  but 
eliminated  from  the  body  without  undergoing 
any  change.  It  is  about  280  times  sweeter  than 
the  best  cane  or  beetroot  sugar.  The  use  of 
saccharine*  will  therefore  be  not  merely  as 
a  probable  substitute  for  sugar,  but  it  may 
even  be  applied  to  medicinal  purposes  where 
sugar  is  not  permissible.  One  part  of  saccha- 
rine added  to  1,000  parts  of  elucose  forms  a 
mixture  quite  as  sweet  as  ordinary  cane  su- 
gar.   The  present  price  is  50s.  per  pound ;  but 
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although  very  high,  this  is  not  prohibitory,  as 
its  sweetening  power  is  so  great ;  but  it  is  very 
probable  the  cost  of  its  manufacture  will  soon 
be  very  considerablv  reduced.  The  Breweri^ 
Ghtardum  says :  **  This  new  compound  will  be 
of  c;reat  interest  to  brewers,  for  not  only  is  it 
perfectly  wholesome,  but  it  possesses,  in  addi- 
tion to  its  intensely  sweet  taste,  decided  anti- 
septic properties,  and  therefore  may  be  usefully, 
safely,  and  advantageously  added  to  beer.'* 

CABBONio  Acid  in  the  Liquid  and  the  Solid 
Statb.— The  employment  of  liquefied  car- 
bonic acid  gas  for  various  manufacturing  oper- 
ations has  resulted  in  the  development  of  a 
new  industrv.  For  many  years  after  Davy  and 
Faraday  had  succeeded  in  effecting  the  liquif ac- 
tion of  this  gas,  and  even  after  Natterer,  of 
Vienna,  had  devised  a  special  apparatus  for  the 
purpose,  the  process  was  regained  merely  in 
the  light  of  a  lecture  experiment,  and  was  only 
usefully  employed  for  the  production  of  very 
low  temperatures  The  author  first  turned  his 
attention  to  the  subject  in  connection  with  the 

Slans  for  raising  the  armor-clad  ship,  the 
Pressor  KurfUrst  in  1878.  His  first  practical 
experiment  in  this  direction  was  canied  out  at 
Kiel  in  1879,  when,  by  means  of  about  40  kilo- 
grams of  liquid  carbonic  acid  enclosed  in  a  re- 
ceiver, to  which  was  attached  an  empty  balloon 
formed  of  sail-cloth  coated  with  india-rubber, 
a  block  of  stone  weighing  816  centners  (16  tons) 
was  raised  to  the  surface  in  eight  minutes  after 
the  tap  opening  the  communication  from  the 
receiver  to  the  balloon  was  turned  by  a  diver. 
The  success  of  this  experiment  led  to  the  pro- 
posal to  found  a  company  for  the  raising  of 
sunken  vessels  on  this  system,  but  the  scheme 
came  to  nothing,  partly  because  of  the  difQculty 
at  that  time  of  producing  the  liquid  in  large 
quantities  at  a  cheap  rate. 

Subsequently,  Mr.  F.  A.  Krupp,  of  Essen, 
used  this  fluid  for  the  production  of  low  tem- 
peratures for  shrinking  out  the  cores  of  can- 
nons,' and  for  the  compression  of  molten  metal 
in  the  molds.  He  obtained  in  this  way  a  press- 
ure of  75  atmospheres,  and  was  able  to  produce 
much  more  solid  and  dense  castings  than  be- 
fore. In  consequence  of  the  steady  improve- 
ment in  the  pumping  apparatus  employed  at 
Essen  for  the  compression  of  the  gas,  and  the 
production  of  the  liquid  in  large  quantities,  it 
became  possible,  owing  to  its  cheapness,  to 
make  use  of  it  for  beer-raising  and  in  the  man- 
ufacture of  artificial  mineral  waters. 

In  process  of  time  the  firm  of  Kunheim  A 
Company,  of  Berlin,  took  the  matter  in  hand 
and  turned  the  scientific  facts  to  industrial  ac- 
count. Their  business  was  taken  over  by  the 
Berlin  Company  for  the  Carbonic-Acid  manu- 
facture, which  has  been  most  successful,  and 
now  produces  daily  eighty  cylinders,  each  con- 
taining 8  kilograms,  or  640  kilograms  (1,411 
lbs.)  of  liquid  carbonic  acid,  equal  to  820,000 
litres  of  gas. 

This  is  employed  for  beer-raising  in  the  same 
way  as  compressed  air  was  formerlv  made  use 
of.  The  cylinder  of  liquid  is  attached  to  a  re- 
ceiver, and  on  tumine  the  tap  connecting  the 
two  vessels  the  liquid  rushes  in,  and  expands 


in  so  doing  into  the  gaseous  form.  In  a  few 
seconds  this  gas  attains  a  pressure  in  the  larger 
vessel  of  1^  atmosphere,  and  the  tap  is  then 
closed.  The  pipes  conducting  to  the  beer  casks 
are  subsequently  opened,  and  the  carbonic  acid 
gas  flows  into  the  casks  with  a  pressure  sufll- 
cient  for  the  drawing  off  of  the  beer.  As  only 
pure  carbonic  acid  gas  passes  into  the  beer- 
casks  all  putrefactive  processes  are  avoided* 
and  the  beer  is  drawn  in  a  bright  and  sparklinf^ 
condition.  Eight  kilograms  of  the  compressed 
ffas  are  sufficient  for  the  delivery  of  24  to  8<> 
hectolitres  of  beer. 

The  pressure  exerted  by  liquid  carbonic  acid 
varies  in  accordance  with  the  temperature; 
thus: 

atmosphere. 

at— 79°  Centigrade  the  pressure=  1.2 
"-lO**  **  "  =27.5 

**-!-  fir"  **  **  =40.5 

"4-20''  "  **  =58.8 

«<+80»  »*  "  =73.0 

All  danger  in  the  storage  of  the  compressed 
^as  is  avoided  by  the  testing  of  the  cylinders 
(which  are  made  of  wrought  iron)  to  250  atmos- 
pheres before  they  are  filled,  and  the  receivers 
are  furnished  with  a  safety-valve,  weighted  ta 
a  little  over  1^  atmosphere  pressure,  and  these 
are  all  tested  to  5  atmospheres.  Although  be- 
tween  six  and  seven  thousand  cylinders  of  the 
liquefied  gas  have  been  sent  out,  and  have  been 
used  for  the  most  part  by  unskilled  persons, 
there  have  been  no  accidents  of  any  kind  The 
price  of  a  cylinder  of  the  liquid  is  16  marks 
(16s;. 

By  removing  the  pressure  or  allowing  the 
liquefied  eas  to  escape  into  a  woolen  bag  an  in- 
tense  cold  is  produced,  and  a  sufficient  amount 
of  heat  is  abstracted  to  cause  a  portion  of  the 
remaining  liquid  to  freeze  into  crystals,  resem- 
bling  snow.  These  frozen  needles  can  be 
brought,  by  means  of  slight  pressure,  into  solid 
lumps  resembling  chalk,  which  are  specifically 
heavier  than  water,  and  which  by  increased 
pressure  can  be  obtained  of  a  specific  gravity  of 
1.5.  By  surrounding  this  solidified  carbonic 
acid  with  a  bad  conductor  it  may  be  preserved 
for  as  much  as  fifteen  hours,  during  which  time 
it  is,  of  course,  being  gradually  dispersed  in 
the  gaseous  form,— Abitrctcts  of  IiuUttttion  of 
Civil  Engineeri, 

AT  the  Edinburgh  (Scotland)  International 
Exhibition,  which  is  to  be  opened  in  May 
and  continue  till  October,  the  manufacturers  of 
Sheffield  are  to  be  worthily  represented.  An 
Exhibitors*  Conunittee  has  been  formed,  and 
many  of  the  most  skilled  artisans  of  the  town- 
have  responded  to  the  invitation  to  exhibit, 
with  the  result  that  in  many  departments  there 
will  be  a  capital  show  of  Sheffield's  high-class 
work.  A  good  position — what  the  Committee 
consider  the  most  prominent  and  best  position 
in  the  artisan  secdon  of  the  Exhibition — has 
been  secured  for  the  Sheffield  workmen.  It  is 
intended  to  have  examples  of  old  Sheffield 
work  placed  side  by  side  with  the  specimena 
of  skill  made  by  modem  artisans. — Ute  Bn^ 
gineer. 
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MSTHOd]   of    WORKINa    THE    YOUSSOIBS    AND 
SEEW-BAOK    BTONBS. 

47.  It  should  be  observed  of  the  sev- 
eral faces  of  a  Toussoir  that,  while  its 
soffit  face  and  extradosal  are  warped 
carved  surfaces,  the  bedding  surfaces  are 
radial  warped  surfaces.  On  this  account 
and  because  they  are  generally  consider- 
ably wider  than  the  soffit  faces,  the  bed- 
ding courses  are  the  most  presentable 
for  the  first  surfaces  to  be  worked. 

48.  The  curve  of  the  templets  of  the 
intradosal  and  extradosal  coursing  joints 
may  be  obtained  exactly  by  the  method 
described    in  Article  12.      In   practice, 
however,  the  elliptical  curve,  S"3.4.5R" 
(Pig.  4.),  will  be  sufficiently  exact;  for 
when  the  length  of  the  voussoir  is  small 
in  comparison  with  the  length  of  the 
whole   semi  helix,   the    curve'  will   vary 
but  slightly  from  this  elliptical  curve. 
Very  sharp  oblique  arches  of  small  diam- 1 
eter  have  been  successfully  built,  where  j 
this  curve  has  been  regarded  as  circular  i 
arcts,  the  method  of  determining  such  i 
circular  arcts  is  described  further  on,  in  | 
Articles  52  and  53.     The  elliptical  curve  j 
is  nearer  the  true  spiral  curve,  of  course, 
than  the  circular  arcs  are.     But  neither  | 

•  Copyrlirhc,  1888,  bj  John  L.  Culley. 
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of  these  two  approximate  curves  should 
be  employed  unless  it  is  found,  after 
careful  comparison,  not  to  materially  de- 
part from  the  true  curva 

49.  Let  A  B  C  D  E  (Fig.  19)  be  the  ele- 
vation,  and  E  D  the  plan  of  a  templet  of  a 
soffit  coursing  joint,  so  that  the  curve 
ABC  between  the  center  lines  of  the 
iron  strap,  1  and  3,  will  be  the  exact 
length  of  a  voussoir  soffit  coursing  joint. 
We  will  suppose  the  rules  shown  in  Fig. 
7  are  the  proper  ones  for  the  joint  ABC 
at  points  on  it  equidistant  apart,  and  that 
the  voussoir  bed  warps  from  A  H  towards 
C  J,  the  point  J  being  the  point  in  the  bed 
farthest  from  a  plane  passing  through 
the  point  A  C  and  H.  Evidently  the  par« 
allel  rule  should  be  applied  at  A  and  the 
twist  rules  at  B  and  C,  so  that  their  sides 
will  be  normal  to,  and  their  upper  edges 
shall  coincide' with  the  sight  plane  4  5. 

The  iron  straps  1,  2  and  3  are  fastened 
to  the  templet  A  B  C  D  E  so  that  their 
center,  lines  here  shown  will  be  normal  to 
the  curve  ABC,  but  their  sides  are  nor- 
mal to  the  plane  4  5.  Their  tops,  like 
their  rules,  coincide  with  this  plane  4  5. 
Let  each  of  the  three  rules  above  referred 
to,  at  their  intradosal  points  A  B  and  C, 
be  extended  over  the  templet  A  B  C  D  E 
an  arm  that  will  exactly  fit  into  its  respec* 
tive  strap  1, 2  or  3  (Fig.  20).  Thumb  screws 
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in  the  top  of  iron  straps  will  prevent  the 
templets  moving  when  they  are  once  ad- 
justed to  these  straps.  The  cross  section 
of  the  parallel  and  twist  rules  should  be 
of  the  form  shown  at  K  L  in  order  that 
its  lower  edge  may  occupy  the  least 
space. 

50.  Therefore,  in  working  the  coursing 
bed  of  a  voussoir,  apply  the  soflSt  joint 
templet  (Fig.  19)  to  the  surface  of  the 
stone  from  which  the  voussoir  is  to  be 
cut.    It  should  be  applied  to  the  stone 


Then  cut  a  narrow  channel  across  the 
stone  at  B  I,  so  that  its  bottom  surface 
will  exactly  receive  the  lower  edge  of  its 
twist  rule,  when  this  and  the  parallel 
rule,  properly  adjusted  to  the  soffit  joint 
templet,  are  applied  at  B I  and  A  H  re- 
spectively. In  the  same  manner  the 
third  rule  is  applied  at  C  J  and  the  bot- 
tom of  its  narrow  channel  reduced  to  re- 
ceive the  lower  edge  of  this  twist  rule. 
Care  should  be  exercised  in  applying  the 
twist  rules  that  their  upper  edges  are  al- 
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far  enough  from  the  edge  of  the  stone  to 
allow  for  the  working  of  the  soffit  surface 
of  the  voussoir  in  the  stone  afterwards. 
When  the  surface  of  the  stone  has  been 
dressed  off  to  receive  the  templet  let  the 
curve  A  B  C  be  marked  upon  it  Cut  a 
narrow  channel  across  the  stone  at  A  H 
so  that  its  bottom  surface  shall  exactly 
receive  the  lower  edge  of  the  parallel 
rule  when  properly  adjusted  in  its  strap 
1,  Fig.  20,  and  the  soffit  joint  templet 
coincides  with  its  curve  already  marked 
on  the   dressed  surface  of    the   stone. 


ways  in  the  same  plane  and  that  the  upper 
edge  of  the  parallel  rule  is  in  this  plaiie, 
all  the  rules,  moreover,  should  be  normal 
to  this  plane  Any  number  of  twist  rul^ 
may  be  thus  applied.  Ordinarily,  a  single 
pair  of  one  parallel  and  one  twist  rule 
will  be  enough.  The  balance  of  the  bed- 
ding surface  may  be  reduced  to  the  bot- 
tom surfaces  of  the  grooves  thus  cut  by 
applying  a  straight  edge  to  them  on  lines 
parallel  to  A  B  and  to  B  C. 

Having  thus  determined  t^e  bedding 
surface  tiie  extradosal  curve  H IJ  may 
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be  drawn  npon  it  parallel  to  and  distant 
the  depth  of  the  arch  IB,  Fig.  19,  from 
the  intradosal  cnrye  ABO. 

51.  The  ordinary  method  of  making 
these  bedding  surfaces  of  the  Tonssoirs 
is :  1st,  lay  off  and  sink  the  soffit  course 

Sint  A  B  C.  Then  the  extradosal  curve 
IJ  is  worked  on  the  rough  surface  of 
the  stone,  and  the  parallel  A  H  and  the 
twist  B I  rule  are  applied  normal  to  the 
curve  ABC,  until  the  upper  edges  are 
in  the  same  plane.  Then  the  twist  rule 
C  J  is  similarly  applied.  Thus  used  the 
rules  have  no  arm  over  the  soffit  joint 
templet  in  the  iron  straps,  as  in  Figs.  19, 


they  were  intended.  All  voussoirs  in  a 
given  oblique  arch  have  the  same  warp, 
and  therefore  those  that  are  warped  the 
wrong  way  cannot  be  u^ed.  This  fact 
should  be  noted,  all  oblique  arches  here 
given  have  been  left  handed  oblique 
arches,  and  the  parallel  and  twist  rules 
have  been  applied  accordingly.  When 
the  oblique  arch  is  right  handed  the 
order  is  reversed  in  their  application. 

52.  We  will  now  proceed  to  the  meth- 
od of  working  the  warped  soffit  surfaces 
of  the  voussoirs.  In  Fig.  22,  let  5  6  7  8 
be  the  plan,  and  5'  6'  7  8'  the  develop- 
ment of  the  intrados  of  a  voussoir,  so 


20  and  21.  Obviously  this  method  of 
reducing  these  surfaces  is  attended  with 
uncertain  results,  and  that  the  method 
described  in  the  last  article  is  far  supe- 
rior to  it  The  method  there  described 
is  true  and  exact,  giving  to  all  these  sur- 
faces the  same  warp  or  twist,  a  condition 
that  should  always  be  maintained,  and 
for  this  reason  the  method  of  Artide  50 
should  always  be  used. 

51.  Oare  should  be  exercised  that  the 
warp  is  worked  in  the  right  direction. 
Nor  should  we  be  deluded  by  the  sup- 
position that  if  the  voussoirs  are  warped 
the  wrong  way,  they  can  be  used  in  the 
other  end  of  the  arch  from  that  for  which 


that  the  axis  X  X— X'  X'  passes  through 
the  middle  points  of  the  joints  5  6— 5'o  , 
and  6Y— 6  7',  and  let  the  curves  6B7 
and  5  E  6  immediately  above  and  below 
5  6  7  8  each  be  circular  arcs  of  the  right 
section  of  the  intrados.  In  the  develop- 
ment the  heading  joint  6'7'  is  perpen- 
dicular to  coursing  joint  5' 6'  at  6',  there- 
fore these  two  joints  are  normal  to  one 
another  at  the  point  of  their  intersection 
6— 6^  and  also  to  the  element  which  is 
common  to  the  course  helicoid  and  to  the 
heading  helicoid  at  6—6'. 

The  actual  lineal  curves  of  the  cours- 
ing joints  56— 5' 6'  and  of  the  heading 
joints  6  7— 6'7',  or  their  elliptical  aproxi- 
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mates  can  be  determined  by  the  methods 
of  Article  10.  When  regarded  as  arcs  of 
the  circle,  their  curvature  may  be  thus 
obtained  from  Fig.  22.  By  construction 
the  points  5  and  7  in  the  plan  are  in  a 
line  parallel  to  X  X  Through  5  6  and  7 
draw  lines  parallel  to  X  X,  producing  the 
points  5  and  6  into  the  arc  5  E  6  and  the 
points  6  and  7  into  the  arc  6  B  7.  Draw 
6  9  perpendicular  to  a;  x  to  9  in  5  7. 
Then  6  9  is  equal  to  the  chords  6  7  and 
6  5  of  the  circular  arc  6  B  7  and  5  E  6. 
Produce  the  chords  6  7  and  5  6  beyond 
this  arc,  and  make  Ac  and  cC  equal  to 
6  X  or  X  7,  and  make  D  d  and  d  E  equal 
to  6  0  or  0  5.  Then  ABC  will  be  the 
circular  curve  of  the  heading  joints  6  7— 
6'  7',  and  D  E  P  will  be  that  of  the  cours- 
ing joint  5  6 --5'  6'.     Their  middle  ordi- 
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nates  are  the  same  as  those  of  the  arcs 
6  B  7  and  5  E  6,  or  both  equal  to  B  C  or 
ED.  It  should  be  noted  that  while 
ABC  and  DEF  are  approximate  values 
of,  the  chords  AcC,  and  Da^E  are  the 
actual  chords  of  the  true  heading  and 
coursing  joint  curves. 

53.  The  radii  of  these  circular  approx- 
imate curves  are  thus  obtained.  Let  p 
be  the  length  of  each  of  the  arcs  6  B  7 
and  6  E  5  or  6  9  in  the  development ;  I 
their  chords  or  6  9  in  the  plan ;  b  the 
breadth  5'  6\  and  w  the  width  6'  T  of 
the  soffit  development,  c  the  chord  AcC, 
and  c  chord  DdF;  m  the  middle  ordi- 
nate B c  or  "Ed;  R  the  radius  of  ABC, 
and  R'  that  of  DEF.  Then  for  the 
given  width  w  the  axis  X'X'  will  pass 


through  the  middle  points  of  to  and  b, 

when  ft=    JL.-  (19) 

tang.  /3  ^    ' 

or  p=tr  COS.  y5=6  sin.  fi  (20) 

whence  we  have 

/=2  r  sin.  ^(^.180**\=2r  sin./^.90^) 

**   (21) 
m=r-cos.  U^.W\  (22) 

in  the  triangle  6  7  9,   67=c,   69=^,   and 
79=7'9'=«?sin.  >5, 

or  c'=r  +  {yo  Bin.  >5)*  (23) 

but   ^=2R-m    .-.  R=:^ — \m   (24) 

and  in  the  triangle  6  6  9,  66=c',  6  9^=^ 
and  5  9=d  co«.  >5, 

{cy=p  +  (bcoB.  fiy  (25) 

R'=|^-im  (26) 


or 


and 


.Fic.S4r 


54.  Fig.  23  is  the  side  view  and  plan 
of  the  templet  for  the  soffit  face  of  the 
voussoir,  or  simply  of  the  soffit  face 
templet.  The  blade  A  B  C  is  of  the  ex- 
act length  and  curvature  of  the  soffit 
heading  joint  of  the  voussoir,  and  is  per- 
manently attached  to  the  stock,  so  that 
its  edge  C  D  is  normal  to  thd  curve  ABC 
at  C,  and  blade  E  F  G  is  also  normal  to 
the  stock  CD  at  C,  and  its  curved  edge 
G  F  E  is  the  curve  of  the  soffit  coursing 
joint. 

55.  The  soffit  face  templet  is  thus  ap- 
plied. After  the  first  coursing  bed  has 
been  worked  as  described  in  article  50, 
apply  the  stock  to  it  and  work  off  the  soffit 
face  of  the  stone  imtil  the  curve  E  F  G 
coincides  with  the  soffit  coursing  joint 
line  already  worked  on  the  coursing  bed. 
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at  the  same  time  the  curve  A  B  C  is  ap- 
plied, and  the  voussoir  soffit  surface  will 
be  worked  throughout  its  entire  length. 
Then  on  the  soffit  face  so  worked,  lay  off 
a  line  parallel  to  its  coursing  joint,  al- 
ready obtained,  and  distant  from  it  a 
distance  equal  to  the  curve  A  B  C  of  the 
soffit  face  templet  for  the  second  cours- 
ing joint.  Then  the  soffit  face  of  the 
voussoir  is  determined. 

56.  The  soffit  face  templet  is  then  re- 
versed. Its  curve  ABC  is  applied  to 
the  warped  soffit  and  its  curve  E  F  Q  to 
the  second  coursing  joint  just  obtained, 
and  the  second  coursing  bed  is  worked  to 
the  stock  CD.  Thus  let  1  2  3  4  (Fig.  24) 
be  the  end  view  of  a  voussoir  whose  upper 
coursing  bed  1  2  and  soffit  face  2  3  has 
been  worked,  the  soffit  face  templet  is 
sl^wn  applied  to  work  the  second  cours 


angles  to  the  plane  of  the  arm  d  e  cf. 
The  lower  edges  of  the  two  arms  coin- 
cide at  their  point  of  intersection,  and 
the  curve  e  cf  is  a  circular  arc  of  the  sof- 
fit right  section. 

A  line  drawn  on  a  cylindrical  surface 
normal  to  the  right  section  of  this  sur- 
face is  a  straight  line  parallel  with  axis, 
or  in  other  words,  it  is  an  element  of  the 
cylindrical  surface.  If,  therefore,  two 
drafts  be  cut  in  the  face  of  the  stone  to 
receive  the  lower  edges  of  this  templet, 
the  straight  draft  will  be  an  element  of 
the  cylindrical  surface  of  which  the 
curved  draft  is  a  right  section,  and  if 
either  arm  be  raised  over  its  draft,  with- 
out departing  from  its  plane,  and  the 
stone  be  worked  off  to  receive  the  sweep 
o^  the  other  arm  of  the  templet,  the  sur- 
face thus  obtained  will  be  of  the  soffit 


PLAN 


B^^SO 


ing  bed  3  4.  The  extradosal  coursing 
joint  on  this  second  bed  can  be  obtained 
m  the  same  manner  it  was  on  the  first 
bed,  and  then  the  back  of  the  stone  can 
be  worked  off,  and  the  whole  voussoir 
will  be  worked. 

AKOTHEB  METHOD  OF  WOBEINa  THB  VOUSSOIRS. 

67.  First  work  in  one  bed  of  the  stone 
a  convenient  portion  of  the  soffit  cylin- 
drical surface.  This  may  be  done  by 
cutting  into  it  the  drafts  of  the  arcs  of 
2  right  sections  of  the  soffit,  and  then 
working  the  face  to  these  drafts  and  on 
lines  normal  to  these  sections.  This  may 
be  done  with  the  templet  shown  in  Fig. 
25.  The  two  arms  a  abb  and  decftaxQ 
permanently  secured  to  one  another  so 
that  the  parallel  edges  a  a  and  b  b  and 
the  plane  of  the  arm  a  abb  are  at  right 


cylindrical  surface.  If  the  circular  arm 
extends  sufficiently  on  either  side  of  the 
straight  edge  to  sweep  the  entire  soffit 
of  a  voussoir,  the  templet  may  be  con- 
fined to  the  single  movement  of  the  arm 
a  abb  over  its  straight  draft,  and  this 
arm  may  be  maintained  within  a  single 
plane  in  this  movement  by  a  spirit  bubble 
on  the,upper  edge  ot  de  cf.  In  working 
this  cylindrical  surface  care  should  be 
taken  that  the  straight  draft  should  be 
cut  deep  enough  that  the  sweep  of  the 
circular  arm  shall  be  entirely  within  the 
body  of  the  stone.  Otherwise  the  vous- 
soir soffit  may  be  deficient. 

Through  any  convenient  point  A, 
Fig.  26,  of  a  cylindrical  surface  thus 
worked  draw  an  element  A  E.  If  1 2  be 
the  straight  draft  line  over  which  the 
arm  aabboi  the  templet  (Fig.  25) moved 
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to  determine  this  surface,  A  E  is  deter- 
mined  by  drawing  a  line  through  A  paral- 
lel to  12. 

Let  A'B'C'D',  Fig.  27,  be  the  soffit 
development  of  any  Toussoir  and  let  a 
templet  of  card,  tead,  zinc,  sheet  iron  or 
other  flexible  material  be  cut  exactly  to 
its  pattern,  with  any  convenient  hole  a 
cut  through  it  to  show  the  coincidence 
of  the  line  A  E,  Fig.  26,  with  it  Then 
apply  A'  and  line  A'E'  of  the  templet 


mal  to  the  circular  arc  t  cf.  The  coutb- 
ing  beds  of  the  voussoirs  are  worked  to 
this  templet  The  arms  aahh  and  decf 
are  applied  to  the  soffit,  care  being  always 
taken  that  the  edge  a  a  always  coincides 
with  an  element  of  the  cylindrical  sur- 
face. In  working  the  bed  at  AD  the 
templet  is  applied  to  the  soffit  and  the 
point /is  moved  along  the  joint  AD  and 
the  stone  below  is  worked  off  to  receive 
the  Bxmfg.    To  work  the  bed  below  B  C 


jB7i«.se 


SIDE  VIEW 

d 


^^m 
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with  A  and  AE,  Fig.  26.  Curve  the 
templet  exactly  to  coincide  throughout 
with  the  worked  surface  (Fig.  26),  and 
trace  on  the  soffit  edges  of  the  voussoir 
as  shown  by  dotted  lines. 

58.  The  templet,  shown  in  Fig.  28,  is 
the  same  as  Fig.  25,  except  the  spirit 
level  is  removed  and  the  SLnn/g  is  added 
to  it.  This  arm  is  permanently  attached 
to  and  is  in  the  same  plane  as  the  circular 
arm  '/c  '•/,  and  its  inner  edgefg  is  nor- 


the  templet  is  reversed,  the  point /*  moves 
along  BC  and  the  coursing  bed  below 
B  C  is  worked  off  to  receive  the  sim/g. 
The  edge/g,  in  application,  is  normal  to 
the  heading  joints  and  to  the  coursing 
joints  of  the  soffit  when  the  pointy  is  at 
A,  B  and  C  the  Ime  fg  at  such  points  is 
therefore  at  the  intersection  of  the  heading 
surfaces  and  of  the  coursing  beds  when 
so  applied.  If,  therefore,  the  templet  be 
applied  at  A  and  the  direction   of  yg 
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marked  on  the  coursing  bed  below  AD 
and  then  at  B  and  the  direction  of  fg 
worked  on  the  bed  below  B  C,  the  head- 
ing surface  is  determined  aod  can  be 
worked  to  the  two  lines  thus  determined 
and  to  the  heading  joint  AB.  In  like 
manner  work  off  the  heading  surface  at 
CD. 

This  process  has  the  great  advantage 
of  determining  aQ  the  joints  and  surfaces 
of  a  Toussoir  with  great  exactness.  It, 
however,  requires  great  care  in  appHca- 
tion,  simple  as  is  its  theory.  Care  should 
be  exercised,  Ist,  in  workmg  the  soffit  to 
true  cylindrical  surfaces ;  aud  2d,  in  work- 
ing the  coursing  beds  for  the  soffit,  that 
the  templet  be  so  applied  that  the  lower 
edge  of  the  straight  edge  arm  always  co- 
incides with  an  element  of  the  soffit. 


46  be  the  convenient  number  of  voussoirs 
for  the  face  of  the  arch,  then  the  length 

of  the  bedding  joint  will  be    '       =1.315 

whence  for  Eq.  (24)  B=23.07.  If  3  feet 
is  a  convenient  soffit  length  for  the  vous- 
soirs their  extradosal  length  will,  Eq. 
(25),  be  3.61.  Eq.  (6)  gives  *  =  37°- 
llj'  or  equal  to  y5  and  Eqs.  (4)  and  (5) 
mdces  the  extreme  warp  to  0.25  or  3". 
The  middle  ordinate  of  the  soffit  heading 
joint  is  .009,  and  that  of  soffit  coursing 
joint  is  .012.  The  intradosal  width  is 
1.31  and  the  extradosal  1.45. 

60.  Let  Fig.  29  be  an  end  view  of  a 
helicoidal  voussoir.  The  waste  of  mate- 
rial will  be  a  wedge  C  DE  or  B  A  F  whose 
width  is  the  length  of  the  voussoir,  or  if 
the  voussoir  be  of  the  warp  and  dimen- 
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nrOBEABED  COST   OF  WARPED    SUBFAGES. 

59.  No  exact  rules  can  be  given  for  the 
percentage  of  the  waste  of  material  in 
working  voussoirs  to  helicoidal  warped 
surfaces  over  that  of  working  them  to 
straight  surfaces  in  right  arches.  For 
besides  the  diameter  and  obliquity  of  the 
arches  this  percentage  is  dependent  upon 
the  three  dimensions  of  the  voussoirs. 

If  we  consider  an  oblique  arch  of  ordi- 
nary diameter,  but  of  an  unusually  sharp 
angle  of  obliquity,  the  per  cent,  of  this 
waste  and  cost  of  working  will,  of  course, 
be  unusual.  Let  an  oblique  arch  of  30 
feet  diameter,  and  of  40  obliquity  be 
such  a  case,  and  we  will  suppose  the  arch 
to  be  2.50  feet  deep  0=5O^  The  right 
semi-circumference  or  rr=47.17  and  from 
eqs.  (11),  (13)  and  (14)/?=37**-llJ'/?'= 
4r-3r  and  OS,  Fig.  16,  59.165.    Let 


sions  given  in  Article  56.  This  waste 
will  be  1.03  cubic  feet.  The  contents  of 
the  warped  voussoir  or  its  equivalent 
straight  voussoir  are  11.33  cubic  feet,  or 
the  waste  of  material  is  less  than  8^  per 
cent,  since  the  contents  of  the  block 
from  which  the  warped  voussoir  curve  is 
12.36  cubic  feet. 

Allowing  $1.60  @  perch  of  16  feet  for 
quarry  stone  the  block  for  the  straight, 
and  warped  voussoirs  will  cost  respect- 
ively, 

straight.  Warped. 
$1.13     $1.24 
There  are  82^  square  feet  dress 

surface  in  each  case,  which  (^ 

12c.is 3.90       8.90 

Extra  on  account  of  the  warp. . .  50 

$5.03     $5.64 

Or  the  warped  voussoirs  will  cost  12^ 
per  cent,  more  than  the  straight  ones. 
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This  per  cent,  in  practice  would  be  less 
than  10  per  cent.  This  comparison  has 
been  made  on  the  supposition  that  the 
block  stone  were  quarried  exactly  to  the 
given  dimensions  in  both  cases.  In 
practice,  however,  they  are  quarried  con- 
siderably larger  than  needed.  The  block 
stone  would  probably  be  of  the  same 
dimensions  in  both  cases.  Again,  our 
illustration  is  an  unusual  one.  In  an 
ordinary  obique  arch  the  obhquity  is 
much  less,  and  the  per  cent,  of  cost  would 
be  less  than  10  per  cent.  If  the  work- 
men are  skilled  in  the  use  of  the  templet 
they  will  cut  warped  voussoirs  as  rapidly 
as  straight  ones,  and  the  skill  is  soon 
acquired.  The  extra  cost  for  templets  is 
insignificant,  in  work  of  any  magnitude. 

SKEW-BAOE   VOUSSOIB  ABOHBS. 

61.  It  will  be  observed  by  reference  to 
Fig.  17  that  the  intradosal  development 


post  surfaces  are  plane  surfaces.  If  they 
are  constructed  without  being  made  part 
of  the  course  immediately  below  them, 
they  will  crack  off  at  B  and  C,  Fig.  30, 
and  the  tendency  to  move  over  the  im- 
post will  be  great  But  if  they  are  made 
part  of  the  course  below  this  weakness 
will  be  overcome,  and  the  tendency  to 
move  over  the  impost  will  be  abutted  by 
by  the  rising  walls.  HS^i 

62.  These  skew-back  voussoirs  ar- 
ranged as  suggested  by  Article  57,  are 
thus  constructed.  The  coursing  bed  at 
A  B,  Fig.  30,  is  worked  for  its  length  AB 
the  same  manner  as  that  of  any  voussoir 
in  the  body  of  the  arch  is.  Let  Fig.  31 
be  an  end  view  of  one  of  these  skew- 
backs,  A  G  G  H  being  that  of  the  heading 
surface.  The  line  A  H  is  normal  to  the 
soffit  coursiug  joint  of  the  bed  just 
worked,  and  is  therefore  determined. 
Then  apply  the  stock  of  the  soffit  face 


of  the  voussoirs  at  the  spring  lines  S  V 
and  G  Q  are  right  angled  triangles.  Let 
Fig.  30  be  an  enlarged  cut  of  one  of 
these  triangles.  Its  spring  line  length  I 
or  C  B  is  obtained  by  dividing  its  whole 
spring  line  G  Q  by  the  number  of  these 
triangles  upon  it.  Draw  ;>  or  A  C  per- 
pendicular to  ly  and  let  the  two  parts  of 
I  thus  divided  be  t  and  t\  The  angle 
ABC  will  be  equal  to  /3  the  angle  of 
the  intrados,  whence  we  obtain 

to=l  sin.  /3  (27)     b=:l  cos.  /?  (28) 
p=w  cos.  /3  b  sin.  /3  (29)  ^ 

t=w  sin.  /3  (30)  and  f=b  cos./?  (31) 

The  triangular  extradosal  development 
of  these  voussoirs  are  shown  in  Fig.  18. 
Any  of  these  spring  lines,  p  being  an  ele- 
ment of  the  intrados  parallel  to  the  axis 
of  the  arch  is  a  straight  Hne,  and  the 
corresponding  spring  line  of  the  extrados 
is  equal  to  and  pandlel  to  p.     Their  im- 


Fig.31 
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templet  to  A  H  and  determine  C,  Figs. 
30  and  32,  Fig.  32  being  a  perspective 
view  of  the  worked  skew-back.  Work  a 
straight  line  C  B  and  let  the  soffit  face 
templet  be  applied  and  the  soffit  between 
A  B  and  B  C  worked.  Lay  off  on  C  B 
CD=r,  Eq.  (30),  and  apply  the  curve 
A  D  of  the  templet  A  D  i;  Fig.  31,  to  the 
A  D,  Fig.  32,  and  work  the  line  D  E  in 
the  face  of  the  skew-back.  In  the  tem- 
plet A  D  E  the  curve  of  the  right  section 
of  the  arch  and  the  straight  edge  DE 
departs  from  a  normal  to  this  curve  at  D 
in  conformity  to  the  latter  of  the  face  of 
the  abutment     The  line  B  I,  Fig.  32,  is 


an  arch  face  end  of  the  intrados  and  the 
extrados  between  the  axis  X'X'  and  their 
spring  lines  SV  and  BT  showing  the 
end  curves  X'S  and  X'H  and  the  succes- 
sive coursing  joints  of  each  surface. 
These  end  curves  should  be  exactly  de- 
termined by  Eqs.  (17)  and  (18)  and  the 
coursing  joints  by  Articles  45  and  46. 

Beginning  at  the  axis  X'X'  let  the  cor- 
responding intradosal  and  extradosal  sur- 
faces of  the  successive  courses  be  num- 
bered 1, 2, 3, 4,  &c.,  and  their  correspond- 
ing coursing  joints,  1,  2,  3,  4,  &c.,  as 
shown. 

To  determine  the  angle  an  end  line 


normal  to  the  curve  A  B  and  is  deter- 
mined in  working  the  bed  A  B I H. 
Therefore,  make  C  Q  normal  to  0  B  and 
parallel  to  I B,  and  work  the  heading 
surface  A  G  by  H.  The  face  of  the  skew- 
back  is  then  worked  off  on  lines  parallel 
to  D  E,  and  the  bed  parallel  to  the  im- 
post plane  B  C  by  I.  When  the  skew- 
Dacks  are  then  cut  the  stone  from  which 
they  are  worked  may  be  quarried  without 
waste  of  material  over  that  of  the  vous- 
Boir  in  the  body  of  the  arch. 

Chapter  VI. 

METHOD  OF  WOBKING   THE  RIN08T0NES,  OEN- 
TERINO,  AC 

Hing  Stones, 
63.  Let  Fig.  32  be  the  development  of 


CA  of  the  intrados  between  any  two 
coursing  joints  3  and  4  makes  with  these 
joints.  Through  V,  the  point  of  intersec- 
tion of  the  joint  4  with  the  curve  X'  S, 
draw  ab  perpendicular  to  the  joint  3. 
Then  if  A  B  C  D,  Fig.  34,  be  the  soffit  of 
a  properly  worked  voussoir,  at  any  con- 
venient point  d  draw  dee  normal  to  C  B 
or  joint  4,  which  may  be  readily  done 
with  the  soffit  face  templet.  Fig.  34.  Lay 
off  €/on  AB  or  joint  3  equal  to  be,  Fig. 
33.  If  then  a  flexible  straight  edge  be 
applied  to  the  soffit  and  df  drawn  upon 
it,  c?/*will  be  the  proper  location  of  the 
end  line  oc.  Fig.  34. 

All  other  arch  face  lines  of  the  soffit 
may  be  in  a  like  manner  determined. 

64.  To  determine  the  angle  the  joint 
of  any  coursing  bed  5  5,  and  of  the  face 
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of  the  arch  makes  with  its  soffit  coursing 
joint,  through  A  the  joint  of  intersection 
of  the  intntdosal  joint  5  and  the  end 
curve  x's,  draw  A  i  in  a  direction  perpen- 
dicular to  the  axis  a^a;',  and  intersect  the 
extradosal  joint  5  at  i.  By  construction 
h  and  i  are  the  intradosal  and  extradosal 
extremities  of  the  element  of  the  warped 


1^.33 


coursing  bed.  Therefore  ij  is  the  dis- 
tance on  the  extradosal  joint  5  that  the 
point  /  of  the  intersection  of  the  extra- 
dosal joint  5  and  X'B,  is  from  the  extra- 
dosal extremity  of  the  normal  line  to  the 
soffit  coursing  joint  5. 

hen  if  AB  and  CD,  Fig.  35,  are  re- 
spectively the  intradosal  and  extradosal 
joint  5  5  of  the  coursing  bed  ABCD  of 


a  properly  worked  voussoir,  apply  the 
soffit  face  templet  to  it  at  any  convenient 
point  a,  and  determine  the  normal  ab 
to  the  joint  A  B  at  a.  Lay  off  on  CD, 
b  c  equal  to  ij\  Fig.  29,  and  applying  the 
flexible  rule  to  the  coursing  bed,  draw 
c  a  from  c  to  a,  for  the  proper  location 
of  the  arch  face  joint  of  the  coursing 
bed  5  5,  and  for  the  courses  4  and  5. 

In  this  and  the  preceding  article  the 
entire  half  of  the  two  curved  ends  and 
their  coursing  joints  have  been  consid- 
ered, for  the  convenience  of  illustration. 
Such  consideration  is  not  always  con- 
venient to  entertain,  but  the  parts  relat- 
ing to  one  or  more  courses  may  be  treated 
separately  by  methods  that  readily  sug- 
gest themselves. 

irig.34b 
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GKNTSBIKG. 

65.  The  centering  ribs  should  be 
placed  in  planes  parallel  to  the  face  of 
the  arch,  and,  therefore,  when  so  ar- 
ranged will  be  elipticaL  They  are  some- 
times placed  normal  to  the  soffit,  or  made 
circular,  when,  in  order  to  receive  the 
arch  under  its  acute  angle,  the  centering 
has  to  be  extended  beyond  the  obtuse 
angle,  and  there  loaded  to  prevent  any 
movement  in  the  centering  when  the 
voussoirs  are  set  near  the  actual  angla 
Circular  centering  should  not  be  employed 
to  receive  the  voussoirs  of  an  oblique 
arch.  The  ribs  of  the  eliptical  centering 
being  parallel  to  the  arch  face,  are  in  the 
planes  of  pressure,  are  easily  maintained 
and  require  no  more  material  than  is  nec- 
essary to  receive  the  voussoirs. 
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66.  The  sheeting  or  lagging  Bhould  be 
so  put  on  the  ribs  that  it  will  haye  an 
eyen  and  smooth  surface,  and  that  the 
centering  will  be  of  the  exact  dimensions 
to  receive  the  voussoirs.  When  so  pre- 
pared the  soffit  coursing  joints  of  every 
course  should  be  carefully  and  perma- 
nently marked  upon  the  sheeting,  as  a 
guide  for  the  placement  of  the  voussoirs 
in  the  arch.  The  location  of  these  joints 
on  the  centering  may  be  determined  from 
the  development  of  the  intrados.  As  the 
skew-back  stones  are  generally  set  before 
the  centering  is,  no  lagging  or  sheeting 
will  be  required  on  the  centering  below 
the  intradosal  upper  courses  of  the  skew- 
back  stones. 

SIOMINTAL  AND    KLLIPTIOAL  AB0HE8. 

67.  As  the  same  principles  are  involved 
in  segmental  as  in  full  semi-circular  right 
section  of  a  hehcoidal  oblique  arch,  no 
further  rules  are  necessary  for  their  con- 
sideration. 

As  in  right  segmental  arches  the  axes 
of  oblique  segmental  arches  are  in  the 
planes  of  their  imposts  or  springing  sur- 
faces, and  their  skew-back  stones  should 
be  constructed  accordincfly. 

Elliptical  oblique  arches  are  not  rec- 
onmiended,  both  on  account    of    their 


structural  weakness  and  the  difficulties 
involved  in  their  construction. 

THBTJST  OF   THB  ABOH. 

68.  The  thrust  of  a  helicoidal  oblique 
arch  being  carried  to  the  impost  in  lines 
parallel  to  the  face  of  the  arch  causes  a 
tendency  in  the  arch  to  move  outward  at 
the  acute  angle  of  the  arch,  which  is  re- 
sisted by  the  friction  of  the  coursing 
beds  of  the  voussoirs.  This  tendency  to 
move  increases  with  the  acuteness  of  the 
angle  of  obliquity,  and  when  very  acute 
this  tendency  should  be  resisted  by  prop- 
erly constructed  wing  walls.  When  so 
constructed  these  arches  may  be  con- 
structed to  any  desired  angle.  It  will, 
however,  be  a  rare  case  where  the  angle 
of  obliquity  is  less  than  25^ — the  limit 
calculated  by  John  Watson  Buck.  If  he 
had  considered  the  arch  helicoids  con- 
structed as  recomended  in  Article  44  the 
construction  would  have  been  more  stable, 
and  his  limit  less  t  jan  26**.* 

*  Heliooidal  obUqae  arches  are  maoh  more  stable 
than  that  they  are  frenerally  supposed  to  be.  During 
the  summer  of  1$77  the  author  superintended  the  con- 
struction of  two  of  these  arches,  of  66  feet  cylindrical 
leuKth,  16  feet  riffht  diameter,  and  of  40*  obliquity, 
eaob,  and  though  placed  under  two  tracks  oyer  which 
the  heaviest  railroad  traffic  passed,  these  arches,  at 
this  time,  March,  1886,  do  not  evince  the  least  weak- 
ness. No  extra  precaution  was  taken  to  prevent  the 
skew-back  stones  moving  over  their  beds.  A  right 
arch  could  not  have  performed  the  work  better  or 
more  satisfactorily. 


THE  CORRELATION  OP  THE  DIFFERENT  BRANCHES  OF 
ELEMENTARY  MATHEMATICS. 

Bt  R.  B.  HAYWABD,  F.  B.  S. 
From  "Nature." 


AifOKG  the  permanent  acquisitions  to 
mathematical  science  secured  within  the 
last  half  century,  within  the  limits  of 
those  branches  with  which  our  Associa- 
tion concerns  itself,  two  (I  conceive) 
stand  out  as  pre-eminent  in  their  far- 
reaching  and  all-pervading  consequences. 

These  are  the  firm  establishment  as 
distinct  entities  of  two  concepts,  which 
have  been  fixed  for  all  the  future  of 
science  in  the  terms  Energy  and  Vector^ 
and  the  development  of  the  groups  of 
ideas  and  principles  which  cluster  around 
each. 

The  term  Energy   indeed,    and    the 


great  principle  of  the  Conservation^  or 
(as  I  prefer  with  H.  Spencer  to  call  it) 
Feraistencej  of  Energy,  the  establish- 
ment of  which  will  live  in  the  history  of 
science  as  the  great  achievement  of  the 
central  part  of  the  nineteenth  century, 
have  a  scope  far  beyond  the  purely 
mathematical  treatment  of  dynamics  and 
the  allied  branches  of  physical  sciences. 
They,  the  concept  and  tiie  principle,  have 
already  profoundly  modified  the  views  of 
the  physicist  as  to  the  natural  laws  with 
which  he  is  concerned,  and  are  destined 
to  form  the  starting-point  and  firm  foun- 
dation for  all  his  conquests  in  the  future. 
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But  no  less  is  it  true  that  the  conception 
of  energy,  while  it  has  naturally  arisen 
out  of  the  higher  mathematical  treat- 
ment of  dynamics,  has  necessitated  a 
very  material  recasting  of  that  treatment 
in  its  most  elementary,  as  well  as  in  its 
more  advanced,  stages,  if  it  is  to  bear 
any  fruitful  relation  to  physical  science 
in  general.  This  recasting  of  elementary 
dynamics,  if  not  yet  fully  and  satisfac- 
torily effected  in  most  of  the  text-books 
which  still  remain  in  use,  in  which  the 
notion  of  energy  is  brought  in  rather  as 
as  the  "purple  patch*'  than  inwoven 
into  the  whole  texture  of  the  robe  in 
which  the  subject  is  clothed,  is  yet, 
thanks  pre-eminently  to  the  teaching  of 
Maxwell,  Thomson  and  Tait,  and  Clif- 
ford, in  a  fair  way  for  being  accom- 
plished. 

The  influence  of  the  conception  of 
energy  is,  however,  as  regards  mathe- 
matics, rather  an  influence  from  without 
than  one  from  within  its  peculiar  domain. 

That  which  is  strictly  mathematical  in 
the  treatment  of  any  science  is  not  its 
subject-matter,  but  the  form  in  which 
that  subject-matter  must  from  its  nature 
be  expressed.  Mathematics,  as  such,  is 
in  fact  a  formal  (may  I  not  say  the 
formal!)  science,  concerning  itself  with 
the  particular  matter  only  so  far  as  that 
matter  necessitates  a  particular  form  for 
its  expression.  Hence  the  recurrence  of 
the  same  formulae  and  mathematically 
.the  same  propositions  in  different 
branches  of  science,  so  that,  to  take  ele- 
mentary instances,  a  proposition  in  geo- 
metry may  be  read  off  as  a  proposition 
in  statics  by  substituting  forces  for  lines, 
or  the  formula  which  determines  the 
speed  of  the  center  of  mass  of  two 
masses'  having  different  speeds  is  also 
that  which  determines  the  temperature 
resulting  from  the  mixture  of  two  masses 
of  different  temperatures. 

To  this  formal,  or  essentially  mathe- 
matical, part  of  the  exact  sciences  be- 
longs the  conception  of  a  Vector^  or 
rather  the  group  of  conceptions  which 
cluster  around  that  term.  The  term  it- 
self was  introduced  by  Hamilton  in  con- 
nection with  his  grand  theory  of  quater- 
nions about  forty  years  since,  but  the 
idea  had  been  already  flrmly  grasped  and 
developed  so  as  to  afford  a  complete  ex- 
planation of  the  imaginary  (^—1)  of 
ordinary  algebra  within  the  twenty  years 


preceding  that  epoch.  In  fact  in  the 
year  1845  I  myself  enjoyed  the  privilege, 
as  a  young  student,  of  attending  lectures 
of  De  Morgan  on  this  subject,  which  he 
afterwards  developed  in  his  treatise  on 
"  Double  Algebra,**  published  in  1849.  I 
think,  however,  that  we  may  conveniently 
date  from  the  introduction  of  "  Vtcior^ 
which  is  now  the  accepted  term  for  any 
magnitude  which  besides  numericsJ 
quantity  or  intensity  has  a  definite  direc- 
tion in  space,  the  definitive  acquisition  of 
this  concept  with  all  its  consequences  to 
the  settled  territory  of  mathematical 
science.  The  calculus  of  quaternions  in- 
deed, or  that  part  of  it  which  was  truly 
original  and  due  to  the  genius  of  Hamil- 
ton alone,  involving  the  conceptions  of 
the  products  and  quotients  of  vectors  in 
three-dimensional  space,  is  doubtless  be- 
yond the  range  of  what  now  can  be,  or 
within  the  near  future  is  likely  to  be,  re- 
garded as  elementary  mathematics ;  but 
the  notions  of  vector  addition  and  sub- 
traction and  their  consequences  in  geo- 
metry and  mechanics  ought  assuredly  to 
be  considered  as  within  that  range,  as 
ought  also,  for  a  complete  view  of  ordi- 
nary algebra,  vector  products  and  quo- 
tients in  one  plane. 

If  we  inquire  in  what  manner  we 
should  expect  the  idea  of  a  Vector  and 
its  attendant  ideas  i;o  affect  our  elemen- 
tary teaching,  I  think  the  answer  would 
be  that  it  would  naturally  lead  to  a  dif- 
ferent grouping,  or  arrangement  in  order, 
of  the  various  branches  taught.  It  would 
lead  us  to  group  them  not  according  to 
their  subject  matter — arithmetic  and 
algebra,  the  sciences  of  number,  par- 
ticular and  general ;  geometry,  the  science 
of  space;  trigonometry,  in  one  aspect 
treating  space  and  number  in  combina- 
tion, in  another  as  a  development  of 
algebra;  statics,  dealing  with  forces  in 
equilibrium ;  dynamics,  with  forces  pro- 
ducing motion ;  and  so  on — ^but  accord- 
ing to  their  fornix  as  dependent  on  the 
nature  of  the  magnitudes  dealt  vnth. 
One-dimensional  magnitudes,  that  is, 
magnitudes  defined  by  one  element  only, 
whether  such  as  are  completely  defined 
by  one  element,  or  more  complex  magni- 
tudes regarded  for  the  moment  in  re- 
spect of  one  of  their  elements  only, 
would  naturally  form  the  first  stage, 
with  subdivisions  according  as  the  treat- 
ment is  purely  quantitative  or  metric^  or 
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scalar^  that  is,  metric  with  the  addition 
of  the  notion  of  sign  or  sense.  Then 
would  follow  two-dimensional  magni- 
tudes, or  magnitudes  defined  by  two 
elements,  treated  with  respect  to  both 
elements  in  subdivisions  metric  and 
scalar  as  in  the  first  stage,  and  also 
finally  as  complete  Vectors, 

If  we  further  inquire  how  far  these 
notions  have  in  fact  affected  our  elemen- 
tary text  books,  I  think  we  shall  find 
that  the  extent  to  which  they  have  done 
80  is  very  small.  A  comparison  of  the 
text-books  of  the  present  day  (I  speak 
of  them  in  the  gross,  not  forgetting  that 
there  are  some  important  exceptions) 
with  those  that  were  current  at  the  time 
when  my  own  mathematical  studies  be- 
gan, an  interval  of  some  forty  years, 
produces  the  impression  of  likeness 
rather  than  that  of  contrast.  Changes, 
which  are  welcome  improvements,  have 
doubtless  been  made  in  matters  of  de- 
tail, and  in  various  ways  the  paths  have 
been  smoothed  for  the  student ;  but  the 
general  treatment  is  essentially  the  same, 
and  shows  very  little  sign  of  independent 
thought,  informed  by  more  extended 
views,  having  been  exercised  with  regard 
to  the  old  traditional  modes  of  present- 
ing the  subject  as  a  whole. 

The  algebra,  for  instance,  of  our  ordi- 
nary text-books  is  (if  I  may  venture  to 
give  it  a  nickname  which  every  brother 
Johnian  at  any  rate  will  understand) 
heptadiaholic^*  or  that  whose  highest 
outcome,  in  the  mind  of  the  pupil  who 
has  studied  it,  is  the  solution  (so  called) 
of  a  hard  equation  or  equation  problem 
little  more  in  fact  than  a  series  of  rules 
of  operation,  which  skilfully  used  (and 
how  many  fail  to  attain  even  this  amount 
of  skill)  will  solve  a  few  puzzles  at  the 
end,  but  very  barren  of  any  intellectual 
result  in  the  way  of  mental  training: — 
an  algebra  in  which  the  interpretation  of 
negative  results  and  the  use  of  the  nega- 
tive sign  as  a  sign  of  affection  has  been 
ignored,  or  so  lightly  dwelt  on,  that  the 
notion  of  the  signs  -I-  and  —  as  appro- 
priately expressing  opposite  senses  along 


*  The  allasion  Is  to  a  paper  wbloh  used  to  be  set  at 
the  anoaai  May  Examinations  at  St.  John's  CoUeffe, 
Cambrid)ce.  consisting  of  seven  very  hard  eqaations 
'  and  equation  problems,  familiarly  known  as  the 
*'  seven  devils.'*  As  a  test  of  a  certain  kind  of  skill 
in  alffebraioal  operation  and  of  infirenuity  and  clear- 
heaaedness  it  was  not  wi'hont  considerable  value, 
but  It  tended  to  produce  false  notions  of  algebra  in 
Its  relations  to  mathematics  generally. 


a  line,  has  to  be  elaborately  explained  as 
almost  a  new  idea  in  commencing  trigo- 
nometry ;  and  further,  an  algebra  which, 
as  Prof.  Chrystal  has  observed  in  his  ad- 
dress to  the  British  Association,  is  use- 
less as  an  instrument  for  application  to 
co-ordinate  geometry,  so  that  the  student 
has  at  this  stage  practically  to  study  the 
subject  again,  and  only  then  obtains 
something  of  a  true  notion  of  what 
algebra  really  is. 

With  the  foregoing  general  considera- 
tions as  a  guide,  I  will  now  examine  in 
some  detail  the  correlation  or  affiliation 
of  the  several  branches  of  elementary 
mathematics  to  which  they  seem  to  lead. 

Mathematics  naturally  begins  by  treat- 
ing magnitudes  with  reference  to  the 
single  element  of  quantity.  The  answers 
to  the  simple  questions.  How  manyt 
How  much?  How  much  greater?  How 
many  times  greater?  lead  up  to  the 
arithmetic  of  abstract  and  cgncrete  num- 
ber, and  the  doctrines  of  ratio  and  pro- 
portion, and  the  development  of  these 
with  the  use  of  the  signs  -h,— ,&c.,  as 
signs  of  the  elementary  operations,  and 
letters  to  denote  numbers  or  ratios,  na- 
turally leads  to  generalised  arithmetic  or 
arithmetical  algebra.  At  this  stage  a —6, 
where  h  is  greater  than  a,  is  an  impos- 
sible quantity,  and  a  negative  quantity 
has  by  itself  no  meaning.  In  this  ear- 
liest stage  the  magnitudes  dealt  with  are 
either  pure  numbers  or  concrete  one- 
dimensional  magnitudes,  value,  time, 
length,  weight,  &c.,  whose  measurements 
are  assumed  as  known.  There  are  few 
magnitudes  which  are  metric  or  quanti- 
tative only^  but  all  magnitudes  have  quan- 
titative relations  which  may  be  regarded 
apart  from  their  other  relations,  and  so 
may  be  the  matter  or  subject  of  arith- 
metic, if  they  are  such  that  their  quan- 
tity can  be  estimated  definitely  or  meas- 
ured. Purely  metric  magnitudes  are 
such  as  can  be  conceived  to  be  reduced 
in  quantity  down  to  zero  or  annihilated, 
but  of  which  the  negative  is  inconceiv- 
able, so  that  at  zero  the  process  must 
stop.  Such  are  many  magnitudes  that 
are  measured  by  integral  numbers — as 
population,  numbers  of  an  army  or  a 
flock,  a  pile  of  shot,  *&c.,  or  continuous 
magnitudes,  such  as  mass,  energy,  quan- 
tity of  heat  or  light,  the  moisture  of  the 
atmosphere,  the  saltness  of  water,  &c. 
But  there  is  a  far  larger  class  of  magni- 
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tndes,  of  which  it  is  true  that  not  only 
the  opposite  or  negative  can  be  con- 
ceived, but  that  they  cannot  be  fully 
treated  without  regard  to  such  opposite. 
For  these,  reduction  to  zero,  or  annihila- 
tion, is  only  a  stage  in  passing  from  the 
magnitude  to  its  opposite,  e.  g.  time  after 
and  time  before  a  given  epoch,  lengths 
forward  and  backward  along  a  line,  re- 
ceipts and  payments,  gain  and  loss,  and 
so  forth.  The  consideration  of  such  mag- 
nitudes at  once  leads  to  the  scakr  subdivi- 
sion of  the  one-dimensional  stage.  In  this, 
magnitudes  which  are  themselves  purely 
scalar,  or  the  scalar  elements  of  more 
complex  magnitudes,  are  alone  consider- 
ed. But  to  the  quantitative  element  is  now 
superadded  the  notion  of  sign  or  sense, 
appropriately  denoted  by  the  signs  -h 
and— ,  which,  without  ceasing  to  be 
signs  of  operation,  are  now  regarded 
also  as  signs  of  afifection.  The  introduc- 
tion of  this  notion  leads  at  once  to  scalar 
algebra,  in  which  a— d,  where  h  is 
greater  than  a,  is  no  longer  an  impos- 
sible quantity,  and  a  negative  result  has 
a  definite  meaning,  so  long  as  the  magni- 
tudes dealt  with  are  not  purely  metric. 
The  step  from  arithmetical  to  scalar 
algebra,  though  very  simple  and  almost 
insensibly  made,  should,  I  think,  be 
much  more  distinctly  emphasized  in  our 
teaching  and  our  text-books  than  is  usu- 
ally the  case.  Exercises  in  metric  and 
scalar  readings  of  the  same  simple  ex- 
pressions should  be  frequent,  and  nega- 
tive results,  whenever  they  occur,  ex- 
amined and  shown  to  be  impossible  only 
if  the  magnitude  in  the  question  is 
purely  metric,  but  interpretable  if  it  is 
scalar.  Thus  the  idea  would  be  gradu- 
ally evolved  that  the  impossibles  or 
imaginaries  of  algebra  are  so  in  a  purely 
relative  sense  and  with  regard  to  the  par- 
ticular subject-matter  treated  of,  and  it 
would  become  readily  conceivable  that 
the  remaining  impossibly  quantity  a  -{-  b 
y'— 1,  to  which  form  scalar  algebra, 
working  on  the  basis  of  its  laws  of  com- 
bination, would  show  that  all  expressions 
may  be  reduced,  may  be  completely  in- 
terpretable when  ultra-scalar  magnitudes 
form  the  subject  of  investigation. 

Passing  now  to  the  consideration  of 
special  magnitudes  and  how  far  their  dis- 
cussion can  be  carried  in  the  one-dimen- 
sional stage,  I  think  we  shall  arrive  at 
some  important  practical  results. 


The  scalar  element  of  space  is  length 
measured  forwards  or  backwards  along 
a  line,  and  the  resulting  geometry  is  the 
simple  geometry  of  points  on  the  same 
line.  Starting  from  the  definition  that— 
AB  is  BA,  the  fundamental  proposition 
is  that  AB  -h  BO  =  AC,  whatever  be 
the  positions  of  A,  B,  0  on  the  line,  and 
thii?  with  a  few  simple  consequences 
completes  all  that  is  necessary  to  be  con- 
sidered in  linear  geometry. 

Combine  with  this  the  notion  of  time, 
and  the  science  of  linear  or  scalar  kine- 
matics emerges.  This  includes  the 
measurement  of  the  motion  of  a  point 
along  a  given  line  by  the  scalar  magni- 
tudes, speed*  and  acceleration^  and  the 
discussion  of  different  kinds  of  linear 
motion,  uniform  and  uniformly  acceler- 
ated, and  so  the  laws  of  falling  bodies. 
When  the  notion  of  a  variable  rate  be- 
came firmly  grasped,  the  investigation 
might  be  extended  to  some  simple  cases 
of  variable  acceleration  without  any 
large  demand  on  algebraical  skill,  and  so 
the  fundamental  notions  of  the  fluxional 
or  differential  calculus  and  some  idea  of 
its  scope  and  aira  be  attained. 

Introduce  now  the  notions  of  force 
and  mass  and  the  axioms  of  force  or  mo- 
tion as  contained  in  Newton's  laws,  and 
the  science  of  linear  or  scalar  dynamics 
results.  If  we  drop  for  an  instant  the 
notion  of  time,  or  rather  of  change  in 
timey  we  have  linear  statics,  which  con- 
sists of  little  more  than  the  single  pro- 
position— the  '*tug-of -war"  proposition — 
that  the  resultant  of  any  number  of 
forces  along  the  same  line  is  their  scalar 
sum.  Linear  kinetics,  however,  covers  a 
wide  field — the  relations  of  force,  mass 
and  acceleration,  their  measures  and 
their  applications  to  simple  cases  of 
linear  motion ;  the  time  integral  of  force, 
momentum ;  the  space  integral,  work ; 
energy,  kinetic  and  potential;  the  rela- 
tions of  force  applied  to  resistance  over- 
come in  simple  machines  working  stead- 
ily; impulsive  actions  in  collisions  and 
explosions;  and  other  simple  develop- 
ments— would  here  be  studied  in  their 
simplest  forms  apart  from  any  greater 
mathematical  difSculties  than  arithmeb'o 
and  very  rudimentary  algebra,  and  yet 

*  The  term  tpeed  has  been  happUy  appropriated  for 
the  scalar  element  of  yelooity.  A  oorreepondinff 
term  is  wanted  for  the  scalar  element  of  accelera- 
tion ;  no  better  word  than  quiekenkiHf  suggests  itself 
to  me. 
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involving  almost  every  truly  dynamical 
principle  needed  for  the  highest  prob- 
lems in  dynamics.  Here,  with  perhaps  a 
few  applications  to  other  branches  of 
physics,  the  range  of  the  one-dimensional 
stage  ends. 

Proceeding  next  to  two-dimensional 
magnitude,  we  commence  of  course  with 
elementary  plane  geometry,  in  which  the 
propositions,  which  are  not  purely  de- 
scriptive, deal  with  the  magnitudes  con- 
sidered in  purely  metric  relations. 

The  introduction  of  the  notion  of 
sense  for  lines  and  angles,  denoted  by 
the  signs  +  and—,  leads  in  one  direc- 
tion to  elementary  trigonometry,  and  in 
another  to  co-ordinate  geometry. 

Kinematics  is  now  extended  to  motion 
in  two  dimensions,  and  this,  should  lead 
at  once  to  the  notion  of  velocity,  acceler- 
tion,  &C.,  as  vector  magnitudes,  and  with 
this  the  general  notion  of  a  vector  and 
vector  addition.  In  dynamics  force 
emerges  as  a  vector,  and  the  composition 
of  forces  regarded  as  the  addition  of 
vectors  lays  the  foundation  of  statics, 
or  the  relations  of  forces  independent  of 
the  element  of  time,  to  be  developed  on 
the  one  side  with  the  aid  of  pure  ge- 
ometry and  graphical  methods,  on  the 
other  by  the  application  of  trigonometry. 
This  is  naturally  succeeded  by  uniplanar 
kinetics,  developed  more  or  less  fully  till 
it  extends  to  regions  beyond  the  range 
of  elementary  mathematics.  Algebra 
will  have  been  carried  on  pari  passu  to 
meet  the  requirements  of  the  special 
subjects,  but  will  still  remain  scalar  with 
its  impossible  of  uninterpreted  symbols. 

The  next  step  is  to  complete  the 
algebra  of  vectors  in  one  plane.  The 
notion  of  a  vector  and  vector  addition 
will  already  have  been  grasped  aud  will 
need  only  some  further  application  and 
development,  but  the  extension  of  the 
notion  of  multiplication  to  vectors  in  one 
plane  at  once  leads  to  the  already  fam- 
iliar algebra,  but  with  wider  meaning 
and  without  impossible  quantities  or  un- 
interpretable  symbols.  The  immediate 
result  is  a  complete  trigonometry,  of 
which  De  Moivre*s  theorem,  now  com- 
pletely intelligible  and  not  a  mere  form- 
ula, forms  the  basis,  and  the  higher  de- 
velopments of  ordinary  elementary  alge- 
bra. It  will  then  appear  that  ordinary 
algebra  receives  its  full  explanation  in 
vectors  limited  to  one  plane,  and  it  will 


naturally  be  anticipated  that  the  algebra 
of  vectors  in  any  directions  in  tiiree- 
dimensional  space  will  be  different  from 
the  ordinary  algebra,  an  expectation 
which  will  be  amply  justified  by  the  study 
of  the  algebra  or  calculus  of  quater- 
nions, the  grand  discovery  of  Sir  W.  R 
Hamilton,  but  to  pass  on  to  this  would 
be  to  pass  beyond  the  limits  of  what  is, 
in  the  sense  of  our  Association,  elemen- 
tary mathematics. 

If  the  correlation  of  the  elementary 
branches  of  mathematics,  which  I  haye 
now  sketched  out,  is  accepted  as  based 
on  true  principles,  I  cannot  doubt  but 
that  it  will  lead  to  important  practical 
consequences,  the  development  of  which 
I  may  safely  leave  in  the  hands  of  those 
who  so  accept  it.  There  are,  however,  a 
few  immediate  deductions  from  it,  which 
occur  to  me  as  naturally  calling  for  ex- 
pression before  I  close  this  paper. 

In  the  first  place  I  would  observe  that 
while  I  believe  the  several  stages  in  the 
foregoing  scheme  to  be  natural  and  such 
as  every  teacher  would  do  well  to  have 
in  his  own  mind  in  arranging  the  course 
of  instruction  for  his  pupils,  I  do  pot  at 
all  regard  it  as  marking  out  the  exact 
order  to  be  followed  by  each  individual 
student.  There  is  room  here,  still  in 
subordination  to  the  general  scheme,  for 
wide  variation  according  to  the  diflferent 
requirements  of  different  students.  It 
would  in  almost  all  cases,  I  think,  be 
very  unwise  that  any  one  of  the  stages 
should  be  completed  before  the  next  was 
commenced.  For  instance,  though  the 
theory  of  ratio  is  purely  one-dimensional 
and  metric,  no  one,  1  suppose,  would 
think  of  dealing  with  it  otherwise  than 
in  the  incomplete  form  sufiScient  for 
arithmetic  before  commencing  the  study 
of  the  simple  twodimensionsJ  geometry 
of  Euclid  or  our  own  text-book.  And, 
again,  how  far  scalar  or  linear  kinematics 
and  dynamics  should  be  studied  (or 
whether  at  all)  before  proceeding  further 
in  the  two-dimensional  stage  to  trigono- 
metry, &c.,  is  a  question  which  may 
fairly  be  answered  in  different  ways  ac- 
cording to  the  different  objects  aimed  at 
in  the  study  of  mathematics  by  different 
classes  of  students. 

It  appears  to  me,  too,  to  follow  from 
our  scheme  that,  whatever  may  be  true 
for  the  select  few  who  aim  at  becoming 
mathematicians,  for  the  great  mass  of 
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those  with  whom  the  great  object  is,  or 
ought  to  be,  intellectual  training,  algebra 
should  be  studied  at  first,  not  as  a  sub- 
ject for  its  own  sake,  but  as  an  instru- 
ment for  use  in  other  subjects.  I  hold 
that,  unless  pursued  into  its  higher  de- 
velopments, algebra  per  se  is  not  a  valu- 
able instrument  of  mental  training.  Can 
it  be  said  that  such  algebra  as  is  required 
(say)  at  the  Previous  Examination  at 
Cambridge,  a  large  part  of  which  has  had 
no  application  for  the  student  in  any 
other  subject,  is  of  any  value  at  all  pro- 
portional to  the  time  it  has  taken  him  to 
acquire  it  ?  I  think,  then,  that  algebra 
should  be  studied  piecemeal:  first  just 
that  small  quantity  which  is  necessary 
for  one-dimensional  magnitudes  treated 
as  scalars ;  then,  when  the  need  was  felt 
from  the  occurrence  of  problems  requir- 
ing more  knowledge  of  algebra,  adding 
more,  and  so  on  continually,  keeping  up 
the  study  of  algebra  concurrently  with, 
and  only  slightly  in  advance  of,  the  re- 
quirements of  the  subjects  to  which  it  is 
applied. 

Again,  our  scheme  suggests,  I  think,  a 
definite  answer  to  the  question : — What 
minimum  of  mathematics  is  it  reasonable 
to  expect  every  educated  man,  not  pro- 
fessing to  be  a  mathematician,  to  have 
acquired* 

I  think  there  are  few  who  are  satisfied 
with  the  answer  practically  given  to  this 
question  by  our  Universities  in  their, 
first  examinations  for  matriculation  or 
degrees.  At  Cambridge,  the  question 
with  reference  to  the  "  Little  Go "  Ex- 
amination is  even  now  under  consider- 
ation. I  would  submit  that  the  subjects 
included  within  our  one-dimensional 
scalar  stage,  together  with  elementary 
geometry  and  statics,  treated  geometcic- 
ally,  or  by  graphical  methods  only,  from 
the  two-dimensional,  would  constitute  a 
far  more  satisfactory  minimum  than  the 
present.  This  would  exclude  a  good 
deal  of  the  algebra  now  expected  and 
the  trigonometry,  but  would  add  linear 
kinematics  and  kinetics.  The  student, 
who  had  gone  through  such  a  course, 
would  not  probably  be  able  to  effect  any 
but  the  simpler  algebraical  reductions  or 
solve  any  but  the  simplest  kinds  of  equa- 
tions ;  but  he  would  have  gained  some 
notion  of  what  an  algebraical  formula 
means  as  the  expression  of  a  law,  and  be 
able  to  deduce  from  it  numerical  conse- 


quences and  to  follow  out  the  simpler 
general  results  obtainable  from  it,  and  he 
would  have  acquired  a  clearer  conception 
and  higher  appreciation  than  is  common 
with  people  otherwise  well  educated  of 
the  part  which  mathematics  plays  in  its 
application  to  the  pbysicial  sciences,  and 
with  it  that  sound  dynamical  basis  which 
is  the  essential  condition  of  a  fruitful 
study  of  physics.  I  feel  sure,  too,  that 
the  consciousness  of  the  student  that  be 
was  dealing  with  actual  living  laws  and 
not  with  the  dry  bones  of  algebraical 
processes  or  trigonometrical  formul» 
leading  to  no  results,  and  that  his  mathe- 
matical studies  were  meant  to  be,  and 
were,  more  than  a  mere  mental  gymnas- 
tic, would  add  life  and  interest  to  those 
studies  which  would  react  on  the  whole 
of  his  mental  training. 

I  may  note,  further,  that  our  scheme 
seems  to  give  the  best  answer  to  the 
question  which  has  frequently  been 
mooted  of  late,  in  our  Association  as 
well  as  elsewhere,  whether  statics  should 
precede  kinetics,  or  whether  it  should  be 
treated  as  a  particular  case  of  the  more 
general  science.  Linear  kinematics  and 
kinetics,  being  one-dimensional  and 
scalar,  may  well  precede  the  study  of 
statics,  which  deals  with  vectors,  though 
not  of  necessity  in  the  case  of  one  who 
has  attained  sufficient  knowledge  of  ele- 
mentary geometry  not  to  be  stopped  by 
mere  geometrical  difficulties ,  but  vector 
or  uniplanar  kinetics,  on  account  of  its 
much  greater  complexity  and  its  conse- 
quent larger  demands  on  mathematical 
attainments,  would  in  general  naturally 
follow  a  somewhat  detailed  study  of 
statics. 

I  will  take  this  opportunity  of  making 
one  other  remark,  which,  if  it  does  not 
directly  arise  out  of  the  present  discus- 
sion, is  closely  akin  to  it,  and  that  is  on 
the  importance  of  our  teaching  of  the 
several  branches  of  mathematics  being 
proleptiCj  or  looking  forward  in  one  stage 
to  what  will  be  required  in  a  higher 
stage.  In  definitions,  for  instance,  of 
two  that  are  equally  good  for  the  imme- 
diate purpose,  that  one  is  to  be  preferred 
which  will  be  intelligible  and  useful  when 
the  term  defined  comes  to  be  extended 
to  higher  matter. 

Thus  I  conceive  that  multiplication 
should  be  defined  from  the  outset  in  such 
a  manner  as  would  make  it  applicable  to 
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a  fractional  as  well  as  to  an  integral 
maltiplier.  If  I  explain  that  to  multiply 
6  by  5  is  to  repeat  6  five  times  and  find 
the  aggregate  result,  my  explanation 
fails  when  I  am  asked  to  multiply  6  by 
f ;  but  if  I  use  De  Morgan's  definition 
that  '^multiplication  consists  in  doing 
with  the  multiplicand  what  is  done  with 
the  unit  to  form  the  multiplier,"  or  an 
explanation  of  multiplication  cast  in  this 
form,  I  have  given  an  explanation  equally 
simple  with  the  former  and  applicable 
also  to  a  fractional  multiplier. 

Again,  in  the  very  beginning  of  arith- 
metic, which  is  counting,  I  maintain  that 
much  would  be  gained  if  from  the  first 
the  child  were  taught  to  count,  not  one, 
two,  &c.,  but  noughty  nothing^  or  zerOy 
one,  two,  three,  &c. ;  and  then  if,  later 
on,  ordinal  reckoning  were  made  to 
accord. with  this,  though  here  unfortu- 
nately language  and  usage  fail  to  supply 
the  word  wanted,  for  which,  for  want  of 
a  better,  I  must  coin  the  form  zeroth 
{noughUh  or  nothingth  being  out  of  the 
question),  thus:  zeroth^  first,  second, 
'&c  Then  the  transition  to  counting 
below  zero  by  negative  numbers  would 
follow  at  once  as  by  a  natural  develop- 
ment, when  the  need  for  it  arose.  Thus 
when  it  came  to  the  notation  of  num- 
bers, the  place  of  a  digit  would  properly 
be  reckoned  from  the  units  as  the  zeroth 
place  (not  the  firBt)^  and  would  be  ex- 
tended naturally  by  negative  ordinal 
reckoning  downwards,  when  decimal 
fractions  are  introduced. 

This  leads  me  to  another  illustration, 
which  I  am  also  anxious  to  introduce  as 


a  suggestion  on  its  own  merits.  Prof. 
Ghrystal  has  complained  that  to  many 
students  even  when  beginning  coordinate 
geometry  the  idea  of  the  order  of  a  term 
or  an  expression  is  unfamilar.  Now  it 
has  occurred  to  me  that  this  is  just  the 
word  wanted,  to  replace  the  five-syllable 
word  "characteristic,**  which  has  been 
used  (or  perhaps  has  not  been  used  just 
because  it  is  pentasyllabic)  to  express 
the  distance  of  any  digit  of  a  number  in 
order  from  the  unit's  digit.  Lat  us 
speak  of  the  unit's  digit  as  of  the  order 
0 ;  the  tens,  hundreds,  &c.,  digits  of  the 
orders  1,  2,  &c. ;  and  the  tenths,  hun- 
dredths, &o.,  of  the  orders— 1,-2,  &c. ; 
and  add  to  this  that  a  number  is  said  to 
be  of  the  same  order  as  that  of  its  high- 
est significant  digit,  and  we  have  a  lan- 
guage not  only  of  tbe  utmost  use  and 
importance  in  decimal  arithmetic,  but 
also  at  once  applicable  by  the  most  nat- 
ural extension  to  an  algebraical  expres- 
sion arranged  according  to  the  powers 
of  some  letter  or  letters,  while  it  would 
enable  us  conveniently  to  express  in  lan- 
guage numbers  which  transcend  our 
ordinary  numerical  vocabulary,  so  that, 
for  instance,  51 X 10*'  might  be  read  as 
53  of  the  12th  order,  and  53X10-"  as 
53  of  the— 12th  order,  and  so  on. 

In  conclusion  I  will  only  add  that,  if 
in  this  paper  I  have  in  any  parts  ex- 
pressed myself  somewhat  dogmatically,  I 
have  done  so  in  the  hope  of  challenging 
discussion,  and  only  claim  the  acceptance 
of  the  views  which  I  have  tried  to  ex- 
press distincUg,  if  briefly ^  in  the  event 
of  discussion  resulting  in  a  verdict  in 
their  favor.' 


CONCRETE.* 

Bt  JOHN  SLATSR,  B.A.,  F.R.I.B.A. 
From  "The  Building  News." 


I  HAVE  to-night  to  ask  your  attention 
to  the  means  to  be  adopted  for  rendering 
buildings  stable,  and  securing  good 
foundations.  This  question  of  foun- 
dation is,  perhaps,  the  most  essential  of 
any  with  which  persons  connected  with 
buildings  have  to  deal,  for  if  the  foun- 

*  A  lecture  delivered  at  Carpenters*  Hall  on  Wed- 
nesday niirbt,  March  17. 
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dation  be  faulty,  the  superstructure,  even 
if  it  should  stand,  will  certainly  suffer. 
It  will  be  totally  useless  for  the  architect 
to  design,  or  for  the  deft  fingers  of  the 
mason  to  elaborate,  the  most  delicate 
window-tracery,  the  mctet  graceful  piers 
and  columns,  the  most  stately  towers 
and  domes;  or  for  the  artist  to  enrich 
these  creations  with  the  most  briUiant 
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efforts  of  his  genius,  unless  the  edifice 
be  founded  so  that  no  cracks  or  settle- 
ments occur  to  deface  the  decorations. 
In  some  localities,  as  for  instance,  where 
rock  crops  up  close  to  the  surface,  a  na- 
tiiral  foundation  is  obtainable,  which 
cannot  be  improved  upon ;  but  in  the 
majority  of  cases,  and  especially  in  Lon- 
don and  its  neighborhood,  it  is  almost 
impossible  to  find  a  good  natural  foun- 
dation without  digging  to  a  depth  that  is 
practically  out  of  the  question,  on  the 
ground  of  expense.  Hence  it  is  neces- 
sary to  form  artificial  foundations,  and 
the  material  principally  used  for  these  is 
concrete.  Although  the  use  of  concrete 
as  a  building  material  is  of  comparatively 
recent  date  in  this  country,  it  was  known 
and  extensively  used  by  many  of  the  na- 
tions of  antiquity.  There  is  ground  for 
thinking  that  the  Greeks  were  not  un- 
acquainted with  its  use,  especially  in 
the  Italian  colonies  of  Magna  Grsecia; 
and  as  far  distant  as  Mexico,  in  many  of 
those  curious  pyramidal  buildings  which 
are  the  remains  of  an  unknown  civiliza- 
tion, concrete  foundations  have  been  dis- 
covered. But  when  we  come  to  those 
grand  old  builders,  the  Bomans,  who 
were,  par  excellence,  the  scientific  con- 
structors and  engineers  of  anciei^t  times, 
we  find  that  they  used  concrete  to  an  ex- 
tent with  which  nothing  that  has  as  yet 
been  done  in  modem  times  can  compare. 
One  reason  for  this  was  that  the  Bomans 
found  ready  to  their  hand  the  best  ma- 
terials that  exist  in  the  whole  world  for 
making  good  concrete — viz.,  the  traver- 
tine limestone,  the  pozzolana,  which  is  a 
fine  sandy  earth  of  volcanic  origin,  and 
a  beautiful  clean,  sharp  sand.  The  use 
of  concrete  by  the  Bomans  dates  back  as 
far  as  the  tune  of  the  Kings — i.e.,  an- 
terior to  509,  B.  0. ;  and  no  less  than  five 
kinds  of  concrete  walls  are  described  by 
Prof.  Middleton,  who  has  recently  de- 
voted a  great  deal  of  careful  attention 
to  the  methods  of  construction  of  the 
Bomans.  In  addition  to  using  concrete 
for  foundations,  they  used  it  without  any 
facing  for  walls,  which  were  constructed 
very  nearly  as  described  in  Mr.  Tail's  or 
Mr.  Drake's  patents,  which  were  taken 
out  a  few  years  ago.  Wooden  posts 
were  fixed  in  the  ground  about  3ft. 
apart,  and  boards  were  nailed  horizon- 
tally to  the  posts,  and  then  the  inter- 
mediate space  was  filled  in  with  concrete 


in  a  semi-fiuid  state,  and  as  soon  as  this 
had  set,  the  boards  were  moved  one 
stage  higher.  Thus  the  concrete  formed 
one  perfectly  solid  mass,  and  some  of 
these  early  Boman  walls  are  so  solid  and 
hard  still  that  quite  recently  it  has  been 
found  necessary  to  destroy  them  with 
dynamite  in  the  course  of  improvements 
that  have  been  made.  Even  when  the 
Boman  walls  appear  to  be  of  brick  or 
marble,  this  is  in  every  case  a  mere  fac- 
ing or  veneer,  and  the  core  of  the  wall 
is  of  concrete.  They  also  largely  used 
this  material  in  constructing  very  exten- 
sive vaults,  for  supporting  upper  floors, 
staircases,  ranges  of  seats,  &c.  Con- 
crete also  formed  the  basis  of  all  Boman 
roads ;  in  the  early  examples  the  blocks 
of  stone  laid  on  the  concrete  were  much 
more  closely  jointed  than  was  the  case 
afterwards.  There  can  be  no  doubt  that 
the  lasting  nature  of  the  Boman  con- 
crete was  due,  in  addition  to  the  excel- 
lent materials,  to  the  careful  way  in 
which  it  was  made,  and  I  shall  have  to 
refer  again  to  the  method  of  making 
concrete  adopted  by  the  Bomans.  The 
French  have  been  very  great  users  of 
concrete,  or  b/Con,  as  it  is  there  called, 
since  the  year  1820,  and  the  material  has 
been  used  in  enormous  blocks  in  docks 
at  Toulon,  Marseilles,  and  other  places, 
and  in  the  construction  of  the  Mole  at 
Algiers,  and  the  breakwater  at  Cher- 
bourg. In  this  country  concrete  was 
employed  in  very  early  times,  as,  for  in- 
stance, in  the  foundations  of  Westmins- 
ter Abbey,  aud  in  the  older  portions  of 
the  sub-structure  of  St.  Paul's;  but  its 
use  died  out,  and  for  a  long  while  the 
only  method  adopted  for  making  stable 
artificial  foundations  in  bad  soUs  was 
pile- driving.  Although  Mr.  Semple,  of 
Dublin,  in  1776,  suggested  the  use  of  a 
mixture  of  sand,  gravel  and  quicklime 
for  structural  purposes,  it  was  not  till 
the  beginning  of  this  century  that  con- 
crete was  recognized  as  a  building  ma- 
terial. Colonel  Pasley  says  that  the  first 
use  of  concrete  for  foundations  was  by 
Mr.  Smirke  at  the  Millbank  Penitentiary 
in  1817,  and  there  is  a  story  that  the  dis- 
covery, or  rather  re-discovery  of  the  fact 
that  lime  would  combine  with  gravel  and 
form  a  sort  of  artificial  stone  was  a  pure 
accident,  owing  to  the  upsetting  of  a 
barge-load  of  hme  during  the  erection 
of  Waterloo  Bridge,  when  it  was  found 
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that  the  loose  gravelly  bed  of  the  river 
had  been  rendered  hard  and  compact  by 
the  action  of  the  lime.    Now,  what  is 
concrete  t    It  may  be  defined  as  an  arti- 
ficial stone  composed  of  a  mixture  of  hard 
materials,  such  as  ballast,  flints,   stone 
chippings,  broken  bricks,  pottery,  or  iron 
slag,  cailed    the    '^  aggregate,''    and     a 
cementitious  material  called  the  *' mat- 
rix,"    thoroughly     combined,    together 
with  a  sufScient  quantity  of  water.    The 
value  of  the  concrete  depends  almost 
entirely  upon  the  quality  of  the  cemen- 
titious material,  whether  lime  or  cement, 
and  it  is  most  important  that  you  should 
clearly  understand  the  difference  in  the 
properties  of  various  kinds  of  lime.     I 
must  make  a  short  digression  here  in 
order  to   describe  them.     You  are,  of 
course,  all  aware  that  lime  is  produced 
by  boming  limestones,  and  upon    the 
constituents  of   the  limestone  depends 
the  quality  of  the  lime.     First,  there  are 
the  rich  limes   produced    from    stones 
which  are  perfectly  pure  carbonate  of 
lime — such   as  the  upper    and    middle 
chalk    formations    and    white    statuary 
marble.     Lime  made  from  these  stones 
is  commonly  called  chalk-lime,   and  is 
much  used  for  mortar  and  concrete  in 
country  districts  where  chalk  is  plenti- 
ful.    This  lime,  when  mixed  with  water, 
commences  to  slake,  as  it  is  called — i.e., 
it  swells,  hisses,  give  off  hot  vapor,  and 
falls  into  powder ;    and  if  it  be  then 
mixed  with  water,  it  will  always  remain 
of    the    same    consistency,    and    never 
harden  at  all;    and  as  it  is  soluble  in 
fresh  water,  mortar  made  of  chalk  lime 
should  never  be  used  for  external  work, 
as  the  action  of  the  weather  will  soon 
render  the  joints  quite  soft,  and  anyone 
who  has  been  present  during  the  pulling 
down  of  buildings,  the  mortar  of  which 
was  composed  of  chalk  lime,  will  have 
noticed  how  easily  the  bricks  are  separ- 
ated, and  what  a  large  amount  of  dust 
comes  from  the  demolition.     Then  come 
the  poor  limes,   made  from  the  argil- 
laceous or  clayey  limestones,  which  con- 
*  tain,  in  addition  to    the  carbonate  of 
lime,  various  foreign  substances,  chiefly 
silica  and  alumina,   and  often  a  small 
quantity  of  oxide  of  iron.      The  exist- 
ence of  a  small  quantity  of  these  foreign 
substances^— as  in  the  Dorking,  Hailing, 
and  Merstham  limestones — causes    the 
lime  made  from  them  to  show  much  less 


violent  action  when  slaked,  and  enables 
it  to  set  after  slaking,   but  not  under 
water.       Next     come     the     blue    lias 
limestones,    which    contain    a    greater 
quantity  of  silica  and  alumina,  and  prp- 
duce  what  is    called    hydraulic    limes, 
which  will  set  and  continue  to  harden 
under  water ;  and  after  these  come  the 
so-called  natural  cement  stones  found  in 
the  London  clay  formations  at  Harwich, 
Sheppey  and  ihe  Isle  of  Wight,  or  in 
parts  of  Yorkshire,  in  the  clays  of  the 
oolitic  series.    These  contain  even  more 
silica  and  alumina,  and  from  them  used 
to   be  manufactured    the   Medina    and 
Roman  cements  which  had  the  power  of 
hardening  under    water    very    quickly. 
These  cements  enjoyed  a  high  reputa- 
tion for  many  years,  but  they  are  now 
almost  entirely  superseded  by  the  arti- 
ficial cements  of  which  Portland  is  the 
type.      You  may  take  it  roughly  that 
rich  limes  contain  over  90  per  cent,  of 
carbonate    pf    lime;     greystone    limes, 
such  as  Dorking,   about  80  per  cent. ; 
blue  lias  from  66  to  70  per  cent.,  and 
cements  40  to   50  per  cent.      When  it 
was    a    well-ascertained    fact    that    for 
building  purposes  lime  obtained  from 
the  limestones  containing  a  considerable 
proportion  of  argillaceous  earth  was  the 
best,  the  idea  began  to  gain  ground  that 
an  artificial   cement  could  be  manufac- 
tured by  mixing  chalk  with  various  kinds 
of  clay  and  calcining  the  mixture.     The 
patent  granted  for  the  manufacture  of 
an  artificial  cement  of  this  kind,  called 
Portland  cement,  from  its  resemblance 
when  set  to  Portland  stone,  was  taken 
out  by  a  Mr.  Aspden  in  1824,  who  de- 
scribes himself    as    of    Leeds,    in    the 
county  of    York,    bricklayer;    but    the 
manufacture  was  not  placed  on  a  really 
scientific  basis  till  Colonel  Pasley  carried 
out  his  elaborate  series  of  experiments 
during  the  years  1826  to  1836.    As  so 
often  happens  with  scientific  discoveries, 
it  appears  to  have  been  by  pure  accident 
that  he  discovered,  after  many  failures, 
the  superlatively  good  qualities  of   the 
alluvial  clay  or  mud  of  the  lower  basins 
of  the  Thames  and  the  Medway.     This 
clay,   which  has  been  deposited  in  the 
tidal  waters  of    these   rivers,   contains 
exactly  the  right  proportions  of   silica 
and  alumina  for   combining    with    the 
chalk.    It  would  take  too  long  to  de- 
sciibe  in  detail  the  manufacture  of  Port- 
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land  cement ;  but,  briefly,  it  is  this :  the 
chalk  and  clay  in  the  proportion,  as  a 
a  rule,  of  about  70  per  cent,  of  the 
former  to  30  per  cent,  of  the  latter 
(though  these  proportions  vary  with  the 
nature  of  the  chalk),  are  ground  under 
rollers  and  intimately  mixed  together 
with  a  great  quantity  of  water  until  the 
mixture  is  of  -  the  consistency  of  thin 
paste,  which  is  allowed  to  settle,  the 
water  is  drawn  off,  and  the  residue  is  left 
to  dry.  This  is  then  cut  out  in  lumps 
and  taken  to  the  kilns,  where  it  is  burnt 
at  a  high  temperature,  and  it  is  very  im- 
portant that  the  whole  of  the  mixture 
should  be  thoroughly  burnt  The  effect 
of  the  burning  is  to  drive  off  all  the 
carbonip-acid  gas,  and  to  leave  the  mix- 
ture in  the  form  of  clinkers.  These  ar6 
then  carefully  gi'ound  to  a  powder  under 
millstones,  to  such  a  degree  of  fineness 
that  it  will  all  pass  through  the  meshes 
of  a  sieve  having  625  holes  to  a  square 
inch.  The  weight  of  the  ground  cement 
should  be  as  nearly  as  possible  1  cwt. 
per  striked  bushel,  and  the  specific 
gravity  3.00.  The  essential  difference 
between  lime  and  cement  is  that  lime 
slakes  with  the  addition  of  water,  while 
cement  does  not;  lime  powder,  after 
slaking,  will  not  set  if  mixed  up  with 
water,  unless  sand  be  added  to  it|  while 
cement  will  set  at  once,  and  equally  well 
in  the  water  and  the  air.  The  property 
of  setting  quickly,  and  setting  under 
water,  makes  Portland  cement  of  the 
greatest  value,  and  its  use  for  concrete 
is  extending  every  day.  Now,  with  re- 
gard to  the  aggregate,  this  may  consist 
of  ballast,  stone  chippings,  broken  bricks, 
Ac,  but  the  latter  should  never  form  the 
whole  substance  of  the  aggregate,  and 
care  should  be  taken  that  the  pieces  are 
not  too  large.  In  the  case  of  ballast,  it 
is  most  important  that  it  should  be  clean 
and  free  from  any  admixture  of  loam  or 
earthy  substances.  And  there  is  one 
other  point  to  be  remembered,  which  is, 
that  the  concrete  will  be  much  stronger 
for  the  admixture  of  a  small  quantity  of 
sharp  sand,  which  will  fill  up  the  inters- 
tices between  the  pebbles,  &c.,  and  will 
make  a  much  more  solid  mass  Of  the 
whole.  Having  thus  desr-ribed  the  ma- 
terials of  which  concrete  is  composed,  I 
now  come  to  the  mixing  process,  and 
this  is  a  matter  which  is  far  too  often 
neglected.     We  all  know  the  good  old 


ruleof-thumb  way  in  which  ordinary 
builders*  laborers  mix  up  the  concrete: 
a  heap  of  ballast  and  broken  bricks  is 
piled  up,  a  certain,  or  rather  very  uncer- 
tain, quantity  of  lime  is  poured  out  on 
it  from  a  sack ;  then  water  is  added  ac- 
cording to  the  discretion  of  the  mixer, 
and  the  mass  is  quickly  turned  over  and 
wheeled  or  shot  into  the  trench  ;  and  a 
very  superficial  examination  is  often 
sufficient  to  show  numerous  nodules 
of  unslaked  lime  after  it  has  been  thrown 
in.  Now,  this  is  a  most  unscientific  and 
improper  way  of  preparing  concrete; 
the  great  essential  is  that  the  lime  should 
all  be  perfectly  slaked  during  the  mixing 
of  the  concrete  before  it  is  thrown  into 
the  trench,  and  that  exact  proportions 
should  be  maintained.  For  ordinary 
foundation  purposes,  if  what  is  called 
stone  lime  be  used,  two  measures  should 
be  prepared,  the  cubical  contents  of  the 
one  being  four  times  that  of  the  other. 
The  large  measure  should  be  filled  with 
ordinaiy  ballast,  and  turned  out  on  a 
boarded  platform;  to  this  should  be 
added  a  small  measure  full  of  sand,  and 
then  a  small  measure  full  of  lime ;  this 
will  give  the  proportion  of  five  parts 
ballast  and  sand  and  one  of  lime,  and 
if  this  be  well  mixed  and  turned  over 
after  the  water  is  added,  which  should 
be  done  gradually  and  in  small  quanti- 
ties, it  will  make  a  very  good  concrete 
for  ordinary  purposes.  If  the  ballast 
and  sand  before  the  admixture  of  the 
lime  amount  to  a  cubic  yard,  it  will  be 
found  that  about  30  gallons  of  water 
will  be  required  to  mix  it  thoroughly. 
This  mixture  should  be  then  wheeled 
and  thrown  into  the  trenches,  not  from 
a  great  height,  as  used  to  be  considered 
essential,  for,  if  so,  the  heavier  particles 
tend  to  fall  to  the  bottom  first,  and  the 
mixture  will  not  be  so  well  amalgamated, 
levelled  and  rammed.  The  French 
method  of  making  concrete,  or  beton^ 
which  is  almost  exactly  the  same  as  thai 
adopted  by  the  old  Romans,  is  undoubt- 
edly superior  to  ours.  They  invariably 
mix  up  the  lime  and  sand  to  form  good 
mortar  Jirst,  and  then  mix  in  the  pebbles 
with  it.  A  heap  of  good  stiff  mortar  is 
first  prepared,  with  a  moderately  hy- 
draulic hme  and  sharp  sand ;  a  barrow- 
full  of  pebbles,  which  have  been  washed, 
are  then  spread  out  on  a  platform  ;  <^er 
it  is  spread  a  barrowfull   of    mortar; 
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then  a  second  barrowfull  of  stones,  and 
and  then  another  of  mortar,   and  the 
whole  is  turned  over  with  spades,  and 
dragged  backwards  and  forwards  with 
rakes  till  the  pebbles  have  become  thor- 
oughly enveloped  in  the  mortar,  and  the 
whole  mass  is  then  thrown    into    the 
trenches.     An  extra  precaution  against 
deterioration  of  the  concrete  by  contact 
with  loamy  earth  is  adopted  in  the  best 
work   by  covering  the  bottom   of    the 
trench  with  a  thin  layer  of  sharp  sand. 
The  washing  of  the  ballast  is  an  excel- 
lent thing,  as  it  tends  to  clear  it  from 
any  earthy  particles  that  may  have  be- 
come mixed  with  it.     There  can  be  no 
doubt  that  this  is  a  far  more  scientific 
method  of    making  concrete  than   the 
former.     If  the  mortar  is  well  made  you 
get  the  pebbles  more  thoroughly  amalga- 
mated,  and  yon  insure  that  the    lime 
shall  be  thoroughly  slaked  before   the 
concrete  is  spread ;  but  it  is  also  more 
expensive,  and  I  should  not  consider  it 
necessary  to  use  this  method  in  ordinary 
cases.    But  where  the  soil  is  very  wet, 
or  in  any  case  where  the  stability  of  the 
foundations  is  of  veiy  great  importance, 
I  should  always  recommend  the  use  of 
cement  concrete.     With  ordinary  care  in 
mixing  this,  supposing  the  materials  are 
of  good  quality,  you  know  you  can  tely 
upon  its  setting  quickly,  and  forming  a 
perfectly  sohd  foundation,  and  you  need 
be  under  no  apprehension  of  having  it 
spoilt  by  the  inroad  of  water.     The  cost 
is  more  than  that  of  lime  concrete ;  but 
not  so  much  more  as  the  difference  in 
cost  of  lime  and  cement,  because  you 
can  use  less  cement  proportionally.     Six 
parts,  of  ballast,  one  of  sand,  and  one  of 
Portland  cement  will  make  a  concrete 
good  enough  for  almost  anything  in  the 
way  of   foundations.      Care  should    be 
taken  that  not  too  much  water  is  used. 
Faraday,  the  eminent  chemist,  said  that 
in  the  production  of  concrete  the  great 
thing  was  the  discreet  and  accurate  use 
of  water.    If  too  much  be  used,  it  will 
wash  the  cement  away  from  the  particles 
of  the  mass  before  it  has  time  to  become 
thorougly  indurated.     If  the  trench  in 
which  the  concrete  is  to  be  spread  is  not 
loo  deep — that  is,  not  above  18  in.—  my 
own  opinion  is  that  you  will  get  a  harder 
and  more  solid  mass  by  filling  it  up  at 
once  to  the^  full  thickness,  and  not  put- 
ting the  concrete  in  in  layers ;  but  if  you 


have  to  put  the  concrete  5ft.  thick,  it 
must,  of  course,  go  in  layers.     In  any 
case,  it  will  be  much  improved  by  being 
well  rammed  after  levelling.     In  such  a 
material  as  concrete   there  must   be  a 
number  of  minute  air  spaces.      You  can 
see  them  vdth  the  naked  eye  in  concrete 
that  has  set,  and  the  act  of  ramming 
will   drive  out  much  of  the  interstitial 
air,  and  make  the  particles  of  the  mix- 
ture more  compact ;  and  the  denser  such 
a  material  is,  the  stronger  it  is.     Numer- 
ous   experiments    have    been    made  to 
ascertain  the  loss   of    bulk  in  making 
concrete.   Professor  Hayter  Lewis  found 
that  27   cubic  feet  of  Thames   ballast,, 
mixed  with  4^  cubic  feet  of  lime,  and  40 
gal.  of  water,  made  exactly  one  cubic 
yard  of    concrete,    and,   in   some   tests 
made  by   the  Royal  Engineers,  it  was 
found    that    27    cubic    feet    of   broken 
stones,  9  cubic  feet  of   sand,   4^  cubic 
feet  of  Portland  cement,  and  26  gal.  of 
water,  exactly  made  a  cubic  yard.     The 
difference  between  the  two  experiments 
may   be  accounted  for  entirely  by  the 
presence  of  the  sand  in  the  latter  case, 
because  the  probability  is  that  if  a  meas- 
sure  containing  a  cubic  yard  were  filled 
with  broken  stones  or  ballast,  it  would 
still  hold  8  or  9  cubic  feet  of  fine,  sharp 
sand  because  the  pebbles  would  not  lie 
close.     It  is  sometimes  stated  that  con- 
crete expands  after  being  mixed.     If  it 
does,  it  is  because  it  has  been  impro- 
perly mixed,   and   any   expansion    that 
takes  place  after  mixing  can  only  cause 
some     disintegration     to     take    place. 
Hitherto  I  have  spoken  of  concrete  as 
used  for  foundations  only ;    but  there 
are  many  other  purposes  for  which  the 
material  can  be  employed.     I  suppose  it 
is  not  much  more  than  twenty  years  ago 
that,  building  materials  and  labor  being 
at  a  very  high  price,  and  by  no  means  of 
very  high  quality,  the  idea  began  to  gain 
ground  that  concrete  might  be  used  for 
the  walls  of  buildings.      I  have  already 
alluded  to  the  fact  that  the  Romans  used 
it  for  these  purposes,   and   that,    too, 
although  they  only  had  lime,  whereas 
we  have  Portland  cement.     But  the  mix- 
ing of    the  pozzolana,    which    I    have 
previously  mentioned,  with  tho  lime  gave 
it    many    of    the    characteristics    of    a 
cement.    The  Italian  architect,  Palladio^ 
writing  300  years  ago,  gives  a  very  good 
account  of  the  Roman  method  of  wall 
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construction.  He  says:  "The  ancients 
used  to  make  walls  called  'reimpiuta' 
— I.e.,  filled  up  with  ragged  stones — 
which  is  also  called  coffer-work,  taking 
planks  and  planting  them  edgewise  in 
two  rows,  distant  from  one  another  the 
thickness  of  the  walls,  and  filling  the 
space  between  them  with  cement,  stones 
of  all  sorts,  earth  and  mortar  mingled 
together,  and  so  on  from  course  to 
course.'*  This  method  of  using  concrete 
for  walls  is  called  monolithic,  the  con- 
crete being  simply  poured  in  a  semi- 
fluid state  into  the  position  required,  to 
which  it  is  confined  by  boards,  and  it 
sets  in  that  position,  so  that  the'  whole 
of  the  wall  is  one  compact  homogeneous 
mass.  Another  method  is  to  form  slabs 
of  concrete  by  casting  it  in  moulds,  and 
allowing  it  to  set  there,  and  the  slabs  are 
then  taken  out  of  the  moulds  and  car- 
ried to  the  place  required,  and  used  in 
the  ordinary  way,  just  like  bricks  or 
stone.  The  former  system,  if  only  ordi- 
nary care  be  taken,  makes  undoubtedly 
the  strongest  work,  as  there  are  no 
joints,  either  vertical  or  horizontal,  and, 
moreover,  no  skilled  labor  is  required  in 
this  construction,  ordinai-y  laborers  being 
able  to  mix  the  ingredients  and  fill  in  as 
required.  Several  systems  of  apparatus 
have  been  invented  for  confining  the 
concrete  to  the  requisite  thickness  of 
wall  and  for  shifting  the  moulding  boards 
from  one  stage  to  another,  and  many  of 
these  are  of  a  somewhat  complicated 
character ;  but  it  is  very  doubtful  if  any 
material  advantage  is  gained  over  the 
simple  plan  of  nailing  the  boards  to  up- 
right posts  and  filling  in  between.  Walls 
thus  constructed  are  really  stronger  than 
brickwork,  drier,  and  more  cheaply  built ; 
but  great  care  must  be  taken  in  the  pre- 
paration of  the  concrete :  the  cement 
must  be  of  the  best;  the  aggregate  must 
be  broken  to  the  proper  size,  and  the 
whole  thoroughly  well  mixed.  If  these 
precautions  are  taken,  the  thickness  of 
the  walls  may  be  about  20  per  cent,  less 
than  with  brick.  The  •  Metropolitan 
Board  of  Works,  after  a  long  deliber- 
ation, have  at  length  announced  their  in- 
tention of  sanctioning  the  use  of  con- 
crete as  a  building  material  for  walls  in 
London,  and  place  the  following  restric- 
tions on  its  use — viz ,  that  the  propor- 
tions shall  be  one  part  of  cement,  two  of 
sand,   and    three    of    coarse    materials. 


which  may  be  ballast,  gravel,  broken 
bricks  or  stone,  or  furnace  clinkers  ;  but 
the  coarser  materials  are  to  be  broken 
small  enough  to  go  through  a  2  in.  ring. 
The  walls  are  to  be  of  the  same  thick- 
ness as  brick  walls,  and  to  be  carried  up 
between  parallel  frames,  and  the  district 
surveyors  are  to  see  that  the  regulations 
are  properly  carried  out  I  think  these 
regulations  too  strict  as  to  the  thickness 
of  the  walls,  and  as  to  the  proportion  of 
cement,  particularly  as  extensive  ranges 
of  buildings  have  been  put  up  in  South- 
wark  where  the  cement  was  gauged 
eight  to  one.  I  rather  pity  the  district 
suiTeyors  in  their  work  of  supervision ; 
but  the  Board  seem  to  have  missed  the 
most  important  point  of  all — viz.,  the 
quality  of  the  cement— and  they  cer- 
tainly ought  to  give  their  officers  power 
to  test  this,  for,  as  I  have  pointed  out, 
serious  consequences  will  ensue  if  this 
be  not  of  the  best  kind.  The  second,  or 
block  system,  has,  however,  some  advan- 
tages :  no  particular  building  apparatus 
is  required;  any  imperfections  in  the 
concrete  can  be  discovered  before  it  is 
used  ;  the  blocks  can  be  made  of  any  re- 
quired section  and  of  any  size,  and  per- 
manent tints  can  be  given  to  the  blocks 
by  mixing  various  mineral  coloring  mat- 
ters with  the  aggregate  in  the  moulds. 
But  for  laying  these  blocks,  just  as  much 
skilled  labor  is  required  as  is  the  case 
with  bricks  and  stone,  and,  of  course, 
mortar  and  cement  must  be  used  to  bed 
the  blocks  in;  in  fact,  this  is  merely 
artificial  blocks  of  stone  instead  of  nat- 
ural ones;  but  this  artificial  stone  is 
really  concrete,  and  as  such  it  possesses 
virtues  which  may  be  sought  in  vain  in 
any  of  the  natural  building  stones,  and 
therefore  no  lecture  on  concrete  would 
be  complete  without  a  reference  to  the 
artificial  concrete  blocks  which  are  very 
extensively  used  at  the  present  time.  I 
believe  the  first  artificial  stone  which  was 
used  in  this  country  was  Bansome's, 
which  was  patented  in  1844  or  1845. 
This  consisted  of  a  mixture  of  sand,  sili- 
cite  of  soda,  powdered  flints,  and  a 
little  clay,  which  was  worked  up  to  the 
consistency  of  putty,  pressed  into  moulds, 
dried  and  burnt,  and  this  burning,  in  my 
judgment,  takes  the  material  out  of  the 
category  of  concrete  stones.  Some  years 
later,  however,  Mr.  Eansome  found  that 
by  dipping  the  moulded  mixture  into  a 
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bath  of  chloride  of  calcium  the  burning 
could  be  dispensed  with,  and  a  series  of 
experiments  made  in  1861  by  Professor 
Frankland  showed  most  conclusively 
that  Bansome*s  patent  concrete  stone 
when  only  a  fortnight  old  was  equal  to 
the  best  of  the  natural  stones.  Soon 
after  Mr.  Bansome^s  first  patent,  in  1847, 
a  Mr.  Buckwell  obtained  a  patent  for 
*'  Granitic  brescia  stone,"  which,  I  be- 
lieve, was  used  in  1851  in  the  Hyde  Park 
Exhibition.  This  wase  ssentially  a  con- 
crete, as  it  consisted  of  fragments  of 
suitable  stone,  broken  into  small  pieces 
and  mixed  with  cement,  with  a  small 
quantity  of  water,  not  more  than  enough 
to  bring  it  to  a  damp  state.  This  was 
put  into  a  mould  and  powerfully  com- 
pressed with  a  percussive  action,  and 
more  of  the  materials  added,  until  the 
requisite  thickness  of  block  was  obtained. 
The  block  was  thus  rendered  very  dense 
and  compact,  and  this  artificial  stone 
was  used  for  water-tanks,  than  which  no 
severer  test  can  be  applied  of  the  quali- 
ties of  an  artificial  stone.  At  the  present 
day  the  artificial  stone  which  is  most 
used  is  the  well-known  Victoria  stone, 
the  patent  for  which  was  originally  ob- 
tained by  a  Mr.  Highton.  The  aggre- 
gate of  which  this  stone  is  composed  is 
ground  Leicestershire  syenite,  a  species 
of  granite  containing  horn-blende  instead 
of  mica,  and  lacking  quartz,  which  is 
thoroughly  washed,  so  that  no  earthy 
particles  remain,  and  an  ingenious  ma- 
chine has  been  patented  for  doing  the 
washing  business.  After  being  washed, 
the  aggregate  is  carefully  mixed  with  a 
certain  quantity  of  Portland  cement  of 
the  very  best  quality,  and  is  placed  in 
iron -lined  wooden  moulds,  which  are 
filled  to  the  top,  but  no  pressure  is  ap- 
plied; after  the  concrete  is  set  it  is 
taken  from  the  moulds  and  placed  in  a 
bath  of  liquid  silicate  of  soda,  and  after 
ten  days'  immersion,  the  block  becomes 
so  thoroughly  impregnated  with  silica 
that  nothing  but  the  strongest  acids  will 
free  it  again.  The  stone  thus  becomes 
intensely  hard,  and  quite  impervious  to 
weather  action — ^in  fact,  its  hardness  in- 
creases with  time.  This  property  makes 
it  invaluable  for  copihgs,  sills,  paving, 
&c.,  and  it  has  another  advantage  over 
ordinary  stone — that  heads  and  sills  can 
be  cast  in  as  long  lengths  as  can  be  de- 
ired,  thus  avoiding  joints.     It  is  used 


also  for  sinks  and  other  such  purposes. 
The  silica  used  in  the  manufacture  of 
this  stone  is  obtained  from  the  Famham 
stone  found  under  the  Surrey  chalk  beds, 
and  is  boiled  in  coppers  with  caustic 
soda.  One  of  the  most  enterprising 
modem  pioneers  in  concrete  building 
was  the  late  Mr.  W.  H.  Lascelles,  of 
Bunhill  row,  who  was  a  most  sanguine 
believer  in  the  future  of  this  material. 
Mr.  Lascelles  actually  built  cottages, 
which  were  not  only  habitable,  but  com- 
fortable, the  walls  of  which  were  only  IJ 
in.  thick,  formed  of  slabs  of  cement  con- 
crete, the  outer  side  cast  in  imitation  of 
brick  or  tiles,  and  the  inner  side  left 
rough  for  plastering.  These  very  thin 
walls  appear  to  have  kept  out  the  weather 
perfectly,  but  moisture  condensed  on  the 
inner  face,  so  Mr.  Lascelles  improved 
upon  his  original  idea  by  having  a 
double  casing  of  slabs  with  a  cavity  be- 
tween. He  also  formed  floors  of  con- 
crete, window  frames  and  roofs ;  but  the 
latter  did  not  turn  out  very  successful, 
as  there  was  always  a  certain  amount  of 
shrinkage.  This  system  did  away  al- 
most entirely  with  the  use  of  wood,  and 
consequently  the  houses  so  built  were  as 
near  being  fireproof  as  they  could  be 
got.  Mr.  Lascelles'  concrete  is  com- 
posed of  four  parts  of  powdered  coke 
and  one  part  of  cement  mixed  together 
in  a  mill,  with  a  small  quantity  of  water, 
and  cast  in  moulds  without  pressure,  and 
by  mixing  metallic  oxides  in  the  form  of 
powder  with  the  cement,  the  concrete  is 
colored  any  desired  tint.  Very  excellent 
specimens  of  mullioned  windows,  chim- 
ney caps,  head  and  sills,  strings,  copings, 
panels,  and  over-mantels  are  made  in 
this  material,  and  are  largely  used  as  a 
substitute  for  stone,  and  it  is  much 
cheaper  than  stone ;  but  I  am  bound  to 
say  I  have  seen  cases  where  the  color 
has  not  been  retained  as  it  ought  to  be, 
and  I  am  informed  that  this  is  caused  by 
the  workmen  giving  the  slabs  a  top 
dressing  of  colored  cement  after  they 
come  out  of  the  moulds.  Of  course  this 
should  never  be  done,  as  the  color  should 
really  penetrate  some  depth  into  the 
mass  of  concrete.  For  standing  a  Lon- 
don damp  and  smoky  atmosphere  there 
can  be  no  doubt  of  the  great  superiority 
of  this  concrete  to  almost  any  natural 
stone.  Messrs.  Lascelles  also  make  a 
very  good  wall  on  what  is  termed  Pot- 
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ter'fi  patent.  In  this,  a  casing  of  con- 
crete slabs,  of  which  one  face  is  fair,  is 
put  Tip,  and  ordinary  concrete  filled  in 
between  just  as  in  the  way  I  described  in 
the  wooden  framework ;  but  as  the  slabs 
are  intended  to  remain,  they  are  formed 
with  a  kejj  so  that  when  the  core  of  con- 
crete sets,  it  is  quite  impossible  for  the 
skin  of  slabs  to  move.  Among  the 
numerous  purposes  for  which  this  ma- 
terial is  used  may  be  mentioned  silos, 
water-tanks,  sewer  pipes,  columns,  &c. 
It  would  occupy  too  much  time  were  I 
to  attempt  a  description  of  all  the 
methods  of  concrete  construction  that 
have  been  invented,  such  as  TalFs, 
Drake's  and  others  ;  but  the  most  recent 
of  them — the  system  patented  by  Messrs. 
West — has  various  novel  features  about 
it  which  deserve  attention.  This,  like 
Potter's  system,  is  a  slab  construction 
filled  in  with  rough  concrete;  but  the 
form  of  the  slabs  is  ingeniously  arranged, 
BO  that  no  temporary  tie  or  external  sup- 
port is  required  during  building.  The 
slab  itself  is  made  of  concrete  cast  in  a 
mould,  so  that  on  one  side  is  a  finished 
face,  plain  or  ornamental,  as  the  case 
may  be,  and  on  the  other  a  sunk  paael 
about  half  the  thickness  of  the  slab  it- 
self, with  its  edges  undercut,  so  that 
when  in  position,  and  the  mass  of  semi- 
liquid  concrete  is  poured  in,  the  slabs 
are  securely  keyed  to  the  general  mass. 
Dovetail  mortise-holes  are  also  formed  in 
the  top  and  bottom  edges  of  the  slabs, 
in  order  that  when  laid  fiiey  may  be  kept 
in  their  proper  place  by  simply  pouring 
into  these  holes  some  quick- setting 
cement.  There  is  also  a  narrow  groove 
along  the  edges  of  the  slab  which,  when 
filled  with  cement,  acts  as  a  joggle  joint, 
keeping  the  slabs  .together.  An  mner 
and  outer  casing  of  slabs  is  thus  set  up, 
and  the  plastic  concrete  poiu-ed  in,  filling 
up  the  sunk  panels  and  making  with  the 
slabs  a  perfectly  solid  wall.  For  open- 
ings, jams  are  moulded,  having  recesses, 
or  dovetailed  holes,  into  which  the  fluid 
concrete  may  penetrate,  so  that  they  can 
be  thus  keyed  to  the  general  mass  of  the 
wall.  The  slabs  are  made  either  rectan- 
gular or  hexagonal  on  plan,  and  as  they 
are  all  cast  in  a  mould,  there  is,  of 
course,  not  the  slightest  difficidty  in 
arranging  for  circular  work,  splayed 
angles,  or  anything  of  that  kind.  There 
has  always  been  considerable  difficulty  in 


arranging  for  moulded  or  enriched 
stringcourses  or  projections,  wilh  con- 
crete,, and  this  difficulty  is  proposed  to 
be  overcome  by  casting  the  moulding 
first  and  then  applying  it  to  the  slabs 
while  they  are  in  a  plastic  state,  the 
moulding  thus  becoming  part  of  the 
slab,  which  is  then  fixed  in  the  required 
position.  The  moulds  for  casting  these 
slabs  are  made  of  metal  and  lined  with 
indiarubber.  Similar  slabs  can  be 
moulded  with  curves  for  constructing 
domes,  and  ceiling  slabs  can  be  made 
with  rebates,  so  that  they  can  be  sup- 
ported on  iron  joists  or  girders.  This 
system  of  concrete  building  is  certainly 
the  most  scientific  *  and  the  most  com- 
plete that  has  yet  been  invented,  and  I 
have  no  doubt  whatever  that  a  building 
thus  erected  would  be  perfectly  dry  and 
very  strong;  but  I  am  somewhat  dis- 
posed to  think  that  the  system  is  a  little 
too  complicated  to  be  cheap,  as  the  labor 
required  for  properly  setting  the  slabs  in 
place  and  cementing  them  together 
would  nearly  equal  that  required  for  a 
stone  wall.  The  inventors  have,  how- 
ever, shown  so  much  skill  in  maturing 
their  design  and  providing  for  all  diffi- 
culties, that  it  is  quite  possible  they  may 
soon  be  able  to  point  to  actual  works 
carried  out  on  their  principle,  and  to 
give  accurate  details  of  cost,  which  I  am 
not  able  to  .do  now.  A  very  ingenious 
traveling  scaffold  and  concrete  elevator 
have  also  been  invented  by  Messrs.  West, 
which  obviate  the  necessity  of  erecting  a 
scaffold  all  round  the  work,  and  require 
no  putlog  holes  to  be  left ;  and  undoubt- 
edly some  such  arrangement  as  this  has 
been  a  great  desideratum  as  an  auxiliary 
to  concrete  construction.  There  can  be 
little  doubt  that  this  system  of  concrete 
building  would  be  of  most  material  use 
in  the  construction  of  farm  buildings, 
cottages,  &c.,  in  country  districts  far  re- 
moved from  railways,  as  the  slabs  ore 
light  and  portable,  and  the  material  for 
the  filling  can  generally  be  obtained  on 
the  spot.  For  paving  purposes,  concrete 
is,  of  course,  excellently  adapted ;  but  it 
is  very  difficult  to  get  ordinary  workmen 
to  lay  a  concrete  floor  properly.  What 
they  like  is  to  lay  the  concrete  and  let  it 
get  hard,  and  then  finish  off  the  top 
with  a  thin  coating  of  neat  cement  This 
looks  very  well  when  it  is  first  done;  but 
sooner  or  later  the  thin  coating  begins 
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to  flake  oflf  or  crack,  and  looks  very  bad. 
The  proper  way  id  to  break  up  the  ma- 
terials of  the  concrete  to  a  small  size, 
and  then,  in  laying  it,  to  trowel  it  off  at 
the  top  as  smooth  as  possible,  so  that  it 
is  all  one  mass  and  no  layers  exist. 
Portland  cement  should  always  be  used, 
and  if  ordinary  care  be  taken,  there  is  no 
reason  why  a  laborer  should  not  lay  an 
excellent  concrete  floor.  There  are  many 
patents  for  concrete  paving,  of  which  I 
may  mention  Drake's  granitic  concrete 
and  Macleod's  granitic,  which  has  been 
largely  used  in  the  North  of  England 
for  warehouses,  stables,  &c.  It  is  not 
cast  in  blocks,  but  laid  in  sitUy  and  it  can 
be  made  to  take  somewhat  of  a  polish  if 
desired.  This  forms  an  extremely  hard, 
impermeable  pavement,  and  it  looks  very 
well ;  but  I  really  believe  the  whole 
secret  of  the  excellence  of  these  patent 
systems  of  paving  lies  in  the  careful 
manipulation  of  the  materials  and  the 
sparing  use  of  wateh  I  may  state  here 
that  for  engine-beds  concrete  is,  in  many 
respects,  far  superior  to  stone,  as  it  is 
not  liable  to  chip  and  crack,  and  it  is 
very  much  less  expensive.  I  now  come 
to  the  last  division  of  my  subject,  and 
that  is  the  use  of  concrete  for  vaults, 
and  in  fireproof  construction.  Everyone 
is  acquainted  with  the  fact  that  an  ordi- 
nary arch  exerts  a  thrust  which  has  to  be 
counteracted,  or  it  would  soon  push  out 
its  abutments.  A  concrete  arch,  how- 
ever, after  it  has  set,  forms  a  complete 
homogeneous  mass,  and  exerts  only  a 
dead  weight  on  its  supports.  The  Ro- 
mans were  aware  of  this,  and  constructed 
the  boldest  and  most  extensive  vaults  of 
concrete — as  in  the  Baths  of  Garacalla, 
and  the  House  of  the  Vestals  lately  ex- 
cavated. They  were  careful,  moreover, 
to  make  the  concrete  used  for  these  pur- 
poses of  lighter  materials  than  that  em- 
ployed fof  walls  or  pavements.  The 
great  dome  of  the  Pantheon  was  con- 
structed entirely  of  concrete  of  varying 
thickness,  and  the  walls  supporting  this 
enormous  mass  were  20  ft.  thick.  In  the 
Hotuse  of  the  Vestals  the  whole  of  one 
of  the  upper  floors,  about  20  ft.  span, 
consisted  entii*ely  of  a  great  slab  of  con- 
crete 14  in.  thick,  merely  supported  by 
corbels  projecting  from  the  walls,  and  in 
the  Baths  of  Garacalla  there  are  still  ex- 
tensive remains  of  large  concrete  vaults. 
"We,  in  this  country,  have  not  yet  ob- 


tained satisfactory  evidence  of  the  safe 
span  and  thickness  of  a  concrete  vault ; 
but  the  material  is  very  largely  used  to 
form  small  arches  in  fireproof  floors.  It 
is  quite  impossible  to  treat  the  very  im- 
portant question  of  fireproof  buildings 
fully  at  the  fag  end  of  a  lecture — the 
subject  demands  a  whole  evening  to  it- 
self;  but  whatever  system  of  fireproof- 
ing  be  adopted,  concrete  will  prove  to  be 
the  most  import^int  element  in  it. 
Whereas,  the  opinion  used  to  be  held 
that  iron  girders  and  columns  as  sup- 
ports to  a  building  were  sufficient  to 
make  it  fireproof,  we  have  been  taught 
by  sad  and  costly  experience  that  this  is 
very  far  indeed  from  being  the  case.  In 
the  United  States  and  in  France  they 
are  much  more  particular  than  we  are  in 
this  matter,  and,  in  the  former  country, 
it  is  laid  down  as  an  incontrovertible 
maxim  '*that  no  building  can  be  fire- 
proof unless  all  constructional  ironwork 
be  protected,"  and  no  better  material  can 
be  found  as  a  protection  than  concrete. 
Stone  is  utterfy  valueless  in  this  respect, 
as  it  will  crack  when  heated,  and  give 
way  without  any  warning  whatever.  Fox 
and  Barrett's  system  consists  in  filling  in 
concrete  between  wrought-iron  joints, 
the  concrete  being  supported  on  fillets  of 
wood  placed  about  ^  in.  apart,  and  rest- 
ing on  the  bottom  flanges  of  the  iron 
joists,  the  underside  of  the  wood  fillets 
being  plastered.  Either  the  concrete  is 
carried  up  the  requisite  height  and  forms 
the  floor,  or  if  a  wooden  floor  is  required, 
small  joists  are  cut  to  a  dovetail  section 
and  imbedded  in  the  concrete,  and  the 
floor  boards  nailed  to  them.  Dennett's 
system  is  almost  exclusively  a  concrete 
construction,  consisting  of  concrete 
arches  supported  next  the  walls  on  pro- 
jecting courses,  and  by  hollow  iron  joists 
at  intermediate  points.  In  this  system 
gypsum  is  mixed  with  the  Portland 
cement  to  form  the  matrix,  as  experi- 
ments have  shown  that  this  substance 
can  be  heated  to  whiteness  and  then  sud- 
denly cooled  without  being  injuriously 
affected.  In  Homblower's  system  the 
iron  girders  are  surrounded  by  cement, 
and  inclosed  in  a  fireclay  casing,  sup- 
porting fireclay  arches.  Even  concrete 
arches  supported  on  triangular-shaped 
wooden  joists  form  a  floor  which 
is  very  largely  fireproof.  If  iron  columns 
are  used,   a  temporary  wooden   casing 
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should  be  erected  round  them,  leaving  a 
space  of  about  2  in.,  which  should  be 
entirely  filled  up  with  Portland  cement 
concrete,  and  if  a  fine  face  be  desired 
this  can  easily  be  obtained  by  cementing 
the  concrete.  Messrs.  Lindsay  have 
patented  two  systems  which  comprise 
the  use  of  steel  decking,  as  it  is  called, 
and  concrete  arches,  iJbe  girders  being 
entirely  covered  with  concrete,  both  at 
top  and  bottom.  The  concrete  used  by 
this  firm  is  very  light ;  it  is  called  pum- 
ice concrete,  and  is  composed  of  washed 
coke  breeze  and  sand  mixed  dry  and 
Portland  cement  of  the  very  best  quality. 
It  is,  of  course,  self-evident  that  if  you 
get  sufficient  adhesiveness  and  trans- 
verse strength,  the  lighter "  the  mass  of 
concrete  is  for  upper  floors  or  vaults,  the 
better,  as  so  much  less  weight  is  thrown 
upon  the  supporting  walls  or  columns. 
The  steel  girders  for  this  kind  of  floor 
are  of  peculiar  shape,  and  the  system  is 
a  novel  one,  and  appears  to  me  likely  to 
prove  of  great  value  for  buildings  of  con- 
siderable size,  where  girders  are  a  neces- 
sity for  supporting  upper  floors.  These 
girders  may  be  described  as  truncated, 
equilateral  triangles,  set  alternately  on 
their  bases  and  their  truncated  vertices, 
and  riveted  together  at  their  sides,  form- 
ing a  series  of  hollows  and  elevations. 
They  are  constructed  of  rolled  steel 
about  i  in.  in  thickness,  and  their  depth 
need  not  be  much  more  than  half  that 
required  for  an  iron  girder.  When  the 
weights  required  to  be  supported  are  not 
very  heavy,  a  combination  of  these  steel 
girders  with  ordinary  rolled  joists  can 
be  adopted.  The  iron  joists  can  be 
placed  about  14  ft.  apart,  and  from  the 
steel  skewbacks  riveted  to  the  joists, 
arches  of  concrete  can  be  turned  on 
centring.  There  is  a  possibility  with 
concrete  floors  that  would  withstand  any 
ordinary  strain,  that  the  sudden  fall  of 
anything  like  a  huge  iron  safe  might 
break  through  the  floor ;  and  in  order  to 
avoid  any  risk  of  this  kind,  Mr.  Lindsay 
runs  steel  wires  through  the  joists  the 
whole  length  of  the  floor  before  the 
concrete  is  filled  in.  These  are  about  18 
in.  apart,  and  are  strong  enough  to  hold 
up  any  exceptional  weight  that  may  by 
accident  come  upon  the  floor.  In  addi- 
tion, these  steel  wires  form  a  sort  of 
nucleus  around  which  the  concrete  sets. 
The  total  weight,  girders  and  all,  of  these 


latter  floors  is  considerably  less  than  thai 
of  any  other  system,  and  they  are  extra- 
ordinarily strong.  I  have  now  endea- 
vored to  bring  before  you  some  of  the 
purposes  for  which  this  common  material 
concrete  is  adapted.  Its  use  is  extend- 
ing daily,  and  in  that  extended  use  lies  a 
danger  which  it  behoves  us  all  to  guard 
against;  whether  you  are  employing  it 
for  floors,  for  pavings,  for  walls,  for 
vaults,  for  architectural  enrichments,  or 
what  not,  it  cannot  be  too  strongly  in- 
sisted upon,  that  scamping  of  every  kind 
must  be  avoided,  that  the  quality  of  the 
Portland  cement  used  in  its  manufacture 
must  be  of  the  very  best,  and  that  no 
labor  in  manipulation  must  be  spared, 
for  if  inferior  materials  be  used,  or  care- 
lessness in  working,  the  results  are  sure 
to  be  disastrous,  and  grave  discredit  will 
be  thrown  upon  a  most  useful  building 
material  The  subject  is  a  sternly  prac- 
tical one,  and  it  has  been  impossible  to 
illustrate  it  by  elaborate  and  beautiful 
drawings ;  but,  at  least,  we  can  learn  one 
lesson  from  it,  and  that  is,  the  great,  the 
incalculable  value  of  thoroughness  in  all 
the  work  which  we  have  to  undertake. 
As  I  commenced  by  referring  to  the  Ro- 
man.  builders,  so  I  would  conclude  by 
pointing  to  them  again  as  a  model  for 
us.  Depend  upon  it,  when  they  were 
building  the  walls  of  those  edifices  which 
are  still  the  wonder  of  the  world,  they 
gave  no  thought  to  what  posterity  would 
think  of  them;  they  simply  did  their 
work  in  the  best  way  they  knew  of,  and 
spared  no  pains  to  make  it  good ;  and  if 
we  imitate  them  in  this,  we  shall  all, 
whether  architect,  builder  or  artisan, 
have  the  satisfaction  of  feeling  that  we 
have  done  some  bit  of  good  work ;  and 
although  it  is  not  given  to  us  all  to  be 
great  artists  and  to  "  witch,  the  world  " 
with  noble  buildings,  we  can  at  least  put 
our  whole  heart  into  everything  we 
undertake  and  display  what  has  been  de- 
scribed as  the  truest  genius — an  infinite 
capacity  for  taking  pains. 


The  Scotch  railways  are  joining  with 
those  of  England  in  the  opposition  to  Mr. 
Mundella  s  Railway  and  Canal  TrafficBill. 
The  principle  it  embodies  of  giving  power 
to  the  Board  of  Trade  to  fix  rates  com- 
pulsorily  is  severely  condemned  by  all  in 
any  way  connected  with  railway  interests. 
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From  "The  Bnffineer.** 


The  Metropolitan  Board  has  boldly 
decided  on  treating  the  whole  sewage  of 
the  metropolis  by  the  chemical  process 
which  has  been  undergoing  elaboration 
under  its  auspices  during*  the  last  two 
years.  In  the  resolution  thus  arrived 
at,  the  Board  has  the  warrant  of  two  re- 
ports, signed  by  Sir  F.  Abel,  Dr.  Odling, 
Dr.  Alexander  W.  Williamson,  and  Dr. 
Dupre.  These  are  high  authorities ; 
and,  although  it  may  be  said  that  three 
of  them  were  not  originally  disposed  to 
admit  that  the  Thames  was  in  an  offen- 
sive condition,  yet  there  is  the  remark- 
able fact  that  one  of  the  four — ^Dr.  Wil- 
liamson— ^was  himself  a  member  of  the 
Royal  Commission  presided  over  by  Lord 
Bramwell.  Since  that  Commission  took 
evidence,  the  chemical  operations  at 
Crossness  have  doubtless  thrown  further 
light  on  the  subject,  so  as  to  justify  some 
modification  of  the  views  previously  en- 
tertained. The  second,  and  final,  report 
of  the  Boyal  Commission  bears  i^e  date 
November  27th,  1884,  whereas  the  first 
report  from  the  four  chemists  is  dated 
eleven  months  later.  The  interval  was 
one  of  activity  at  Crossness,  and  the 
Metropolitan  Board  wished  to  know 
whether  the  process  devised  by  Mr.  Dib- 
din  would  work  satisfactorily.  Mr. 
Dibdin,  the  Board's  chemist,  was  then 
using  3.7  grains  of  lime  and  1  grain  of 
protosulphate  of  iron  per  gallon  of  sew- 
age. The  chemical  referees,  if  we  may 
so  term  them,  expressed  their  opinion 
that  the  result  would  be  "  a  very  great 
gain  over  the  discharge  of  un- 
treated sewage ;"  and  they  farther  de- 
clared that  the  process,  apart  from  the 
precipitating  action,  did  exert  "a  dis- 
tinct purifying  effect  upon  the  liquid 
part  of  the  sewage."  On  the  other 
hand,  they  considered  that  the  effluent 
retained  a  sufficiently  unpleasant  oder  to 
prohibit  its  discharge  into  the  river  dur- 
mg  warm  weather  at  all  states  of  the 
tide.  Had  the  report  ended  here,  the 
verdict  would  have  been  a  little  discour- 
aging ;  but  there  was  an  important  sup- 
plement. The  referees  saw  reason  to 
oelieye,  from  what  they  had  witnessed 


in  the  way  of  experiment,  that  the  addi- 
tion of  manganate  of  soda  and  sulphuric 
acid  to  the  effluent  would  so  far  deodor- 
ise and  purify  it  as  to  allow  of  its  being 
afterwards  discharged  into  the  river  '*  at 
all  states  of  the  tide."  It  was,  at  the 
same  time,  a  question  whether  this  sup- 
plementary treatment  would  be  necessary 
in  the  winter  months.  In  their  second 
report  the  referees  decided  that  the  de- 
odorising process  would  be  unnecessary 
during  a  considerable  part  of  the  year. 
For  the  purpose  of  deodorising  the 
effluent  during  warm  weather  they  re- 
commended crude  commercial  manganate 
of  soda,  ranging  in  quantity  between  0*5 
grain  and  1*5  grain  per  gallon  of  effluent, 
with  a  proportion  of  sulphuric  acid 
equal  to  about  one-third  of  the  crude 
manganate. 

The  report  of  the  Works  Committee  of 
the  Metropolitan  Board  in  reference  to 
this  subject  explains  that  the  evidence 
given  before  the  Boyal  Commission  was 
of  so  confiicting  a  character,  that  it  was 
felt  nothing  short  of  a  prolonged  series 
of  experiments  on  a  tolerably  large 
scale,  extending  over  some  months,  and 
including  day  and  night,  would  afford 
the  information  necessary  before  working 
plans  could  be  drawn  up  for  the  erection 
of  plant  for  the  treatment  of  the  whole 
of  the  sewage.  Thus  the  Board  went 
seeking  for  new  light,  and  if  the  report, 
which  includes  Dr.  Williamson  as  a  sig- 
natory, is  to  be  allowed  any  weight,  we 
must  believe  that  the  Board  found  the 
object  of  its  search  in  the  experiments 
conducted  by  Mr.  Dibdin.  But  behind 
the  precipitation  and  the  deodorization 
there  was  the  bete  noir  of  the  sludga 
To  purify  the  sewage  was  one  thing,  but 
to  get  rid  of  the  sludge  was  another. 
Beckoning  the  daily  volume  of  the  sew- 
age at  about  150  millions  of  gallons,  the 
resultant  sludge  is  estimated  at  3,000 
tons.  This,  when  pressed,  is  reckoned 
at  850  tons  of  cake.  It  is  well  that  Mr. 
Dibdin  is  able  to  use  a  comparatively 
small  quantity  of  chemicals.  The  lime 
which  he  introduces  will  add  about  40 
tons  per  diem  to  the  actual  sewage  re- 
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Bidium,  which  is  considerably  less  than 
the  bulk  which  most  chemical  processes 
would  leave  to  be  dealt  with.  Still, 
there  is  the  sludge,  and  no  small  quan- 
tity either.  If  some  enterprising  indi- 
vidual would  take  the  lot,  with  all  its 
virtues,  he  might  have  it  for  nothing,  even 
though  the  Board  had  previously  borne 
the  expense  of  pressing  it.  The  stuff 
cannot  be  burnt,  for  the  fumes  of  its 
combustion  are  found  to  be  objection- 
able, even  in  the  not  very  savory  jieigh- 
borhood  just  outride  the  metropolitan 
boundary.  Digging  it  into  land  is  not 
an  easy  matter.  Giving  it  away  to  the 
farmers  is  not  altogether  hopeful,  con- 
sidering the  depressed  state  of  agricul- 
ture. It  might  be  used  to  raise  the  level 
of  the  low-lying  lands  bordering  on  the 
Thames  ;  but  the  Board  contemplates 
the  contingency  of  flinging  it  all  into  the 
German  Ocean.  What  effect  this  would 
have,  it  may  interest  some  of  the  experts 
to  determine.  The  sludge  may  feed  the 
fishes,  it  may  create  shoals,  it  may  go 
ashore,  or  it  may  happily  disappear  alto- 
gether. Some  experience  on  this  point 
has  been  gained  at  New  York  and  Bos- 
ton, but  the  London  sludge  will  be  on  a 
scale  pre-eminently  large.  We  have  al- 
ready dealt  with  the  proposal  of  Mr.  J. 
Orwell  Phillips,  who  elaborated  a  plan 
whereby  the  Beckton  screw  colliers 
would  be  made  available  for  carrying  off 
the  sludge  in  the  form  of  compressed 
cakes  to  be  thrown  overboard  at  sea. 
The  Board  has  since  invited  designs  for 
ships  specially  constructed  to  carry  away 
the  sludge,  and  have  received  as  many  as 
twenty-three  designs  in  response.  In 
respect  to  other  arrangements,  the  Works 
Committee  state  that  the  contract  draw- 
ings for  the  enlargement  of  the  Barking 
sewage  reservoir,  and  arranging  it  for 
precipitation  and  purification  works,  are 
in  a  forward  condition,  so  that  the  con- 
tracts may  be  let  in  the  course  of  the 
coming  summer.  The  works  may  be 
completed  and  brought  into  full  oper- 
ation in  the  summer  of  1888.  Until 
then  reliance  is  placed  on  the  deodoiis- 
ing  works  already  provided,  and  which, 
it  is  believed,  will  prevent  any  nuisance 
at  the  Barking  outfalL  Throughout  the 
approaching  summer  nine  millions  of 
gallons  of  sewage  are  to  be  precipitated 
daily  at  Crossness,  the  remainder  being 
deodorised  until  the  process  of  precipi- 


tation has  been  extended  to  the  whole  of 
the  southern  sewage.  With  regard  to 
the  sludge,  so  much  of  it  as  nobody  will 
accept  gratuitously  is  to  be  sent  in  light- 
ers out  to  sea,  both  in  the  liquid  and  in 
the  cake  condition,  in  order  to  ascertain 
the  cost  and  effect  of  this  mode  of  get- 
ting rid  of  it. 

The  cost  of  all  these  operations  is,  of 
course,  a  serious  matter.  Yet  there  is 
encouragement  even  in  that  direction. 
The  capital  expenditure  for  dealing  witJi 
the  sewage  at  the  present  outfalls  is 
reckoned  at  about  £760,000.  The  annual 
cost,  including  interest  on  capital,  depre- 
preciation  of  plant,  wear  and  tear,  and 
all  other  expenses,  is  estimated  at  £118,- 
000  per  annum.  When  we  refen-ed  to 
the  subject  some  time  ago,  the  annual 
cost  was  a  trifle  below  this  amount,  but 
the  first  cost,  including  £131,000  for 
barges  to  carry  the  sludge,  was  £1,140,- 
000.  The  Royal  Commissioners  reckoned 
that  the  chemical  treatment  of  the  Lon- 
don sewage  would  cost  £200,000  per 
annum  ;  but  in  so  doing  they  were  aim- 
ing at  a  higher  degree  of  purification 
than  that  which  is  considered  necessary 
by  the  Metropolitan  Board.  At  Barking 
and  Crossness  there  is  no  need  to  fear 
any  pollution  of  a  drinking  supply,  and 
hence  a  different  standard  of  purity  is 
permissible  than  would  be  proper  in  a 
part  of  the  stream  situated  above  the  in- 
takes of  the  water  companies.  Associ- 
ated with  the  treatment  of  the  sewage  at 
the  outfalls  is  another  operation,  which 
as  yet  has  attracted  but  little  notice. 
Commencing  in  July  last  year,  the  Board 
has  proceeded  to  apply  manganate  of 
soda  and  sulphuric  acid  to  the  sewage  in 
transitu.  At  more  than  a  dozen  stations 
on  the  lines  of  the  great  intercepting 
sewers  these  purifying  re-agents  have 
been  introduced,  the  effect  being,  not  to 
occasion  precipitation  of  the  solids,  but 
to  deodorise  the  sewage  and  prevent  the 
escape  of  noxious  gases  from  the  venti'^ 
lators.  A  further  advantage  consists  in 
the  fact  that  the  sewage  will  arrive  at 
the  outfalls  in  a  deodorised  condition — a 
circumstance  which,  the  Works  Commit- 
tee remark,  will  materially  assist  in  the 
production  of  an  effluent  of  a  far  better 
character  than  would  otherwise  be  at- 
tainable. The  character  of  the  occa- 
sional discharge  from  the  storm  over- 
flows will  also  be  improved.    Anything 
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that  can  assist  the  difficult  process  of 
sewer  ventilation  is  especially  to  be 
valued,  and  the  plan  thus  commenced  by 
the  Meti*opolitan  Board  will  strike  most 
persons  as  a  happy  expedient,  the  sew- 
age being  dealt  with  before  it  has  time 
to  become  putrescent.  The  principle 
may  be  capable  of  extension,  and  so  long 
as  there  is  no  increase  of  deposition  in 
the  sewers,  the  deodorising  process  may 
simply  be  limited  by  the  question  of 
cost.  If  the  District  Board  and  Ves- 
tries will  each,  in  their  own  respective 
localities,  imitate  the  example  of  the 
parent  Board,  the  result  will  be  so  much 
the  better.  Another  incident  in  this  his 
tory  is  the  extraordinary  cheapening  in 
the  price  of  manganate  of  soda,  in  con- 
sequence of  the  development  in  the 
manufacture  of  this  article  by  Mr.  Dib- 
din.  Owing  to  the  limited  supply  and 
great  cost  of  the  manganate,  Mr.  Dibdin 
undertook  to  manufacture  the  article  on 
a  large  scal^  This  so  far  stimulated 
the  action  of  the  manufacturing  chem 
ists  that  they  now  come  into  the  market 
with  large  quantities  of  manganate  of 
soda ;  and  whereas  some  time  back  the 
price  was  £40  per  ton,  and  the  supply 
altogether  inadequate,  the  figure  has 
fallen  to  £11  per  ton,  and  the  supply  is 
practically  unlimited.  The  real  use  of 
the  manganate  of  soda,  in  conjunction 
with  sulphuric  acid,  is  the  production  of 
permanganic  acid.  It  is  represented  by 
the  Board  that  the  purifying  agency  of 
this  compound  is  such  as  to  render 
filtration  through  land  unnecessary.  This 
may  be  called  the  turning-point  of  the 
whole  controversy.  It  is  urged  in  cer- 
tain quarters  that  the  Board  should  im- 
plicitly observe  the  recommendations  of 
the  Boyal  Commissioners.  But  the 
reply  of  the  Board  is  that,  by  means  of 
this  cheap  and  extensive  supply  of  man- 
ganate of  soda,  it  is  practicable  to  apply 
permanganic  acid  on  a  scale  which  pro- 
vides an  equivalent  for  land  filtration. 
Probably  it  is  to  this  consideration  that 
we  may  mainly  attribute  the  approval 
which  Dr.  Williamson  now  accords  to 
the  treatment  of  the  sewage  at  the  ex- 
isting outfalls.  According  to  the  avail- 
able light  on  the  subject  at  the  time 
when  the  Royal  Commissioners  drew  up 
their  final  conclusions,  they  advised  that 
if  the  sewage  were  chemically  treated  at 
Barking  and  Crossness  it  should  only  be 


as'  a  temporary  measure,  unless  the  efflu- 
ent were  subjected  to  intermittent  filtra- 
tion through  a  sufficient  area  of  land. 
If  the  same  result  can  be  produced  by 
chemical  means,  and  at  a  greatly  reduced 
cost,  there  is  fair  ground  for  the  argu- 
ment that  the  Board  should  not  be 
forced  to  comply  with  the  mere  letter  of 
the  law,  while  amply  fulfilling  its  spirit. 
It  is  impossible  to  Icok  at  the  plans  of 
the  Metropolitan  Board,  admirable  as 
these  may  be,  without  remembering  that 
another  project  has  been  brought  for- 
ward, based  on  ample  details,  and  pos- 
sessing many  features  of  merit  Of 
course  we  are  alluding  to  the  Canvey 
Island  scheme  of  Mr.  Bailey  Denton  and 
Lieut. -Colonel  Jones.  In  the  last  report 
of  the  Works  Committee  of  the  Metro- 
politan Board  in  reference  to  this  sub- 
ject, the  Canvey  Island  plan  is  discussed 
in  a  manner  which  seetns  hardly  fair. 
The  report  of  the  Committee  states  that 
one  element  in  the  plan  thus  brought 
forward  was  that  the  Board  should  de- 
liver the  whole  of  the  London  sewage 
over  to  the  projectors,  accompanied  by 
an  annual  payment  of  £110,000.  The 
report  goes  on  to  say,  "The  view 
taken  by  your  Committee,  and  also  by 
the  Board  itself,  upon  this  part  of  the 
scheme  was  that  it  would  not  be  consis- 
tent with  the  Board's  duty  to  hand  over 
the  sewage  to  be  dealt  with  by  other 
persons  in  consideration  of  a  very  large 
annual  payment,  and  that  the  Board 
could  not  rid  itself  of  its  responsibility 
in  that  matter."  A  reply  on  this  basis 
was  sent  to  the  Home  Secretary,  through 
whose  department  the  Canvey  Island 
project  was  in  the  first  instance  for- 
warded to  the  Metropolitan  Board.  The 
report  ought  to  go  on  to  say  that  to 
meet  this  objection  Messrs.  Denton  and 
Jones  offered  to  transfer  their  interest  in 
Canvey  Island  to  the  Metropolitan 
Board,  so  that  the  latter  body  might 
keep  the  sewage  under  its  own  control, 
and  carry  out  the  plan  without  further 
reference  to  the  original  promoters.  No 
doubt  the  Committee's  report  is  correct 
so  far  as  it  goes.  The  first  proposals 
were  rejected  for  the  reason  assigned. 
But  why  do  we  hear  nothing  of  the 
amended  offer?  As  the  report  stands, 
the  reason  given  for  rejecting  the  Can- 
vey Island  scheme  is  inconclusive,  seeing 
that  it  merely  refers  to  a  past  phase  of 
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the  question,  and  makes  no  allusion  to 
the  form  which  it  now  assumes,  this  lat- 
ter phase  being  entirely  free  from  the  ob- 
jection urged  against  the  first.  It  may 
be  very  tru^  that  in  its  amended  form 
the  project  is  not  such  as  the  Board  feels 
called  upon  to  accept.  But  due  respect 
to  all  parties,  even  to  the  Board  iteelf, 
demands  that  the  true  reason  should  be 
specified.  We  apprehend  that  the  final 
objection  to  the  Ganvey  Island  scheme  is 
really  its  costliness.  Here,  however,  we 
touch  a  debated  point,  Mr.  Bailey  Den- 
ton contending  that  the  plans  of  the 
Metropolitan  Board  will  prove  more  ex- 
pensive than  the  project  which  he  has 
brought  forward.  The  Board  has  evi- 
dently a  different  view  of  the  case,  and 
if  the  question  is  pressed,  perhaps  we 
shall  hear  more  on  that  point.  The 
Works  Committee  put  into  their  report  a 
statement  based  on  information  derived 
from  Sir  Joseph  Bazalgette,  that  if  the 
outfalls  were  removed  to  Hole  Haven, 
the  capital  cost  would  not  be  less  than 
£3,725,000,  while  the  annual  expenditure, 
including  the  treatment  of  the  sewage 
there  by  precipitation,  would  be  £215,- 
000.  As  this  latter  amount  is  nearly 
£100,000  more  than  the  annual  cost  of 
the  scheme  which  the  Works  Committee 
have  recommended,  and  which  the  Board 
has  adopted,  it  might  be  inferred  that 
carrying  the  outfalls  still  further  on,  so 


as  to  reach  Canvey  Island,  would  exhibit 
a  yet  greater  excess.  A.  subsidiary  topic 
is  that  which  relates  to  the  proposal  of 
Mr.  John  Orwell  Phillips  to  carry  the 
sludge  out  to  sea  in  the  Beckton  colliers, 
on  their  return  voyage  to  the  North- 
The  Times  has  complained  that  no  re- 
ference to  this  proposal  is  to  be  found  in 
the  report  of  the  Works  Committee. 
Had  such  reference  been  made,  it  is  to  be 
expected  the|Commi  ttee  would  have  stated 
that  Mr.  Phillips*  proposal  proved  to  in- 
volve a  much  greater  outlay  than  was  an- 
ticipated. Here  again  is  a  question  of 
estimates,  and  the  Board  will  justify  it- 
self by  saying  that  it  has  to  guard  the 
pockets  of  the  ratepayers,  and  therefore 
has  to  do  its  work  in  the  cheapest 
fashion  it  can  devise.  Relative  cost  thus 
comes  under  consideration,  and  if  it 
should  yet  appear  that  the  Beckton 
scheme  is  cheaper  than  any  other  for  the 
removal  of  the  sludge,  we  shall  doubtless 
hear  more  about  it,  and  we  cannot  say 
that  we  quite  despair  on  that  point.  At 
all  events,  something  must  be  done  with 
the  London  sewage  beyond  what  has  yet 
been  accomplished,  and  the  Metropolitan 
Board  is  addressing  itself  to  the  task  in 
a  manner  which  shows  that  it  has  de- 
cided upon  a  plan  which  it  will  carry  out 
without  loss  of  time,  unless  prevented 
by  some  interference  from  without. 


THE  CONSERVATION  OF  ENERGY.* 

Bt  S.  DIXON,  Manchester. 
From  "Iron." 


It  is  the  common  experience  of  all 
men,  but  especially  of  engineers  who 
were  constantly  engaged  in  controlling 
the  great  forces  of  nature,  that  various 
bodies  or  disposition  of  matter,  pos- 
sessed the  power  of  doing  work  in  a 
greater  or  lesser  degree.  It  was  not  his 
purpose  to  enter  into  an  examination  of 
the  whole  of  the  various  forms  of  energy, 
but  he  would  take  two  or  three  with 
which  they  as  engineers  came  most  fre- 
quently in  contact,  viz.,  mechanical 
energy,  heat  and  electricity.  They  fre- 
quently met    nowadays    with  a    steam 


*  Abstract  of  paper  read  before  the  Manchester  As- 
soolation  of  Bnglneers,  March  14, 1886. 


engine  driving  a  dynamo  for  producing 
the  electric  hght,  and  they  had  there  a 
fine  example  of  the  transformation  of 
energy,  embracing  three  or  four  of  the 
most  prominent  forms.  They  saw,  in 
the  first  instance,  heat  conveyed  to  the 
engine  by  the  steam  and  disappearing  in 
large  quantities.  In  the  second  place,  they 
saw  mechanical  energy  produced  in  the 
motion  of  the  various  parts  of  the  engine, 
this  being  transmitted,  it  might  be,  by  a 
strap  to  a  dynamo,  and  there  disappear- 
ing. In  the  third  place,  they  had  the 
production  of  the  electric  current,  con- 
veyed, it  might  be,  by  a  wire  to  a  lamp 
I  and  there  dLsappeanng,  and  the  fourth 
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step  they  had  the  production   of  h'ght 
scattering  its  energy  aronnd  by  its  bril- 
liant piercing  rays.      They  might  here 
note  that  in  all  these  various  forms  they 
never  saw  one  coming  into  existence  with- 
out the  disappearance  of  another ;  they 
saw  heat   disappearing  and   mechanical 
energy  appearing,  which  on  disappearing 
reappeared  in  the  form  of  electricity, 
only  to  disappear  as  electricity  and  re- 
appear as  light  and  heat.     They  saw, 
therefore,  in  this  combination  a  complete 
cycle   of    operations    commencing  with 
heat  and  going  through  two  or  three 
transformations  to  reappear  as  light  and 
heat.     They  saw  these  transformations 
taking  place,  but  it  was  not  at  first  sight 
obvious  that  it  was  the    same  energy 
which   was  being  transmitted  through- 
out, but  if  they  applied  instruments  cap- 
able of  measuring  the  amount  of  energy 
in  each  form,  and  making  due  allowance 
for  the  leakage  taking  place    at    each 
stage,  they  would  find  that  it  was  precise- 
ly the  same  amount  of  energy  which  was 
passing  through  the  various  forms.    The 
great  law  of  the  conservation  of  energy 
taught  them  that  they  could  not  create 
energy,  and  the  principle  of  the  dissipa- 
tion  of  energy  taught  them   that  they 
could  not  destroy  energy.     Yet,  during 
the    great    transformation    which    took 
place,  a  vast  amount  of  energy  became 
degraded  as  it  were,  and  rendered  use- 
less for  the    purpose   of    doing  work. 
When  they  saw  how  our  various  sources 
of  energy  were  being  rapidly  used  up, 
he  thought  they  could  not  but  admit 
that  an  enormous  responsibility  rested 
upon  them  as  engineers  not  to  squander 
the  stores  of  energy  which  were  prac- 
tically in  their  keeping  for  future  genera- 
tions.    He  thought  there  was  nothing 
which  they,  in  this  truly  wonderful  nine- 
teenth century,  would  so  much  regret  as 
that  the  judgment  of  posterity  on  this 
our  age  should  be  that  we  had  been 
BO  extravagant  and  wasteful  of  the  great 
stores  of  energy  that  we  had  fearfully 
crippled,    if    not    entirely    ruined,    the 
prospects  of  all  succeeding  ages.    Seeing 
the  vast  importance  of  economising  our 
stores  of  energy,   they  might  possibly 
ask  what  had  he  to  suggest  in  a  par- 
ticular way  for  improving  on  the  present 
system,  and,  in  reply,  he  would  say : — 
1st  Let  our  engineers  fully  master  the 
great  principles  of  science,  so  that  they 


may  never  be  found  attempting  to  set 
aside  some  of  the  inexorable  laws  of 
nature.  2d.  Let  us  have  a  more  truly 
scientific  spirit  applied  to  all  our  work, 
which  carefully  measured  and  estimated 
everything  and  took  nothing  for  granted, 
however  plausibly  it  might  be  presented. 
Let  them  carefully  estimate  the  cause, 
and  honestly  measure  the  effect,  and  face 
it  openly,  no  matter  how  unfavorable  the 
results  might  be  to  them.  Let  them 
not  be  content  to  say  tjiat  an  engine,  a 
machine,  or  any  device  whatever,  would 
do  a  certain  amoimt  of  work,  but  that 
they  would  be  at  once  able  to  say  how  it 
did  it,  and  how  long  it  took  to  do  it 
He  would  suggest  that  the  absolute 
eflSciency  of  every  engine  or  machine 
should  be  distinctly  specified  and  in- 
sisted upon  by  the  purchaser,  so  that  in 
the  struggle  now  going  on  only  those 
firms  which  were  really  capable  of  con- 
structing economical  and  highly  efficient 
engines  have  any  opportunity  of  survival, 
and  that  the  construction  of  antiquated 
and  extravagantly  wasteful  engines  which 
yet  survived  should  soon  become  a  thing 
of  the  past.  He  would  in  fact  urge 
measures  which  should  facilitate  the 
rapid  survival  of  the  fittest.  The  cheap- 
ness of  coal  in  this  country  had  in  some 
respects  been  very  disadvantageous, 
having  fostered  extravagance;  but  on 
the  Continent,  where  coal  was  much 
dearer,  the  construction  of  economical 
engines  had,  he  did  not  hesitate  to  say, 
been  carried  to  a  greater  perfection  than 
in  this  country,  for  any  new  device  which 
ensured  the  most  fractional  increase  of 
efficiency  was  at  once  adopted.  He  had 
often  noticed,  when  discussing  the  pecu- 
liarities of  their  respective  engines  with 
continental  engineers,  that  they  always 
prominently  spoke  of  their  absolute 
efficiency  in  a  truly  scientific  sense,  as 
requiring  so  many  kilogrammes  of  steam 
per  horse-power  (the  only  true  test), 
whereas  he  feared  that  with  us  it  was 
too  often  the  diameter  of  the  piston  and 
the  length  of  the  stroke  which  absorbed 
our  attention.  It  was,  however,  not  only 
in  steam  engines  that  a  greater  applica- 
tion of  scientific  methods  was  required  ; 
in  machine  tools  the  need  of  improve- 
ment existed  perhaps  even  to  a  greater 
degree.  The  long-continued  commercial 
depression  and  the  greatly  increasmg 
foreign  competition  had  recently  led  to 
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considerable  searcliing  of  heart  and 
examination  of  the  weak  members  of 
their  organization,  and  if  it  had  no  other, 
it  would  have  one  beneficial  effect  in 
compelling  engineers  to  equip  themselves 
in  the  most  efficient  manner  for  the 
fight.  During  the  palmy  days  which 
had  now  gone  for  ever,  the  tendency  of 
engineering  firms  had  undoubtedly  been 
to  become  fossilized.  How  many  firms 
could  they  see  to-day,  of  even  large 
extent,  where  n^achines  were  at  work 
which  positively  gave  one  a  shudder  to 
contemplate,  and  which  ought  long  ago 
to  have  been  put  under  the  steam  ham- 
mer. They  saw  some  firms  holding  on 
to  these  antiquated  tools  with  the 
greatest  tenacity,  whilst  young  firms 
were  spring'mg  up  (on  the  Continent,  it 
might  be),  and  leaving  these  parental 
firms  heavily  handicapped  in  the  struggle. 
Let  them  take,  for  example,  such  a  simple 
instance  as  a  lathe,  which  was  generally 
regarded  by  many  firms  as  being  pretty 
much  the  same  thing  all  the  world  over  ; 
yet  so  great  was  the  difference  that, 
with  the  most  modern  tool,  the  same 


man  would  be  producing  20  feet  of 
2^inch  shafting  per  hour,  whilst  with 
old  ones,  to  which  they  still  clung  so 
tenaciously,  he  was  scarcely  able  to  pro- 
duce 20  inches  per  hour.  It  was  not 
sufficient  now  that  a  lathe  should  do  a 
certain  work,  but  that  it  should  do  it  in 
the  least  possible  time.  In  the  great 
competitive  struggle  for  the  survival  of 
the  fittest,  they  might  well  draw  a  les- 
son from  what  they  saw  in  the  struggle 
for  pre-eminence  amongst  nationalities. 
What  was  the  position  of  the  nations 
with  their  antiquated  armor,  and  what 
was  their  chance  in  the  fight  t  As 
engineers  they  might  well  ask  themselves 
what  chance  had  those  firms  with  anti- 
quated machinery,  and  what  must  natur- 
ally be  their  doom.  He  was  quite  sure 
that  there  were  at  the  present  time 
many  firms  with  machinery  correspond- 
ing in  antiquity  and  want  of  adaptability 
to  the  requirments  of  to-day,  which 
might  be  fitly  compared  with  the  muzzle- 
loading  guns,  if  not  even  with  the  flini- 
lock  age,  in  weapons  of  war. 


STRENGTH  OF  WHITE  PINE,  BRICKS  AND  STONE. 

bt  pbof.  w.  a.  pike. 

Journal  of  the  Assoolatlon  of  Bngineerinff  Sooleties. 


The  author  gives  the  results  of  tests 
recently  made  in  the  testing  laboratory 
of  the  University  of  Minnesota,  bticks 
of  thoroughly  seasoned  white  pine  were 
tested  for  tensile  strength.  They  were 
dressed  to  a  uniform  scantling  12  inches 
in  length,  with  shoulders  on  ends  to  take 
the  pull  In  scanthng  they  varied  from 
}-inch  square  to  1|  inches  by  2^  inches ; 
average  specific  gravity,  0.66.  The  aver- 
age ultimate  tensile  strength  was  7,373 
pounds  per  square  inch.  It  was  observed 
that  the  longitudinal  shearing  strength 
of  the  ends  of  the  sticks,  in  resisting  the 
pull,  was  less  than  has  been  generally 
given.  The  ends  had  a  shearing-area  of 
45  square  inches ;  but  it  was  necessary 
to  spike  and  clamp  the  ends  in  order  to 
prevent  splitting.  Thirty-five  tests  were 
made  of  white  pinewood  for  resistance 
to  compression,  in  which  the  pieces  varied 
from  1-inch  cubes  to  pieces  3  inches 
square  and  54  inches  in  length.  Of  those 
which  broke  by  direct  compression,  the 


crushing  resistance  averaged  5,283  pounds 
per  square  inch.  One-inch  cubes  bore 
7,800  pounds.  Pieces  3  inches  square 
and  54  inches  long  bore  5,222  pounds 
per  square  inch ;  24  inches  long,  5,038 
pounds ;  and  12  inched  long,  5,505  pounds 
per  square  inch.  Of  those  which  failed 
by  a  combination  of  crushing  and  bend- 
ing, from  54  inches  to  24  inches  long, 
and  from  4  by  2  inches  to  2  to  1  inch  in 
return,  the  average  actual  stress  or  load 
was  about  3,000  pounds.  The  author 
argues  from  the  results  that  the  value  of 
the  usual  constant  in  the  ordinary  for- 
mula for  the  resistance  of  struts  is  much 
too  great. 

Half  bricks,  placed  between  pieces  of 
pasteboard,  were  tested  for  crushing  re- 
sistance. St.  Louis  bricks  failed  flat-wise 
under  6,417  pounds  per  square  inch; 
edge- wise,  under  4,080  pounds.  Hastings 
red  brick,  hard,  medium  and  soft,  failed 
respectively  under  2,017  pounds,  2,012 
pounds,  and  1,748  pounds  per  square  inch. 
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RANKINGS  THERMODYNAMICS. 

Bt  DB  V0L80N  WOOD,  C.p.,  M.A. 
Contribnted  to  Vah  NoflTBAXi>*8  BHonmBnio  Maoazinb. 

n. 


The  expression 

Is  evidently  true  for  imperfect  as  well  as 
perfect  gases  when  an  actual  pressure 
works  over  the  space  dv^  for  it  is  simply 
equivalent  to  dpdu.  The  next  step  is  a 
novel  one  from  a  mathematical  stand- 
point, for  it  is  equivalent  to 


^^>Aq=q«?=^, 


or  to 


dr 


d^ 


/>=/^=^. 


(?) 


which  operation  is  equivalent  to  consid- 
ering   ^ ,    Vs  independent  of  r,  or,  more 

generally,  as  constant  during  this  inte- 
gration. Here  (^W  is  an  element  of  the 
total  work,  both  external  and  internal. 

Now,  -5-5 — '  is  not  independent  of  r,  ex- 
cept for  perfect  gases.  For  perfect  gases 
have,  equation  (a) 

hence  for  v  constant  we  have^ 

dpj& 
dx"  V 

which  is  independent  of  r,  and  substituted 
in  equation  (p)  gives 

/dt—dv^z  /-dvdT=zT-dv=pdv 

in  the  first  of  which,  there  being  two  in- 
dependent variables  r  and  v,  the  integra- 
tion may  be  performed  once  in  regard 
to  either,  and  when  integrated  in  regard 
to  r  we  have  the  result  as  given.  In  the 
case  of  a  perfect  gas,  there  being  no  in- 
ternal work,  the  external  work  pdv  equals 
the  heat  expended.  But  if  the  gas  be 
imperfect  and  represented  by  equation 
(fo)  we  have,  if  v  be  constant. 

Vol.  XXXIV.— No.  6—38 


dp^B,       a 


r^o^ 


and 


drfdo=(^^-^)drdv 
dr        \v     T*v*  / 


and  Bankine  treats  this  by  integrating 
the  dr  outside  the  parenthesis,  treating 
the  quantity  within  as  constant  during  the 
integration,  in  the  case  of  the  transfer- 
ence of  enery,  giving  as  a  result 


'(S^A¥' 


for  an  element  of  work,  both  external  and 
internal.  If  treated  according  to  the  or- 
dinary rules  of  calculus  we  would  have 
found 


(^r-±^d» 


which  simply  reveres  the  direct  process 
giving  the  original  expression  as  it  ought 
and  which  would  reduce  finally  to 

pdo 

which  is  the  value  for  an  element  of  the 
external  work  only.  Bankine's  deduction 
of  equation  (q)  from  equation  (p)  is  as 
novel  as  it  is  original.  It  is  the  point  of 
departure  from  the  ordinary  treatment 
of  analysis  and  appears  to  be  defended 
chiefly,  if  not  entirely,  on  physical 
grounds.  It  is  equivalent  to  asserting, 
for  physical  reasons,  that  the  elementary 
quantity  of  energy  which  may  be  trans- 
ferred from  a  body  possessing  heat  energy 
to  another  body  for  a  unit  of  energy  (or 
temperature)  equals  the  rate  of  tr^sfer- 
ence  of  the  element  per  unit  of  tempera- 
ture {-ffd^  ii^to  the  absolute  tempera- 
ture, r,  at  which  the  transference  is 
made;  and  this  assumes  that  each  ele- 
ment of  temperature  produces  its  propor- 
tionate share  of  the  work  of  transference. 
In  other  words,  this  is  a  repetition  of  the 
second  law.  Beject  Bankine's  second 
law,    and    this     analysis    is    without 
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foundation.  Had  this  mode  of  treatment 
emanated  from  a  mathematician  and 
physicist  of  less  repute,  it  would  doubt- 
less have  required  independent  proof  to 
have  secured  its  acceptance. 

One  can  but  admire  the  genius  of  a 
man  who  has  such  an  insight  into  the 
workings  of  nature  and  such  a  command 
6t  mathematics,  that  he  can  at  once  ex- 
press the  laws  of  such  working  in  so  di- 
rect, simple,  and  comprehensive  a  man- 
ner as  Banlune  has  done  in  this  case.  It 
is  a  characteristic  of  some  of  his  writings 
that  he  seized  an  advanced  principle,  the 
mere  statement  of  which  more  than  half 
solved  the  problem.  But  these  qualities 
do  not  insure  immunity  against  errors  in 
principle  or  logic.  In  regard  to  the  lat- 
ter may  be  cited  his  treatment  of  tur- 
bines, in  which  he  presumes  to  treat  a 
general  case,  which  is  in  fact  only  a  re- 
stricted one ;  and  in  regard  to  the  former. 
Sir  William  Thomson,  in  the  twentieth 
lecture  on  "  Molecular  Mechanics,"  says : 
<*I  do  not  think  I  would  like  to  suggest 
that  Bankine's  molecular  hypothesis  is  of 
very  great  importance.  The  title  is  of 
more  importance  than  anything  else  in 
the  work.  We  cannot  find  a  foundation 
for  a  great  deal  of  his  mathematical 
writings,  and  there  is  no  explanation  for 
this  kind  of  matter."  In  the  case  we  are 
considering,  however,  Bankine  arrives  at 
the  same  result  as  lliomson,  Oausius 
and  other  writers.  Bankine  applies  this 
method  to  the  transference  of  energy  of 
any  kind,  in  his  paper  **0n  the  General 
Transformation  of  Energy,"  read  Janu- 
ary 5th,  1853,  and  similarly  in  another 
per  *'0n  the  Mechanical  Action  of 
eat,"  read  January  17th  of  the  same 
year.  These  are  published  in  the  Trans- 
actions  of  the  Boyal  Society  of  Edin- 
burgh, vol.  XX.,  also  in  the  London  Fhil- 
osophical  Magazine^  and  in  his  Miscel- 
laneous Scientific  Papers;  but  nowhere 
has  he  made  a  more  complete  solution  of 
the  part  involving  the  most  refined  an- 
alysis than  in  our  text.  Those  who  un- 
derstand his  logic  need  no  further  state- 
ments on  this  point,  but  we  are  not  ig- 
norant of  the  fact  that  many  students 
find  almost  an  insurmountable  difficulty 
in  establishing  the  **  symbolic  expression" 
of  the  second  law.  And  this  is  not 
surprising  after  the  late  Clerk-Maxwell, 
with  his  bright  intellect,  considered  the 
li;w  itself  as  "inscrutable."    To  such  we 


offer  the  following  considerations  in  favor 
of  its  acceptance : 

Its  correctness  is  readily  verified  in  the 
case  of  the  ideally  perfect  gas,  as  already 
shown,  and  hence  for  this  case  it  is  rig- 
idly exact. 

It  is  so  nearly  exact  for  gases  consid- 
ered perfect,  as  air,  hydrogen,  &c.,  that 
no  error  can  be  detected  by  experiment, 
and  therefore,  must  be  treated  as  strictly 
exact  for  these  gases. 

It  is  correct  when  the  pressure  in- 
creases directly  as  the  temperatura  Thus 
if  jo,  be  the  increase  of  pressure  for  a 
rise  of  temperature  ^„  then 

t-^do=t^  dv=pdv. 
(it  t^        ^ 

Since  r-r-p  wiU  equal  ^.    This  principle 

was  used  by  our  author  in  an  artioJe  in 
Tht  Efigineer  of  June  28th,  1867,  in 
which  he  sought  to  explain  and  illastiate 
the  second  law  in  a  simple  and  popular 
manner  by  finding  the  latent  beat  of 
steam.     (Miscel.  Sc.  Papers,  p.  432.) 

The  second  law  regarded  as  a  state- 
ment of  the  law  of  efficiency  of  a  perfect 
heat  engine  is  universally  accepted,  page 
343  of  our  text.  Similai'ly  in  regard  to 
Camot*8  principle.  {PhU.  Mag.^  1846, 
p.  313;  1856, 1,  p.  215.) 

Clausius  says:  <'If  the  first  theorem 
is  called  the  Thtorem  of  the  Equivalence 
of  Heat  and  Worl\  the  second  may  be 
naturally  called  the  Theorem  of  tfuEquixh 
alence  of  2'ransformution.''  (FhiL  Mag^ 
1868, 1,  p.  414.) 

Its  application  to  imperfect  gases  gives 
results  tnat  are  correct  within  the  limits 
of  errors  of  observation.  On  this  point 
we  might  say  considerable,  but  we  simply 
remark  that  the  formulas  which  repre- 
sent imperfect  fluids  are  empirical,  and 
are  not  only  subject  to  errors,  greater  or 
less,  but  cannot  be  safely  applied  much 
beyond  the  range  of  the  experiments 
upon  which  they  are  established.  For 
some  interesting  cases,  see  articles  255» 
256,  257,  258a  of  our  text 

Finally,  it  may  be  accepted  with  confi- 
dence, because  it  has  been  obtained  by 
different  eminent  scholnrs  and  by  inde> 
pendent  methods  of  analysis. 

It  is  an  advtmtage  to  a  student,  in  at- 
tempting to  overcome  a  difficulty,  to  be 
assured  that  the  result  sought  is  correct^ 
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for  then  he  has  only  to  contend  with  his 
own  methods,  being  certain  that  the  diffi- 
culty exists  within  himself.  The  investi- 
gator, however,  must  push  forward  and 
establish  himself  beyond  the  boundaries 
of  previous  knowledge. 

Beturning  now  to  the  consideration  of 
the  subject,  we  observe  that  in  treating 
the  expression 

the  process  of  its  generation  must  be 
recognized,  that  is  r  is  independent  of 

^V,  and  hence  the  latter  may  be  operated 

upon  independently  of  the  former. 

At  the  close  of  article  241  the  author 
says :  ^'  which  quantity  is  known  when  Q 
and  the  law  of  its  variation  o(  dV  with 
Q  are  known ;"  in  which  we  have  another 
singular  mathematical  expression — that 
of  a  relation  between  a  finite  quantity  Q 
and  a  differential  quantity  dV\  This  needs 
interpreting^  and  may  readily  be  done  by 
changing  the  foim  to  the  one  last  given,and 
the  quotation  should  read  ''  which  quan- 
tity is  known  when  t  (or  Q)  and  the  law 
of  variation  of  p  with  r  are  known." 

Resuming  equation  (q)  we  have  for  the 
work  done  at  constant  temperature 


W=r/g^. 


(r) 


In  this  expression,  W  is  a  function  of 

r  as  well  as  of  9,  and  as  ■£  for  imperfect 

fluids  cannot  be  expressed  simply  in 
terms  of  v,  the  total  differential  of  W 
will  be  the  sum  of  the  partial  differential 
equations  regarded  as  functions  of  r  and 
t;.  The  two  partial  differential  equations 
are 

/cAV\        dp 


^dr 


dT^ 


W 


or  the  total  differential  may  be  expressed 
thus: 


d.VT^Td./^do 


(0 


where  the  dot  is  used,  as  by  the  author, 
to  express  the  total  differential.  This 
treatment  of  equation  (r)  is  similar,  in 
principle,  to  Lagrange's  method  known 
as  the  Variation  of  Parameters^  which 


here  consists  in  first  treating  -^  as  in- 
dependent of  r  and  dependent  upon  v  in 
which  case  the  integration  may  be  per- 
formed, and  the  arbitrary  constant  for 
which  afterwards  treated  as  a  function  of 
r.  This  method  of  treating  certain  dif- 
ferential equations  is  explained  in  higher 
works  on  the  calculus,  such  as  Price's  In- 
finitesimal Calculus,  Boole's  Differential 
Equations,  and  Todhunters  Integral 
Calculus.  It  will  be  observed  that  these 
expressions  of  our  author  are  "  symbolic** 
and  as  such  simply  indicate  the  mode  of 
operation  in  the  solution  of  particular 
examples.  In  the  case  of  internal  work 
done  at  constant  temperature,  equation 
(5),  written  thus : 

(rfW)=r/^,rft;.rfr 

will  be  zero,  but  in  other  cases  the 
amount  of  internal  work  at  temperature 
r  for  a  change  dt  may  be  finite,  and  will 
be  different  at  different  points  in  the 
scale  of  temperature.  This  principle  is 
involved  in  that  of  specific  heat  to  be 
considered  hereafter. 

Equation  {t)  being  an  expression  for 
the  work  done,  both  external  and  inter- 
nal, by  the  disappearance  of  heat  for  an 
elementary  change  of  volume  and  tem- 
perature, it  remains  to  find  an  expression 
for  the  quantity  of  heat  producing  change 
of  temperature  only  which  will  be  so 
much  of  the  heat  imparted  to  the  body 
as  is  in  excess  of  the  work,  both  internal 
and  external,  that  has  been  done  by  heat. 
All  the  heat  imparted  to  a  substance  above 
that  which  disappears  in  doing  work 
makes  the  substance  hotter.  Observation 
shows  that  the  same  quantity  of  heat 
communicated  to  equal  weights  of  differ- 
ent substances  will  not  produce  the  same 
rise  of  temperature.  Thus,  one  pound 
of  steam  at  800°  Fahr.,  mixed  with  ten 
pounds  of  hydrogen  at  40°  P.  will  produce 
a  mixture  of  two  pounds  at  about  74°  F., 
but  the  same  steam  mixed  with  ten 
poimds  of  water  at  40°  will  produce  a  mix- 
ture of  two  pounds  at  about  146°  F.,  there 
being  no  escape  of  heat  in  either  case.  The 
thermometric  measure  is  called  the  sensU 
ble  heat.  As  seen  from  the  preceding 
example,  the  same  amount  of  heat  wiU 
produce  different  degrees  of  sensible  heat 
in  different  substances.  The  *"  total  ac- 
tual heat"  defined  by  Bjinkine  is  the 
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sensible  heat.  The  ratio  of  the  quantity 
of  heat  which  produces  an  increase  of 
temperature  in  a  unit  of  weight  of  any 
substance  to  that  of  the  temperature  in 
the  same  substance  is,  accordmg  to  Ran- 
kine,  constant  for  all  temperatures  and 
pressures  (page  807)  for  a  given  state  of 
aggregation,  and  is  represented  by  k. 
This  principle  Clausius  calls  in  question, 
and  gives  it  as  his  opinion  that  it  is  vari- 
able, as,  for  instance,  in  the  case  of  water. 
Physical  constants,  so-called,  are  rarely, 
if  ever,  strictly  constant,  although  they 
are  often  so  treated  when  they  are  known 
to  vary,  as  in  the  case  of  gravity  for 
which  we  use  ^=32.2  except  in  cases 
where  the  problem  demands  greater  re- 
finement, and  if  they  are  constant  their 
exact  value  is  as  rarely  found,  as  in  the 
case  of  Joule's  mechanical  equivalent  of 
heat.  The  real  specific  heat  of  substances 
is  constant  as  defined  by  Baukine  within 
the  limits  of  errors  of  observation,  and 
hence  must  be  treated  as  strictly  constant 
until  shown  to  be  otherwise.  Granting 
Bankine's  symbolical  expression  of  the 
second  law  and  his  principle  of  specific 
'  heat,  his  first  general  equation  of  ther- 
mo-dynamics  may  be  written  directly 
without  intermediate  analysis.  For  the 
heat  necessary  to  increase  the  tempera- 
ture an  amount  dr  will  be 


d'EL=kdt 


(t^) 


which  being  expressed  in  foot-pounds 
and  added  to  the  heat  disappearing  in 
doing  work  produced  by  an  elementary 
change  of  volume  and  temperature,  equa- 
tion (i),  will  give  the  total  heat  produc- 
ing both  changes  simultaneously,  or 


(A) 


(B) 


which  is  equation  (2)  page  312  of  the 
text     Equation  (A)  may  be  written 

as  given  by  our  author  in  the  Philosoph- 
ical Magazincy  1856,  (2),  page  103.  In 
the  last  equation  J  is  Joule's  equivalent 
and  k'  the  real  specific  heat  compared 
with  water,  and  3k'=^k  is  the  real  dyna- 
mical specitic  heat 


Equation  (A)  may  also  be  written,  as 
in  the  text, 

d.B.=kdr  +  TdF=:  rd<p  (D) 

where 


and 


The  expression  for  d,¥  is  written  in 
the  above  form  in  one  of  Bankine's  origi- 
nal papers,  and  in  our  text  this  form  is 
implied. 

The  terms  "heat  potential,"  heat  "fac- 
tor," **  metabatic  f uncti6n,"  and  "  thermo- 
dynamic function,"  used  by  our  author 
in  this  connection,  remind  us  of  a  remark 
of  Sir  William  Thomson  in  his  twentieth 
lecture  on  "Molecular  Dynamics"  before 
referred  to,  where  he  said,  "  Bankine  was 
that  kind  of  a  genius  that  his  names  were 
of  great  suggestiveness ;  but  we  cannot 
say  that  always  of  the  substance." 

Clausius  writes  the  partial  differential 
equation 


JH 


-m 


dr 


to  express  the  quantity  of  heat  due  to  an 
elementary  increase  of  the  temperature 

of  a  substance,  in  which  if  / -r-  J  be  con- 
stant it  cannot  be  integrated  unless  it  is 
a  known  function  of  r.  If  it  be  constant 
it  may  be  represented  by  k  as  above. 
Equation  (A)  can  be  used  in  any  particu- 
lar case  only  so  far  as  the  function  is 
continuous,  and  hence  is  restricted  to  that 
of  a  constant  state  of  aggregation. 

Bepresenting  the  sum  of  the  coeffi- 
cients of  dr  in  equation  (B)  by  C^ ,  and 
dividing  through  by  r  the  equation  be- 
comes 


^^  =  0.?+^^., 


dr 

which  is  the  form  of  the  general  equa- 
tion given  by  Clausius  when  r  and  v  are 
the  independent  variables  (equation  21, 
page  206  of  Brown's  translation).  This 
equation  cannot  be  integrated  unless  C^  is 

either  constant  or  a  function  of  r,  and  -^ 

dr 

also  a  constant  or  capable  of  being  ex- 
pressed as  a  function  of  v. 
A  discussion  of  equation  (B)  enables 
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one  to  see  more  clearly  the  meaning  of 
each  term. 

a.  Assume  the  temperature  constant 
Then  wiU  dt=zOy  and  the  equation  be- 
comes 

'dr 


••  H 


v^dp 


dr 


-dv 


which  18  a  measure  of  the  heat  that  must 
be  supplied  from  an  external  source  in 


iriff.ie 


order  to  maintain  the  constant  tempera- 
ture r  while  the  fluid  expands  from  v.  to 
v^j  and  since  all  the  heat  supplied  nas 
been  transmuted  into  work,  mtemal  as 
well  as  external,  it  is  called  the  latent 
heat  of  expansion  (page  309),  or  the  heat 
which  disappears  in  doing  worL  The 
case  is  represented  graphically  by  Fig. 

19,  in  which  the  ordinate  t;0  represents 
the  pressure  p,  when  the  volume  is  Ov, 

and  the  ordinate  vc=zr,-^  is  such  that 
*  dr 

when  multiplied  by  dv  will  give  an  ele- 
ment of  work  both  external  and  internal, 
and  the  integral  of  the  expression  be* 
tween  the  limits  v,  and  v,  multiplied  by 
r,  gives  the  entire  work,  v,  v^  ba  done 
during  the  expansion.  The  ordinates  to 
the  line  AB  represent  the  external  press- 
ures for  the  corresponding  volumes. 

If  through  A  and  B  respectively  the 
adiabatics  AM  and  BN  be  drawn,  Fig. 

20,  then  will  the  indefinitely  extended 
area  MABN  represent  the  heat  com- 
municated to  the  substance  from  an 
external  source  while  doing  the  ex- 
ternal work  v,ABt?,  at  constant  tem- 
perature, as  will  be  shown  hereafter, 
and  from  this  fact  it  follows  that  the 
area  between  the  adiabatics  MABN  is 


greater  for  an  imperfect  than  for  a  per- 
fect gas,  the  same  external  work  being 
done  with  each  substance. 

Having  the  equation  of  the  fluid,  this 
relative  height  of  the  line  ab  may  be  de- 
termined. Thus  in  the  case  of  carbonic 
acid  gas  we  have : 


o=R r-=^i 


=t;.A 


(t^) 


If  this  gBB  were  perfect,  we  would  have 
a=Oi  and 
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and  er  would  be  the  isothermal  and  v^e 
the  pressure  for  a  perfect  gas. 
From  equation  {v)  we  have : 

a 
When  T  is  constant  the  term  -v-decreaBat 

V  T 

as  V  increases,  hence  the  line  of  press- 
ures, AB,  approaches  the  isothermsJ  line 
6r,  and  ultimately  becomes  an  asymptote 
to  it. 

The  ordinate  v^a  which  represents  the 
pressure  involved  in  doing  both  external 
and  internal  work,  will  be 


^dp        ^2a 

dp  2a 

dr     ^     v*t 


(t^; 


so  that  for  this  fluid  the  distance  ea  above 
the  isothermal  equals  Ae  the  distance  of 
the  line  of  external  pressures  below  the 
isothermal  The  line  ab  will  also  ap- 
proach the  isothermal  and  ultimately  be 
an  asymptote  to  it.  In  an  adiabatic  ex- 
pansion the  temperature  decreases  while 
the  volume  increases  though  not  at  so 
rapid  a  rate,  and  the  distance  between 
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the  isoibermal  corresponding  to  any 
pressure,  and  the  lines  of  pressures  .does 
not  diminish  so  rapidly  as  in  the  preced- 
ing case. 

By  means  of  equations  (v)  and  {to)  we 
may  compute  both  the  internal  and  ex- 
ternal work  for  this  gas  at  constant  tem- 
perature. For  the  external  work  we  have 
by  means  of  equation  (v). 


=Krlog.!^'-?(i-l) 


which  shows  that  the  work  performed 
dunng  the  expansion  is  less  at  constant 
temperature  for  an  imperfect  than  a  per- 
fect fluid.  It  must  not  be  inferred  that 
this  result  conflicts  with  the  principle 
taught  by  the  masters  of  this  subject- 
that  the  work  done  by  heat  is  independ- 
ent of  the  nature  of  the  working  fluid — 
for  the  latter  principle  is  restricted  to 
work  done  in  a  cycle,  while  the  above 
analysis  applies  only  to  expansion. 

For  the  total  work,  both  external 
and  internal,  we  have,  by  the  aid  of 
equations  (m?)  and  (v), 

'•  and  ihe  difference  between  these,  or 
2a /I     U 

^U     V 
gives  the  internal  work. 
If  v,==  00,  we  have 

2a 

TV, 

for  the  total  internal  work  at  constant 
temperature  for  an  infinite  expansion, 
which  is  finite,  while  the  external  would 
be  infinite.  The  la&t  expression  is  a 
function  of  the  temperature  and  initial 
volume  only. 

b.  Consider  (he  volume  constant — Then 
will  dv^o^  and  the  third  term  of  equa- 
tion (B)  disappears,  but  the  second  term 
will  not  vanish  for  the  same  condition, 
since  dv  is  there  under  the  integral  sign 
and  may  be  considered  in  the  sense  of  an 
integration  performed,  and  the  equation 
becomes 


dR=kdr  4-  r/^/lv.dr 


f =*-/>=<'. 


(«) 


which  is  the  rate  at  which  heat  must  be 
supplied  to  a  pound  of  the  substance  per 
unit  of  temperature,  in  order  to  raise  the 
temperature  one  degree,  and  hence  is 
called  the  specific  heat  at  constant  vol- 
ume (v  and  r  being  the  independent  vari- 
ables). For  a  perfect  gas  the  integral 
part  of  the  expression  is  zero,  hence,  by 
integration, 

H=Arr  (y) 

or  the  temperature  increases  directly  as 
the  quantity  of  heat  supplied.  This  re- 
veals no  additional  truth,  but  simply  re- 
duces the  expression  back  to  the  assump- 
tion made  by  the  author  in  the  case  of  a 
perfect  gas  in  a  constant  state  of  aggre- 
gation. According  to  Equation  (x)  the 
term  reprepresenting  the  real  specific 
heat  (or  real  dynamic  specific  heat  if 
measured  in  foot-pounds)  will  b0  con- 
stant, and  the  apparent  specific  heat  wiU 
exceed  this  by  the  au^ount  of  heat  neces- 
sary to  do  the  internal  work  at  constant 
volume. 

c.  Let  there  be  no  transmission  of  heat 
and  no  external  work  done.  Then,  in 
equation  (B),  will  H  and  c;?H=o,  v  be 
constant  and  dv=o,  and  the  equation 
becomes 

o=MrH-ry  ^  dv  .  dr 
and  integrating 

(^+  ^Jy%  <?y)r=con8tant, 

or  the  temperature  will  remain  constant 

d.  Let  there  be  no  transmission  of  heat 
and  external  work  be  done.  Then  will 
<fH=o,  and  we  have 

which  is  the  differential  equation  of  an 
adiabatic  when  r  and  v  are  the  variables, 
p  being  eliminated  by  means  of  the  equa- 
tion of  the  fluid  (equation  1,  page  819). 
The  last  equation  cannot  be  integrated 
for  the  general  case  of  imperfect  gases. 
If  expansion  be  adiabatic  the  pressure 
and  temperature  both  vary,  the  three 
quantities  v,  jo,  r,  being  so  related  that  a 


rankine's  thkrmodynamics. 


479 


definite  change  in  one  necessitates  a 
definite  change  in  both  the  others.  Let 
the  gas  be  perfect  then 

-.r     dp    B     cPp 

P=^:;»   Tiz^^-z?   :7:;t=^' 


(It 


dr' 


and  the  preceding  equation  becomes 


,  dr  ,  ^dv 


('') 


Let  the  initial  temperature  in  the  state 
B  be  r,.  corresponding  to  the  volume 
Ot^,=v,,  and  the  corresponding  values  in 
the  state  d  be  r  and  v,,  Fig.  21,  and  inte- 
grating between  these  limits  We  have 
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A?log.J  +  Rlog.^«=o 
.*.  h  log.  ~  =R  log.  — 

-Eliminating  r  and  r,  by  means  of  the 
equations 

pt>=:Rr 

gives  7.  =  C-*)^"  (*') 

which  is  the  equation  of  the  adiabatic, 
equations  (4)  page  819  of  the  text.  We 
may  now  find  an  expression  for  the  area 
r,B^,  Fig.  21,  which  represents  the  work 
4one  during  an  adiabatic  expansion  foi:  a 
perfect  gas.    Equation  {z)  becomes 

and  substituting  the  value  of  p  from  {bz\ 
X— 1 


the  second  member  of  which  is  the  area 
v^Bbv^  and  the  left  member  is  heat  lost ; 
hence  the  loss  of  heat  equals  the  work 
done,  as  it  should  as  before  shown.  If 
now  the  expansion  be  extended  indefin- 
itely, V  becomes  infinite,  and  according 
to  equation  (az)  r  becomes  zero,  and  the 
preceding  equation  becomes 


{dz) 


The  first  member  is,  according  to  equa- 
tion (//),  the  amount  of  heat  imparted  to 
a  pei^ect  gas  forms  an  external  source  in 


p^ig.  as 


raising  its  temperature  from  zero  to 
the  absolute  temperature  r^  and  this 
equals,  according  to  equation  (dz)^  the 
indefinitely  extended  area  MBt;,X.  Let 
the  ordinate  t;,B  (Fig.  22)  be  divided 
into  ab  many  equaJ  parts  as  there  are 
units  in  the  absolute  temperature,  that  is 
into  r,  parts,  and  through  each  point  of 
division  an  adiabatic  be  drawn  and  ex- 
tended to  the  right  indefinite^.y,  then  will 
the  areas  between  any  two  consecutive 
adiabatics  be  equal,  and  if  each  be  repre- 
sented by  ky  the  sum  of  all  of  them  will 
be  kr^.  Specific  heat  may  be  represented 
by  a  unit  of  the  area  representing  heat 
For  perfect  gases  we  have 

from  which  finding  />,v„  and  substituting 
in  equation  (dlz),  gives : 

which  value  is  given  on  page  319  of  text. 
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€,  Specific  heat  of  an  imperfect  gae, — 
As  shown  by  equation  (x)  the  expression 
for  the  specific  heat  in  this  case  contains 

the  term  tj  --p^dvy  which  represents  the 

jtmonnt  of  heat  absorbed  and  stored  in 
the  body  in  doing  internal  work  at  the 
temperature  r  for  a  change  of  tempera- 
ture of  one  degree  on  the  supposition 
that  the  rate  of  doing  the  internal  work 
is  uniform  throughout  the  degree.  It 
does  not  involve  a  change  of  volume — 
the  heat  thus  absorbed  does  not  affect 
the  temperature —but  disappears,  as  in 
all  other  cases  where  heat  produces  work. 
'J'o  find  its  value  for  a  particular  case, 
we  again  take  the  equation  for  carbonic 
acid  gas.    We  have  found,  Equation  (w) 


i(p  Sa 


r'v" 


(e2) 


The  differentiations  are  performed  on 
the  supposition  that  r  is  variable  and  v 
constant,  but  now  the  integration  is  to 
be  made  with  r  constant  and  v  variable. 
But  whence  this  infinite  limit,  since  the 
term  has  been  produced  from  one  con- 
taining the  finite  limits  of  expansion}  as 
shown  by  equation  (0). 

The  answer  will  be  more  clearly  shown 
in  the  consideration  of  the  more  general 
case  hereafter  considered,  but  i£e  fact 
may  here  be  stated  that  since  heat  has 
been  represented  by  an  area,  so  here  the 
value  of  the  expression  in  equation  (fz) 
is  assumed  to  be  an  area  representing  an 
indefinite  expansion  at  constant  tempera- 
ture. According  to  this  view  v  now  be- 
comes an  abscissa  to  such  an  ideal  area, 
and  not  that  of  an  actual  expansion  as 
appears  in  the  expression  pdv^  and  the 
use  of  the  infinite  limit  at  once  becomes 
apparent  The  author  is  not  satisfactory 
on  this  point.  He  refers  to  it  twice,  once 
in  our  text  and  once  in  one  of  his  origi- 
nal papers,  and  in  neither  case  is  a  satis- 
factory explanation  given,  imless  the  one 
in  the  text  be  so  considered. 

There  is  probably  no  difficulty  involved 
in  the  fact  that  v  is  constant  during  the 
differentiation.  It  is  the  case  of  a  gas 
confined  in  an  inextensible  vessel — like  a 


cylinder  containing  an  immovable  pistoa 
— ^the  gas  being  heated  from  zero  t«A- 
perature  or  from  any  finite  limit  r,  to  a 
higher  temperature  r,  but  is  impossiUe 
to  find  the  total  heat  absorbed,  or  the 
internal  work  done  from  zero  to  r,  or 
even  through  a  finite  range  of  tempera- 
tures, as  shown  by  Equation  (/z),  since 
r  is  not  a  function  of  v  only.  In  estab- 
lishing the  differential  equation,  however^ 
we  need  only  the  work  for  an  infinitesi- 
mal change  of  temperature,  so  that  we 
may  consider  r  constant  in  (fz)  in  def^- 
mining  the  coefficient  of  dr  of  Equation 
(B),  and  the  expression  becomes 


(g^) 


Whenever  p  in  equation  (t;)  is  less 

than  B  -,  the  sign  before  equation  (^) 

will  be  negative,  and  since  in  this  case 
the  value  of  the  second  member  must 
be  added  to  A;  in  equation  (B),  the  infin- 
ite limit  will  be  inferior. 

In  order  to  find  a  numerical  value  for 
this  term  it  is  necessary  to  assume  defin- 
ite values  for  r  and  r.  Taking  />=rjE>^-s 
2116.4  pounds,  the  pressure  of  the  at- 
mosphere on  a  square  foot,  r,=493.2®  F., 
the  absolute  temperature  of  melting  ice^ 
t;.=8.15725  cubic  feet  in  one  pound  of 
carbonic  add  gas  at  the  above  pressure 
and  temperature  (page  229  of  tlie  text), 
and  a=d.42  x  17264  X  8.16725,  we  have : 

At  60**  P.=612.2^  P.  absolute,  the  vol- 
ume being  the  same,  we  have: 

^  =6.84  ij^l?  =0.436  foot  pounds. 
t'v,  (621.2)*  '^ 

The  real  dynamic  specific  heat  of  this 
gas  being  182  foot  pounds,  equation  (B) 
becomes 

d  H=(132  +  0.436)rfr  +  ^^  *;. 

The  second  term  in  the  parenthesis  is 
so  small  compared  with  the  other  that  it 
may  be  omitted  for  ordinary  ranges  of 
temperature.  It  is  less  than  the  limits 
of  the  eiTors  of  observation.  Bankine 
treats  it  as  constant,  and  then  rejects  it 
on  account  of  its  relatively  small  ?alu6 
(see  remark  on  i>age  317  of  the  text)^ 
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This  mode  of  treatment,  however,  is 
not  theoretically  correct,  apd  very  small 
yalnes  of  r  and  v  give  abnormally  large 
results.  Fortunately,  we  have  no  occa- 
sion to  use  yalnes  of  r  so  small  as  1**, 
10^  100^  or  even  300°,  nor  of  v  less  than 
3  or  4  cubic  feet,  and  even  with  these 
extreme  valnes  the  result  will  still  be  so 
small  that  it  may  safely  be  rejected.  This 
part  of  the  analysis  is  very  refined,  and 
we  seriously  question  whether  it  accu- 
xately  represents  nature,  and  it  is  a  con- 
solation to  know  that  it  may  be  discarded 
in  practica  The  most  important  term, 
in  dealing  with  imperfect  fluids,  is  the 
third  one  in  equation  (B)  and  involved  in 


the  part  r 


dr 


The  result  as  to  pressure,  volume  and 
temperature  may  be  conceived  to  be  pro- 
duced by  compressing  the  gas  from  an  in- 
definitely large  volume  along  the  adiabatic 
MA,  Eig.  28,  doing  external  work  MAt;,X 
upon  the  substance,  the  internal  work 
due  to  compression  MAa;??,  which  will  be 
negative,  and  conceived  to  be  due  to  the 
attractions  of  the  particles  for  each  other, 
and  therefore  assisting  in  producing  com- 
pression, and  the  internal  work  maa^m^ 
due  to  an  increase  of  the  temperature. 
Or,  if  the  substance  be  expanded  indefin- 
itely from  the  state  A,  it  will  do  the  same 
amount  of  positive  external  work,  and 
the  internal  work  previously  done  by  in- 
creasing the  temperature  wiU  now  be 
transmuted  again  into  heat,  which  ulti- 
mately is  conceived  to  become  zero,  being 
expended  in  doing  work  by  an  indefinite 
expansion.  Since  the  adiabatic  AM  is 
determined  by  the  relation  between  the 
volumes  and  pressures  only,  the  work  done 
by  adiabatic  expansion  will  be  a  function 
of  the  pressure  and  volumes  only,  or  of 
the  temperature  and  voltmie  only.  The  in- 
ternal work  done  by  an  adiabatic  expan- 
sion is  partly  at  the  expense  of  actual 
heat,  represented  by  the  area  MAam,  and 
partly  by  the  heat  which  became  latent 
or  potential  on  account  of  the  increase  of 
temperature,  and  represented  by  maa^m^. 


Let  tf  ^.do^V  iM) 

then  will  the  integral  of  equation  (B)  be 

H=(Ar-hP)  (r.-r.)-h/''*r^rfe;        (E) 


the  last  term  of  which  cannot  generally 
be  integrated  since  the  pressure  p  may 

not  only  be  arbitrary,  but  t-^  not  h- 

function  of  v  only. 

Let  Ov,,  Fig.  23,  be  the  Tolume  of  % 
pound  of  the  fluid  without  heat  or  preatk 


ure,  to  which  heat  being  communicated, 
the  pressure  will  be  raised  to  v,A,  while 
the  isothermal  representing  the  tempera- 
ture passes  through  a,  AM  an  adiabatic, 
am  an  adiabatic  through  a  as  for  a  per- 
fect gas,  and  a,m,  a  Ime  following  the- 
general  course  of  am^  and  becoming  an 
asymptote  to  it.  ^ 

From  the  state  A  let  the  substance  ex- 
pand from  V,  to  V,  and  receive  heat  from  an 
external  source  raising  its  temperature 
from  r,  at  A  to  r,  at  B,  doing  the  exter- 
nal, or  visible  work,  t;,i?,BA,  and  the  in- 
ternal work  due  to  expansion  AB^^a  ; 
and  from  the  state  B  expand  adiabatically 
doing  the  ideal  external  work  NBv,  X, 
and  the  internal  work  NB6,n  .  The  area 
nhb^n^  represents  the  latent  neat  due  to 
raising  the  temperature  from  zero  to  r,. 
The  several  terms  of  equation  (E)  will  be 

A;r,=mav,X 
Pr,=.fwaa,m, 

Hence  Equation  (E)  is  represented  by 
the  entire  area  of  the  figure  n,  b^  a^  v^  X 
less  the  area  f7?,a  t;,X,  or 
H=nj^,a,m  indefinitely  extended.  (E,) 

But  if  the  fluid  be  worked  in  the  cycle 
t>,  to  A,  to  B,  to  r,,  to  V, ;  or  better,  in 
the  cycle  MABN,  the  internal  work  will 
be  zero,  or 
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ABft,a,  +  NBft,n,— MAa,7n,=o  (iz) ^xxraMy  from  the  analysis,  the  nature  of 
which,  subtracted  from  the  second  mem- '  7'^^''^  ^^^  already  been  explained.  We 
ber  of  the  preceding  equation,  gives 


H=MABN 


(E.) 


ior  the  resultant  integral  of  equation  (E), 
as  stated  by  our  author  on  page  3l3. 
But  to  produce  this  result  by  algebraic 
analysis  requires  a  further  transforma- 
tion. 

AMingy^pdv  to  equation  (E),  and  sub- 
tracting it  from  the  same,  gives 

^=Hr-r,)+/j2*dv{r-  r.)  + 

in  which  />  is  an  ordinate  to  AB,  and 
hence  the  last  term  expresses  the  exter- 
nal work  performed  during  the  expansion 
•from  v^  to  V,  and  equals  «,v,BA.  The 
entire  internal  work  performed  by  a  rise 
in  the  temperature  and  an  increase  in  the 
volume  is  expressed  by  the  second  and 
third  terms,  respectively.  Let  p^=vf  be 
an  ordinate  to  the  adiabatio  BN  and  ;>, 
=v/7  to  AM,  then  we  have  for  the  strip 
above  BN 

and  for  that  above  AM 

'^^         /['(T|-p).?«=ABA.a. 
and  equation  (iz)  gives 

^\  00 

-/'('*■-'-.)'"  «'> 

00 

The  complete  differential  of  the  first 
term  of  the  second  member  is 

the  last  term  of  which  now  follows  nat- 


have  represented  it  by  the  area  nbhn. 
The  integral  of  the  first  member,  consid- 
ering both  r  and  v  as  independent  vari- 
ables, is  also  the  integral  of  the  second 
member,  or 

=  -NBft,n.  +  nbb^n^  =  -NB6n,     (kz) 

and  this  is  a  function  of  the  temperature 
and  volume  only,  and  hence  implicitly  of 
the  pressure  and  volume  only.  The  last 
term  of  equation  (jz)  may  be  expressed 
in  the  same  form. 

In  regard  to  the  signs  of  the  terms  of 
Equation  (kz)  we  observe  that  we  con- 
sider 

as  positive,  and  by  inverting  the  order 
of  the  limits  it  becomes  negative,  and  we 
have  written  it—NB^^n, ;  and  in  r^^ard 
to  the  other  term  we  have  previously 
shown  why  it  should  be  positive  as  it 
stands.  Or,  regardless  of  the  resulting 
signs  of  the  values  following  any  order 
of  integration,  it  will  be  observed  that 
the  result  sought  is  the  difference  of  the 
areas  NUd,n,  and  nbb^n^^  and  that  this 
result  is,  ultimately,  to  be  subtracted 
from  nbv^X. 

Let 

then 

-S,=  -NBA^n,  H-  nbb^n^         (mz) 

and  Similarly, 

— S,=  — MAam, -fmaajmj        (m) 

and  these  several  equations  finally  reduce 
(E.)  to 

H=A:r,-S,+  /  ^pdv-ikr^S,) 

=MABN    (E.) 

A  discussion  of  this  equation  should 
give  essentially  the  same  results  as  be- 
fore found. 

a.    Let  no  heat  be  supplied.     Then 
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H=0,  and  work  will  bo  dono  by  an  adia- 
bitio  expansion,  and  in  Fig.  24  wo  havo : 


S,=MAam, 

S,=MB6m, 
hencoy  (Equation  E,), 

/  ^pdv^^r  ^pdf) 

=MBw.X-MAv,X, 

=— VjBAv,. 

&  'Let  no  external  Moork  he  done,  .Then 

jpdv^o^  and  v,  falls  on  »,,  and  all  the 

work  will  be  internal  daring  the  increase 
of  temperature.    The  equation  becomes 

H=A:r.-S.-(^r,-8.)  (02) 

If  Tj-sio,  and  Sj=o,  this  becomes 

H=^r.-S.  {pz) 

But  to  heat  a  perfect  gas  to  the  tem- 
perature r  requires  an  amount  of  heat 
represented  by  A;r„  and  it  has  been  pre- 
viously shown  that  to  heat  an  imperfect 
gas  to .  the  same  temperature  requires  a 
{larger  amount  of  heat,  whereas,  accord- 
ing equation  (pz)^  it  appears  to  require 
less  in  the  latter  case.  But,  according 
to  equation  {Jz\  the  left  member  will  be 
zero  for  this  case,  and  the  right  member 
will  give.  Pig.  23, 

NB6,nj=MAa,m„ 

(observing,  however,  that  for  this  case 
vJL  will  fall  on  t?,B),  and  this  in  equations 
{mz)  and  {nz)  gives 

— S, + Q^^nbh^n^—maajm^y 


if  S^  be  zero,  we  have 

and  equation  (pz)  becomes 

a  result  which  agrees  with  previous  an- 
alysis, and  inconsistent  with  the  princi- 
ples of  the  subject.  This  part  of  the 
discussion  would  be  facilitated  by  substi- 
tuting  the  values  of  S,  and  S,  of  equations 
(mz)  and  (nz)j  for  S,  become  positive 
when  no  external  work  is  done. 

c.  Let  the  temperature  be  constant. 
Then  r^^r^  and  equation  (EJ  becomes 

^. 
In  this  case  the  last  terms  of  equations 
(mz)  and  (nz)  are  equal,  and  we  have ' 

-S,  +  S,=  -NBft,n,  +  MAcr,n,. 

Professor  Tait,  an  ardent  admirer  of 
our  author  says  of  him :  "  He  was  ambi- 
tious ;  that  is  obvious  from  the  number 
and  variety  of  his  books  and  papers,  and 
the  quite  unnecessary  display  of  symbols 
in  several  of  his  less  popular  writings." 
But  there  was  not  an  unnecessary  display 
of  symbols  in  explaining  article  247  of 
the  text.  More  explanations  on  his  part 
would  have  been  acceptable  to  the  stu- 
dent 

In  regard  to  article  248,  in  which  p 
and  r  are  the  independent  variables,  we 
regret  that  the  author  has  not  left  a  solu- 
tion which  is  accessible,  for  we  anticipate 
that  it  would  contain  some  master  strokes 
of  analysis.  A  solution  is  given  in  Mc- 
Culloch's  "Mechanical  Theory  of  Heat,*' 
in  accordance  with  Kankine's  suggestions 
but  even  when  separated  from  other  an- 
alysis in  the  work  it  is  rather  lengthy. 
CLEiusius  carries  the  two  cases  together- 
first  with  t;  and  r  as  independent  varia- 
bles ;  and,  secondly,  with  p  and  r  as  in- 
dependent variables — but  the  general  so- 
lution is  somewhat  lengthy.  We  offer 
the  following  special  solution : 

Let  W=the  energy  of  the  body,  in- 
cluding the  heat  energy  and 
the  internal  work. 

TJ^/^pdoszthe  external  work. 

H=the  heat  imparted  to  the  sub- 
stance; then 
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dp"  dp       (^ 

^d^^dW      dv 
dr"  dr     "dr 


(1) 
(2) 

(3) 


in  which  p  and  r  are  the  independent 
variables.  Eliminate  W  from  these  equa- 
tions; to  do  which  differentiate  (2)  in 
reference  to  r,  and  (3)  in  reference  to  p^ 
and  subtract,  giving 

drd^        d*<p      d'W     ^  dv        d*v 
dr  dp    ^ dpdr'^dpdr'^dr'd^    ^dpdr 

drdm        d*<p      rf*W     dp  dv        d*v 

___  J,  -4-  T        -  '^  """  -^— —  «^  -—  -4-  p  ■ 

dp  dr       dpdr    dpdr    dp' dr    ^dpdr 


dq}    dr  d<p  ^  dp  dv      dv 
dp    dp'  dr'^  dr' dp^  dr' 

Now  3-  is  formed  by  an  assumed  in- 

dp  ^ 

crement  in    p  while  r  is  constant,  .'. 

-=-=0*  and  in  the  second  member  -r 
dp  dr 

is  formed  by  an  assumed  increment  in  r 

whOe  j>ia  constant.  .•.J^=<,;  which  is 

in  agreement  with  Clausius  process  (see 
<(  Mechanical  Theory  of  Heat/'  translated 
by  Browne,  page  115).  We  thus  have 
the  partial  differential  equation, 

\dpr    dr 


/dR\dr    dv  , 

which  for  a  homogeneous  body  biftoomai 

(P) 


_       ,   dr     dv. 


or 


(dg}),='--£dp 

The  partial  differential  equation  (-^) 

directly  dependent  upon  the  temperature 
is,  from  Equation  (1), 

/dq}A_l/dR\ 
'[drl^rXdr) 


dr 


where  kp  is  the  specific  heat  at  constant 
pressure,  and  in  the  case  of  fluids  is  con- 
sidered constant  at  all  temperatures  and 
pressures.    The  integral  is 

(p=^kplog.r^/^dp 

Since  kp  is  constant  for  a  particular 
substance,  we  may  find  the  form  of  its 
developed*  expression  by  using  a  perfeoi 
gas.  Tor  which  we  have 

^^«^      ^-EsHf  ^-R^ 
dr    r'    ^      r^  V       v 

^  V  V^ 

which,  substituted  in  (F),  gives 

dH.=rd(p^{kp  — R)rfr+pcfe 

which  has  changed  the  equation  from  r 
and  p  independent  variables  to  t  and  «. 
But  for  a  perfect  gas,  Equation  (B)  b** 
comes 

<m—kdr+pdvi 
r.kp=k^^^ 
and  this  substituted  in  (F)  gives 

which  is  equation  (1),  page  814  of  the 
text    It  may  also  be  written 


or 


l/dH\ 


and  the  total  differential  will  be 


Jdg=         ^ 

as  given  by  the  author  in  the  PhUodopK- 
teal  Magazine  1856,  (2),  pi^e  103. 
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THE  DISTRIBUTION  OP  ELECTRICAL  ENERGY. 

From  **lPon.' 


In  bis  recent  inaQgural  address,  the 
President  of  the  Society  of  Engineers, 
referring  to  the  Gaulard-Gibbs  system  of 
electrical  distribution,  observed  that  the 
installation  at  the  Grosvenor  Gallery, 
and  its  application  to  a  number  of  estab- 
lishments in  the  neighborhood,  consti- 
tuted ^^  the  first  practical  and  commercial 
example  in  England  of  bona  fide  house- 
to-house  distribution  of  the  electrical 
current  from  a  central  station."  The 
importance  of  the  subject,  no  less  from  a 
scientific  than  a  commercial  point  of 
view,  induces  us  to  look  somewhat  fur- 
ther into  the  matter.  This  we  are  en- 
abled to  do  by  the  light  of  an  interesting 
ing  brochure  which  has  recently  been  is- 
sued by  the  National  Company  for  the 
Distribution  of  Electricity  by  Secondary 
Generators,  Limited,  whose  offices  are  at 
18  Warwick  street,  Regent  street,  Lon- 
don. This  pamphlet  deals  with  the  ques- 
tion of  electric  lighting  from  a  general 
point  of  view,  and  describes  the  develop- 
ment and  progress  of  the  Gaulard-Gibbs 
system  from  its  first  appearance  before 
the  public  to  its  present  successful  issue. 
Turning  first  to  the  advantages  of  electric 
lighting,  it  is  to  be  observed  that  the 
great  superiority  of  the  electric  light 
over  gas  as  an  illuminant,  and  the 
marked  advantages  secured  by  its  use, 
both  from  a  sanitary  point  of  view  and 
for  the  preservation  of  books,  pictures, 
art  decorations  and  metallic  ornamen- 
tation generally,  from  the  injury  inflicted 
by  gas,  are  so  well  established  that  it  is 
needless  to  dwell  upon  them  here.  A 
striking  example  of  the  results  of  the 
two  methods  of  lighting  was  afforded 
during  the  gas  and  electrical  exhibition 
held  at  the  Crystal  Palace  in  1882-83. 
In  the  south  nave,  which  was  devoted  to 
the  exhibition  of  fi^as-lighting  apparatus, 
the  trees  and  shrubs  suffered  most 
severely,  being  materially  injured  after  the 
exhibition  had  been  open  for  a  few  weeks 
only,  whilst  at  its  close  nought  remained 
but,  for  the  most  part,  a  display  of 
shrivelled  leaves  and  fast  withering 
stems*  On  the  other  hand,  in^the  north 
nave,  where  the  electric  light  was  dis- 


played, the  plants  and  shrubs  remained 
green  and  healthy  to  the  last;  the 
flowers,  too,  showing  forth  at  night  in  all 
their  brilliancy  of  natural  color.  But, 
given  all  the  manifest  advantages  per- 
taining to  the  use  of  the  electric  light, 
the  problem  arose  how  the  benefits  con- 
ferred by  this  principle  of  illumination 
were  to  be  made  to  reach  the  general 
public.  It  is  manifestly  out  of  the  ques- 
tion that  the  average  householder  can 
afford  to  have  an  engine  and  a  dynamo 
machine  fitted  on  his  premises.  And 
even  where  such  can  be  afforded,  tiie 
space  necessary  for  their  proper  location 
would  in  most  instances  be  wanting. 
And  yet  this  is  all  that,  as  a  rule,  could 
hitherto  be  offered  by  most  of  the  electric 
lighting  companies.  It  stands  to  reason 
that,  if  the  employment  of  gas  had  ne- 
cessitated the  manufacture  of  that  illu- 
minating agent  on  the  premises  of  the 
consumers,  its  use  would  have  been  con- 
siderably restricted.  It  is  true  that 
there  is  the  accumulator  system,  in  which 
the  batteries  are  charged  at  the  works, 
delivered  at  the  consumer's  house,  called 
for  when  the  contents  have  been  used, 
recharged,  and  returned  to  the  consum- 
er. But  how  many  are  there  who  adopt 
this  system  for  ordinary,  regular  every- 
day uset  Probably  not  one,  the  only 
patrons  of  this  system,  doubtless,  being 
those  who  elect  to  have  their  salons 
lighted  by  it  on  special  occasions.  And, 
after  all,  it  is  only  the  exact  method 
adopted  in  distributing  coal  gas  to  con- 
sumers in  the  earliest  days  of  its  public 
use. 

A  retrospective  glance  at  the  recent 
history  of  electric  lighting  shows  that 
its  practical  introduction  for  general 
purposes  in  this  country  dates  from  the 
year  1877,  when  the  Jablochkoff  electric 
candle,  as  it  was  called,  was  first  ex- 
hibited as  fitted  up  in  a  warehouse  and 
on  board  a  ship  in  the  West  India  Docks. 
The  next  step  was  the  adoption,  in  1878, 
of  this  system  on  the  Thames  Embank- 
ment, where  it  continued  in  use  till  1884 
From  the  long  stretch  of  road  illumi- 
nated by  this  means  it  was  thought  at 
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one  time  that  the  system  was  destined  to 
sabserve  the  mosfc  important  purpose  to 
which  electric  lighting  can  be  applied, 
namely,  general  house-to-house  illumina- 
tion, the  current  being  distributed  over 
a  given  district  from  a  central  generating 
station.  To  this  purpose,  however,  it 
never  was  and  never  could  be  applied, 
and  the  fact,  moreover,  remains  that,  al- 
though many  systems  of  electric  light- 
ing have  since  been  introduced,  some  of 
which  are  still  doing  good  public  service, 
not  one,  with  the  exception  of  the  Gaul- 
ard  Gibbs  system,  has  succeeded  in 
establishing  a  claim  to  be  considered  a 
practical  distributing  system,  although 
in  several  instances  such  a  claim  has 
been  seriously  advanced.  The  main 
reason  for  this  is  that  in  every  system 
except  the  Gaulard-Qibbs  a  primary  elec- 
trical current  is  employed — that  is,  a 
current  taken  direct  from  the  dynamo, 
}ed  along  a  conductor  just  as  produced, 
and  used  without  undergoing  any  inter- 
mediate modification  or  change.  To 
conduct  such  a  current  to  any  useful 
distance,  and  to  divide  it  into  a  large 
number  of  small  parts,  so  to  speak — so 
as  to  distribute  it  over  a  large  area  in  the 
form  of  numerous  lights  of  moderate 
power — would  require  conductors  of  enor- 
mous diameter.  The  dimensions  would 
be  such  as  to  preclude  their  use,  both  on 
account  of  their  weight  and  also  their 
cost,  as  they  would  necessarily  have  to 
be  made  either  of  copper  or  of  bronze. 
The  hmit  at  which  incandescence  lamps 
can  be  practically  lighted  by  any  direct 
system  is  reached  at  600  yards  from  the 
producing  dynamo.  Another  disturbing 
element  which  presents  itself  in  all  direct 
systems  is  that  of  danger  to  life  when  a 
high  tension  current  is  used,,  as  is  the 
case  when  it  is  desired  to  light  arc  lainps 
over  a  considerable  distance  on  a  circuit 
not  metalHcally  closed. 

The  essentials  of  success  in  any  sys- 
tem having  for  its  object  the  distribution 
of  electricity  on  a  practical  scale  are  the 
opposite  of  what  has  been  stated.  In 
fact,  it  can  only  be  aocomphshed  by  the 
distribution,  not  of  the  electrical  current 
itself,  but  of  electrical  energy  repre- 
sented by  the  current.  It  should  be 
understood  that  the  energy  of  a  current 
is  a  very  different  thing  from  the  current 
itself,  inasmuch  as  every  given  current 
haa  special  properties  which  are  capable 


of  being  modified  to  meet  varied  re- 
quirements, or,  conversely  stated,  every 
special  purpose — such  as  arc  lighting, 
incandescent  or  glow  lighting,  electro- 
plating, and  the  furnishing  of  motive 
power — has  to  be  provided  for  by  a 
special  current-transforming  apparatus. 
Now,  property  treated,  a  given  primary 
current  can  be  made  subservient  to  all 
these  purposes  by  means  of  one  and  the 
same  intermediate  apparatus  or  convert- 
er. Then,  again,  when  produced,  tho 
distribution  of  this  transformed  current 
must  be  effected  without  danger  to  those 
who  are  using  it ;  otherwise  no  system 
of  production,  however  successful  scien- 
tifically, can  hope  for  public  patronage. 
In  fact,  its  dangerous  character  would 
prohibit  its  adoption,  and  hence  it  must 
fail  commercially. 

So  far  as  present  experience  shows, 
the  only  system  by  which  the  conversion 
of  primary  into  secondary  currents  can 
be  efficiently,  economically,  and  safely 
accomphshed,  and  those  converted  cur- 
rents satisfactorily  utilised,  is  that  of 
Messrs.  Gaulard  &  Gibbs.  This  system 
of  secondary  generators  is  founded  upon 
the  results  of  experiments  made  many 
years  ago  by  Ampere,  who  demonstrated 
that  bobbins  of  insulated  copper  wire 
were  influenced  by  electric  currents  being 
passed  through  them.  The  phenomena 
of  induction  were  also  studied  by 
Faraday,  and  his  investigations  threw 
still  further  light  upon  the  results 
obtained  by  Ampere.  Proceeding  to 
give  practical  effect  to  the  experiments 
of  Ampere  and  Faraday,  Messrs.  Gaul- 
ard &  Gibbs  constructed  an  apparatus  in 
which  the  main  feature  was  an  insulated 
copper  wire  conductor  of  comparatively 
small  diameter,  surrounded  by  other 
finer  insulated  wires.  These  wires  were 
coiled  spirally.  The  main  wire  was  con- 
nected up  with  a  dynamo  machine  cap- 
able of  producing  an  alternating  current, 
whilst  the  spiral  covering  wire  was  con- 
tinued to  the  lamps.  Upon  the  machine 
being  started,  a  primary  current  was 
produced,  which,  traversing  tlie  main 
wire,  induced  another  or  secondary  cur- 
rent in  the  spiral  covering  wire,  which 
current  could  be  rendered  capable  of 
application  to  either  arc  or  incandescenoe 
lamps,  or  to  the  driving  of  machinery. 
The  principle  upon  which  the  system  de- 
pends is  that  the  primary  and  secondaiy 
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conductors  shall  be  of  equal  mass  and 
equidistant  from  the  iron  core.  The 
secondary  generator  is  composed  of 
columns,  and  these  columns  are  divided 
up  into  groups,  and  so  connected  as  to 
admit  of  the  current  induced  on  the  sec- 
ondary conductors  by  the  influence  of 
the  alternating  current  which  traverses 
the  primary  conductor  being  made  to 
develop  at  will  different  potentials — that 
is,  the  different  qualities  of  current  re- 
quired respectively  for  arc  lamps,  incan- 
descence lamps,  and  motive  power.  An 
important  feature  of  the  system  is  that 
a  metallically  closed  circuit  is  used  to 
convey  the  primary  current.  Hence  no 
limit  need  be  fixed  to  the  electro-motive 
forcye  of  the  current,  which,  on  such  a 
circuit  may  be  rendered  absolutely  free 
from  danger. 

Such  is  the  principle  of  the  Gaulard 
Gibbs  secondary  generator,  the  first  pub- 
lic exhibition  of  which  took  place  in  the 
Electric  Lighting  Exhibition,  which  was 
held  in  the  Koyal  Aquarium,  Westmins- 
ter, in  1883.  lliid  machine  consist 
ed  of  sixteen  parallel  columns,  placed 
vertically  between  a  base  and  an  entabla- 
ture of  wood,  to  which  they  were  indi- 
vidually attached.  Each  column  was 
formed  of  a  hollow  cardboard  cylinder  two 
inches  in  diameter,  around  which  was 
coiled,  in  two  layers  of  superposed 
spirals,  a  cable  composed  of  a  central 
copper  wire  an  eighth  of  an  inch  in 
diameter  covered  with  a  double  layer  of 
paraffined  cotton.  Around  this  central 
wire,  which  formed  the  main  conductor 
of  the  primary  current,  and  completely 
enveloping  it,  were  placed  in  parallel 
order  six  cables,  each  composed  of  eight 
fine  copper  wires  similarly  insulated  by  a 
double  layer  of  paraffined  cotton«  By 
this  arrangement  the  inductive  reaction 
which  would  occur  in  the  spirals  of  the 
primary  circuit  if  they  were  placed  next 
to  each  other  was  prevented  The  col- 
umns were  disposed  in  four  groups  of 
four  each,  and  were  so  arranged  thafi  the 
terminals  of  their  inductor  were  brought 
to  the  commutator  placed  in  front  of  the 
apparatus,  the  object  of  which  was  to 
direct  the  primary  current  by  one  or 
more  of  these  groups  of  columns.  The 
terminals  of  the  secondary  wires  were 
themselves  conducted  to  four  circular 
commutators  of  identical  construction 
placed  on  the  side  of  the  apparatus,  the 


object  of  which  was  to  couple  these  ter- 
minals by  means  of  a  simplp  handle, 
either  in  parallel  order  or  end  to  end. 
By  means  of  these  commutators  the  in- 
dividual ends  of  each  column  could  be 
connected  separately  or  in  groups  to  the 
apparatus  of  consumption,  whether  lamps 
or  motors,  which  the  secondary  gener- 
ators had  to  supply  with  a  curren  J.  In 
the  centre  of  each  column  was  an  iron 
wire  core,  the  magnetic  action  of  which  was 
regulated  by  means  of  a  movable  brass  cap 
or  cylinder.  These  cylinders  emerge  from 
the  upper  portion  of  the  generator,  their 
function  being  to  graduate  the  intensity 
of  the  secondary  current,  and  therefore 
the  intensity  of  the  light  produced  at 
the  lamps,  and  this  it  did  most  effect- 
ively. The  brass  cylinders  were  moved 
up  and  down,  or,  in  other  words,  the  in- 
tensity of  the  current  was  regulated  by 
means  of  four  hand- wheels  just  under  the 
entablature.  A  striking  characteristic  of 
this  apparatus  was  that,  although  tra- 
versed by  currents  of  the  highest  po- 
tential, every  exposed  metallic  part  mi^ht 
be  touched  without  the  risk  of  receiving 
a  dangerous  or  even  an  inconvenient 
shock. 

The  first  practical  application  of  the 
Gaulard'Gibbs  system,  as  already  stated, 
was  made  on  the  Metropolitan  Railway 
in  December  1883.  The  generating  ma- 
chinery, which  was  located  at  the  Edge- 
ware  ftoad  Station,  consisted  of  a  25 
horse-power  steam  engine,  which  ran  at 
a  speed  of  120  revolutions  per  minute, 
and  was  suppUed  with  steam  from  a  Corn- 
ish boiler  at  60  lb.  pressure  per  square 
inch.  The  engine  drove,  through  a 
countershaft,  a  Siemens  W°  alternating 
current  machine,  running  at  600  revolu- 
tions per  minute,  and  excited  by  a  small 
Siemens  dynamo  running  at  1,000  revo- 
lutions per  minute,  the  large  dynamo 
giving  16,000  alternations  per  minute. 
The  primary  wire  was  led  from  the  large 
dynamo  to  the  secondary  generator, 
which  supplied  the  current  to  a  series  of 
arc  and  incandescence  lamps  in  the 
booking-office  and  on  the  platform  of  the 
station.  After  traversing  the  generator, 
the  primary  wire  was  carried  out  of  the 
station  and  along  the  course  of  the  line 
at  the  side  of  the  tunnel  to  Notting  Hill 
Gate  station.  It  returned  thence  to 
Gower  street,  Eing^s  Cro^ss  and  Aldgate, 
and  back  again  to  the  Edgeware  Boad| 
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beiDg  intercepted  by  secondary  gener- 
ators, and  the  current  tapped  and  used 
for  lighting  at  five  different  stations  alto- 
gether, including  that  at  the  Edgeware 
Road.  The  primary  circuit  in  which 
these  generatoins  were  placed  was  com- 
posed of  a  single  wire  fifteen  miles  in 
Wgth  and  only  one-eighth  of  an  inch  in 
diameter.  This  primary  circuit  was  me- 
tallically closed  throughout  its  entire 
length  with  the  terminals  of  the  dynamo 
machine  at  the  Edgeware  Boad  station. 
The  management  of  the  secondary  gen- 
erators was  found  to  be  so  simple  that 
from  the  first,  and  during  the  whole  of 
the  five  months  the  system  was  in  use  on 
the  line,  the  apparatus  was  left  in  the 
care  of  the  inezpeiienced  employes  of 
the  railway  company.  The  results  proved 
highly  satisfactory,  and  as  regards  the 
effective  work,  it  was  shown  by  Dr.  Hop- 
kinson  to  be  90  per  cent.  In  fact,  it  was 
practically  demonstrated  that  the  loss 
occasioned  by  the  transformation  of 
electrical  energy  into  light  did  not  exceed 
10  per  cent 

The  experience  gained  during  the 
practical  trial  of  the  system  on  the 
Metropolitan  Railway  led  to  several 
modifications  being  made  in  the  form  of 
the  apparatus,  although  the  principle  re- 
mained precisely  the  same  as  in  the  first 
instrument  shown  at  the  Westminster 
Aquarium  exhibition.  The  improved 
form  of  apparatus  embodies  the  most 
simple  and  practical  method  of  applying 
economically  the  principle  involved.  Fur- 
ther research  has  led  to  the  formation  of 
the  inducing  and  induced  circuits  by 
means  of  copper  discs,  superposed  and 
furnished  with  ear-pieces,  by  which  they 
are  connected  together. 

Considerable  as  was  the  circuit  of  15 
miles  on  the  Metropolitan  Railway,  it 
was  greatly  exceeded  in  the  second  in- 
stallation, which  was  carried  out  at  the 
Turin  Exhibition  in  1884.  Here  electri- 
cal energy  was  transmitted  to  a  distance 
of  25  miles  from  the  machine  along  a 
single  conductor,  which  formed,  conse- 
quently, a  circuit  of  twice  that  length,  or 
50  miles.  Electric  currents  of  varying 
potential  were  developed  at  the  extrem- 
ity as  well  as  at  several  points  on  the 
circuit,  forming  an  unprecedented  fact 
in  the  history  of  electric  lighting.  A 
Siemens  dynamo  of  60  horse-power,  sup- 
plying a  current  of  S^OOO  volts  and  10 


amperes,  was  placed  in  the  exhibition, 
and  the  conductor,  a  bronze  uninsulated 
wire  one-eighth  of  an  inch  in  diameter, 
was  carried  by  insnlators  on  the  ordinary 
railway  telegraph  posts  to  Lanzo,  a  town 
at  the  foot  of  the  Alps,  and  twenty-five 
miles  distant  by  the  line  of  telegraph 
posts  from  the  exhibition.  In  the  exhi- 
bition building  several  secondary  gener- 
ators were  used  for  supplying  electrical 
currents  to  various  kinds  of  lamps,  whilst 
other  generators  were  placed  at  different 
points  on  the  circuit  for  the  same  par- 
pose.  Thus  the  railway  station  at  Turin 
and  those  at  Venaria  Reale  and  Cirie  en 
route  were  brilliantly  illuminated  by 
means  of  both  arc  and  glow  lamps.  The 
Lanzo  station  was  similarly  illuminated 
by  arc  lamps  of  the  Siemens  and  the  Sun 
types,  and  by  glow  lamps  of  the  Swan 
and  Bernstein  patterns,  tast>ef ully  distrib- 
uted over  the  interior  and  exterior  of 
the  station,  and  fed  through  several  col- 
umns of  Gaulard-Gibbs  secondary  gener- 
ators by  currents  generated  25  miles  off 
at  Turin.  This  installation  formed  the 
subject  of  long  and  exhaustive  investi- 
gation by  the  international  jury  of  the 
electrical  section  of  the  Turin  exhibition, 
and  thoroughly  demonstrated  the  value 
of  the  system.  The  practical  outcome 
was  that,  by  the  verdict  of  the  jnry,  a 
prize  of  10,000  fr.  (out  of  15,000  fr. 
placed  at  their  disposal  for  prizes  in  the 
electrical  department)  and  a  gold  medal 
were  awarded  in  respect  of  the  inven- 
tion. 

The  most  recent  installation  is  that  at 
the  Qrosvenor  Gallery,  which  has  been 
undertaken  by  Sir  Coutts  Lindsay  & 
Oo.,  Limited,  and  where  for  several 
months  past  the  secondary  generator 
system  has  been  in  operation  on  a  gradu- 
ally extending  scale,  having  been  succes- 
sively applied  to  a  number  of  establish- 
ments in  Bond  street  and  the  neighbor- 
hood. Messrs.  MacEenzie  &  Brougham, 
of  15  Great  George  street,  Westminster, 
are  the  engineers  to  this  installation.  At 
the  International  Inventions  Exhibition 
held  in  Landon  in  1885,  the  National 
Company  for  the  Distribution  of  Elec- 
tricity by  Secondary  Generators,  Limited, 
distributed  by  means  of  a  Siemens 
dynamo  current  to  various  types  of  eleo- 
tric  lamps.  They  were  awarded  by  the 
jury  a  gold  medal  for  *'the  successful 
working  out  of  a  system  of  electrical 
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distribation  by  induced  currents."  At 
Aschersleben,  in  Qermany,  an  installation 
has  recently  been  completed,  and  is 
working  most  satisfactorily,  comprising 
the  distribution  of  200  horse-power  in 
light  over  a  circuit  of  about  six  miles ; 
some  of  the  lamps  being  employed  to 
light  a  mine.  In  this  case  the  first 
practical  application  of  the  system  will 
be  made  to  the  distribution  of  mechan- 
ical power.  The  current  supplied  by  the 
secondary  generators  is  also  to  be  used  for 
electro-chemical  purposes.  The  lighting 
of  the  town  of  Tour^,  in  Prance,  is  about 
to  be  inaugurated,  the  installation  of  the 
first  200  horse-power  plant  and  ma- 
chinery having  been  completed.  In  Italy 
installations  will  shortly  be  completed 
for  supplying  lights  to    the  towns   of 


Turin  and  Tivoli  by  the  company's  sys- 
tem, and  arrangements  are  in  progress 
for  transporting  2,000  horsepower,  de- 
rived from  the  waterfalls  of  Tivoli,  from 
Tivoli  to  Bome,  to  be  applied  in  lighting 
the  principal  part  of  the  latter  city.  In 
the  United  States  of  America  an  eminent 
firm— Messrs.  Westinghouse,  of  Pitts- 
burgh— has  undertaken  to  work  the  sys- 
tem. We  have  now  indicated  the  deve- 
lopment of  this  promising  system,  and, 
after  an  impartial  consideration  of  the 
facts  stated,  we  cannot  evade  the  conclu- 
sion that  it  has  made  material  progress 
— a  progress  which,  as  far  as  we  are 
aware,  is  withput  a  parallel  in  this  coun- 
try as  regards  house-to-house  distriba- 
tion of  the  electrical  current. 
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Before  entering  upon  a  description  of 
the  experiments  with  lighthouse  illumin- 
ants  which  were  carried  out  at  the  South 
Foreland  in  1884  5, 1  think  it  proper  to 
state  that  it  would  be  out  of  place,  on 
the  present  occasion,  to  refer  to  any  per- 
sonal considerations  which  may  have 
been  connected  with  the  question  of 
setting  these  trials  on  foot,  therefore  I 
shall  address  myself  solely  to  the  practi- 
cal view  of  the  subject,  and  endeavor  to 
present  to  you,  from  my  own  knowledge, 
a  dispassionate  and  impartial  account  of 
these  important  experiments,  and  put 
before  you  the  conclusions  which  may  be 
legitimately  drawn  from  them. 

For  the  benefit  of  those  not  technically 
acquainted  with  the  details  of  lighthouse 
illumination,  I  must  make  some  prelim- 
inary observations  of  a  general  character. 

For  very  many  years  the  illumination 
pf  lighthouses  has  been  an  attractive  sub- 
ject for  the  efforts  of  earnest  inventors, 
and  the  suggestions  of  fanciful  specula- 
tors. I  will  not  detain  you  with  a  recital 
of  the  numerous  schemes  which,  from 
time  to  time,  have  been  put  forward,  but 
will  at  once  tell  you  that  the  only  illum- 
ating  agents  which  have  successfully 
bome  the  tests  of  experiment  and  experi- 
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ence,  and  have  been  found  to  be  service- 
able for  lighthouse  purposes,  are  oil,  gas, 
and  electricity.  The  cardinal  principle  in 
connection  with  the  maintenance  of  our 
coast  lights  is  certainty ;  there  must  be 
no  breakdown  of  the  lights  between  sun- 
set and  sunrise.  Mariners  approaching 
our  shores  at  night  from  distant  parts 
are  almost  entirely  dependent  upon  their 
sure  and  effective  exhibition.  Each  one 
must  be  readily  and  certainly  recogniz- 
able, in  accordance  with  the  advertised 
intimations  of  its  special  characteristic 
In  fulfillment  of  this  essential  condition' 
it  has  come  to  pass,  by  a  process  analo- 
gous to  that  of  the  survival  of  the  fittest, 
that  oil,  gas,  and  electricity  remain  the 
only  sources  of  light  upon  which  com- 
plete dependence  may  be  placed  for  the 
purposes  of  effective  lighthouse  illumina- 
tion. 

In  continuation  of  these  preliminary 
remarks  it  will  be  useful  to  consider  the 
general  subject  under  three  headings: 

1.  The  actual  sources  of  light. 

2.  The  mechanical  means  by  which  the 
light  is  sustained  and  controlled. 

3.  The  appliances  for  utilizing  the 
light  produced  in  the  manner  most  ser- 
viceable to  the  mariner. 
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As  each  of  the  above  named  divisioDS 
would,  in  itself,  afiford  ample  material  for 
a  paper,  I  must  ask  you  to  forgive  my 
touching  them  with  a  light  hand  only. 
lly  object  will  be  simply  ^  give  those  of 
my  hearers  to  whom  the  subject  is  un- 
familiar some  general  notions  which  will 
make  the  latter  portions  of  my  remarks 
more  intelligible  to  them,  and  to  connect 
the  general  principles  of  lighthouse  sci- 
ence with  the  investigation  at  South 
Foreland. 

1. — SOtTBOES   OF  LIGHT. 

Oil — Begarding  these  three  illumin- 
ants  as  mere  sources  of  light  without 
reference  to  burners,  lenses,  or  any  of  the 
appliances  used  in  ordinary  lighthouses, 
we  will  first  give  our  attention  to  oil, 
which  is  the  oldest  of  the  three,  its  use 
dating  back  for  nearly  100  years,  when  it 
began  to  replace  the  coal  fire  and  candle 
systems  of  the  last  century.  For  the 
greater  part  of  this  long  period  sperm  oil 
was  used,  but  in  1845  it  was  demonstrat- 
ed that  rape  seed  or  colza  oil  could  be 
burned  as  effectually  and  at  much  less 
cost,  and  the  use  of  sperm  was  discontin- 
ued. In  modem  times  mineral  oil  has 
come  to  the  front,  and  threatens  to  sup- 
plant the  vegetable  oil  entirely,  being 
very  much  cheaper,  and  giving  an  illum- 
inating effect  almost^  if  not  quite  equal 
to  that  of  rape  oil.  The  latter  is,  how- 
ever, still  employed  at  isolated  rock  light- 
houses and  on  board  lightships,  chiefly 
for  considerations  of  safety.  The  mineral 
oil  now  used  in  this  country  is  paraffin 
obtained  by  the  distillation  of  shale,  and 
is  at  present  supphed  with  a  flashing  point 
of  154^  Fahr.,  thus  rendering  it  a  perfectly 
safe  oil  for  use  in  this  climate.  Quite  re- 
cently,a  mineral  oil,  having  aflashing  point 
above  250*^  Fahr.,  has  been  tested  with 
most  encouraging  results,  which,  if  cor- 
roborated by  further  tests,  will  make  it 
very  suitable  for  rock  hghthouses  and 
lightships,  and  will  tend  to  shut  out  rape 
oil  altogether,  the  latter  being  fully  twice 
the  price  of  the  new  product.  It  is  a  co- 
incidence that  vegetable  should  displace 
animal  oil,  and  that. mineral  should  now 
be  about  to  supplant  vegetable  oil.  With 
some  few  exceptions,  which  will  be  re- 
ferred to  in  dealing  with  gas  and  elec- 
tricity, oil  is  the  general  iliuminant  now 
used  in  lighthouses  of  the  United  King- 
dom, as  well  as  in  all  parts  of  the  world. 


In  this  country  rigorous  tests  are  applied 
to  ensure  the  oil  sent  to  lighthouses 
being  of  the  very  finest  quality.  Both 
rape  and  paraffin  must  burn  without  re- 
quiring to  be  trimmed  for  IG  hours. 
Careful  examination  of  each  is  made  to 
ascertain  if  any  acid  is  left  in,  or  other 
deleterious  compound  mixed  with  either 
kind  of  oil.  The  requirements  in  respect 
of  the  paraffin  now  used  are  that  it  must 
have  a  specific  gravity  between  .810  and 
.820  at  60*"  Fahr.,  with  a  minimum  flash- 
ing point  of  140*^  Fahr.  (close  test),  and 
must  distil  between  the  temperatures  of 
302**  and  572''  Fahr.  The  conjunction  of 
such  qualities  as  are  indicated  by  the 
above  requirements  provides  an  effective 
and,  in  oilaer  respects,  suitable  oil  for 
burning  in  lighthouses. 

So  far  as  the  experiments  at  the  South 
Foreland  are  concerned,  rape  oil  need 
not  be  taken  into  consideration.  Paraffin 
of  the  description  above  referred  to  only 
was  used,  and  may  be  regarded  as  the 
representative  of  the  oil  system. 

An  important  point  may  perhaps  be 
here  appropriately  referred  to  in  connec- 
tion with  the  cost  of  lighthouse  oil.  In 
the  early  stages  of  the  discussion  as^  to 
the  relative  advantages  of  gas  and  oil* 
about  twelve  or  fifteen  years  ago,  eco- 
nomical arguments  in  favor  of  gas  were 
based  on  the  then  prices  of  rape  oil, 
which  were  variously  quoted  as  4s.  9|d., 
3s.  lO^d.,  2s.  9d.  per  gallon.  In  these 
days  paraffin  is  supph^  at  6d.  per  gal- 
lon, a  fact  which  obviously  changes  the 
financial  aspect  of  the  comparison  very 
considerably. 

Oas.—In  the  year  1865,  Messrs.  Ed- 
mundson  &  Co.,  of  Dublin,  of  which  firm 
Mr.  J.  B.  Wigham  is  an  enlightened  and 
enterprising  member,  perfected  a  system 
by  which  gas  could  be  employed  as  a 
lighthouse  iliuminant.  At  first  gas  made 
from  oil  was  employed ;  but  subsequently 
cannel  coal  gas  was  adopted.  This 
iliuminant  was  first  established  at  the 
Howth  Bailey  Lighthouse,  shortly  after- 
wards taken  to  that  at  \Vicklow  Head, 
and  subsequently  extended  to  seven  other 
h'ghthouse  stations  in  Ireland,  and  one 
in  England. 

The  gas  used  is  obtained,  by  the  usual 
process  of  manufacture,  from  the  best 
cannel  coal,  and  gives  an  illuminating 
power  much  higher  than  that  of  gas 
made  from  ordinary  north  country  coal. 
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snch  as  is  used  in  gas  works  of  towns 
where  a  large  supply  is  required  to  be 
distributed.  Burned  in  the  London 
standard  Argand  burner,  the  gas  from 
north  country  coal  does  not  give  a  light 
superior  to  that  of  sixteen  candles,  as  re- 

auired  by  Act  of  Parliament;  whereas 
be  gas  made  from  good  cannel  coal, 
when  burned  in  the  London  standard 
burner,  yields  a  light  almost  equivalent 
to  that  of  about  thirty  candles.  For 
lighthouse  purposes  it  is  essential  to  have 
the  best  light,  and  therefore  cannel  gas 
has  been  exclusively  employed,  although 
much  dearer  than  north  country  coal. 
The  average  price  of  cannel  delivered  at 
the  lighthouses  appears  to  range  between 
40s.  and  50s.  per  ton.  A  quantity  of 
furnace  coal,  about  one-half  that  of  the 
cannel  coal  carbonized  in  the  retorts,  is 
required  for  each  gas  works,  and  the 
whole  manufacture  has  to  be  carried  on 
at  the  lighthouse  station.  The  cannel 
coal  used  at  the  South  Foreland  was 
chosen  by  Mr.  Wigham  as  best  adapted 
for  the  experimental  gas  light  to  be  ex- 
hibited, and  came  from  the  Lesmahagow 
pit. 

•In  addition  to  the  use  of  cannel  gas, 
trials  were  also  made  at  South  Foreland 
with  gas  obtained  from  mineral  oil,  which 
proved  to  possess  an  illuminating  power 
equal  to  that  of  46  to  60  candles.  The 
gas-making  apparatus  was  put  up  at 
South  Foreland  by  Pintsch's  Patent 
Lighting  Company,  as  exemplifying  their 
system  of  making  gas,  which  is  of  a  sim- 
pler character  t£an  tiia,t  of  cannel  gas. 
The  works  are  smaller,  and  consequently 
cheaper,  and  the  operation  of  gas-making 
can  be  carried  out  by  one  man  alone. 
The  oil  used  is  paraffin,  not  refined,  and 
is  supplied  at  South  Foreland  at  about 
6d  per  gallon,  but  would  be  cheaper  de- 
livered in  London.  The  oil  is  caused  to 
drip  on  to  a  tray  placed  in  the  retort, 
where  it  is  heated  sufficiently  to  convert 
it  into  gas,  which,  after  passing  through 
some  purifying  operations,  goes  into  tiie 
gas-holder.  As  compared  with  cannel 
ffas,  the  higher  illuminating  power  of 
rintsch's  oil  gas,  in  conjunction  with  the 
comparative  simplicity  of  manufacture 
and  economy  of  gas-making  plant,  all 
point  to  its  probable  superiority  for  light- 
house purposes.  The  data  at  my  dis- 
posal are  not  sufficient  to  enable  me  to 
say  with  certainty  whether  the  cost  per 


1^000  cubic  feet  is  less  than  that  of  an 
equal  quantity  of  cannel  gas,  but  even 
assuming  the  price-  to  be  the  same  in 
both  cases,  the  higher  illuminating  power 
of  Pintsch^s  gas  would  make  it  at  least 
25  per  cent,  more  valuable  as  an  illumin- 
ating agent. 

During  the  trials  at  South  Foreland 
the  bulk  of  the  comparisons  were  made 
with  cannel  gas,  and  a  small  proportion 
only  with  Pintsch's  oil  gas. 

JEUctricity. — The  next  division  of  our 
sources  of  light  has  reference  to  electric- 
ity. This  illuminant  has  been  employed 
with  success  in  certain  lighthouses  in 
this  country  since  1862.  In  France,  it 
was  first  used  in  1863,  but  of  late  years 
it  has  received  a  very  considerable  impc^ 
tus  in  that  country.  The  limited  appli- 
cation of  this  luminary  in  the  United 
Kingdom  is  not  due  to  any  practical  dif- 
ficulties in  respect  of  its  installation,  but 
rather  to  a  dislike  on  the  part  of  mariners 
of  its  extremely  dazzling  and  distressing 
light  when  they  are  close  to  it.  The 
navigable  channels  leading  to  and  from 
our  ports  and  harbors  are  mostly  near 
land,  and  are  often  crowded  with  ship- 
ping ;  a  very  dazzling  light  shining  across 
the  navigation  at  such  a  place  would  be 
likely  to  prove  a  source  of  danger  rather 
than  of  safety.  Chiefly  on  this  account 
electricity  has  made  but  slow  progress  as 
a  lighthouse  illuminant  in  this  country. 

In  1857  the  discovery  by  Faraday,  of 
magnetic  induction  in  a  coil  of  copper 
wire,  was  turned  to  practical  account  for 
lighthouse  illumination  by  Professor  F. 
H.  Holmes,  who  then  made  the  first  com- 
plete ma^eto-electric  machine.  In  that 
year  trials  with  the  newly-born  electric 
light  were  commenced  at  South  Fore- 
land, and  were  continued  until  1859. 
Then  it  was  discontinued  at  South  Fore- 
land, but  established  at  Dungeness  light- 
house in  1862.  After  some  further  exp^ 
rience  a  new  lighthouse  on  Souter  Pomt 
Coast  of  Durham  was  lighted  up  with 
the  electric  spark,  and  in  J.872  it  was 
brought  back  as  a  permanency  to  its  first 
home  at  South  Foreland,  anH  has  shone 
there  successfully  ever  since.  In  1874  it 
was  removed  from  Dungeness,  because 
the  point  was  low  and  dangerous,  and 
mariners  did  not  like  the  light  in  their 
eyes,  and  could  not  judge  their  distance 
from  the  point.  In  1877  it  was  taken  to 
the  Lizard  lighthouse.    It  is  now  intend- 
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ed  to  show  electiic  light  from  the  light- 
house on  St.  Catherine's  Point,  Isle  of 
Wight,  and  from  the  high  tow^r  on  the 
Isle  of  May,  Frith  of  Forth. 

The  machines  originally  employed  for 
generating  the  necessary  electrical  energy 
were  constructed  on  the  magneto-electric 
J)riDciple,  which  necessitates  the  use  of 
permanent  mngnets  for  the  induction  of 
electricity.  I  have  mentioned  that  Holmes 
made  the  first  machine  on  this  principle, 
and  Holmes*  machines  are  at  present 
employed,  after  running  fourteen  years, 
in  maintaining  the  lights  shown  from  the 
permanent  lighthouses  at  South  Fore- 
land. In  1876,  some  trials  were  made 
with  various  electric  generators,  to  as- 
certain which  kind  of  machine  was  most 
suitable  for  producing  the  electric 
light  for  lighthousea  The  verdict 
was  in  favor  of  Siemens'  dynamo  ma- 
chines, and  accordingly  these  machines 
were  adopted  for  the  Lizard  Station  in 
1877. 

In  consequence  of  some  serious  ihreg- 
ularities  in  the  working  of  these  ma- 
chines, and'  because  at  the  time  Baron  de 
Meritens,  of  Paris,  had  perfected  a  very 
powerful  and  in  some  respects  novel 
form  of  magneto-electric  machine,  it  was 
resolved  to  send  one  of  these  new  gener- 
ators to  the  Lizard,  where  it  has  worked 
most  satisfactorily  for  several  years.  The 
experience  gained  at  Lizaid  suggested 
that  for  the  St.  Catherine's  station,  which 
it  had  been  resolved  to  illuminate  with 
electricity^  the  Do  Meritens'  machines 
should  be  employed,  and  they  were  ac- 
cordingly ordered ;  but  as  ai-rangements 
wera  then  being  made  for  the  South  Fore- 
land experiments,  it  was  agieod  that 
these  machines  should  be  sent  direct  to 
South  Foreland,  to  be  used  in  the  tiials, 
and  to  be  operated  by  the  steam-engines 
already  established  there,  there  being  a 
reserve  power  beyond  what  was  required 
for  the  permanent  electric  lights.  The 
Pe  Meritens  machine  consists<of  five  star- 
like rings,  fixed  parallel  to  and  a  little 
distance  from  each  other.  Each  ring 
carries  twelve  permanent  magnets  of 
horse-shoe  pattern,  with  their  poles  con 
verging  towards  a  central  horizontal 
$haft.  Upon  the  shaft  are  mounted  five 
brass  wheels  or  discs,  which  revolve 
within  and  in  front  of  the  poles  of  the 
magnets.  Each  wheel  carries  twenty- 
four  helices  or  coils  on  its  periphery,  and 


one  revolution  causes  the  twenty-four 
coils  of  each  disc  to  pass  the  twenty-four 
poles  of  the  twelve  magnets  in  each  ring, 
thus  producing  alternate  currents  o 
positive  and  negative  electricity.  The 
machine  is  worked  at  a  speed  of  600  re- 
volutions per  minute,  and  the  result  may 
be  popularly  stated  thus  : 

Coils.  Poles.  RiDgs.  Revel. 

24  X  24    X     5     X  600=1,728.000  polsations 

of  alternate  electricity  generated  in  one 
minute.  The  electrical  energy  so  excited 
is  taken  off  by  collectors  at  the  ends  of 
the  shaf  L  and  conducted  by  leads  to  the 
lighthouse  lantern.  At  the  South  Fore- 
land the  distance  between  the  generating 
machines  in  the  engine  room  and  the 
electric  light  lantern  was  850  feet,  and 
Professor  W.  Qrylls  Adams  has  shown 
that  one-third  of  the  united  energy  de- 
veloped was  expended  in  overcoming  the 
resistance  of  this  great  length  of  con- 
ducting wire.  Had  the  generating  ma- 
chines been  close  to  the  lantern,  the  elec- 
tric light  exhibited  would  have  been 
reinforced  by  one-third  more  electrical 
energy  than  actually  reached  it  As  a  mat- 
ter of  fact,  these  machines  were  made  for 
the  St  Catherine's  station,  where  they 
will  be  only  a  very  short  distance  from 
the  lighthouse. 

During  the  trials  the  machines  were 
worked  either  singly  or  coupled  up  with 
two  machines  in  series,  and  occasionally 
with  three  machines  in  quantity.  The 
lights  shown  were  produced  by  either — 

One  machine  with  an  average  current 
of  125  amperes,  and  E.M.F.  of  61  volts, 

Two  machmes  in  quantity  for  one  arc- 
hght  with  an  average  current  of  172  am- 
peres, and  E.M.F.  of  60  volts. 

Two  machines  in  series  for  one  arc- 
light,  with  an  average  current  of  180  am- 
p6res,  and  E.M.F.  of  60  volts. 

Three  machines  in  quantity  for  one 
arc  light,  with  an  average  ciirrent  of  180 
amperes,  and  E.M.F.  of  60  volts. 

The  three  machines  could  not  be 
coupled  up  in  series,  and  the  result  of 
their  being  coupled  in  quantity  is  not  so 
good  as  the  two  machines  in  series,  which 
gave  a  current  of  182  amperes.  The  high 
resistance  with  the  three  machines  was 
due  to  the  fact  that  the  leads  were  not 
suitable  for  the  cun*ent  from  three  ma- 
chinea  It  will  be  seen  that  the  most  ef- 
fective results  were  obtained  vrith  two 
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machines  coupled  in  series  feeding  one 
arc-light. 

IL — THE  HEOHAXIOAL  MEANS  BY  WHICH  THE 
ILLDMINANT,  WHLN  PBODUOED,  IS  SOSTAINED 
AND  OONTBOLLED. 

In  the  case  of  oil  this  important  func- 
tion is  performed  by  the  burner.  I  shall 
not  occupy  your  time  by  giving  an  histor- 
ical account  of  the  development  of  the  oil- 
burner  from  ancient  days,  but  a  few  ob- 
servations  on  the  general  principles  upon 
which  oil-burners  for  lighthouses  are  con- 
structed may  perhaps  be  acceptable. 

It  is  tolerably  well  known  that  when 
t)il  is  consumed  in  a  lamp  it  is  converted 
into  vapor  by  heat,  and  that  the  oil  vapor 
so  produced  is,  by  the  application  of 
flame,  caused  to  combine  chemically  with 
the  oxygen  in  the  suiTounding  atmos- 
phere. In  ^int  of  fact,  an  oil-bui-ner  is 
analogous  to  a  miniature  gas-works, 
where  the  gas  is  consumed  as  fast  as  it  is 
manufactuied.  An  ordinary  mineral  oil- 
burner  is  connected  with  a  reservoir  con- 
taining oil  below  it  by  means  of  a  cotton 
wick,  the  lower  end  of  which  is  in  direct 
Contact  with  the  oil,  the  upper  end  just 
above  the  top  of  the  burner.  By  capil- 
lary action  the  oil  creeps  upward  until  all 
the  wick  is  saturated  up  to  the  point 
where  the  oil  is  to  be  converted  into  va- 
por, the  application  of  flame  only  being 
Required  to  complete  vaporisation  and  set 
burning.  The  supply  of  oil  must  be  prop- 
erly regulated.  With  heavy  fatty  oils, 
such  as  rape  or  sperm,  the  capillary  ac- 
tion is  not  vigorous  enough  to  bring  up 
from  a  receptacle  below  a  sufficient  quan- 
tity to  keep  the  light  going,  and  in  that 
case  the  actual  level  of  the  oil  immersing 
the  wick  must  be  closed  to  the  burning 
point.  With  mineral  oil  the  level  may  be 
two  or  three  inches  below  the  burning 
point,  and  its  capillarity  will  be  sufficiently 
active  to  conduct  it  to  the  top.  In  the 
case  of  large  lighthouse  lamps,  the  main 
reservoir  is  kept  at  a  considerable  dis- 
tance below  the  burner,  and  mechanical 
means  are  employed  to  force  the  oil  up 
to  the  required  level,  and  to  keep  it  con- 
stant for  either  a  heavy  or  a  light  oil.  To 
make  combustion  perfect,  and  to  prevent 
smoke  and  soot,  a  plentiful  and  well- 
regulated  supply  of  oxygen  is  essential. 
In  the  latter  part  of  the  last  century, 
Argand  demonstrated  practically  how 
such  a  supply  could  be  secured  for  a 


single  circular-wicked  lamp,  and  the  prin- 
ciple then  laid  down  has  ever  since  been 
followed  in  the  development  of  the  con- 
struction of  lamps  for  burning  oil.  In 
this  Argand  burner  you  see  a  central 
tube,  to  which  air  has  access  at  the  bot- 
tom ;  the  wick  surrounds  this  tube,  and 
in  burning  gives  a  circular  flame,  fed  by 
the  air  coming  up  the  centre.  The  glass 
chimney  on  the  outside  regulates  the  ad- 
mission of  air  to  the  outside  of  the  ring 
of  flame,  and  thus  perfect  combustion  is 
effected.  A  further  development  of  the 
principle  was  made  by  Fresnel,  who  pro- 
duced a  burner  consisting  of  four  con- 
centric wicks,  with  an  air  space  separat- 
ing each  wick  case,  and  the  large  glass 
chimney  enclosing  the  flame  completed 
the  armngement.  Sir  James  Douglas  in^ 
creased  the  number  of  rings  by  two,  pro- 
ducing the  six- wick  burner,  which  is  now^ 
and  has  for  many  years  been  used  in 
many  English  lighthouses,  and  was  the 
representative  oil-burner  employed  in  the 
South  Foreland  experiments.  It  should^ 
however,  be  mentioned  that  Sir  James 
Douglass  had  proceeded  still  further,  and 
had  produced  seven,  eight,  and  nine  wick 
burners,  constructed  on  an  improved 
principle,  by  which  the  flames  are  com- 
pressed at  the  focal  plane,  so  that  their 
diameter  is  not  much  greater  than  that 
of  the  six- wick  burner,  while  the  intensity 
of  the  light  is  considerably  enhanced. 
These  burners  were  not  sufficiently  per- 
fected when  tbe  experiments  began,  and 
the  bulk  of  the  comparisons  were  there- 
fore made  with  the  six-wick  burner.  But 
they  now  are  brought  into  good  working 
order,  and  there  is  every  reason  to  believe 
they  will,  before  very  long,  be  adopted 
for  lighthouse  work,  and  their  increased 
efficiency  will  add  much  to  the  eft'ective- 
ness  of  the  lighthouses  where  they  are 
employed. 

In  connection  with  this  part  of  the  sub- 
ject it  is  necessary  to  bear  in  mind  that 
oil-burners  require  careful  looking  after, 
that  glass  cylinders  are  a  necessity,  and 
that  wicks  of  unusual  size  and  very  su- 
perior quality  have  to  be  provided. 

For  burning  gas,  the  arrangements  are 
certainly  more  simple.  The  gas  is  led  by 
pipes  to  the  burner  in  the  ordinary  way, 
a  cock  is  turned  on,  and  the  gas  Hghted. 
It  then  burns  without  requiring  serious 
attention  as  long  as  the  gas  supply  lasts; 
it  requires  no  glass  cylinders  nor  wickp,  no 
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trimmiDg,  asd  little  cleaning,  all  of  which 
are  points  in  favor  of  the  gas  system. 
The  gas-burners  used  in  lighthouses,  and 
as  e^ibited  at  the  South  Foreland,  are 
those  of  Mr.  Wigham's  patent.  In  its 
complete  form  the  biAmer  consists  of  five 
rings  of  gas  jets,  the  innermost  ring  hav- 
ing 28,  the  next  48,  the  next  68,  the  next 
88,  and  the  outermost  108  jets,  the  dia- 
meter of  each  ring  being  respectively  4, 
6J,  8^,  9i,  and  Hi  inches.  With  the 
gas  burning,  this  congregation  of  jets 
packed  in  the  space  of  a  circle  11^  inches 
m  diameter  gives  a  flame  of  considerable 
intensity,  to  which  the  air  has  perfectly 
free  access,  there  being  no  glass  chimney 
sniTounding  it,  as  in  the  case  of  an  oh 
light.  This  huge  flame  is  controlled  in  a 
great  measure  by  the  draught  of  the  flue, 
tiie  lower  part  of  which  is  of  Laic, 
and,  with  the  latest  improvements,  as 
developed  during  the  trials  at  ^outh 
Foreland[,  terminating  in  a  sharp  frustum 
of  an  inverted  cone,  and  into  the  lower 
opening  of  which  the  tongues  of  flame 
rush  in,  leaving  naked  the  thickest  and 
most  intense  portion.  This  tends  to  pre- 
serve the  flame  in  a  uniform  shape,  which 
object  is  also  materially  assisted  by  a  fur- 
ther improvement,  introduced  during  the 
trials,  of  a  talc  collar  fixed  upon  a  collar 
of  perforated  zinc,  encircling  the  lower 
part  of  the  burner.  Air  passes  through 
tht^  perforations  on  to  the  outer  surfaces 
of  the  flame,  and,  besides  assisting  to 
control  the  shape  of  the  flame,  renders 
combustion  of  the  gas  more  vigorous. 
The  reason  for  employing  talc  is  because 
it  is  transparent,  and  allows  a  good  deal 
of  light  to  pass  thi  oagh,  and  strengthen 
the  general*  illuminating  effect,  which 
would  be  lost  if  the  cases  and  collars 
were  made  of  an  opaque  material.  From 
the  blaze  of  108  jets,  the  flame  can 
readily  be  reduced  to  that  of  either  88, 
68,48,  or  28  jets.  The  facility  with  which 
this  can  be  accomplished  is  unquestion- 
ably one  of  the  merits  of  this  Wigbam 
gas-burner,  the  mercury  joint  for  each 
segment  being  a  specially  ingenuous  ar- 
rangement. 

Two  well. known  gas-burners  were  sent 
for  trial  at  South  Foreland,  one  the 
patent  6- ring  bi\mer  of  Mr.  Sngg,  the 
other  a  large  size  Siemens'  regenerative 
burner.  So  far  as  the  working  of  these 
burners  under  ordinary  conditions  is 
( on'^emud,  theie  ib  no  fault  to  find  with 


them,  but  as  they  proved  to  be  nnsoit- 
able  for  lighthouse  purposes,  I  need  nol 
dwell  upon  theuL 

Sir  James  Douglass*  6  and  10  ring 
gas  burners,  constructed  on  principles 
similar  to  those  of  his  improved  oil 
burners  before  described,  gave  results  so 
satisfactory  in  the  trials,  that  they  must 
not  be  passed  by.  Instead  of  from  jets, 
as  used  by  Mr.  Wigham,  the  gas  issoet 
from  surface  holes  in  concentric  ringSy 
and  each  ring  forms  a  complete  cylinder 
of  flame,  fed  on  both  sides  by  the  air  as- 
cending the  spaces  separating  the  rings. 
As  in  the  oil  burners,  the  rings  of  flame 
are  compressed  to  the  smallest  diameter 
possible  at  the  focal  plane.  No  talc  cone 
or  collar  is  required  for  Sir  James  Doug- 
lass' burner,  but  a  glass  cylinder  is  nec- 
essary to  preserve  the  shape  of  the 
flame,  by  regulating  the  air  supply  to 
the  external  surface  of  the  outermost 
ring  of  the  flame. 

We  now  come  to  the  arrangements  for 
the  electric  light  Assuming  the  requi- 
site current  to  be  brought  with  uniform 
steadiness  to  the  lighthouse  lantern,  by 
suitable  conducting  wires  of  leads,  the 
regulation  and  control  of  the  arc  light 
produced  between  two  carbon  terminals 
are  mainly  dependent  upon  the  action  of 
the  lamp  or  regulator,  the  delicate  and 
ingenious  mechanism  of  which  keeps  the 
carbon  points  as  nearly  as  possible  the 
same  distance  apart  The  carbons  origi- 
nally used  were  supplied  by  Baron  de 
MeritenSy  and  were  square  in  section, 
made  up  of  a  number  of  smaller  square 
carbons,  the  entire  bundle  being  40  m.m. 
square.  The  heat  caused  the  metallic 
bands  by  which  the  carbons  were  bound 
together  to  melt,  and  the  consequence 
was  that  the  small  carbons  frequently 
fell  out  while  the  light  was  being  ex- 
hibited. Other  carbons,  circular  in  sec- 
tion, and  solid  throughout,  30  and  40 
m.m.  in  diameter,  were  also  tried ;  but 
those  which  gave  the  best  results  in  the 
trials,  and  were  used  most  frequently* 
were  the  Berlin  core  carbons,  suppli^ 
by  Messrs.  Siemens,  40  m.m.  in  diameter, 
and  with  a  core  of  graphite  running 
through  the  centre. .  With  alternating 
currents  the  electric  arc  can  generally  be 
maintained  with  a  fair  amount  of  steadi- 
ness with  carbons  that  are  tolerably 
homogeneous  in  their  composition,  but 
there  is  always  a  liability  to  momentazy 
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flactnatioDS,  caused  perhaps  by  the  car- 
sent  seekiDg  to  make  its  exit  by  the  di- 
rection of  least  resistance,  and  thus 
selecting  the  weakest  parts  of  the  carbon. 
The  incandescence  is  thus  liable  to  be 
transferred  from  side  to  side,  and  this 
gives  rise  to  the  appearance  of  moment- 
ai*y  fluctuations.  This,  however  has  not 
been  found  to  be  a  very  serious  drawback 
on  the  whole;  indeed,  in  one  sense,  it 
may  be  advantageous,  as  conferring  a 
marked  individuality  upon  the  electric 
light,  enabling  it  to  be  more  easily  recog- 
nized. The  Berlin  carbons,  with  their 
graphite  core,  were  found  to  burn  with 
exceptional  steadiness,  possibly  because 
the  centre  core  affords  the  current  an 
easier  and  consequently  more  regular 
course. 

It  may  be  mentioned  that  some  60 
m.m.  carbons  were  burnt  in  the  engine- 
room  close  to  the  generators,  with  the 
full  current  of  two  machines  in  quantity 
without  loss ;  the  result  being  a  current 
of  400  amperes  with  a  low  E.  M.  F.  of 
45  volts  only. 

Before  proceeding  to  the  consideration 
of  the  third  division  of  the  subject,  it  is 
desirable  to  make  reference  to  what  is 
known  as  the  superposing  system  of 
lights.  This  was  nrst  introduced  by  Mr. 
Wigham,  in  connection  with  his  gas  sys- 
tem, by  placing  in  a  lighthouse  lantern 
two,  three  or  four  burners  vertically  over 
each  other,  with  a  distance  of  three  or 
four  feet  between  them.  By  this  means 
a  column  of  light  of  great  power  is  ob- 
tained, which  it  was  supposed  would 
rival  the  strongest  electric  light,  and 
thoroughly  eclipse  oil.  Without  refer- 
ence to  any  patent  right  in  connection 
with  this  matter,  which  is  not  only  be- 
side the  question  of  the  relative  merits 
of  the  illuminants,  but  has,  I  believe, 
been  completely  disposed  of  since  the 
point  was  brought  forward,  the  question 
naturally  arose— can  this  method  of  pil- 
ing up  lights  be  applied  equally  well  to 
electricity  and  oil!  No  doubt  at  all  ex- 
isted as  to  electricity,  but  as  regards 
mineral  oil,  it  was  feared  that  its  ten 
dency  to  give  off  inflammable  vapor  at 
high  temperatures  would  prevent  the 
placing  of  such  lights  at  short  distances 
above  one  another,  as  the  oil  might  be- 
come dangerously  heated.  Sir  James 
Douglass,  however,  effectually  disposed 
of  any  doubt  on  the  subject  by  putting 


up  three  mineral  oil  burners  one  above 
the  other,  in  the  oil  lantern,  at  South 
Foreland,  each  lamp  being  fed  from  one 
reservoir  placed  below  the  floor  of  the 
lantern,  and  the  oil  being,  by  suitable 
pressure  and  regulation,  forced  up  the 
respective  burners  by  pipes,  and  main- 
tained at  the  necessary  constant  level.  It 
is  important  to  note  that  only  three  oil 
burners  were  superposed,  while  four  gas 
burners  were  superposed  in  an  equal 
vertical  space.  This  will  show  that  the 
oil  burners  were  separated  by  greater 
distances  than  the  gas  lights  were.  The 
iron  chimneys  which  carry  off  products 
of  combustion  and  regulate  draught  in 
the  case  of  the  oil  lights  were  cased  with 
asbestos  cloth  and  silicated  colbton  wool, 
to  check  radiation  of  heat  from  the  iron 
surfaces ;  thus  the  heat  was  kept  down 
very  successfully  in  this  lantern,  and 
from  the  experience  gained  at  South 
Foreland  there  is  no  doubt  that  four  oil 
lights  could  have  been  as  safely  main- 
tained as  three.  The  electric  lights  were 
also  arranged  to  be  superposed,  but  with 
three  lights  only,  as  with  the  oil  lanterns. 
The  terms  used  for  describing  the  differ- 
ent order  of  superposition,  are  biform, 
triform,  and  quadriform,  representing 
the  superposition  of  two,  three  and  four 
lights  respectively.  It  is  not  necessary 
to  enter  into  further  details  concerning 
this  method,  but  future  references  to 
biform,  triform  and  quadriform  will  now 
be  intelligible  to  those  who  have  not 
been  familiar  with  the  subject 

lU. — THE  APPLIANCES  FOB  UTILISINO  THB 
ISSUINO  BATS  IN  THB  MANNEB  MOST  SBB- 
VIOEABLE   TO  THE  MABINEB. 

I  must  again  ask  the  indulgence  of  the 
audience  in  dealing  with  this  part  of  my 
paper.  Of  necessity  I  must  trouble  you 
with  some  further  elementstry  details,  in 
order  to  make  the  whole  matter  clear. 

With  any  of  the  illuminants  of  which 
I  have  spoken,  burning  under  the  most 
favorable  conditions,  and  radiating  light 
in  all  directions,  it  is  clear  that  some 
provision  must  be  made  for  using  the  is- 
suing rays  to  the  greatest  advantage  for 
the  purpose  required.  The  light  is 
wanted  by  the  sailor  to  shine  upon  the 
sea;  but  many  rays,  if  they  followed 
their  ordinary  course,  would  go  up  into 
the  sky  ;  mvny  others  wouM  fall  on  the 
floor  of   the  lantern.     In  the  case  of  a 
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lighthouse  on  shore,  many  rays  would, 
under  ordinary  circumstances,  go  land 
ward.  In  none  of  these  directions  is  light 
wanted  to  be  sent  for  the  sailor^s  benefit 
It  has,  therefore,  been  necessary  to  de- 
vise a  method  of  utilizing  such  diverging 
rays.  At  first  this  was  accomplished  by 
metallic  reflectors,  and  a  considerable 
amount  of  success  was  and  is  still  at- 
tained by  this  method.  I  need  not  enter 
into  details  respecting  the  principles  of 
reflection ;  the  subject  is  too  well  known. 
But  in  1821,  the  celebrated  Augustin 
Presnel  perfected  an  arrangement  of 
glass  IcDses  which,  with  a  single  large 
burner,  accompUshed  the  object  in  view 
much  more  effectively  and  conveniently 
than  with  a  number  of  small  burners 
with  reflectors.  Fresnel,  in  conjunction 
with  Arago,  had  invented  an  oil  burner 
with  four  concentric  wicks,  the  diameter 
of  the  flame  being  3f  inches.  This, 
however,  he  placed  in  the  center  of  a 
system  of  lenses  and  prisms  built  up  at 
the  proper  focal  distance  around  iti  so 
that  nearly  all  the  light  rays  emitted 
were  received  upon  some  part  or  other 
of  the  inner  surface  of  the  lenticular 
structure,  the  lenses  and  prisms  being  so 
adjusted  that,  by  the  well  understood 
action  of  refraction,  the  rays  were  caused 
to  issue  from  the  other  side  of  the  glass 
in  a  consolidated  beam,  illuminating  only 
the  sea  area  between  the  distant  horizon 
and  the  near  shore. 

For  a  filed  light  required  to  show 
continuously  with  equal  effect  over  aj" 
given  arc  or  circle,  vertical  condensation 
only  is  requisite,  the  rays  being  allowed 
to  diverge  horizontally  without  restric- 
tion. For  this  purpose  a  central  refract- 
ing belt  is  employed,  with  rows  of  tot- 
4dly  reflecting  prisms  above  and  below 
running  parsdlel  to  it.    The  proper  ad- 

1'ustment  of  this  apparatus  causes  a 
)eam  to  issue  which  illuminates  the  sea 
area  within  the  horizon  in  a  constant 
manner. 

For  a  revolving  or  flashing  light  it  is 
necessary  to  cut  up  this  all  round  con- 
tinuous beam  into  segments.  As  before, 
^he  rays  must  be  condensed  vertically, 
.  but  in  addition  they  must  be  condensed 
horizontally  in  bundles,  leaving  dark 
spaces  between.  In  this  case  the  appar- 
atus is  polygonal,  and  a  condensed  beam 
issues  from  each  side  or  panel.  Instead 
of  a  lenticular  belt  all  roimd,  each  panel 


has  an  annular  lens  with  concentric  re- 
fractors. All  the  rays  falling  upon  the 
inner  surface  of  this  lens  are  refracted, 
and  issue  as  a  condensed  and  indepen- 
dent beam  for  each  panel.  The  upper 
and  lower  prisms  in  each  panel  are 
curved  so  as  to  coincide  with  the  concen- 
tricity of  the  central  lens.  The  rays 
being  squeezed  or  condensed  into  bundles, 
dark  spaces  are  left  between  them.  On 
the  whole  glass  apparatus  being  made  to 
revolve,  beams  of  light  striking  the  sea 
area  within  the  horizon,  followed  by  in- 
tervals of  darkness,  succeed  each  other 
with  regularity. 

The  flame  of  Fresnel's  4-wick  burner 
is  the  basis  of  our  present  dioptric  sys- 
tem. Six  orders  of  lights  were  insti- 
tuted in  Fresnel's  time,  the  first  order 
being  specially  adapted  to  the  dimensions 
of  the  4-wick  flame,  so  that  the  lenticular 
instrument  should  receive  all  the  rays 
emitted  from  such  a  flame.  For  second 
order  lights,  the  dimensions  of  the  flame 
of  a  3- wick  lamp  determined  the  radius, 
focal  distance,  &c.,  of  the  lenses  em- 
ployed, and  so  on.  But  since  that  time 
the  6-wick  burner  has  come  into  use,  7, 8 
and  9-wick  burners  are  on  the  threshold, 
and  nearly  all  Mr.  Wigham's  gas  burn- 
ers, as  well  as  those  of  Sir  James  Doug- 
lass, have  larger  flames  than  Fresnel's  4- 
wick  oil  burner.  Again,  the  electric 
light,  with  a  smaller  luminous  centre 
than  Fresnel  ever  contemplated  for  a 
lighthouse  illuminant^  has  come  into  ac- 
tion, so  that  in  point  of  fact,  the  orders  of 
apparatus  as  established  by  Fresnel,  ore 
not  adapted  to  the  large  and  small 
flames  used  at  the  present  day.  This 
anomaly  is  in  a  fair  way  of  being  set 
right,  for  Messrs.  Stevenson,  the  eminent 
lighthouse  engineers  of  Edinburgh,  have 
recently  designed  a  letis  of  larger  radius 
adapted  to  an  illuminant  of  increased 
diameter,  and  have  obtained  some  strik- 
ing results  with  a  single  Douglass  10- 
ring  gas  burner  against  biform  108  jets. 

It  remains  for  me  now  to  explain  to 
you  what  were  the  lenticular  arrange- 
ments employed  to  give  the  best  results 
for  each  lighting  system  tested  at  South 
I  Foreland.  It  will  be  understood  from 
what  I  previously  said,  that  besides  the 
single  light  of  each  system,  provision 
was  made  for  showing  the  electric  light 
in  biform  and  triform  arrangement ;  that 
gas  could  be  exhibited  in  biform,  triform. 
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or  qnadnform;  and  that  oil  was  pro- 
vided to  show  biform  and  triform  only. 
Conseqnently,  for  the  electric  and  oil 
lights  three  sets  of  lenses  were  required 
to  be  DQonnted  in  each  lantern,  and  for 
the  gas  light  four  sets  were  necessary. 
By  the  term  sets  of  lenses,  I  mean  one 
lens  arrangement  for  exemplifying  a  fixed 
light,  the  other  for  showing  the  con- 
densed beam  of  a  revolving  light.  Lenses 
being  very  costly  articles,  it  was  neces- 
sary to  have  certain  regard  to  economy, 
consistent  with  an  effective  illustration  of 
the  value  of  lenses  in  connection  with  the 
Ughts  to  be  exhibited.  Therefore,  one 
panel  only  of  a  fixed  belt,  and  one  annu- 
lar lens  of  a  revolving  apparatus,  without 
upper  and  lower  prisms  in  any  case,  were 
provided  for  each  light  of  each  system, 
the  quality  of  the  light  issuing  from  a 
portion  of  the  apparatus  being  exactly 
the  same  as  though  the  entire  appai-atns 
were  employed,  the  only  essential  point 
being,  that  in  judging  the  value  of  the 
light,  the  observer  should  take  care  that 
he  is  in  the  path  of  the  beam. 

•  The  three  towers  which  were  erected 
at  South  Foreland  for  the  exemplification 
of  the  three  systems,  were  180  feet  apart,, 
and  marked  respectively  AyB,  andC.  A 
was  appropriated  for  the  electric  light; 
B  for  the  gas  system  as  developed  by 
Mr.  Wigham ;  and  0  for  the  oil  system 
and  the  Douglass  gas  burners. 

In  lantern  A  there  were  three  electric 
lamps  on  three  stages,  and  for  each  lamp 
was  provided  a  panel  of  a  fixed  apparatus 
of  the  second  order,  consisting  of  a  seg- 
ment of  the  central  belt  with  seven  small- 
er segments  above  it  and  seven  below  it. 
The  chief  reason  for  using  the  second 
order  apparatus  appears  to  be  that,  as 
Sir  <r.  Douglass  practically  observes,  it 
affords  just  enough  space  for  a  fairly 
iat  light-keeper  to  get  inside  and  manipu- 
late the  lamps.  A  third,  or  even  further 
order  apparatus,  would  have  been  suffi- 
cient, although  the  luminous  area  has 
considerably  increased,  since  the  early 
4]ayB  of  the  electric  light,  where  carbons 
of  small  sections  were  used.  For  exem- 
plifying the  revolving  beam,  an  exactly 
similar  panel  was  used  for  each  light  to 
condense  the  rays  vertically,  and  in  addi- 
tion four  vertical  refracting  prisms  were 
fixed  on  the  outside  of  tUs  panel,  and 
xsaused  to  issue  a  condensea  beam  of 


great  power.  It  may  here  be  mentioned 
that,  as  the  divergence  of  this  beam 
horizontally  was  very  small  (30**  con- 
densed to  5^),  it  was  necessary  to  take 
precautions  to  insure  observers  being  in 
its  path.  In  the  superposed  aiTangement 
the  distance  separating  the  three  lights 
was  7  feet,  and  the  space  between  the 
lenses  4  feet. 

In  lantern  B  the  four  lights  had  each 
panels  for  exemplifying  a  fixed  and  re- 
volving light.  For  the  former,  each  light 
was  furnished  with  a  segment  of  the  len- 
ticular belt  of  a  first  order  apparatus 
without  upper  and  lower  prisms.  For 
the  revolving  light,  four  first  order  len- 
ses of  annular  construction  were  sup- 
plied, each  subtending  a  horizontal  angle 
of  CO*^.  The  beautiful  lenses  of  French 
manufacture  were  very  considerately  lent 
for  use  in  the  experiments  by  the  Com- 
missioners of  Irish  lighthouses.  They 
were  intended  for  and  are  now  fixed  up 
at  the  lighthouse  on  Mew  Island,  coast 
of  Ireland.  It, should  be  observed  that 
the  four  gaslights  themselves,  being 
much  closer  to  each  other  than  the  three 
electric  lights,  the  lenses  were  brought 
much  nearer  to  each  other,  and  instead  of 
the  wide  spaces  of  four  feet  as  between 
the  electric  lenses,  the  fixed  gaslight 
lenses  were  not  separated  by  more  than 
half  a  foot,  and  the  revolving  lenses 
were  practically  joined  together,  forming 
a  continuous  mass  of  glass  nearly  17  feet 
high. 

In  lantern  C  three  segments  of  a  len- 
ticular belt,  similar  in  all  respects  to  those 
in  the  gas  lantern,  m^re  mounted  for  the 
fixed  light,  but  owing  to  the  great  dis- 
tance apart  of  the  oil  burners,  the  lenses 
were  separated  by  dist^ces  of  three  feet, 
which  naturally  told  against  the  pillar  of 
oil  light  in  comparison  with  that  of  four 
compactly  fitted  gas  burners,  shining 
through  four  lenses  practically  not  sep- 
arated. In  the  revolving  light  an  endeav- 
or was  made  to  compensate  for  this  de- 
fect by  the  use  of  lenses  of  larger  verti- 
cal section,  such  as  are  employed  at  the 
Eddystone.  With  these  larger  lenses, 
made  by  Chance  Bros.,  of  Birmingham, 
the  outer  rings  were  of  flint  glass,  which 
has  a  higher  refractory  index.  The  hori- 
zontal diimension  and  the  focal  distance 
of  these  lenses  were  the  same  as  those  in 
the  gas  tower.  The  height  only  was  dif- 
ferent, it    being  apparently  sought  to 
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make  up  by  lens-power  or  lens-area,  for 
the  want  of  a  fourth  light 

This  completes  the  three  divisions  I 
ventured  to  make  at  the  commencement 
of  my  paper,  and  it  will  be  evident  to  all 
that  very  careful  and  elaborate  arrange- 
ments with  the  aid  of  burners  and  lenses 
have  been  made  in  each  case  to  get  the 
most  out  of  each  iUuminant,  and  to  ex- 
emplify each  lighting  system  effectively 
at  South  Foreland.  But  the  value  of  a 
lighthouse  illuminant  is  not  reckoned 
solely  by  the  brightness  with  which  it 
shines  through  the  darkness  of  night. 
For  deal'  weather  the  lights  of  ordinary 
power  were  and  are  sufficient  for  the  use 
of  the  mariner,  provided  a  sufficient  in- 
dividuality be  given  to  each  by  which  it 
can  be  readilv  recognised.  The  whole 
purpose  of  developing  these  larger  and 
more  powerful  lights  is  to  overcome  the 
resistance  offered  to  the  passage  of  light 
rays  through  the  atmosphere,  by  the  ob- 
structing medium  of  watery  vapor  in  its 
various  gradations  from  thin  haze  to 
thick  fog.  The  times  have  long  gone  by 
when  merchant  ships  would  anchor  li 
even  a  small  fog  appeared;  now-a-days 
maritime  traffic  round  our  coasts  stops 
for  nothing.  Sound  fog  signals  have  be- 
come a  necessity  of  the  times,  to  be 
sounded  so  soon  as  the  effectiveness  of 
lights  is  seriously  impaired  by  a  thick- 
ened atmosphere.  But  it  is  very  desir- 
able that  the  lights  should  hold  out  as 
long  as  possible ;  that  though  the  effect 
of  a  haze  might  be  to  lessen  the  range  of 
a  lisfht,  yet  that  its  rays  should  penetrate 
sufficiently  througl^the  haze  to  be  of 
some  practical  service  to  the  mariner,  to 
be  seen  by  him  in  time  to  prevent  his 
running  into  danger,  or  to  guide  him  on 
his  way.  If  any  one  illuminant  is  proved 
to  be  able  to  cope  more  successfully  than 
the  others  with  this  obstructing  medium, 
that  light  can  certainly  claim  to  be  supe 
rior  for  lighthouse  purposes  in  thick 
weather.  This,  then,  is  the  great  prob- 
lem which  is  to  be  solved ;  which  of  the 
three  systems,  oil,  gas,  or  electricity, 
when  exhibited  under  the  most  favorable 
conditions,  has  the  greatest  penetrative 
power  in  thick  weather  t  And  in  connec- 
tion with  the  solution  of  this  problem  it 
will  be  found  that  considerations  of 
economy  and  convenience  cannot  be  dis- 
sociated from  the  question. 

It  will,  doubtless,  be  evident  that  the 


question  of  the  relative  merits  of  light- 
house iUuminants  is  considerably  more 
complicated  than  the  general  public  think 
it  is.  We  have  seen  what  is  the  nature 
of  the  competitive  illuminants,  and  how 
they  are  dependent  on  burners  and  lenses 
to  make  them  serviceable  for  lighthouse 
purposes ;  also  how  they  were  exempli- 
lied  in  A  B  and  C  towers  at  South  Fore- 
land. We  ai'e,  therefore,  better  prepared 
to  enter  upon  the  direct  consideration  of 
the  actual  trials. 

A  few  words  may  here  be  interpolated 
regarding  the  personal  arrangements  for 
carrying  out  the  experiments. 

Upon  the  dissolution  of  the  niumin- 
ants  Committee,  for  reasons  whidi  need 
not  be  discussed  here,  this  tangled  ques- 
tion was  by  the  Board  of  Trade  referred 
to  the  Corporation  of  Trinity-house,  who 
accepted  the  responsibility  of  carrying 
out  the  investigation,  seeing  that  a  great 
deal  of  public  interest  had  been  drawn  to 
the  question.  A  Committee  was  formed 
of  members  of  the  Corporation,  consist- 
ing of  Captain  Sydney  \Vebb,  the  deputy- 
master,  as  chairman;  Captain  Nisbet, 
Captain  Weller,  Captain  E.  A.  Vyvyan, 
Captain  Bume,  A'^miral  Sir  Leopold  Mo- 
Clintock,  and  Mr.  John  Inglis,  secretary 
to  the  corporation ;  to  this  committee  I 
had  the  honor  of  being  appointed  secre- 
tary. The  first  thing  done  was  to  obtain 
the  friendly  cooperation  of  the  Scotch 
and  Irish  Lighthouse  Boards,  and  it  is 
only  proper  to  state  that  such  co-opera- 
tion was  most  cordially  extended  by  both 
Boards  and  their  officers  to  the  Ti'inity- 
house  Committee.  The  Committee  had 
the  great  advantage  of  frequent  personal 
communication  with  Mr.  Thomas  Steven- 
son, the  eminent  engineer  to  the  Scotch 
Lighthouse  Commissioners,  and  with  Sir 
Robert  Ball,  the  Astronomer-Royal  of 
Ireland,  and  Scientific  Adviser  to  the 
Commissioners  of  Irish  Lights.  They 
also  invited,  and  were  fortunate  enough 
to  secure,  the  aid  of  Professor  W.  GryUs 
Adams,  F.R.S.,  of  Eing^s  College,  Lon- 
don, and  Mr  Harold  Dixon,  of  BalHol 
College,  Oxford,  the  former  for  advice 
and  assistance  in  respect  of  the  electrio 
lighting  apparatus,  the  latter  for  aid  in 
canning  out  the  necessary  photometric 
observations  on  the  various  lights  to  be 
exhibited.  In  addition  they  had  the  great 
advantaq^e  of  frequent  causultatious  with 
Mr.  Vernon  Harcouit,  F.R.S.,  of  Trinity 
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OoUege,  Oxford,  who  watched  the  trials 
on  behalf  of  the  Board  of  Trade,  and 
whose  knowledge  of  photometric  work  is 

{probably  unequalled  in  this  country; 
urther,  the  invaluable  practical  experi- 
ence and  profound  knowledge  of  light- 
house experiments  of  Sir  James  Doug- 
lass were  at  all  times  available,  and  the 
suggestions  and  opinions  of  representa- 
tives of  foreign  lighthouse  authorities 
were  cordially  given  and  received. 

It  was  in  full  view  of  all  the  world,  and 
specially  all  who  were  in  any  way  inter- 
ested in  the  subject,  that  the  experiments 
were  commenced  and  carried  through; 
the  whole  arrangements  were  open  to 
the  fullest  and  freest  public  inspection. 
It  is  essential  to  make  it  quite  clear  that 
the  Trinity  house  Committee  courted  in- 
quiry, suggestion,  and  inspection.  They 
only  desired  to  arrive  at  a  just  decision  ; 
and  I,  as  secretary  to  that  Committee, 
and  with  all  respect  to  those  who  may 
have  been  inclined  to  think  otherwise, 
venture  to  challenge  anyone  to  prove  the 
contrary. 

The  South  Foreland  station  was  select- 
ed for  the  bials  because  of  the  existing 
facilities  for  observations  on  land  and  at 
sea,  and  because  there  was  a  sufficient 
reserve  of  steam  power,  over  and  above 
that  required  for  the  machines  feeding 
the  permanent  lights,  to  operate  the  ad- 
ditional electric  machines.  The  land  in 
the  neighborhood  of  South  Foreland  is 
undulating,  but  has  no  hedges  and  few 
trees,  and  therefore  affords  facilities  for 
observing  the  lights  at  distances  of  be- 
tween two  and  three  miles. 

It  may  be  assumed  that  the  three 
lighting  systems  were  adequately  repre 
sented  by  the  apparatus  set  up  at  South 
Foreland;  the  arrangements  for  exem- 
pUying  the  electric  and  oil  systems  in  A 
and  C  towers,  were  made  under  the  im- 
mediate direction  of  the  Trinity-house 
Committee  and  their  engineer.  Sir  James. 
Douglass.  The  exemplification  of  the  gas 
system  was  left  in  the  hands  of  Mr.  Wig- 
ham  to  arrange,  as  he  thought  best,  for 
the  exhibition  of  his  quadriform  light. 
It  is  true  that  the  Committee  demurred 
to  making  trial  of  what  Mr.  Wigham 
called  his  double  quadriform,  le.,  two 
sets  of  four  lights  placed  side  by  side  in 
the  lantern,  which  he  urged  upon  them, 
they  not  having  any  practical  experience 
of  the  effect  of  burning  eight  large  gas 


flames  in  a  lighthouse  lantern  for  several 
hours,  nor  could  they  learn  that  the  Com- 
missioners of  Irish  Lights  had  had  any 
such  experience.  With  this  limitation 
only,  Mr.  Wigham  had  perfect  liberty  to 
show  the  best  light  he  could  produce 
with  four  large  burners  placed  vertically 
his  foreman,  Mr.  Higginbotham,  might 
use  as  much  or  as  little  gas  as  he  thought 
proper;  he  might  regulate  his  draught 
as  he  liked ;  he  had  the  gas  manufacture 
under  his  own  supervision,  and  made  as 
much,  or  as  little  as,  and  of  what  quality, 
he  pleased ;  the  cannel  coal  was  specially 
selected  by  Mr.  Wigham,  and  no  restric- 
tion of  any  kind  was  placed  upon  his 
foreman  as  to  the  mode  of  keeping  up  his 
light.  He  was  simply  required  by  the 
Committee  to  show  a  certain  light  at  a 
certain  time,  in  order  that  it  might  be 
compared  with  another  light,  and  it  was 
entirely  his  own  business  how  he  pro- 
duced that  light.  He  was  not  controled 
in  any  way  whatever,  and  I  can  testify 
that  it  was  through  no  default  on  the 
part  of.  Mr.  Higginbotham  that  the  gas 
light  did  not  outshine  the  most  powerful 
electric  beam.  Mr.  Higginbotham's  me- 
chanical ingenuity  always  being  applied 
to  improve  the  gas-light,  und  his  devoted 
loyalty  to  the  interests  of  his  employers, 
were  noticeable  points  in  connection  with 
the  gas-light  exhibition.  A  Trinity-house 
ligbtkeeper  was  on  duty  in  this  lantern, 
but  he  had  no  power  to  interfere  with 
Mr.  Higginbotham^s  management  of  the 
light.  It  should  also  be  mentioned  that 
the  electric  and  oil  towers  were  manned 
by  Trinity-house  keepers,  over  whom,  as 
well  as  over  the  whole  experimental  es- 
tablishment, Mr.  J.  Sparhng,  the  very  in- 
telligent engineer  in  charge  of  the  South 
Foreland  permanent  station,  exercised  a 
general  supervision,  subject  to  the  mem- 
bers of  the  Committee^  who  it  was  ar- 
ranged should  be  co'nstantly  on  the  spot. 

OBSERVATIONS. 

Assuming  all  the  necessary  arrange- 
ments to  have  been  made  for  exhibiting 
the  various  lights  at  the  South  Fdreland, 
the  next  matter  for  consideration  is  how 
they  were  observed.  It  was  resolved  that 
two  kinds  of  evidence  should  be  obtained 
in  reference  to  the  relative  merits  of  the 
illuminants,  as  shown,  the  one  of  a  prac- 
tical nature  from  competent  eye  witnesses 
at  various  distances,  the  other  of  a  more 
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scientific  or  expert  character.  With  re- 
gard to  the  former,  it  may  be  stated  that 
from  the  lightsmen  on  board  the  GiUl, 
the  Goodwin,  and  the  Varne  light-ships ; 
the  pilots  and  masters  of  vessels  navigat- 
ing in  the  vicinity ;  the  Elder  Brethren 
of  Trinity-house  and  their  officers;  the 
coastgnardsmen  between  the  South  and 
North  Forelands ;  valuable  data  were  ob- 
tained respecting  the  relative  merits  of 
the  lights  in  different  kinds  of  weather, 
and  at  various  distances,  from  one  to 
twenty-four  miles.  In  addition  to  the 
observations  so  made  at  sea  and  on  land, 
special  watchmen  were  detailed  to  observe 
the  lights  nightly  at  shorter  distances, 
along  a  line  maiked  off  by  posts  100  feet 
apart,  and  running  across  the  country  for 
a  total  distance  of  two  and  a-half  miles, 
all  the  competing  lights  being  fuUy  visi- 
ble in  clear  weather  along  the  whole 
length  of  this  line,  'i'hree  huts  were  set 
up  along  this  line— No.  1  at  a  distance 
of  2,144  feet,  or  nearly  half  a  mile  from 
the  lights ;  No.  2,  6,200  feet,  or  nearly 
one  and  a  quarter  mile,  and  No.  3  at  the 
extreme  point,  two  and  half  miles.  The 
night  walks  along  the  lines,  the  blinding 
effect  of  the  lights,  and  the  welcome 
sheltei*  in  the  huts,  will,  doubtless,  be  re- 
membered with  interest  by  many  of  the 
visitors  who  joined  the  observing  parties. 
This  short  range  was  very  serviceable  on 
nights  when  haze  or  fog  prevailed,  it 
being  possible  to  measure  with  a  very 
fair  approximation  to  accuracy  the  dis- 
tance at  which  each  light  was  observed. 
The  observations  made  were  recorded  in 
books  specially  prepared  for  the  purpose, 
on  a  uniform  system ;  thus  all  the  returns 
were  made  in  the  same  way.  The  in- 
structions were  as  follows : 

INSTBUOTIONS  TO  OBSEBVEBS. 

The  lights  to  be  observed  will  be  shown 
from  three  towers  in  a  line  bearing  N. W. 
from  the  permanent  high  lighthouse,  and 
will  be  identified  by  means  of  the  letters 
A,  B,  and  C  respectively. 

When  possible,  observations  of  the 
three  lights  should  be  made  at  each  hour 
from  8  P.M.  to  midnight. 

In  recording  an  observation,  put  down 
in  the  A  column  the  light  from  the  A 
tower  as  100,  and  in  the  corresponding 
B  or  C  column  put  down  the  number  as 
compared  with  100,  which  represents  the 
difference  in  power.    Thus,  if  B  appears 


to  be  twice  as  good  as  A,  and  0  appears 
to  be  only  half  as  good  as  A,  the  record 
should  be  A  100,  B  200,  C  50.  In  the 
columns  headed  "  Place  of  Observation," 
it  is  requested  that  the  position  and  dis- 
tance from  South  Foreland  may  be  stated 
as  accurately  as  possible  at  every  obser- 
vation recorded. 

The  state  of  the  atmosphere  each  night 
is  to  be  carefully  noted,  and  recorded  in 
the  column  provided  for  the  purpose,  in 
one  or  more  of  the  following  terms: 
Clear;  cloudy;  very  dark;  moonlight; 
hazy ;  slight  fog ;  ordinary  fog ;  dnzzl- 
ing  rain;  ordinary  rain;  heavy  rain; 
snow  ;  hail ;  sleet.  Each  night's  record 
to  be  signed  by  the  observer,  the  place 
of  observation  being  in  every  case  clearly 
indicated. 

Remarks  of  a  special  nature  concern- 
ing the  appearance  of  the  lights  are  to  be 
made  on  the  fly-leaf  provided  for  the  pur- 
pose. Under  this  heading  observers 
should  record  any  apparent  difference  in 
the  color;  any  apparent  unsteadiness, 
variations,  or  obscurations  of  the  lights ; 
also  the  effect  of  the  lights  upon  the 
clouds :  and,  where  a  fair  compaiison  is 
possible,  of  the  relative  value  of  other 
lights  in  the  vicinity,  those  on  the  French 
coast,  for  example. 

The  other  kind  of  evidence  sought  to  be 
obtained  was  that  of  the  scientific  meas- 
urement of  lights  by  the  most  approved 
photometrical  methods.  These  opera- 
tions were  carried  on  at  the  three  huts 
before  mentioned,  and  in  a  dark  gallery 
380  feet  long,  specially  constructed  for 
the  measurement  of  large  and  powerful 
lights.  This  portion  of  the  investigation 
was  mainly  in  the  hands  of  Mr.  Harold 
Dixon,  who  had  the  advantage  of  fre- 
quent communication  with  Mr.  Vernon 
Hai*court  on  the  subject,  and  able  assist- 
ance in  carrying  out  his  work  from  Sir 
James  Douglass,  Messrs.  Lyle  and  Long- 
ford (who  at  Dr.  Ball's  suggestion  were 
sent  to  South  Foreland  as  the  represen- 
tatives of  the  Irish  Lighthouse  Board), 
and  Mr.  Sparling.  All  the  various  lights 
exhibited  were  subjected  to  measurement, 
both  as  naked  flames  and  as  shown 
through  lenses,  the  value  of  each  being 
expressed  in  numbers  of  candles.  For 
these  measurements  the  Harcourt  pen- 
tane  standard  flame,  adjusted  to  corres- 
pond with  accuracy  to  the  average  flame 
of  a  number  of  sperm  candies,  was  chi^y 
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employed ;  but  occasionally  a  portion  of 
the  flame  of  a  mineral  oil  Douglass  burner, 
enolosed  in  a  square  iron- sided  lantern, 
was  used.  A  small  opening  in  one  side 
of  this  lantern  was  flttel  with  a  Methven 
screen,  so  adjustable  that  the  rays  pass- 
ing through  the  opening  would  represent 
i,  ^,  1,  2,  i,  or  other  convenient  candle- 
power,  as  might  be  desired,  in  accordance 
with  the  single  flime  of  the  pentane  stan- 
dard. A  portable  pentane  lamp  was  gen- 
erally used  in  the  huts,  but  on  windy 
nights  the  Douglass  flame  was  found  to 
be  very  serviceable,  being  less  sensitive 
than  th^  unprotected  pentane  flime.  In 
the  photometric  gallery,  a  standard  pen- 
tane flame  in  connection  with  a  complete 
apparatus  for  making  the  gas  on  a  suffi- 
ciently large  scale  was  available.  Without 
going  into  detail  respecting  the  manufac- 
ture of  the  gas  and  the  special  merits  of 
the  pentane  standard  of  light,  I  may  here 
record  the  fact  that  with  its  aid  a  great 
deal  of  valuable  and  trustworthy  work 
was  done. 

Although  I  do  not  propose  to  enter 
upon  a  detailed  consideration  of  the 
photometric  methods  employed  by  Mr. 
Harold  Dixon  and  Mr.  Vernon  Harcourt, 
the  subject  being  one  which  could  not  be 
adequately  discussed  in  the  space  of  time 
at  my  disposal,  yet  some  remarks  of  a 
general  character  may  be  made  upon  the 
subject 

Let  me  first  say,  for  the  benefit  of  those 
to  whom  photometry  is  a  dark  study, 
that  the  standard  light  is  that  in  com- 
parison with  which  the  light  under  test 
IS  to  be  measured.  The  value  of  this 
standard  light  is  expressed  in  candle- 
power. 

At  South  Foreland  the  naked  lights 
were  measured  in  the  photometric  gal- 
lery, and  the  lights  through  lenses  at  No. 
1  or  No.  2  hut.  The  principle  mostly 
adopted  with  the  former  was  to  cause  the 
light  of  the  standard  flame  to  fall  on  one 
side,  and  that  of  the  light  under  meas- 
urement upon  the  other  side  of  a  movable 
screen  with  a  translucent  star  disc  in  the 
centre.  By  moving  the  screen  to  and  fro 
along  the  graduated  bar,  a  position  could 
be  found  where  the  stars  would  show 
with  equal  distinctness  on  both  sides  of 
the  screen.  In  such  circumstances,  the 
illuminating  power  of  the  bui*ner  under 
measurement  would  be  directly  as  the 
squares  of  the  distances  between  the  disc 


and  the  burner,  and  between  the  disc  and 
the  standard  light. 

A  modification  of  this  method  was  oc- 
casionally employed  in  the  galleiy,  and 
always  at  No.  1  hut,  distant  2,150  feet 
from  the  lights.  The  light  of  the  stan- 
dard flame,  and  that  of  the  illuminant 
under  test,  were  thrown  upon  the  same 
side  of  a  diic  of  translucent  paper  fixed 
in  the  centre  of  an  opaque  screen,  while, 
by  means  of  an  umbrant  or  shadow- 
thrower,  contiguous  portions  .of  the  disc 
were  illuminated  by  the  standard  and  the 
distant  light.  By  moving  the  table  nearer 
to  or  distant  from  the  standard,  a  posi- 
tion was  found  where  the  illumination  in 
the  three  divisions  of  the  disc  appeared 
to  be  equal.  By  this  method  direct  mea- 
surements of  ail  the  lights  in  A,  B,  and 
0  towers  could  be  made  at  No.  1  hut. 

At  hut  2  the  bar  photometer  with  the 
movable  star  disc  was  used,  but  owing  to 
the  great  distance  from  A,  B,  and  0 
lights,  6,200  feet,  it  was  found  necessary 
to  condense  the  light  from  the  distant 
towers  by  a  small  achromatic  lens  inter- 
posed in  the  path  of  the  beam  entering 
through  a  circular  opening  in  the  window 
screen.  In  thus  condensing  the  light,  a 
certain  loss  by  absorption  and  reflection 
was  experienced,  but  in  all  measurements 
the  requisite  correction  on  this  account 
was  applied. 

In  this  connection  it  was  feared  that 
the  difference  of  color  between  the  light 
of  the  electiic  arc  and  that  of  the  stan- 
dard flame  would  be  a  serious  difficulty, 
and  would  prevent  an  effectual  compari- 
son being  made  as  to  relative  illuminat- 
ing power  of  the  different  colored  lights. 
But  Mr.  Dixon  says  ^*  that  with  the  use 
of  the  star  disc  no  such  difficulty  was 
felt  Equality  of  distinctness  in  the  pat- 
tern of  the  star  on  both  sides  of  the  disc 
could  be  judged  without  difficulty,  al- 
though hjth  star  and  back  ground  ap- 
peared of  complementary  tints  on  the 
two  sides.  Since  the  object  of  the  inves- 
tigation was  to  determine  for  each  illu- 
minant the  total  quantity  of  light  which 
affdctei  the  eye  and  conferred  visibility 
upon  the  lamp,  independently  of  its  color, 
the  distinctness  of  a  pattern,  illuminated 
by  lights  of  different  color,  seemed  to  af- 
ford a  criterion  of  their  true  illuminating 
power  less  open  to  error  than  any  method 
of  striking  an  average  between  the  illu- 
minating power  of  separate  groups  of 
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colored  rays  filtered  from  each  beam  by 
the  interposition  of  colored  media.  It 
was  also  foand  that  different  observers 
made  concordant  measurements  of  the 
electric  light  with  the  star  disc." 

The  lights  were  exhibited,  watched  by 
many  observers,  and  measured  by  the  in- 
defatigable photometrists  over  a  period 
of  twelve  months.  Daring  that  period 
a  large  amount  of  valuable  evidence  was 
collected,  by  the  aid  of  which  the  com- 
mittee were  subsequently  enabled  to  state 
their  conclusions  with  definiteness. 

BESULTS. 

At  a  comparatively  early  stage  of  the 
trials  it  was  found  that  no  practical  ad- 
vantage was  gained  by  superposing  elec 
trio  lights,  but  that,  for  the  reasons  pre- 
viously stated,  a  sufficiently  effective  re- 
sult was  obtained  from  one  arc  fed  by 
two  electric  machines.  This  form  of  light 
was  accepted  by  the  Committee  as  that 
best  suited  for  the  exposition  of  the  elec- 
tric system,  and  that  upon  which  it  should 
be  judged  in  respect  of  its  merits  as  a 
liglth^use  illuminant. 

lor  gas,  the  columnar  light  of  the 
quadriform  arrangement,  with  a  burner 
of  108  jets  for  each  tier,  was  the  highest 
power  available,  and  was  regarded  as  the 
best  representative  of  the  gas  system. 

For  oil,  the  Committee  had  resolved  to 
rely  upon  the  performance  of  the  6- 
wick  burners,  which  had  been  in  use  in 
the  Trinity-house  service  for  many  years ; 
and  three  of  these,  mounted  in  triform 
arrangement,  as  has  been  described,  were 
adopted  by  the  Committee  as  represent- 
ing the  best  effect  which  could  then  be 
produced  with  the  oil  system. 

It  will  be  plain  that  for  the  large  fiame 
lights  there  was  ample  recognition  of  the 
value  of  the  system  of  superposing,  a 
recognition,  doubtless,  very  gratifying  to 
Mr.  Wigham,  who  successfully  developed 
the  system  with  his  gas  apparatus,  al- 
though others  may  have  tentatively  pre- 
ceded him  in  the  same  direction.  It  was 
certainly  proved  by  the  trials  that  the 
system  possesses  some  real  advantages. 
But  it  is  very  essential  that  provisions  be 
made  to  check  the  radiation  of  heat  from 
the  flue  pipes.  With  the  superposed  oil 
burners  effectual  measures  were  adopted, 
but  not  in  the  case  of  gas,  consequently 
with  the  four  great  gas  lights  burning  in  a 
lighthouse  bmtem,  the  heat  generated! 


would  be  so  considerable  as  to  endanger 
the  safety  of  the  lenses,  and  render  the 
lantern  uninhabitable.  Mr.  Higginbot- 
ham,  Mr.  Wigham's  foreman,  bore  the 
heat  in  the  gas  lantern  at  South  Foreland 
like  a  genuine  salamander ;  but  there  are 
some  Ughthouse  keepers  who  would  be 
likely  to  frizzle  and  griU,  under  such  con- 
ditions. I  may  mention  that  the  temp- 
eratures in  the  lantern,  when  the  four 
burners  were  alight,  ranged  from  180^ 
F,  in  the  lowest  tier,  to  370  F.  in  the 
highest.  It  was  this  great  heat,  taken  in 
conjunction  with  the  cracking  of  some  of 
the  lenses,  which  influenced  the  Commit- 
tee in  declining  to  try  Mr.  Wigham's 
double  quadiiform  b'ght,  in  which  eight 
instead  of  four  burners  were  to  be  burned 
in  the  lantern.  If  four  burners  made  the 
temperature  370°,  what  would  eight  bur- 
ners have  done  1 

A  great  number  of  experiments  were 
of  course  made  with  the  lower  powers  of 
the  respective  illuminants,  and  informa- 
tion gained  which  will  be  of  very  great 
value  in  the  lighthouse  service ;  but  in 
stating  the  results  of  the  trials,  it  will  be 
sufficient  to  regard  each  light  as  shown 
at  its  highest  power,  viz. :  Electric,  one 
light,  two  machines ;  gas,  four  lights,  108 
jets ;  oil,  three  lights,  six  wicks. 

Clear  Weather. — In  fine  weather  it  was 
evident  that  all  the  lights  were  too  good, 
and  that  for  merely  sending  an  effective 
beam  of  light  to  the  horizon  on  a  d  irk 
dear  night,  no  one  was  really  better  than 
another,  although  it  may  be  said  that  the 
experimental  electric  light  was  regarded 
as  a  nuisance  rather  than  otherwise  by 
mariners  in  the  near  neighborhood  of  the 
South  Foreland.  It  is  quite  certain  that 
for  clear  weather  the  lower  powers  of  any 
one  of  the  illuminants  would  be  suffi- 
ciently serviceable  for  the  requirements 
of  the  mariner,  either  as  a  fixed  or  a  re- 
volving light.  This  is  proved  by  the  re- 
ports made  by  distant  observers,  who,  on 
a  clear  night,  would  record  that  the  single 
lights  were  not  less  effective  than  the  tri- 
form or  quadriform  arrangement  In  this 
connection,  ».6.,as  regards  clear  weather, 
the  only  points  really  noticeable  are  in 
respect  of  the  adaptability  of  the  lights 
for  ocoultations,  one  of  the  distinctive 
characteristics  used  for  lighthouse  lights, 
and  for  marking  special  dangers  by  means 
of  colored  sectors.  As  regards  ocoulta- 
tions, it  is  clear  that,  although  with  the 


EXPERIMENTS  WITH   LIGHTHOUSE  ILLUMINANT8. 


503 


electric  light  a  Bimple  arrangement  might 
be  devised  of  breaking  contact  and  re- 
newing it  at  ceii;ain  periodic  intervals,  it 
would  not  be  accomplished  without  some 
risk  to  the  steadiness  of  the  light,  and, 
moreover,  would  not  be  worth  while,  be- 
cause the  generation  of  electricity  would 
still  be  going  on,  and  nothing  wduld  be 
saved.  In  tiie  case  of  oil,  it  is  not  very 
easy  to  turn  the  light  up  and  down  to 
produce  the  effect  of  occultation.  It  it 
were,  some  saving  in  oil  consumption 
might  perhaps  be  gained,  but  it  would  be 
very  small.  To  produce  occultation  with 
electric  and  oil  lights  it  is  therefore  ne- 
cessary to  employ  a  simple  mechanism,  by 
which  a  cylindrical  screen  falls  and 
eclipses  the  light  for  the  requisite  period, 
and  is  then  drawn  up.  But  with  gas,  the 
turning  off  and  on  of  the  supply  is  suffi- 
cient to  produce  occultation  in  an  econo- 
mical and  effective  manner.  This  is  cer- 
tainly a  point  to  the  credit  of  the  gas  sys- 
tem, but  its  effective  application  is  limited 
to  fixed  lights,  for  it  is  questionable 
whether  this  kind  of  occultation  can  be 
applied  with  success  to  flashing  or  revolv- 
ing lights. 

For  colored  sectors  it  is  necessary  that 
the  limiting  radii  should  be  as  sharply 
defined  as  possible,  that  mariners  may 
know  immediately  they  go  over  the  bor- 
der line.  With  large  flame  lights,  the 
border  lines  are  not  clearly  defined,  but 
instead  are  found  areas  of  uncertain  light 
of  varying  width.  With  the  electric  light 
this  width  is  only  a  few  feet  at  a  distance 
of  1^  mile;  with  the  gas  light  at  full 
power  it  is  over  140  feet  at  the  same  dis- 
tance ;  and  with  the  oil  light  at  full  power 
it  appears  to  be  between  60  and  60  feet 
The  changing  of  the  points  of  incandes- 
cence in  the  carbons  causes  the  electric 
light  line  to  move  within  a  range  of  15 
feet,  but  the  line  of  definition  is  iedways 
sharp.  The  width  of  the  uncertain  light 
increases  in  propoi*tion  to  the  distance, 
and  it  is  consequently  of  importance  to 
obtain  the  sharpest  possible  definition  of 
the  sector.  Electric,  for  this  is  certainly 
the  best,  the  oil  system,  with  6-wick 
burners,  being  a  good  deal  better  than 
the  gas  system  with  great  108- jet  burners. 

Huze  and  Fog, — We  now  come  to  the 
question  of  haze  and  fog. 

The  gradations  of  atmospheric  trans- 
parency are  numerous,  and  it  is  between 
guch  extremes  that  the  mariner  finds 


powerful  lights  specially  useful.  It  is 
when  the  atmospheric  transparency  is 
impaired  more  or  le^s  that  these  strong 
lights  are  required.  It  is  very  difficult 
to  graduate  the  opacity  of  the  atmos- 
phere, but  for  our  purpose  it  will  be  con- 
venient to  separate  weather  which  in  a 
general  way  is  misty  or  hazy  from  that 
which  is  essentially  foggy. 

The  general  result  of  all  the  observa- 
tions made  in  respect  of  haze,  show  in- 
contestably  that  the  single  electric  light, 
as  shown  from  the  A  tower,  greatly  ex- 
cels the  most  powerful  superposed  gas 
or  oil  light  in  penetrating  power,  either 
as  a  fixed  or  revolving  light  Of  284  eye 
observations  recorded  as  made  in  weather 
not  clear,  but  without  actual  fog,  the 
mean  percentage  of  superiority  of  the 
electric  light  over  gas  is  about  36,  and 
over  oil,  41.  These  percentages  must 
not  be  taken  literally,  they  are  not  intend- 
ed to  convey  exact  numerical  ratios,  but 
are  founded  upon  the  estimates  of  many 
and  various  ODservers  at  different  posi- 
tions, and  possibly  under  different  con- 
ditions. But  the  general  verdict  of  su- 
periority of  the  electric  light  in  such 
conditions  of  weather  is  plain  and  unmis- 
takable. It  is  always  better  than  anything 
else. 

As  regards  gas  and  oil,  231  observa- 
tions of  quadriform  gas,  108  jets  revolv- 
ing, as  compared  with  triform  oil  6  wicks 
revolving,  made  at  times  when  the  trans- 
parency of  the  atmosphere  was  impaired  by 
mist,  haze,  rain,  or  snow,  show  that  the  gas 
light  has  a  mean  percentage  of  superiority 
6.8  per  cent  When  shown  as  fixed  lights, 
the  superiority  of  gas  over  oil  is  increased 
to  12.2  per  cent  as  the  mean  of  72  obser- 
vations. In  this  case  the  body  of  miscel- 
laneous observers  give  their  verdict  that 
the  gas  light  is  better  than  the  oil  light 
This  advantage  does  not  mean  that  the 
revolving  gas  light  penetrates  to  a  greater 
distance  than  the  revolving  oil  light  but 
merely  that  at  the  points  of  observation, 
near  or  far,  where  both  are  seen,  the  gaa 
light  is  regarded  as  better  than  the  oil 
l^ht  But,  for  all  practical  purposes, 
the  oil  light  is  seen  whenever  the  gaa 
light  is  seen,  although  it  is  evident  that 
the  gas  is  the  better  light  of  the  two,  ad 
it  ought  to  be  with  its  four  lights  against 
three.  As  a  fixed  light,  the  gas  certainly 
has  the  best  of  the  oiL  The  four  closely 
packed    108-jet    gas    fllames     showing 
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through  their  closely-fitted  lenses,  yield 
a  column  of  li^fht  very  supeiior  to  that  of 
the  three  widely  separated  6  wick  oil 
lights.  As  exemplified  at  South  Fore- 
land, the  oil  light  was  beaten  by  the  fixed 
gas  light.  But  without  stopping  to  in- 
quire whether  a  better  effect  could  have 
been  made  with  the  fixed  oil  light  it  may 
be  Slid  that  fixed  lights  are  gradually  be- 
coming of  less  importance,  owing  to  the 
necessity  for  providing  lights  with  dis- 
tinctive characteristics,  for  condensing 
the  rays  into  strong  beams,  and  to  avoid 
lighthouse  lights  being  mistaken  for  an- 
chor or  other  lights  on  board  vessels  at 
sea. 

In  actual  fog  the  electric  again  holds 
its  own.  The  experience  of  fogs  at  South 
Foreland,  though  not  lai*ge,  was  sufficient 
to  furnish  valuable  comparisons,  and  it 
was  proved  beyond  question  that  the  sin- 
gle electric  light  pierced  a  greater  depth 
of  fog  than  the  highest  powers  of  either 
gas  or  oil.  The  quadriform  gas  and  tri- 
form oil  lights  were  practically  equal  in 
fog,  though  some  observers  occasionally 
recorded  the  gas  as  a  few  feet  better. 
But  in  such  fogs  the  mariner  would  not 
derive  the  slightest  advantage  from  any 
light.  The  recorded  distance  to  which 
lights  were  carried,  or  where  they  were 
picked  up  in  the  fog,  range  mostly  be- 
tween 700  and  2,000  feet  from  the  lights 
themselves,  and  the  superiority  of  the 
electric  light  is  determined  by  its  pene- 
trating 200  or  300  feet  further  than  the 
gas  or  oil  lights.  The  most  powerful 
electric  light  was  shut  out  on  one  occa- 
sion at  1,450  feet,  on  another  at  1,600, 
another  at  1.700,  on  another  at  1,500,  an- 
other at  1,300  feet.  It  will  be  plain  to 
all  here  tuat  no  mariner  could  possibly 
be  benefited  by  a  light  which  was  not 
visible  at  such  distances  from  the  light- 
house. And  for  purposes  of  navigation 
a  difference  in  the  visibility  of  the  lights 
of  200  or  300  feet  is  of  no  value  what- 
ever. One  remaikable  fact  stands  out 
prominently  here,  viz.,  the  greater  ratio 
of  absorption  by  the  fog  of  the  elec- 
tric rays  as  compared  with  the  gas  and 
oil  rays.  Fortunately  for  the  electric 
light,  as  shown  at  South  Foreland,  it 
possessed  a  large  reserve  of  initial  intens- 
ity, which  enabled  it,  notwithstanding  its 
much  greater  proportion  of  loss  by  ab- 
sorption of  its  more  refrangible  rays,  to 
penetrate  further  than  the  other  illumin- 


ants.  \jrith  three  lights  of  equal  candle 
power,  one  electric,  one  gas,  one  oil,  ex- 
hibited in  a  foggy  atmosphere,  there  is 
little  doubt  that  the  electric  would  be 
eclipsed  at  a  much  shorter  distance  than 
the  others ;  bat  as  the  electric  beam  can 
be  made  so  much  more  intense  than  it  is 
possible  to  make  the  gas  or  oil  beam,  the 
electric  light,  though  heavily  handicapped, 
bent  its  competitors  in  fog  by  the  super- 
abundance of  its  own  lun)iuous  energy. 

Such,  then,  are  the  results  obtained 
from  the  testimony  of  eye  witnesses 
The  photometric  measurements  entirely 
corroborate  the  eye  observations  as  to 
the  superiority  of  the  electnc  light  in  all 
weathers,  both  in  revolving  and  fixed 
phase.  They  also  give  the  108-jet  gas 
burner  a  superiority  over  the  6-wick  oil 
burner,  when  both  were  shown  through 
similar  lenses ;  and,  taking  the  mean  of 
all  weathers,  the  former  is  credited  with 
an  advantage  of  1 6  per  cent,  over  the  lat- 
ter. But  it  is  important  to  note  Mr. 
Harold  Dixon's  remarks  on  this  point 
He  says  **  this  difference  in  illuminating 
power  means  but  slight  difference  in 
penetrating  power.  In  many  observa- 
tions, both  on  sea  and  land,  in  haze  and 
in  thick  fog,  the  quadriform  lOSjet  gas 
light  was  picked  up  just  before,  but  only 
just  before,  the  triform  6  wick  oil  light; 
in  other  observations  the  two  lights  were 
picked  up  simultaneously.*'  This  exactly 
coincides  with  the  evidence  of  the  eye 
witnesses,  and  supports  the  belief  that 
the  four  lights  in  the  gas  lantern  just 
managed  to  hold  their  own  and  no  more 
against  the  three  lights  in  the  oil  lantern. 

The  table  in  page  505  gives  the  value 
of  all  the  burners  in  clear  weather.  The 
results  are  stated  for  a  single  burner  in 
each  case,  but  to  obtain  the  value  of 
quadriform  gaa  or  triform  oil  it  is  only 
necessary  to  muliply  by  four  or  three. 

The  experiments  have  shown  clearly 
that,  light  for  light,  i.e.  diameter  for  di- 
ameter, gas  and  oil  are  very  much  alike 
in  illuminating  power;  indeed,  under 
such  conditions,  the  oil  flame  seems  to 
be  rather  the  better.  They  have  also 
shown  that  oil  lights  can  be  superposed 
with  the  same  facility  as  gas  lights,  and 
can  be  exhibited  under  similar  conditions, 
with  one  exception,  that  no  oil  flame  has 
yet  been  brought  to  the  enormous  size 
of  the  108-jet  burner.  But  as  this  enor- 
mous size  of  flame  is  not  required,  ihis 
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Table  of  Photometeio  Values. 


Name  of  burner. 


6-wick    oil,  Douglass,    old 

pattern 

7-wick  oil,  Douglass,  new 

pattern 

8-wick  oil,  Douglass,  new 

pattern 

9-wlck  oil,  Douglass,  new 

pattern 

6-riDe  gas,  Douglass  (can- 

nel) 

10-ring  gas,  Douglass  (can 

nel) 

108-jet  gas,  Wigham  (can- 

nel) 

88-jet  gas,  Wigbam  (cannel) 
68-]et  gas,        **  " 

48- jet  gas,        *•  ** 

2S- jet  gas,        "  •* 

Regenerative  gas,  Siemens 

(cannel).  .* 

Regenerative  gas,  Siemens, 

small  size  (cannel) 

6-ring  gas,  Sugg  (cannel). . . 


Electric,  1  macbine. 
Electric,  2  macbine. 


Dimensions  of  tbe  flame. 


On  tbe 
burner. 


Incbes. 


9 

71 
6 
4* 


10 

7i 


At  focal 
plane. 


Inches. 

4* 

Hi 


9, 

^\ 

6 
4i 

10 


4 

7i 


Heigbt 


Incbes. 
5 
6 
6i 
6J 
5 

^ 

13* 

18* 
13* 
12* 
12* 

6 

4 

8J 


Dluminating  power  in  candles 
(mean  results). 


Naked 
flames. 


Tbrougb  lenses  in  clear  weatber 


780 

947 

1,400 

1,785 

825 

2,600 

2,300 

1,400 
9i)0 
689 
250 

600 

194 
824 


10,000 
15.000 


CVlindr. 
belt 


Fixed 
ligbt. 
5,000 

8.100 


6,700 

12,899 

15,600 

18,000 
8,800 
6,700 
8,000 

8,800 
5,600 


120,000 
150,000 


Eddystone. 


Revolving 
ligbt. 
64,000 

60,000 


92,000 
105,000 


Mew 
Island. 


10,000 


55,000 


CJylindr.  belt 
witb  vertical 

prisms. 

revolv.  ligbt. 

1,250,000 

1,500,000 


Revolv* 
ligbt. 
48,000 

49,000 


70,000 

94,000 

59,000 

54,000 
48,000 
42,000 
83,000 


*  4^  to  6  inches  of  these  heights  are  naked  flames,  the  remainder  is  Bnrronnded  by  a  transparent  talc 
ohimney. 


is  not  of  great  conseqnence.  As  the  two 
lights  were  shown  to  be  so  nearly  equal, 
the  questions  of  convenience  and  econo- 
my assumed  very  considerable  import- 
ance in  connection  with  their  relative 
merits  as  lighthouse  illuminants.  It  had 
to  be  considered  that  the  gas  system 
could  not  be  taken  to  a  rock  lighthouse 
or  used  on  board  a  light  vessel,  therefore 
its  application  would  have  to  be  limited 
to  lighthouses  on  the  mainland.  The 
necessity  for  the  erection  of  gasworks, 
gas-holders,  mains  and  pipes,  &c.,  in- 
volved a  large  expense,  all  of  which  might 
be  justifiable  if  the  advantage  to  be 
gained  were  proportionate.  But,  on  the 
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other  hand,  mineral  oil  was  found  to  be 
so  cheap,  so  easily  supplied  and  stored, 
and  so  easily  managed,  that  the  balance 
of  advantage  was  seen  to  be  distinctly  in 
its  favor.  Here  is  the  real  enemy  which 
has  beaten  the  gas  system.  As  I  before 
observed,  the  arguments  employed  in  the 
early  part  of  this  discussion  to  demon- 
strate the  economy  of  the  gas  system 
were  based  on  the  then  prices  of  rape 
seed  oil  at  4s.  9id.,  3s.  lO^d.,  2s.  9d.  per 
gallon,  but  times  are  changed ;  mineral 
oil  has  now  replaced  the  high  priced  rape 
seed  oil,  and  is  supphed  at  6d.  per  gal- 
lon. It  is  this  fact  which  has  demolished 
all  elaborate  computations  to  prove  the 


606 


VAN  NOSTEiLND'8    ENGINEEKING  MAGAZINE. 


economy  of  gas.  Notwithstanding  Mr. 
Wigham*s  great  ingenuity  and  persever- 
ance, circumstances  over  which  he  has  no 
control  have  vanquished  him ;  and  if  at 
any  time  Mr.  Wigham  can  bring  down 
the  price  of  coal  gas  so  that  the  light  is 
less  costly  than  that  of  mineral  oil,  he 
may  reasonably  expect  that  oil  will  then 
have  to  take  a  back  seat.  But  that  time 
is  not  yet. 

The  whole  result  may  be  approximately 
stated  as  follows: — For  expenditure  of 
raw  material  only,  without  reference  to 
plant,  labor,  &c.,  a  G-wick  mineral  oil 
lamp  burning  for  six  hours  would  con- 
sume four  gallons  of  oil  at  6d.=:2s.,  or, 
say,  3s.,  including  wicks,  cylinders,  &c. 
A  108-jet  burner  alight  for  the  same  pe- 
riod would  consume  1,800  cubic  feet  of 
gas,  at  a  cost  of  not  less  than  10s.  for 
coal  alone.  Taking  all  these  considera- 
tions into  account,  it  will  not  be  surpris- 
ing to  this  audience  to  hear  that  the  final 
conclusion  of  the  committee  was : 

'^  That  for  ordinary  necessities  of  light- 
house illumination,  mineral  oil  is  the 
most  suitable  and  economical  illuminant, 
and  that  for  salient  headlands,  important 
landfalls,  and  places  where  a  very  power- 
ful light  is  required,  electricity  offers  the 
greatest  advautages." 

DISCUSSION. 

The  Chairman,  in  opening  the  discus- 
sion, pointed  out  the  thorough  manner 
in  which  the  testing  of  the  lights  in  the 
experiments  spoken  of  had  been  carried 
out  over  long  intervals  of  time,  and  under 
a  variety  of  circumstances.  No  doubt, 
therefore,  could  attach  to  the  conclusions 
arrived  at  From  a  practical  point  of 
view,  one  of  the  most  interesting  results 
was  the  short  distance  penetrated  by  the 
most  powerful  lights,  and  it  seemed  that 
a  doubling  or  trebling  of  the  lights  in 
many  cases  very  little  increased  their 
power  of  penetration  through  fog.  Per- 
haps, after  all,  that  was  what  might  have 
been  expected,  for  when  powerful  lighte 
of  many  thousand  candles  were  entirely 
quenched  at  the  distance  of  a  few  thous- 
and feet,  it  was  evident  that  in  every  few 
hundred  feet  of  that  distance  the  lighte 
must  be  diminished  in  considerable  pro- 

f)ortion.  Further  particulars  as  te  the 
ess  penetrating  power  of  the  electric 
light  as  compared  with  oil  or  gas  would 
be  interesting.    To  a  certain  extent  peo- 


ple were  misled  by  ordinary  London  ex- 
perience of  fogs.  It  was  a  matter  of 
common  observation  in  London,  a  few 
years  ago,  when  the  electric  lighte  were 
burning  on  the  embankment,  that  at  a 
very  moderate  distance  they  seemed  to 
be  almost  as  red  as  the  gas  lights  burn- 
ing beside  them,  but  that  effect  was  more 
likely  to  be  produced  by  the  London 
smoke  rather  than  by  what  could  be 
properly  called  fog.  When  the  sun  at 
midday  is  shining  through  a  bank  of 
cloud  which  allows  ite  line  to  be  visible, 
it  is  seen,  not  altered  in  color,  but  in  ite 
original  whiteness  At  sunset,  it  was 
true,  when  the  sun  shines  through  a  low- 
er stratum  of  the  atmosphere,  a  red  color 
is  perceptible,  but  that  appearance  could 
not  properly  be  attributed  to  fog  or  cloud, 
otherwise  the  same  effect  would  be  ob- 
served when  the  sun  was  high  in  the 
heavens,  and  ite  rays  had  to  pass  through 
a  mile  or  a  mile  and  a  half  of  cloud.  A 
little  more  than  a  year  ago  he  had  him- 
self witnessed  the  experimente  with  these 
lights,  and  had  spent  a  very  interesting 
night  walking  between  the  hute  spoken 
of,  placed  at  various  distences  from  them, 
and  in  observing  the  effecte  of  the  lights, 
and  the  careful  arrangements  made  with 
reference  to  photometry.  As  to  the  com- 
parison of  the  effect  of  lighte  of  different 
colors,  he  saw  the  star-dink  arrangement 
spoken  of  in  the  papei',  and  had  verified 
the  possibility  of  taking  very  accurate 
observations  in  spite  of  difference  in  color 
between  the  electric  and  gas  and  oil 
lighte.  Within  the  last  week  Captain 
Abney  and  General  Festing  had  brought 
before  the  Eoyal  Society  a  very  interest- 
ing account  of  some  elaborate  observa- 
tions which  had  been  made  upon  this 
very  subject  of  the  photometry  of  differ- 
ent colored  lights,  and  they  had  proved 
(rather  to  the  surprise  of  many)  that  it 
was  possible  to  make  comparisons  be- 
tween lighte  of  very  various  colors,  be- 
tween white  light  and  the  green,  or  red 
lighte  and  the  spectrum,  almost  as  accu- 
rately (Captain  Abney  said,  within  1  or  2 
per  cent)  as  could  be  done  between  lighte 
of  absolutely  the  same  color.  In  esti- 
mating the  rapidity  of  the  alternation  of 
the  currents,  Mr.  Edwards  appeared  to 
have  multiplied  the  number  of  coils  by 
the  number  of  revolutions,  assuming  that 
each  coil  sent  a  distinct  pulse.  He 
thought  the  arrangement  was  such  that 
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each  passage  of  the  coils  in  front  of  the 
magnet  page  one  pulse,  so  that  the  num- 
ber of  coils  should  Qot  be  multiplied  by 
the  number  of  revolutions  to  obtain  the 
number  of  pulses.  He  scarcely  thought 
that  the  number  of  pulses  could  be  so 
many  as  over  a  million  in  a  minute,  as 
had  been  stated,  bat  some  of  the  gentle- 
men present  would  probably  be  able  to 
speak  upon  that  point 

Professor  W.  G.  Adams,  P.R.S.,  said 
that,  from  his  own  personal  observations 
and  measurements,  he  could  bear  Mr. 
JS  J  wards  out  in  many  of  the  remarks 
which  he  had  made  with  regard  to  the 
relative  illuminating  powers  of  gas  and 
oil,  and  of  the  electric  light,  under  the 
arrangements  for  their  comparison  which 
were  made  at  the  South  Foreland.  As 
regards  the  comparison  of  oil  and  gas,  he 
thought  Mr.  Edwards  had  given  a  full 
and  fair  account  of  their  relative  merits, 
and  had  drawn  just  conclusions  on  them. 
He  would  strongly  emphasize  the  praise 
of  the  Douglass  6  and  10-ring  gas-burn- 
ers, for  he  felt  sure  that  all  who  had  the 
opportunity  of  judging  must  be  of  opin- 
ion that  for  the  compactness  of  the 
burner,  the  concentration  and  steadiness 
of  the  flame,  and  for  the  remarkable 
economy  of  gas,  these  Douglass  gas-bum- 
•ers  far  surpassed  any  other  gas  burner 
which  had  ever  been  tried  for  lighthouse 
work.  The  6ring  burner,  4^  inches  in 
diameter,  gives  the  light  of  108  jet  gas, 
11^  inches  in  diameter,  and  only  con- 
sumes one-third  of  the  amount  of  gas 
•consumed  by  the  108  jet  burner.  The 
10-ring  Douglass  gas-burner,  7^  inches 
in  diameter,  gives  60  per  cent,  better 
light,  and  only  consumes  two-thirds  of 
the  gas  of  the  Wigham  108-jet  burner. 
The  relative  smallness  of  these  flames  is 
of  great  importance  in  their  use  behind  a 
lighthouse  lens.  And  here  he  would 
draw  attention  to  a  fallacy  which  seemed 
to  exist  in  certain  quarters,  and  from 
which  Mr.  Edwards  did  not  seem  to  be 
quite  free,  but  which  had  been  fully 
proved  to  be  a  fallacy  by  the  experiments 
at  the  South  Foreland.  It  is  assumed 
that  a  second  order  lens,  or  even  a  third 
or  a  fourth  order  lens,  is  quite  large 
enough  for  a  source  of  light  of  small  size 
like  the  electric  light  The  results,  as 
ffiyen  by  Mr.  Edwards,  have  shown  that 
if  the  object  was  to  prove  the  superiority 
of  the  electric  light  over  any  other  light 


for  lighthouse  use,  then  the  second  order 
lens  was  quite  sufficient  to  show  this  su- 
periority under  any  conditions  of  weather. 
As  long  as  oil  and  gas  flames  were  of 
moderate  size,  say  four  inches  in  diame- 
ter, second  order  lenses  did  fairly  well ; 
but  when  flames  6  or  8  inches  in  diame^ 
ter  came  into  use,  there  was  found  to  be 
little  or  nor  increase  in  the  light,  and  so 
the  lenses  too  must  grow,  and  we  must 
have  Fresnel's  first  order  lenses.     Then, 
again,  the  flame  grows  to  10  or  11  inches, 
and  even  first  order  lenses  give  very  lit- 
tle increase  over  smaller  flames,  as  shown 
by  comparison  of  Wigham  88-jet  and 
100-jet  gas  in  Mr.  Edwards^  table ;  and  so 
it  becomes  necessary  to  construct  a  lens, 
as  Mr.  Stevenson  has  done,  which  consid- 
erably exceeds  in  size  what  has  hitherto 
been  called  "  the  first  order  lens."    The 
experiments  at  the  South  Foreland  have 
shown,  and  Mr.  Edwards*  table  proves  it, 
that  lights  concentrated  into  a  smaller 
focus,  and  especially  electric  lights,  gain 
more  than  any  others  by  the'use  of  larger 
lenses.      Compare  the  Douglass  6-wick 
oil  (730  candles),  the  Wigham  68  jet  gas 
(990),  and  the  Douglass  6-ring  gas  (825), 
when  used  behind  the  same  Mew  Island 
lens.     Much  more  is  this  the  case  with 
the  electric  light.     Had  Mr.  Edwards 
completed  his  table,  and  given  the  illum- 
inating power  of  the  electric  light  through 
the  Mew  Island  lens,  as  given  in  Ms 
(Professor  Adams*)  report,  the  numbers, 
15,000,000  and  18,000,000,  would  have 
been  seen  in  the  last  columns  of  that 
table  as  compared  with  59,000  for  the 
108-jot  gas.     The  multiplying  power  of 
the  lens  for  the  electric  light  would  have 
been  1,500,  whereas  for  the  108jet  gas  it 
is  only  25,  and  about  38  for  the  Douglass 
lOring  gas.    It  will  be  seen  that,  with 
the  cylindrical  belt  with  vertical  prisms, 
the  multiplying  power  for  electric  light 
is  125,  and  for  the  Mew  Island  lens  it  is 
twelve  times  as  great,  or  1,500.    For  the 
adequate  comparisons  of  the  electric  light 
with  other  systems  of  lighthouse  light- 
ing, it  is  essential  that  the  same  lenses 
should  be  used,  and  for  this  as  well  as  for 
some  other  reasons,  we  must  look  upon 
the  results  of  the  South  Foreland  experi- 
ments as  only  showing  that  the  electric 
light  is  superior  to  every  other  light,  but 
not  by  any  means  as  showing  what  the 
electric  light  is  capable  of  doing.    His 
(Professor  Adams's)  report  showed  that 
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miiGb  more  has  been  done,  and  that  under 
favorable  conditions  far  more  of  the  elec- 
tric energy  can  be  converted  into  light- 
giving  rays.  The  merits  of  the  electric 
hght  as  a  lighthouse  illuminant  cannot, 
as  his  report  showed,  be  arrived  at  sim- 
ply by  the  results  as  shown  from  the  A 
tower  at  the  South  Foreland,  without 
taking  into  account  the  loss  of  energy  to 
which  Mr.  Edwards  had  alluded,  and 
which  would  not  exist  in  any  permanent 
installation.    With  regard  to  these  ex- 

Eeriments,  he  (Professor  Adams)  had 
een  asked  by  practical  men  how  it  is 
that  so  little  light  as  10,000  or  12,000 
candles  is  obtained  from  the  expenditure 
of  so  much  energy,  when  we  get  more 
efficiency  and  far  more  effective  work 
from  our  dynamo  machines.  To  some 
extent  this  is  true,  and  may  easily  be  ac- 
counted for.  A  machine  does  most  effec- 
tive work  when  the  external  resistance  of 
the  circuit  is  not  greater  than  the  inter- 
nal resistance  of  the  machine;  now  in 
this  case  the  internal  resistance  of  the 
De  Meritens  machine  is  .05  ohms,  and 
the  resistance  of  the  leading  wires  to  the 
tower  (to  say  nothing  of  the  lamp  and 
the  electric  arc)  is  .077  ohms,  or  more 
than  half  as  much  again.  Hence  it  will 
be  evident  to  all  practical  men  that  these 
excellent  De  Meritens  machines  can  do  far 
more  than  has  hitherto  been  done  with 
them.  Whereas  the  light  in  the  A  tower 
is  given  by  a  current  of  100  amperes,  or 
at  most  130  amperes,  the  machine  has 
given  a  current  of  420  amperes  when  the 
electric  lamp  was  not  far  away  from  the 
De  Meritens  machine.  With  regard  to 
the  apology  of  Mr.  Edwards,  or  the  rea- 
son he  alleges  why  the  electric  light  has 
not  been  used  in  England,  although  it 
has  been  received  more  favorably  in 
France  (on  the  French  coast  there  are 
42  electric  lights),  he  would  ask  if  the 
mariners  ever  object  to  the  dazzling 
brightness  of  the  sun,  and  if  the  electee 
light  does  not  more  nearly  resemble  bril- 
liant moonlight?  Mr.  Edwards  said  the 
electric  light  was  removed  from  Dunge- 
ness,  because  mariners  disliked  it,  but  he 
(Professor  Adams)  had  shown  in  his  lec- 
ture at  Aberdeen,  before  the  British  As- 
sociation, what  mariners  thought  of  the 
electric  light  of  the  South  Foreland  when 
.it  was  first  established  the^e;  he  quoted 
from  a  work  of  M.  Petit,  translated  by 
Mr.  Edwards.     M.  Petit  says :  "The  ad- 


vantages of  the  system  have  been  highly 
appreciated  by  mariners,  and  the  increase 
of  range  of  the  lights  has  been  very 
marked  in  slightly  foggy  weather.  It 
certainly  enables  mariners  to  continue 
their  voyage,  and  to  enter  a  port  at  night, 
when  they  would  not  haye  been  able  to 
do  so  with  oil  lights."  M.  Petit  for  many 
years  was  commander  of  a  steamer  on 
the  postal  service  from  Ostend  to  Dover. 
To  M.  Petit's  paper,  and  to  his  (Professor 
Adams)  report  to  the  Trinity  House,  as 
well  as  to  his  lecture  at  Aberdeen,  he 
must  refer  for  proof  that  the  step  from 
oil  lights  of  1870  to  electric  light  of 
1884  represents  an  improvement  in  the 
proportion  of  from  30  per  cent,  to  90  per 
cent,  in  lighthouse  illumination,  and  thai 
the  number  of  nights  on  which  the  elec- 
tric light  is  seen  20  miles  away  is  about 
90  in  every  100.  On  a  few  very  thick 
nights  an  increase  of  100-fold  in  Uie 
source  of  light,  whether  it  be  electricity, 
gas,  or  oil,  will  hardly  increase  the  dis- 
tance to  which  the  light  is  seen  by  100 
vards.  He  thought  Mr.  Edwards  must 
have  made  a  mistake  in  his  description  of 
the  mode  of  coupling  the  machines.  The 
two  machines  coupled  parallel  have  an 
E.M.F.  of  60  volts,  and  a  current  of  176 
amperes,  and  the  two  machines  in  series 
are  said  to  be  also  of  60  volts,  and  a  cur- 
rent very  nearly  the  same ;  these  values 
seem  to  show  that  in  this  case  the  coup- 
ling must  have  been  also  parallel,  prob- 
ably the  opposite  poles  of  the  magneto 
machines  were  connected.  He  was  glad 
to  hear  of  Mr.  Edwards  state  that  the 
electric  light  can  generally  be  maintained 
with  a  fair  amount  of  steadiness,  and 
that  the  fluctuations  have  not  been  very 
serious,  but  I  think  no  friend  to  electric 
lighting  can  ever  hold  with  him  that  its 
unsteadiness  may  be  advantageous.  As 
regards  the  size  of  lenses  used  in  the  A 
tower,  they  extended  only  over  30**  of 
arc,  bringing  the  bundle  of  rays  into  a 
parallel  beam,  whereas  the  Mew  Island 
lenses  in  the  B  tower  extended  over  60*^ 
of  arc,  both  horizontally  and  vertically. 
With  regard  to  the  greater  absorption  of 
the  electric  beam  by  the  atmosphere,  the 
experiments  with  steam  fogs  had  shown 
that  it  was  by  no  means  so  great  as  was 
previously  supposed.  The  illumination 
given  by  the  blue  and  violet  rays  is  very 
small,  and  even  if  they  were  absorbed, 
the  total  light  would  not  be  thereby  very 
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much  redaced.  The  experiments  at  the 
South  Foreland  have  shown  that,  using 
the  large  Mew  Island  lens,  with  the  108- 
jet  gas  of  2,400  candles,  and  the  electric 
light  of  12,000  candles  with  the  smaller 
lens,  the  electric  light  in  clear  weather 
was  at  least  sixteen  times  as  bright,  and 
in  foggy  weather  was  about  thirteen 
times  as  bright  as  the  gas  light,  the  ex- 
cess of  absorption  fbr  the  electric  light 
being  about  20  per  cent  more  in  foggy 
than  in  clear  weather.  Had  the  same 
lenses  been  used  for  both  electric  light 
and  gas,  the  illumination  giyen  by  the 
electric  light  would  have  been  from  150 
to  200  times  the  light  from  gas. 

Professor  0-  Vernon  Harcourt,  P.R.S., 
said  one  of  the  points  of  most  general 
importance  was  that  raised  by  the  Chair- 
man as  to  the  relative  absorption  of  the 
electric  and  of  other  hghts  by  the  at- 
mosphere in  a  certain  condition.  It 
might  be  that  one  of  the  causes  why  the 
electric  light  was  credited  with  suffering 
more  by  atmospheric  absorption  was  that 
so  many  observations  were  made  in  Lon- 
don, and  that  London  fog  differed  per- 
ceptibly from  such  haze  and  mist  as  was 
met  with  at  sea ;  and  it  might  differ  in 
respect  of  possessing  this  selective  ab- 
sorption in  much  greater  degree  than 
when  the  air  was  simply  obscured  by  sus- 
pended particles  of  water.  When  there 
was  rain  falling,  or  there  was  a  wet  fog, 
such  as  was  met  with  sometimes  on 
ascending  a  mountain,  the  obstruction  to 
the  Ught  was  suffered  equally  by  light  of 
all  degrees  of  refrangibihty,  and  it  might 
be  that  when  the  water  was  more  finely 
divided,  as  in  a  haze,  that  this  selective 
absorption  occurred  where  the  size 
of  the  globules  was  comparable  with  the 
wave-length.  He  was  glad  to  hear  Pro- 
fessor A.dams*  remarks  as  to  the  degree 
to  which  absorption  Reached.  Becquerel 
stated  that  for  solar  light  the  rays  from 
blue  to  violet  were  14  per  cent,  of  the 
whole ;  but  it  had  been  stated  that  the 
proportion  of  these  rays  was  greater  in 
the  electric  light  than  in  the  solar  light ; 
and  perhaps  in  that  case  the  total  ab> 
sorbed  in  this  selective  way  might  be 
more  than  14  per  cent  It  was  very  im- 
portant to  have  some  such  limit  fixed  to 
the  possible  loss  of  light  in  this  way.  It 
was  also  important  to  understand  that 
the  way  in  which  the  atmospheric  absorp- 
tion acted  was,  as  I^rof essor  Adams  had 


described,  that  each  stratum  of  thick  air 
which  the  light  passed  through,  cut  off  a 
certain  fraction,  and  that  the  same  ab- 
straction happened  to  all  light  of  the  same 
color,  and  was  of  such  a  character  that 
there  might  be  a  great  disproportion  be- 
tween the  increase  which  might  be  pro- 
duced in  the  light  and  the  cone  of  rays 
which  was  the  consequence  of  that  in- 
crease. If  the  fog  were  such  that  one  of 
Mr.  Wigham's  single  lights  were  exting- 
uished at  two  miles,  the  quadriform  light 
would  only  extend  to  2.1  miles,  or  some- 
thing like  that  Sometimes  expressions 
were  used  as  if  it  were  possible  to  pro- 
duce light  of  such  a  kind  that  it  would 
go  clean  through  a  fog,  but  that  was 
quite  impossible.  It  was  not  like  an  en- 
gine cutting  through  a  snow  drift,  which 
might  be  too  thick  for  one  engine,  or 
even  two,  to  get  through,  but  by  putting 
on  three  or  four  they  might  force  their 
way  right  through  into  the  clear  space 
beyond.  That  could  not  happen  at  all 
in  any  homogeneous  haze,  but  something 
like  it  might  happen  in  exceptional  cases 
where  the  haze  was  limited  in  extent,  so 
that  the  weaker  light  might,  perhaps, 
just  get  through ;  then  a  more  powerful 
light  might  go  through  and  travel  on, 
and  in  that  way  might  appear  to  have 
twice  the  range  of  the  weaker  light.  It 
had  struck  him  several  times,  in  witness- 
ing these  experiments,  that  the  electric 
light  was  tried  under  less  favorable  cir- 
cumstances than  any  of  the  others,  the 
only  reason  he  could  suppose  being  that 
those  who  were  already  experienced  in  it 
felt  perfectly  sure  that,  tried  in  any  way, 
it  would  prove  the  most  powerful  light 
There  were  smaller  lenses,  there  was  the 
imperfection  in  the  long  leads,  and  one 
or  two  other  circumstances ;  for  instance, 
it  would  have  been  possible  to  work  one 
of  the  arc  lights  with  the  whole  Fresnel 
arrangement,  and  there  was  no  heat 
given  off  by  the  arc,  though  with  gas  or 
oil  flames  that  would  not  be  possible; 
but  the  suppression  of  part  of  the  Fres- 
nel arrangement  cut  off  some  30  per  cent, 
of  the  available  light. 


Messrs.  Kinoaibd  &  Co.,  engineers, 
Greenock,  have  contracted  to  supply,  at 
a  cost  of  between  £2,000  to  £3,000,  dock 
gates  for  the  San  Fernando  Dock  Com- 
pany. 
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THE  PRESENT  ASPECT  OF  MILD  STEEL  FOR  SHIPBUILDINO. 

Bt  JOHN  WARD. 
Bead  before  the  Institate  of  Naval  Arohiteoto. 


There  are  few  indastries  in  our  coun- 
try which,  through  scientific  skilJ,  have 
undergone  such  marvellous  changes  in  so 
few  years  as  the  professions  of  shipbuild- 
ing, bridge  building,  and  boilermaking 
through  the  successful  manufacture  of 
mild  steel  by  the  process  known  as  the 
Siemens-Martin.  So  many  able  members 
of  our  institution  have  at  previous  annual 
meetings  recorded  their  experience  of 
this  material,  and  furnished  data  for  gen- 
eral guidance,  that  it  becomes  a  some- 
what difficult  matter  to  say  anything  ab- 
solutely new  or  fresh  on  the  subject.  The 
present  aspect  of  mild  steel  as  applied  to 
shipbuilding  is,  however,  specially  inter- 
esting from  the  fact  that  the  relative 
prices  of  steel  and  iron  so  closely  ap- 
proach each  other  that  steel  steamers  can 
now  be  built  on  the  Clyde  as  cheaply  as 
iron  ones  of  the  same  dimensions,  thus 
giving  the  owner  of  a  steel  steamer  the 
advantages  of  greater  deadweight,  and  a 
material  which  is  much  more  reliable 
under  all.  conditions  of  the  ship's  life 
than  iron.  This  being  so,  and  the  firm 
of  which  I  am  a  member  having  had,  per- 
haps, as  large  an  experience  in  the  use  of 
this  material  as  any  of  the  professional 
members  of  our  institution,  it  may  neither 
be  uninteresting  nor  uninstructive  if  I 
supplement  the  paper  read  before  this  in- 
stitution by  my  partner,  Mr.  William 
Denny,  in  1880,  and  put  on  record  a  gen- 
eral statement  of  the  work  done  by  us  in 
this  material  up  to  date,  of  the  treatment 
given  it  in  working,  of  total  losses 
through  failures  in  working,  and,  gener- 
ally, the  reasons  our  clients  and  ourselves 
have  for  our  faith  in  this  material  under 
almost  ail  conditions  of  treatment. 

Since  eight  years  ago  we  built  the 
Union  Company  of  New  Zealand  steamer 
Botomahana,  the  first  ocean-going  mer- 
chant steamer  ever  built  in  tlus  material, 
we  have  delivered  to  owners  eighty  steel 
vessels,  varying  in  gross  tonnage  from 
50  to  5,000  tons,  and  aggregating  up- 
wards of  118,000  tons  gross  register. 
We  have  used  in  their  construction  up- 
wards of  51,000  tons  of  mild  steel,  made 


up  of  nearly  375,000  separate  pieces  of 
plates,  angles,  channels,  bulbs,  and  bulb 
trees.  This  number  is  made  up  from  the 
order  books  in  which  lugs  and  other  small 
pieces  are  ordered  in  long  lengths.  If 
the  work  at  present  on  haiid  in  the  yard 
is  added,  our  tonnage  and  total  of  mate- 
rial used  would  be  proportionately  in- 
creased. In  working  this  material,  we 
have  for  the  last  five  years  gone  on  the 
general  principle  that,  if  steel  could  not 
stand  the  maximum  amount  of  rough  us- 
age it  is  sure  to  get  in  a  shipyard  in 
punching,  shearing,  hammering,  fumac- 
ing,  etc.,  the  sooner  it  failed,  and  the  de- 
fects made  known  and  remedied,  the  bet- 
ter ;  for  were  special  precautions  neces- 
sary for  working  it,  as  many  people  still 
believe,  so  surely  would  this  necessity 
bring  about  its  certain  failure  and  rejec- 
tion, as  no  amount  of  instructions  would 
ever  gain  it  better  or  di£ferent  treatment 
at  the  hands  of  the  workman  than  iron 
has  always  had.  In  this  view  the  work- 
man woiild  be  right,  as  no  material  striv- 
ing to  supplant  iron  should  need  or  re- 
ceive special  favor.  The  ability  of  steel 
to  stand  successfully  all  conditions  of 
rough  usage  in  working  is  an  important 
and  necessary  evidence  of  its  suitability 
to  resist  the  severe  local  and  general 
strains  certain  to  come  upon  it  when 
worked  into  the  vessel's  hull 

Our  total  failures  in  working  Siemens- 
Martin  steel  are  divisible  into  two  peri- 
ods— (1)  that  up  to  1880  embodied  in  Mr. 
Wm.  Denny's  paper  of  that  session ;  and 
(2)  since  1880  till  now.  The  failures  may 
be  summarized  as  fellows :  In  the  first 
7,000  tons  used,  embracing  58,000  sepa- 
rate pieces  of  material,  six  plates  and  one 
angle  bar  failed.  In  the  last  48,000  tons, 
embracing  work  to  date,  and  consisting 
of  about  350,000  pieces,  seven  plates  and 
two  angle  bars  failed.  We  have  often 
lost  more  than  four  times  this  amount  in 
a  single  iron  vessel.  These  results  under 
treatment  such  as  I  have  named,  are 
worthy  of  as  much  recognition  by  authori- 
ties interested  in  steel  as  the  occasional 
failures  receive,  and  go  to  prove  that 
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Qnder  conditions  of  local  heating,  or  even 
blae  (called  in  shipyards  black)  heat,  fail- 
ures in  shipyards  of  Siemens  Martin  steel 
are  the  rare  exceptions  and  not  the  mle. 

Local  heating  without  subsequent  an- 
neahng,  is  generally  condemned  by  most 
authorities  on  steel,  including  Lloyd^s 
Register.  This  condemnation  is  at  vari- 
ance with  the  practice  allowed  by  the  lat- 
ter body.  In  private  shipyards,  boiler 
shops,  and  Admiralty  dockyards,  local 
heating  is  largely  carried  on.  In  fact,  it 
is  almost  impossible  to  build  a  vessel 
without  a  considerable  amount  of  local 
heating  in  some  sections  of  the  work — 
notably  all  the  dock  beams  to  which 
knees  are  welded,  or  the  ends  of  the 
plates  in  all  water  tight  bulkheads,  which 
are  drawn  out  at  the  comer  to  admit  of 
their  fitting  between  the  double  frames. 
In  Admiralty  vessels,  where  the  amount 
of  water- tight  joggled  work  is  very  large, 
it  is  all  done  under  the  effects  of  local 
heating.  In  shipyards  the  local  heating 
of  shell  or  deck  plates  is  not  usually  neces- 
sary, but  in  boss,  oxter  and  bridge  plates 
it  is  not  at  all  an  uncommon  thing,  and 
with  no  apparent  detrimental  results. 

Local  heating  in  the  construction  of 
marine  steel  boilers  is  quite  a  common 

Sractice  in  the  Clyde  district,  some  hun- 
reds  of  furnace  and  combustion  cham- 
bers having  been  made  by  welding,  and 
no  difficulty  whatever  experienced  with 
the  material  Local  heating  by  welding 
in  this  manner  is  found  to  be  quite  satis- 
factory, and  even  without  annealing  is 
considered  an  improvement  over  lap 
joints  and  seams  of  rivets,  or  butt  straps. 
A  more  severe  test  of  probable  damage 
from  local  heating  often  occurs  in  making 
large  steel  boilers  where  it  is  almost  im- 
possible to  get  the  plates  perfectly  fitted 
for  rivetting,  save  by  local  heating  and 
hammering  closed-one  of  the  instances 
being  where  circumferential  plates  cross 
the  joints  of  boiler  fronts.  Neither  is  it 
at  all  an  uncommon  occurrence  the  lift- 
ing of  furnace  crowns,  which  after  a  long 
voyage  have,  through  carelessness  or 
other  cause  come  down.  Not  only  are 
they  locally  heated,  but  severe  local 
strains  are  set  up  owing  to  the  lifting  of 
the  crown  being  done  by  means  of  a 
screw  jack  localized  where  the  heating 
had  taken  place.  Boilers  used  in  this 
way  seem  none  the  worse  for  the  treat- 
ment. 


Fracture  at  a  blue  heat  is  known  as  a 
reahty,  and  from  the  valuable  tests  of  Mr. 
Bamaby  some  years  ago,  as  also  Mr. 
Stromeyer's  paper  recently  read  at  the 
Institute  of  Civil  Engineers,  one  would 
expect  to  find  it  of  common  occurrence 
in  the  shipyard.  As  a  matter  of  fact  this 
is  not  the  case,  and,  so  far  as  our  experi- 
ence goes,  is  very  rare.  In  the  eighty 
vessels  mentioned,  we  have  heated  and 
bent  between  35,000  and  40,000  frames 
and  reverse  frames  for  them,  all  of  which 
have  been  worked  during  the  tempera- 
tures of  red  to  blue  heat,  and  in  almost 
all  cases  finished  at  a  blue  heat.  Keel 
and  ballast  tank  wing  plates  are  flanged 
and  worked  at  heats  starting  with  red 
and  finishing  with  blue  heats.  Boss,  ox- 
ter, and  bridge  plates,  also  forward  and 
aft  plates  in  vessels  with  plate  keels  have 
often  to  be  fumaced  twice  and  even 
thrice  before  proper  set  is  got.  These 
always  get  a  large  amount  of  rough  us- 
age from  workmen  by  hammering  till 
cold,  and  yet  with  marvelously  few  fail- 
ures. In  carrying  out  recent  experi- 
ments, the  object  was  to  test  the  working 
of  ordinary  steel  under  conditions  fully 
equal  to  those  involved  in  repairing  a 
badly-damaged  vessel,  and  under  the  be- 
fore-mentioned conditions  of  local  and 
blue  heating,  etc.  Three  experiments 
were  made  in  our  own  works  from  ordin- 
ary steel  plates  taken  from  the  stock,  and 
dynamite  and  temper  tender  tests  were 
made  by  permission  of  Mr.  James  Riley, 
of  the  Steel  Company  of  Scotland,  at 
their  Hallside  works,  from  ordinary  ship 
plates  of  their  manuifacture.  These  dy- 
namite tests  are  both  exhaustive  and  in- 
structive, but  their  severity  is  somewhat 
unnatural,  and  is  greater  than  could  pos- 
sibly occur  to  a  damaged  steamer.  The 
plates  were  only  2  feet  6  inches  square, 
and  the  damage  was  consequently  con- 
centrated on  one  portion  of  a  small  area, 
while  in  the  12  to  16  feet  lengths  of  ordi- 
nary shell  plating  the  damage  could 
hardly  be  localized  to  the  same  extent. 
The  wonder  is  that  plates  could  success- 
fully stand  such  treatment,  and,  while  the 
tests  show  the  comparative  results  of 
same  under  conditions  of  cold,  red  and 
blue  heats,  yet  the  tests  from  actual 
damaged  plates  taken  from  a  steel  steamer 
and  treated  hot  and  cold  are  of  more 
value  as  affording  reliable  data  for  guid- 
ance.    It  should  not  be  forgotten  that, 
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even  after  the  dynamite  and  blue  heat 
treatment,  the  steel  in  the  immediate^ 
vicinity  of  the  dishings  is  still  better 
than  average  iron  sapplied  to  shipyards 
while  tests  taken  from  portions  clear  of 
dishing,  which  received  a  considerable 
amount  of  work  at  this  heat,  are  quite 
satisfactory  in  respect  to  streugth,  duc- 
tility and  bending. 

The  record  of  tests  made  last  year 
from  four  damaged  shell  plates  and  two  | 
shell  butt  straps  taken    from    a    steel 
steamer,  are  especially  interesting,  both 
as  a  testimony  to  Siemens-Martin  steel — 
of  which   that  vessel  was  constructed — ! 
and  for  the  care  with  which  they  were 
conducted  under  the    most  careful  su-| 
pervision,  including    representatives   of 
Lloyd's  Register.    I  was  personally  pres- ! 
ent  at  the  investigation,  and  am  permit-  j 
ted  to  embody  the  results  in  this  paper.  { 
The  objects  with  which  these  tests  were 
made  was  to  find  out  what  light  could  be ' 
thrown  upon  the  fallowing  propositions, ' 
and  to  what  extent  they  could  be  verified 
or  disproved  by  actual  experiment :   1. 
That  great  and  special  attention  must  be 
paid  to  steel  ships,  because  the  material, 
steel,  is  of  such  a  peculiar  and  novel 
character.     2.  That  damaged  steel  plates 
cpuld  not  be  taken  off  and  re- rolled  to  go 
back  again  in  their  places,  even   sted 
plates  in  a  ship  twelve  months  old,  on  the 
ground  that  they  would  be  so  strained 
that  it  would  not  be  known  or  seen  how 
far  they  had  been  weakened  by  the  strain- 
ing.    3.  That  in  a  steel  steamer  only  12  ^ 
months  old,  the  material,  when  it  came 
off,  must  be  regarded  as  a  second-class 
material,  and  not  fit  to  repair  the  ship 
with ;  or,  if  put  back,  the  vessel  would 
not  be  eligible  to  take  the  lOOA.  class 
again.    4.  That,  by  cutting  out  the  rivets 
in   steel  plates,  the  character  of    steel 
is  very  materially  injured.     By  cutting 
out  the  rivets  and  cutting  off  the  heads 
of  the  rivets  with  a  cold  chisel,  a  great 
and  injurious  strain  is  brought  on  the 
plates  in  the  immediate  vicinity  of  the 
rivet  holes,  altering  the  character  of  the 
material  very  much. 

From  the  detailed  analysis  of  the  tests 
made  there  is  no  evidence  of  loss  of 
strength  or  of  ductility  in  the  material  in 
proximity  to  the  rivet  holes  of  landings 
or  butts  more  than  is  to  be  attributed  to 
the  process  of  punching,  rivetting,  etc., 
nnd  no   evidence   of  unseen   injury  by 


straining  of  the  ship,  or  by  fairing  or 
rolling,  either  hot  or  cold.  The  means 
of  thirty-seven  pieces  taken  from  solid 
parts  of  plates  were  28.5  tons  and  24.2 
per  cent  extension,  and  of  thirty-four 
pieces  taken  between  holes  of  landings 
and  butts  28.8  tons  and  20  per  cent  ex- 
tension. In  the  construction  of  steel 
vessels  built  to  Lloyd's  rules,  and  receiv- 
ing their  highest  class  under  special  sur- 
vey, the  option  has  been,  and  still  is, 
allowed  of  rivetting  with  either  iron  or 
steel  rivets.  As  Mr.  Wildish  in  his  able 
paper  of  last  session  puts  it,  *'  Iron  rivets 
in  steel  plates  is  not  a  desirable  combina- 
tion." There  are  sound  reasons  against 
the  use  of  iron  rivets  in  steel  steamers 
(especially  in  the  shell  and  decks)  and 
only  one  argument  in  their  favor,  that  of 
being  cheaper.  Our  uniform  practice 
has  been  steel  rivets  for  steel  steamers, 
and  with  ordinary  treble-rivitted  butts 
and  20  per  cent  heavier  straps  than  the 
plates  they  connected,  we  have  not  (save 
in  one  of  our  earliest  steel  steamers, 
built  in  1879)  had  a  single  complaint  as 
to  weakness  in  the  butts  in  any  of  them. 
This  I  can  confirm  from  personal  examin- 
ation of  many  of  them  in  dry  dock  after 
repeated  voyages,  and  also  from  append- 
ed letters  from  the  superintendents  of 
some  of  the  principal  companies  which 
have  built  in  this  material.  Their  expe- 
rience is  valuable  as  evidence  on  the  im- 
portant points  of  strength,  durability, 
corrosion,  and  safety. 

In  the  iface  of  these  facts  it  is  di£Scult 
to  know  where  the  reason  has  arisen  for 
the  extra  rivetting  in  shell  and  stringer 
butts  embodied  in  Lloyd's  rules  of  Um 
year— one  of  the  results  being  a  decided 
weakening  of  the  butts  and  a  partial 
neutxalizing  of  the  advantage  of  a  tiiicker 
butt  strap.  If  steel  vessels  have  been 
showing  symptoms  of  weakness  at  the 
butts,  have  they  been  rivetted  with  iron 
or  steel  rivets,  and  are  they  many  in 
number  T  Steel  vessels  under  the  rules 
of  the  late  Liverpool  Eegistry  (now  ab- 
sorbed by  Lloyd's)  were  compelled  to  be 
rivetted  with  steel  rivets,  and  a  similar 
practice  is  carried  out  in  all  recent  Ad- 
miralty work.  This  matter  will  doubt- 
less receive  early  recognition  at  the 
hands  of  Lloyd's  Begister,  and  thus  give 
steel  vessels  all  the  benefit  of  construo- 
tive  thoroughness  they  are  entitled  to ; 
for,  apart  altogether  from  the  difference 
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in  the  Bheanng  strength  of  iron  as 
Against  steel  rivets,  another  and  much 
more  serious  defect  can  be  proved  to  re- 
Bult  from  the  use  of  iron  rivets  either 
in  steel  or  iron  plates. 

The  series  of  tests  of  iron  and  steel 
rivets  were  most  carried  out  by  us  in  our 
works,  and  showed  that,  with  no  strain- 
ing save  that  due  to  actual  rivetting, 
caulking,  and  contraction  in  cooling,  a 
large  proportion  of  the  iron  rivets,  on 
<;utting  out  {after  ti  fortnight's  immersion 
in  our  dock),  had  fractures  localized 
chiefly  at  the  juncture  of  countersink  and 
shank,  where  they  broke ;  the  shank  and 
head,  in  the  majority  of  cases,  coming 
out  altogether,  while  the  steel  rivets  in 
every  instance  were  absolutely  free  from 
fracture  of  any  kind,  and  took  from  three 
to  four  times  the  number  of  blows  to  cut 
out  that  the  iron  ones  did ;  and  in  almost 
«very  case  th^  cutting  out  was  only 
effected  when  the  neck  was  out  complete^ 
ly  through.  The  rivetting  was  done  by 
journeymen,  and  differed  in  no  way  from 
work  done  in  actual  vessels,  and  the  iron 
livets  were  from  those  in  use  by  three 
firms  (besides  ourselves)  who  are  build- 
ing vessels  to  highest  class  at  Lloyd's. 
The  cause  of  this  investigation  was  the 
finding  of  a  large  number  of  apparently 
sound  rivets  (in  so  far  as  the  ordinary 
method  of  testing  could  discover)  show- 
ing blackened  fractures  when  cut  out  of 
a  damaged  steel  steamer  rivetted  with 
iron  rivets.  In  cutting  out  a  number  of 
rivets  apparently  equally  sound,  in  an 
undamaged  iron  steamer,  a  similar  result 
was  found,  the  fractures  in  these  and  in 
our  own  tests  being,  as  in  the  steel 
steamer,  principally  at  the  juncture  of 
<sountersink  with  shank. 

The  tests  made  from  the  plates  in  which 
the  rivettings  were  done  go  to  prove, 
as  do  also  the  tests  made  last  year,  that 
there  is  little  difference  in  the  nature  of 
the  material  after  punching  and  repeated 
rivettings,  caulkings  and  cutting  out  of 
rivets  as  against  punching  only  and  with- 
out work  upon  it,  and  that  even  tests 
from  the  solid  show  but  little  superiority 
over  either.  It  has  been  asserted  that 
severe  and  injurious  strains  are  brought 
on  the  plates  in  the  immediate  vicinity 
of  the  rivet  holes  through  rivetting  and 
cutting  out  These  tests  show  that 
either  the  annealing  effect  of  a  hot  rivet 
counteracts  this,  or  that  the  injury  is 


purely  imaginary.  Local  annealing  or 
rimering,  such  as  laid  down  by  Lloyd's 
for  garboards,  sheer  strakes,  and  stringers 
seem  an  undesirable  nursing  of  steel  at 
this  period  of  its  age,  for  if  it  be  neces- 
sary to  so  specially  treat  the  parts  men- 
tioned, it  hhould  be  just  as  necessary  in 
the  bottoms,  sides,  and  bilges.  This,  ex- 
perience does  not  warrant,  and  probably 
the  better  plan  would  be  to  remove  the 
special  treatment  laid  down  for  those 
portions  of  the  hull,  and  put  as  much 
proportionate  faith  in  the  goodness  of 
Siemens-Martin  steel  as  has,  without 
question,  been  given  to  iron  until  now. 

The  effects  of  galvanizing  steel  plates 
and  angles,  for  special  work,  and  where 
cementing  is  admissible,  is  a  subject  with 
which  we  have  experimented  most  care- 
fully. In  vessels  designed  for  work  in 
shallow  rivers  (of  which  we  construct  a 
good  many)  the  lightest  possible  scant- 
ling and  preservation  of  same  from  cor- 
rosion, are  two  of  the  points  with  which 
we  have  had  to  deal.  We  early  adopted 
mild  steel  as  the  proper  material  for  this 
type  of  construction,  but  the  necessity 
for  preservation  of  same  from  corrosion 
in  foreign  rivers  was  forced  upon  us  at  a 
later  date.  Preservation  from  corrosion, 
without  deteriorating  the  material,  was 
the  object  we  had  in  view  in  carrying  out 
our  first  series  of  galvanizing  experi- 
ments on  steel  and  iron  plates.  In  the, 
case  of  the  former  the  results  were  most 
satisfactory,  the  advantages  gained  being 
the  desired  preservation,  together  with  a 
slight  increase  of  tensile  strength  without 
any  material  reduction  in  its  ductility. 
In  the  case  of  the  iron  plates  galvanizing 
had  a  weakening  effect. 

As  the  result  of  our  experiments,  gal- 
I  vanizing  is  now  adopted  by  us  through- 
'  out  in  M.  our  special  light  draught  work. 
In    our    most    recent  cellular  bottomed 
steamers  of  large  tonnage  we  have,  to 
prevent  the  rapid  corrosion  which  often 
takes  place  through  the  action  of  heat 
I  and  bilge  water,  galvanized  the  plates  of 
inner  bottom  which   came  under  main 
I  boilers,  and  in  a  number  of  large  paddle 
steamers  we  have  galvanized  everything 
under  the  boilers  for  the  same  reason. 
i  The  experiments  showing  loss  by  pickl- 
ing, also  percentage  of  increase  in  weight- 
etc.,  through  galvanizing,  were  most  care- 
fully carried  out  by  us  at  the  Steel  Com- 
pany of  Scotland's  Blochaim  and  HaU- 
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side  works,  through  the  kind  permission 
of  Mr.  Riley ;  while  we  are  similarly  in- 
debted to  Messrs.  Beardmore  for  their 
kind  permission  to  carry  out  at  their 
Parkhead  works  in  1884  the  tests  which 
decided  us  upon  the  practice  of  galvan- 
izing now  adopted. 

In  condunion,  the  present  aspect  of 
this  material,  as  based  on  experience,  is 
one  of  great  encouragement  both  to  users 
and  makers,  inasmuch  as  people  see  rea- 
son to  forget,  or  have  already  forgotten, 
many  of  the  fears  they  had  at  first  re- 
garding it  Our  experience  in  eighty 
steel  vessels  launched  or  delivered  wiiii 
no  special  treatment  or  precaution  differ- 
ent from  that  given  to  iron  (save  the  an- 
nealing of  butt  straps  of  -^  inch  and  up- 
wards, as  required  in  vessels  classed  at 


Lloyd's),  warrants  us  in  thus  making 
public  testimony  in  its  favor.  Basic  and 
Bessemer  mild  steel  for  shipbuilding  pur- 
poses we  cannot  say  much  about,  as  our 
experience  of  both  has  been  small,  but 
doubtless  some  of  the  members  will,  in 
the  discussion  on  this  paper,  give  us  the 
benefit  of  their  experience  and  the  rea- 
sons for  the  faith  they  hold  regarding  all 
three  processes.  The  whole  subject  is 
one  of  great  and  general  interest  to  us 
all,  and  if  the  record  of  work  done  in 
Leven  shipyard  in  this  material  since  its 
adoption  in  1878  is  at  all  helpful,  either 
in  adding  to  the  reliable  data  contained 
in  the  Transactions  of  this  institution  or 
of  dispelling  some  of  the  fears  with 
which  this  subject  is  often  invested,  then 
this  paper  vnll  have  fulfilled  the  purpose 
for  which  it  was  written. 


THE  EXPENSE  OP  RAILWAY  TRANSPORT. 

Bt  LIEUT.-COL.  T.  F.  DOWDBN,  R.B..  Afisoa  Inst.  C.B. 
From  *' Professional  Papers  on  Indian  Engineering.** 


The  system  of  special  rates  for  freight 
on  railways,  so  common  in  England,  does 
not  exist  in  India.  The  through  rates  in 
India  are  generally  the  sum  of  the  local 
tates  for  each  line,  and  these  have  to  be 
so  fixed  as  to  afford  a  fair  profit  at  all 
times.  In  two  previous  Papers,  the  ef- 
fects of  the  speed  of  trains  and  of  delays 
in  working  were  considered,  whilst  the 
present  Paper  treats  of  the  economical 
effect  of  working  as  a  whole.  In  1883 
there  were  10,563  miles  of  railway  open 
in  India;  their  working  expenses  aver- 
aged 204  rupees  per  day,  and  an  average 
of  10.4  trains  per  day  ran  over  every  mile 
open,  and  the  average  cost  accordingly 
was  196  rupees  a  train-mile.  This,  how- 
ever, is  merely  an  average,  and  doe^  not 
give  the  cost  of  carriage  in  any  particular 
case.  I'he  cost  varies  with  the  gauge  of 
the  railway,  the  gradients,  the  size  of  the 
engines,  the  amoimt  of  traffic,  and  the 
speed  traveled.  Kailway  working  ex- 
penses may  be  divided  into  material  and 
time  charges,  and  the  former  vary  after  a 
certain  point  of  speed,  as  the  speed,  and 
the  latter  vary  inversely  as  the  speed; 
and  these  charges    approximate  to  an 


equahty  when  the  railway  is  working 
most  economically.  The  decrease  in  cost 
per  train-mile  as  the  number  of  trains  in- 
creases is  large  at  first,  but  appears  to 
approach  a  limit  with  twenty  trains  per 
day.  The  economy  also  effected  by  in- 
creasing the  length  of  the  trains  is  lim- 
ited to  about  thirty  vehicles,  in  the  case 
of  a  given  engine  drawing  a  train  up  an 
incline  of  1  in  300,  at  twenty  miles  an 
hour.  There  appears  to  be  no  advantage 
in  inci'easing  the  load  of  a  train,  as  long 
as  there  is  room  on  the  line  for  twenty 
trains  per  day,  but  beyond  this  point  the 
weight  of  the  train  may  be  advantage- 
ously increased.  If,  however,  this  cannot 
be  done  for  constructive  reasons,  the  line 
may  be  doubled;  but  the  saving  with 
forty  trains,  in  place  of  twenty,  is  small 
compared  with  the  extension  of  traffic 
The  speed,  however,  on  a  double  line  is 
about  double  that  on  a  single  line.  A 
speed  of  29  miles  an  hour  gives  the  great- 
est train  and  line  capacity  under  the 
specified  conditions.  Steep  gradients 
limit  the  capacity  of  goods  trains,  for 
their  weight  should  not  exceed  what  the 
engine  can  draw  up  the  steepest  incline 
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at  10  miles  an  hour.  The  stations  hare 
also  to  be  increased,  and  the  through 
speed  is  reduced  where  the  gradients  are 
long  and  steep.  The  dividend  depends 
on  the^number  of  units  of  traffic  carried 
at  a  profit  as  compared  with  the  capital 
cost,  and  is  necessarily  greatest  for  a 

S'ven  unit  of  profit  when  the  railway  is 
lly  utilized,  mough  the  capital  cost  is 
somewhat  increased  in  proportion  to  the 
increased  traffic.  The  cost  of  the  sleep- 
ers and  ballast,  the  rails,  the  rolling- 
stock,  and  the  staions  being  each  repre- 
sented by  1 ;  the  cost  of  the  works  up  to 
formation-level  may  amount  to  a  sum 
represented  by  from  1  to  4,  according  to 
the  country  traversed.  The  cost  of  the 
latter  works  is  not  much  affected  by  the 
gauge,  whereas  the  former  groups  would 
need  an  increase  of  60  per  cent  for  broad 
gauge,  in  place  of  narrow.  A  large  ca- 
pacity for  traffic,  though  not  materially 
reducing  the  working  expenses  when  it 
reaches  twenty  trains  per  day  for  a  sin- 
gle line,  by  increasing  the  units  of  profit, 
increases  the  interest  on  the  capital. 
The  suitable  rates  for  freight,  as  gathered 
from  the  tables  representing  the  working 
expenses  per  train-mile,  and  interest  on 
capital  at  4  per  cent,  are  as  follows : 

SmoLB  LiKs. 

Easy  country:  6.6  trains  daily. 

Rupees. 

Working  expenses 2. 840 

Inlerest 0 .  700 

Total 8.040 

Heavy  country :  6.6  trains  daily. 

Rupees. 

Working  expenses. .   2  340 

Interest 1 .  870 

Total 8.710 

Easy  country :  20  trains  daily. 

Rupees. 

Working  cxx>enscs 1 .810 

Interest 0  330 

Total 2.140 

Heavy  country :  20  trains  daily. 

Rupees. 

Working  exi>enses 1 .810 

Interest 0 .  550 

Total 2  860 


DOUBLB  LiNB. 

Easy  country:  80  trains  daily. 

Rupees. 

Working  expenses 1.520 

Interest.  .^ 0.135 

Total 1  655 

Heavy  country :  80  trains  daily. 

Rupees. 

Working  expenses 1  520 

Interest 0.196 

Total 1.716 

Comparing  a  broad  and  a  narrow- 
gauge  railway  somewhat  similarly  situ- 
ated, such  as  the  Great  Indian  Peninsula 
and  the  Kajputana-Malwa  Hail  ways,  with 
gauges  of  5^  feet  and  3^  feet  respeotiTely, 
it  appears  that  the  working  expenses  per 
mile  open  and  per  train-mile  are  less  for 
the  narrow  gauge ;  but  measured  by  the 
ton  mile,  the  standard  unit  of  freight, 
this  unit  on  the  narrow  gauge  costs  more, 
owing  to  the  smaller  capacity  per  train, 
whilst  certain  of  the  charges  for  working 
trains  are  approximately  constant,  what- 
ever their  size.  The  relative  economy  of 
narrow  and  broad-gauge  railways  depends 
on  a  balance  between  the  cost  of  working 
expenses  and  interest  on  the  capital  ex- 
penditure. It  appears  that  it  is  cheaper 
to  adopt  a  Sj^-feet  gauge  for  four  trains  a 
day,  than  a  S^-feet  gauge  with  eight 
trains,  when  the  difference  in  capital  cost 
does  not  exceed  £1,500  per  mile ;  where- 
as, with  a  traffic  sufficient  for  only  two 
broad-gauge  trains,  a  narrow  gauge  would 
be  cheaper,  unless  the  difference  in  capi- 
tal cost  was  only  £250.  The  broad  gauge 
is  best  suited  for  a  heavy  country.  A 
comparison  of  a  double  hue  of  8^-feet 
gauge,  with  a  single  line  of  5^  feet,  gives 
the  following  results : 

Worklnf? 

Interest  Ex-  Total 

per    penses  per 

Easy  oonntry.     Capital  Capao-  Train-    per  Train- 
Cost.     ity.      mile  Train-  mile, 
at  4  per  mile, 
cent. 

£.  Tr'ns.  Rup.  Rup.  Rup. 
Double  line  d^-feet 

gauge 9,798    80    0. 185  1. 16  1.295 

Single  line  5^-feet 

gauge 6,000    20    0.830  1.81  2.140 

As  the  carrying  capacity  of  the  broad- 
gauge-train  is  double  that  of  the  other, 
the  freight  charge  per  ton-mile  is  in  the 
ratio  of  1.07  to  1.295,  or  21  per  cent, 
more  on  the  narrow  than  on  the  broad 
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gauge,  in  spite  of  the  gross  carrying  ca- 
pacity of  the  narrow  being  double  that  of 
the  broad.  Comparing  now  double  lines 
of  both  gauges  with  equal  traffic,  the  re- 
sults are : 

Work-   Total 
Oapao- Interett   log        per 
Easy  ooontry.   Capital     ity.    per  train  Ex-    Train- 
Cost,  (equal,)   mile,    pensea.  miie. 

£.  Trains.  Rup.  Rup.  Rup. 
8  j.feet  gauge.  9,798  80  0.135  1.16  1.295 
5}.reet  gauge.  10,580     40     0.292    1.70    1.992 


Heavy  Country. 

3i-feet  gauge.  14.298 

80 

0.196    1.16    1.866 

5i-f6et  gauge.  15,600 

40 

0.462    1.70    2.162 

The  ratio  per  ton  mile  is  as  1.295  to 
0.996,  or  as  1.30  to  1  in  the  first  case ; 
and  as  1.356  to  1.081,  or  as  1.25  to  1  in 
the  second  case,  showing  an  excess  of 
of  cost  with  the  3i-feet  gauge  line  of  30 
per  cent  where  the  country  is  easy,  and 
and  of  25  per  cent  in  heavy  country. 


REPORTS  OF  ENGINEERING  SOCIETIES. 

r?KaiNKER8*  Club  of  Philadelphia.— i?«e- 
FL  OTd^  Begular  Meeting,  AprU  Vtth,  1886. 
— Mr.  H.  W.  Sanborn  made  some  remarks  on 
Recent  Stream  Gauging  for  the  Future  Water 
Supply  of  Philadelphia,  describing  the  methods 
used,  and  why  they  were  adopted,  illustrated 
by  numerous  drawings  and  photographs,  and 
the  automatic  recording  gauge.  The  streams 
gauged  were  the  Perklomen  Creek  and  tribu- 
taries  in  Montgomery  County,  the  Neshaminy 
and  tributaries  and  the  Tohickon  in  Buelu 
Counter.  The  original  intention  was  to  gauge 
the  nunimum  flow  only,  and  for  that  purpose 
weirs  were  constructed  on  eight  different 
streams.  They  were  very  substantially  built, 
as  they  had  to  withstand  the  run  of  ice  in  the 
spring  of  the  year.  Heavy  bed  logs  were 
placed  at  the  level  of  the  bed  of  the  stream, 
and  the  superstructure  built  on  that.  They 
were  made  water-tight  either  by  sheeting  placed 
below  the  bedlog,  to  rock  bottom,  or  a  cement 
mortar  wall.  The  crests  of  the  weirs  were 
generally  about  two  feet  above  the  beds  of  the 
streams,  and  were  made  of  two-inch  oak  plank. 
Gau^e  boards  were  placed  about  five  feet  above 
and  below  the  weirs,  and  connected,  by  levels, 
with  the  same.  The  one  above  indicated  the 
depth  of  water  on  the  crest.  The  one  below 
was  used  only  in  case  the  weir  was  submerged 
by  high  water.  The  weirs  varied  in  length 
from  fifteen  to  seventy  feet,  according  to  the 
width  of  the  stream.  The  formula  used  for 
calculating  the  flow  over  the  weir  was  the  one 
bv  Fteley  <&  Stearns,  of  the  American  Society 
of  Civil  Engineers.  Stream  gauge  stations 
were  established  near  the  weirs.  Readings 
were  taken  there  at  the  same  time  that  they 
were  at  the  weirs.  When  a  suflScient  number 
of  readings,  at  various  heights,  were  made,  a 
•*  curve  of  flow"  was  plotted  by  a  comparison 
of  the  two.  Then,  when  the  crests  of  the 
weirs  were  removed  for  the  winter,  the  flow  was 


found  by  referring  the  stream  gauge  readings 
to  the  **  curve  of  now." 

The  great  fluctuation  in  the  flow  of  the 
streams,  caused  by  the  great  number  of  mills 
on  them,  necessitated  a  great  many  observa- 
tions at  the  weirs  to  get  a  correct  ganging. 
This  difficulty  was  overcome  by  the  use  of 
automatic  gauges.  They  were  run  by  clock* 
work,  and  drew  a  line  on  a  roll  of  paper,  cor- 
responding to  the  rise  and  fall  of  the  stream. 
Two  descriptions  of  gauges  were  used.  One 
was  designed  chiefly  by  Mr.  Stierie,  of  the 
U.  S.  Engrs.  Office,  Philadelphia.  The  mini- 
mum  flows  were  found  to  be  so  small  tliat  the 
larger  flows  had  to  be  determined.  These  had 
to  DC  found  by  other  methods,  for  the  weirs 
would  only  carry,  at  the  most,  two  feet  in 
depth,  while  the  water  in  the  streams  some- 
times raised  as  high  as  sixteen  feet.  The 
measurements  of  the  large  flows  were  made 
mostly  by  the  use  of  electric  current  meters. 
The  measurements  had  to  be  made  from 
bridges,  and  where  none  existed,  in  proper 
places,  small  suspension  bridges  were  put  up. 
One  was  built  over  the  Perkiomen.  at  Freder- 
ick,  of  1^  feet  span,  and  one  over  the  Nes- 
haminy, at  Rush  Valley,  of  188  span.  By 
means  of  the  meter,  the  velocity  of  the  water 
was  taken  at  a  great  number  of  places  in  a  line 
across  the  stream,  and  a  close  estimate  of  ttie 
velocity  of  the  whole  cross  section  deter- 
mined. Stream  gauges  were  placed  near  the 
meter  stations,  to  be  read  when  measurements 
were  made,  answering  the  same  purpose  as 
those  connected  with  the  weirs. 

In  some  cases,  large  flows  were  measured  by 
getting  the  velocity  of  the  stream,  by  pieans  of 

Sole  floats.  When  used,  care  was  taken  to 
ave  the  length  of  them  as  near  the  depth  of 
the  water  as  possible,  and  they  were  run  at  as 
many  stations  across  the  stream,  as  was  neces- 
sitated by  the  changes  in  the  even  flow  of  the 
stream.  The  rise  and  fall  of  the  water  during 
freshets  was  so  sudden,  and  the  stations,  eleven 
in  number,  were  so  scattered— the  water-sheds 
covering  five  hundred  square  miles— that  it  was 
impossible  to  get  to,  and  make  measurements 
of,  more  than  one  or  two  streams  during  a 
freshet.  Then,  many  times,  the  freshets  would 
come  in  the  night,  and  nothing  could  be  done 
but  the  taking  of  continuous  readings  of  the 
stream  gauges. 

To  overcome  these  difficulties  with  our  small 
force,  and  get  at  least  fair  measurements  of  all 
the  streams  at  the  high  point  of  a  freshet, 
*' maximum  stream  gauges**  were  set  up  on 
most  of  the  streams.  A  place  was  chosen 
where  the  bed  of  the  stream  was  uniform  in 
width  and  slope,  and  two  similar  gauges  set  up. 
They  were  usually  from  two  hundred  to  five 
hundred  feet  apart.  They  were  made  in  the 
form  of  a  box  from  ei^ht  to  twelve  feet  long, 
and  six  inches  square  inside.  One  side  open^ 
as  a  door.  They  were  placed  on  end  and 
shielded  and  supported  by  heavy  timbers  im- 
bedded in  the  soil  or  bolteid  to  the  rock  bottom. 
Vertically  thoueh  the  center  of  the  box  ran  a 
brass  rod,  which  was  graduated.  A  metallic 
float  ran  on  the  rod  in  such  a  manner  that  it 
would  rise  with  the  water,  but  would  remain 
fixed  on  the  rod,  at  the  highest  point  the  water 
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reached,  after  it  had  fallen.  The  two  gauges 
were  connected  by  levels,  and  from  the  gauge 
readings  the  slope  of  the  water  was  deter- 
mined. From  this  the  velocity  of  the  stream 
was  found  by  the  Kutter  formula.  The  daily 
flows  of  all  the  streams  have  been  tabulated, 
from  the  con^  men  cement  of  the  gauging  in 
July.  1888,  to  January  Ist,  1886,  and  the  field 
is  still  being  continued.  The  daily  flows  have 
also  been  shown  graphically  on  sheets,  with 
the  rainfall  on  the  water  shed  and  the  tempera- 
ture annexed.  The  connection  between  the 
three  is  well  shown.  Rain-gauge  stations  were 
established  over  all  the  water  sheds,  and  the 
data  obtained  from  them,  combined  with  that 
from  previously  exis'ing  gauges,  which  was 
kindly  furnished  us'  by  the  observers,  have 
also  been  plotted  graphically,  showing  plainly 
the  variations  of  Vie  rainfall  over  large  areas. 
Three  automatic  rain-gauges  were  used  to  show 
the  intensity  of  the  storms. 

Mr.  E.  V.  dlnvilliers  spoke  upon  the  geo- 
logical position,  characteristic  features  and 
method  of  mining  the  ore  at  the  Cornwall  Iron 
Mines,  Lebanon  Co.,  Pa.,  illustrating  his  re- 
marks with  several  maps  and  cross-sections, 
and  a  relief  model  of  the  mines  and  contiguous 
territory,  constructed  by  Mr.  A.  E.  Lehman. 

Mr.  A.  E.  Lehman  then  exhibited,  and  des- 
cribed the  method  of  construction  of,  the 
Model  of  the  above  mine.  It  is  built  entirely 
of  layers  of  cardboard,  the  perpendicular  edges 
of  which  are  brought  to  slope  by  engraving 
tools.  It  was  so  constructed  that  the  accurate 
location  of  the  contour  lines  was  preserved, 
and  they  were  drawn  in  ink  on  the  finished 
surface,  adding  greatly  to  its  practical  value 
and  intelligibility.  Property  lines,  railroads 
and  other  topographical  features  and,  areas  are 
shown  in  ink  and  color.  The  whole  work  is 
one  of  remarkable  neatness. 

Record  of  Business  Meeting,  May  \st,  1886. 
— ^Mr.  Frederic  Graff  presented  Notes  Upon 
the  Early  History  of  the  Employment  of  Water 
Power  for  Supplying  the  City  with  Water,  and 
the  Building  and  .Kebuilding  of  the  Dam  at 
Fairmount. 

The  following  paragraphs  occur :  The  earliest 
oflScial  publication  referring  to  the  use  of  water 
power  for  the  supply  of  Philadelphia  with 
water,  is  contained  in  a  report  made  by  Messrs. 
John  Davis  and  Frederick  Graff,  Dec.  18th, 
1811,  in  pursuance  of  a  resolution  passed  by 
Councils,  Oct.  24th,  1811.  After  reporting 
upon  the  bad  condition  and  inadequacy  of  the 
steam  works  then  in  use,  at  Chesmut  street,  on 
the  Schuylkill,  and  at  Centre  Sqjuare,  they  con- 
sidered the  propriety  of  building  new  steam 
works  on  the  BchuylkiU  at  the  upper  Ferry 
Bridge,  and  thereby  supplying  water  to  a  reser- 
voir to  be  built  on  **  Morris'  Hill,"  now  Fair- 
mount. 

February  6th,  1819,  the  **  Watering  Commit- 
tee" made  a  report,  in  which  the  following 
words  occur :  **•  The  constant  and  great  expense 
attending  steam  engines,  and  the  vexation  oc- 
casioned by  repeated  accidents,  have  always 
been  present  to  the  Watering  Committee,  who 
have  ever  thought  water  power  should  be  re- 
sorted to,  if  practicable.  The  present  Commit- 
tee have  been  fully  alive  to  the  importance  of 


the  subject ;  and  their  desire  of  accomplishing 
it  more  and  more  excited  by  the  success  of  the 
improvement  of  the  Schuylkill,  b^  dams  and 
locks,  which  suggested  the  practicability  <^ 
erecting  a  dam  and  water  works  near  Fair- 
mount." 

At  that  time  there  was  but  little  experience 
in  building  dams,  except  upon  very  small  mill 
streams.  The  Committee  asked  for  plans  and 
estimates  for  a  dam  and  the  necessary  lock, 
and  such  were  submitted  by  Mr.  Thomas 
Oakes,  Messrs.  Lehman  and  Bnggs,  Mr.  Lewis 
Wemwag,  who  had  built  the  bridge  at  Fair- 
mount,  Mr.  Frederick  Graff,  the  engineer  of 
the  works,  and  Mr.  Ariel  Cooley. 

I  herewith  call  your  attention  to  a  drawing 
copied  from  the  originals,  formerly  in  the  office 
of  the  Water  Department,  combined  on  .one 
sheet,  of  the  sections  and  plans  for  the  dani,  as 
proposed  by  all  the  above  named,  except  Mr. 
Wemwag.  No  material  for  his  plan  could  be 
found  at  the  date  when  the  drawing  was  made. 

All  the  plans,  except  that  of  Mr.  Cooley,  were 
upon  the  arched  form,  the  chord  line  varying 
from  720  feet— that  of  Mr.  Wemwag—to  1,000 
feet — that  of  Messrs.  Brig^  and  X^hman. 

The  plan  proposed  by  Mr.  Graff  was  for  sub- 
stantial framed  wooden  cribs,  sunk  through 
the  mud  In  the  deep  water  to  the  rock  bottom, 
sheet  piled  at  the  back,  and  reinforced  by  rip- 
rap of  stone  in  front  and  stone  and  earth  at  the 
back. 

Mr,  Wemwag's  was  somewhat  similar,  but 
withbnt  the  sheet-pile,  or  rip-rap  in  front. 

Mr.  Oakes  dam  was  to  be  formed  by  a 
planked  box  or  open  coffer  dam  from  about 
low  tide  to  the  bottom  of  the  river.  This  was 
intended  to  have  been  about  12  feet  wide  up 
and  down  stream,  and  in  deep  water  would 
have  been  about  80  feet  deep—filled  with  what 
was  termed  **  shingle  grouting."  Upon  this 
was  to  have  been  built  a  framed  timber  dam, 
extending  about  85  feet  up  stream,  filled  with 
stone,  and  decked  with  plank  on  up  and  down 
stream  faces,  the  whole  rip-rapped  with  stone 
back  and  front. 

Messrs.  Brigg*s  and  Lehman*s  plan  was  for  a 
pile  of  earth  and  stone  from  low  tide  to  the 
bottom  of  the  river,  about  80  feet  deep ;  upon 
this  was  to  have  been  built  a  framea  timber 
dam,  with  a  triangular  section,  and  base  of 
about  45  feet,  filled  with  stone  and  decked  back 
and  front. 

All  these  would  have  to  be  sunk  through 
about  11  feet  of  mud  in  the  deepest  part  of  the 
river  to  solid  rock. 

Mr.  Wernwag's  plan  contemplated  putting 
the  canal  upon  the  east  side  of  the  river,  and 
an  extension  of  the  present  forebay  of  the 
works,  which  would,  of  course,  have  been 
very  objectionable  and  detrimental  to  the  purity 
of  the  water  supply,  on  account  of  the  traffic 
carried  on  through  the  forebay,  to  reach  the 
canal. 

After  some  negotiation,  a  contract  was  made 
with  Mr.  Cooley  for  the  erection  of  the  dam, 
locks  for  the  navigation,  and  the  forebay  with 
its  head  arches  K>r  the  supply  of  the  wheels 
and  pumps  of  the  water  works,  for  the  sum  of 
one  hundred  and  fifty  thousand  dollars.  His 
plan,  upon  which  the  dam  was  built,  was  as 
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follows :  The  dam  was  all  upon  the  rock,  ex- 
tending diagonally  up  stream,  the  overfall  was 
1,204  feet  long,  with  a  mound  dam,  on  the  east 
end,  of  270  feet ;  it  was  made  of  cribs  of  round 
hemlock  timber,  sunk  in  the  deep  water  which 
extended  about  four  hundred  and  Afty  feet  in 
length,  to  the  depth  of  81  feet  from  tue  comb 
of  the  dam ;  in  tlie  deep  water  the  cribs  were 
40  to  50  feet  long  up  stream,  and  about  17  feet 
wide;  in  the  shallow  water  and  where  they 
were  on  rock,  dry  at  low  tide,  they  were  from 
20  to  25  feet  long  up  stream ;  they  were  filled 
with  stone  and  planked  on  the  up  stream  ends 
and  top  with  three  inch  hemlock  joists ;  the 
whole,  was  backed  and  covered  over  the  top 
surface  of  the  dam  with  stone,  rubble  and 
gravel. 

Mr.  Cooley*s  first  soundings  were  made  on 
February  21st,  1819;  the  building  of  the  dam 
was  commenced  April  19th,  1819;  the  last 
crib  was  sunk  June  25th,  1821. 

The  water  flowed  over  it  for  the  first  time 
July  23d,  1821.  The  use  of  the  steam  enj^ines 
was  discontinued  and  the  whole  supply  pumped 
by  the  water  wheels  October  25lh,  1822.  This 
dam.  which  was  very  imperfectly  built,  mostly 
of  small  sized  round  hemlock  logs,  put  to- 
getlier  with  two  inch  wooden  treenails,  became 
so  much  decked  as  to  be  declared  unsafe ;  and 
on  the  2d  of  May,  1842,  the  work  of  its  entire 
reconstruction,  above  low  water  mark,  was 
commenced  by  day*s  work  under  a  general 
superintendent  and  a  wharf  builder,  Frederick 
Graff,  Senior,  being  at  the  time  the  Chief  En. 

§ineer  of  the  Water  Department.  The  old 
am  was  entirely  removed  from  low  tide  up, 
the  timbers  being  so  much  decayed  that  they 
were  only  held  in  place  by  the  stone  filling. 
The  old  cribs  below  low  tide  having  been  con- 
stantly subYnerged,  were  sound,  and  therefore 
were  allowed  to  remain,  after  being  decked  over 
with  heavy  white  oak  logs ;  upon  this  the  new 
dam  was  constructed. 

Thejwhole  of  the  new  structure  is  of  white 
pine,  framed  and  bolted  together  with  wrought 
iron  spikes;  after  being  carefully  packied 
with  stone,  a  deck  of  while  oak  was  put  upon 
it. 

In  1871  efforts  were  made  to  obtain  appro- 
priations for  building  a  stone  dam,  instead  of 
that  built  of  timber  in  1872 ;  but  the  sum  esti- 
mated to  do  this  was  considered  too  high,  and 
for  that  and  other  reasons  the  project  was 
abandoned. 

ENGINEERING  NOTES. 

DRAININa  MAOmNERY  IN  THE  VaLLET  OF 
THE  Po.— The  Valley  of  the  Po,  the 
most  extensively  and  most  admirably  irrigated 
district  in  the  world,  is  not  less  remarkable  for 
the  importance  and  the  excellence  of  the  drain- 
age works  executed  in  recent  years.  In  less 
than  80  years,  from  1850  to  1879,  upwards  of 
600.000  acres  of  marshy  laud  in  the  provinces 
of  Venetia  and  Emilia  alone,  have  been  drained 
and  transformed  into  rich  country.  The  long 
lines  of  chimneys  bordering  the  Canal  Bianco 
belonging  to  steam  elevating-machinery,  re- 
mind one  of  a  Lancashire  district.  The  Ques- 
tion of  drainage  has  from  all  time  occupied  the 


I  attention  of  the  population  of  these  Adriatic 
I  districts  ;  but,  in  consequence  of  the  difficulty 
and  more  often  the  impossibility  of  drainage  by 
natural  flow,  it  is  only  since  the  advent  of 
steam  that  the  work  of  drainage  has  been 
thoroughly  performed. 

Drainage  by  machinery  in  the  valley  of  the 
Po  is  almost  entirely  carried  out  on  one  uni- 
form plan.  The  ground  to  be  drained  is 
fenced  round  by  catcli-water  trenches  or  canals. 
Occasionally,  when  necessary  to  prevent  infil- 
tration, the  bottom  of  the  canal  is  deeply 
trenched  and  filled  with  clay.  Within  the  cir- 
cumscribed terriloiy  a  system  of  drains  is  cut, 
in  which  the  water  is  conducted  to  tlie  lowest 
level  at  a  point  conveniently  selected,  where 
the  elevator  is  erected.  By  the  elevator  the 
water  is  lifted  into  a  canal  or  a  river,  in  which 
it  is  carried  off  by  gravitation.  The  elevators 
have  to  deal  with  variable  volumes  of  water  at 
variable  heights ;  but,  in  general,  the  greater 
the  height,  the  less  the  quantity  to  be  lifted,  so 
that  the  work  to  be  done  is  in  some  sort  con- 
stant. She  heights  vary  generally  in  the  ratio 
of  1  to  8. 

Three  systems  of  machines  exclusively  are 
employed  as  elevators :  centrifugal  pumps,  tur- 
bines (rouetM)y  and  lifting-wheels  {nmet  tie- 
vatoires).  All  of  these  machines  are  moved  by 
Steam-power,  and  tliey  are  the  most  econom- 
ical. Piston-pumps  employed  to  raise  large 
quantities  of  water  through  small  heights  have 
shown  not  more  than  Si  per  cent  of  efl9ciency. 
Centrifugal  pumps  are  of  great  variety  of  form, 
differing  principally  in  the  shape  of  the  blades. 
The  turbine  is  onlv  a  centrifugal  pump  on  a 
vertical  axis,  of  which  the  pipes  are  replaced 
by  the  sides  of  a  well.  It  consists  essentially 
of  a  circular  crown-plate  on  a  vertical  shaft,  on 
the  under-side  of  which  the  blades  of  a  centri- 
fugal  pump  are  fixed.  In  some  instances,  the 
blades,  instead  of  being  free  at  their  lower 
parts,  are  fixed  to  a  circular  plate  having  a 
central  opening  equal  to  that  left  by  the  crown 
plate.  The  wheel  Is  placed  low  enough  to  be 
submerged  at  all  levels  of  the  water.  It  is 
driven  by  toothed  gearing  or  by  bands.  The 
difference  between  the  turbine  {routt)  and  the 
centrifugal  pump,  is  that  the  passages  for  water 
are  much  larger  in  the  first  than  in  the  second. 
Consequently  the  velocly  of  the  water  is  less 
and  occasions  less  friction,  whilst  the  water 
escapes  more  freely.  For  small  quantities  of 
water,  the  pumps  are  more  economical  than 
the  turbines,  as  the  cost  of  construction  of 
wells  Is  saved.  The  turbines  adapt  themselves 
to  great  variation  of  level,  whilst  maintaining 
a  high  ratio  of  eflSclency-- about  75  percent. 
Speed  Is,  according  to  one  system,  altered  by 
means  of  changes  of  toothed- wheel  gearing  to 
suit  the  various  levels.  According  to  another 
system,  the  speed  Is  maintained  constant  for 
different  levels,  but  the  efficiency  may  fall  aa 
low  as  60  per  cent. 

For  this  reason,  in  the  Po  valley  centrifugal 
pumps  and  turbines  are  behig  gradually  re- 
placed by  llftlng-wheels.  These  wheels  are 
arranged  like  undershot  water-wheels,  but  with 
the  reverse  action  that  the  water  is  nused  by 
the  wheel.  Originally,  the  blades  or  floats  w«re 
straight  and  radial,  and  the  wheels  were  of  low 
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efljcleocy— about  80  per  cent.  They  dashed 
the  water  about  as  each  blade  entered  it; 
whence  their  Italian  name  of  ruote  a  schiaffo 
(literally,  slapping  wheels).  The  blades  are 
now  indined  at  about  00^  to  the  radius,  and 
are  formed  with  a  double  curvature,  so  that  the 
water  is  lifted  without  agitation  or  useless  ele- 
vation ;  and  by  means  of  a  sliding  iron  shutter 
the  opening  for  access  of  water  to  the  wheel  is 
formed  at  the  lower  part  only.  The  efficiency 
is  increased  as  the  difference  of  levels  is  in- 
creased, and  it  averages  80  per  cent.  The 
wheels  manufactured  by  Mr.  Zangilorami  are 
constructed  entirely  of  iron,  and  some  of  them 
are  made  as  much  as  89  feet  in  diameter.  The 
side  walls  are  exactly  dressed  with  a  clearance 
off  the  wheels  at  most  of  one  centimetre,  or 
A  inch.  The  minimum  immersion  is  20  inches 
for  a  wheel  of  26  feet  The  circumferential 
velocity  is  constant— about  67  inches  per  sec- 
ond ^Ahiitract  of  InstittUion  of  Civil  Bfigineera. 

rpHE  Deepest  Borb-Holb  in  the  World. — 
X  The  deepest  bore-hole  in  the  world  is  at 
8chladebach,  near  KOtschau  station,  on  the 
railway  between  Corbetha  and  Leipzig,  and  has 
been  undertaken  by  the  Prussian  Government 
in  search  for  coal.  The  apparatus  used  is  a 
diamond  drill,  down  the  hollow  shaft  of  which 
water  is  forced,  rising  again  to  the  surface  out- 
side the  shaft  of  tlie  drill,  and  inside  the  tube 
in  which  the  drill  works.  By  this  method  cores 
of  about  50  feet  in  length  have  been  obtained. 
The  average  length  bored  in  24  hours  is  from 
20  to  88  feet,  but  under  favorable  circumstances 
as  much  as  180  feet  has  been  bored  in  that 
time. 

Depths  of  Vabious  Bobe-holes. 

Name  of  Place.  Depth  in  Feet. 

Domnitz.  near  Wettin 8,287 

ProbatJesar,  Mecklenburg 8,957 

Sperenberg,  near  Zossen 4,178 

Unseburg       **    Stassfurt 4,242 

Lieth-Elmshom,  Holstein 4,890 

Schladebach 4,515 

The  dimensions  of  the  bore-hole  at  Schlade- 
bach  are  as  follows : 

Total  depth.  Depth.  Diameter. 

Feet.  Feet.  Inches. 

189.6  189.6       11.0 

605.7  416.1        9.0 

661.8  56  1        7.8 

1906.5  1244.7        4.7 

2259.8  858.8        8.6 
8548.4       1288.6        2.8 

4039.9  526.5        1.97 

4514.6  444.7  1.88 
The  various  strata  passed  through  are  as  fol- 

lows: 

Feet 

Boil  and  sand,  about 16 

Clay 66 

Sandstone  (Bunter) *^459 

Anhydrite 59 

Brine  spring. — 

Magnesian  limestone  (Zechstein).    144 

Qypsum 86 

Anhydrite 295 

MarUlate  (Kupf ersheif er) 8 

Sandstone  (Rothliegendes) 8,485 


The  bore-holo,  which  in  January,  1885.  had 
reached  a  depth  of  4,560  feet,  was  commenced 
in  June,  1880.  but  left  after  a  year's  work,  re- 
commenced at  the  end  of  1882,  and  is  still  pro- 
gressing. The  cost  up  to  January,  1885,  was 
about  £5,000.— AbntracU  of  ImtUuUon  of  dva 
Engineers, 

IRON  AND  STEEL  NOTES. 

THE  annual  statistical  report  of  the  American 
Iron  and  Steel  Association  has  just  been 
published  in  pamphlet  form  by  the  Association, 
231  South  Fourth  Street,  Philadelphia.  It  con- 
tains complete  statistics  of  the  American  iron 
trade  for  1885  and  previous  years,  and  a  brief 
review  of  the  present  condition  of  the  iron  in- 
dustry in  foreign  countries.  The  following 
table  shows  the  production  of  iron  and  steel  in 
the  United  States  for  the  years  1884  and  1885 : 


Products. 


Net  tons. 
(Except  nails.) 


1884. 


Pig  iron 

All  kinds  of  rolled 

iron,  except  rails. 
Bessemer  steel  rails 
Open  -  hearth    steel 

♦rails 

Iron  rails 

Kegs   of   iron  and 

steel  cut  nails 
Crucible  steel  ingots 
Open  -  hearth    steel 

ingots. 

Bessemer  steel  in 

gots. 

Blooms    from    ore, 

pig  iron  and  scrap 


4.589,618 

1,981,747 
1,116,621 

2.670 
25,560 

7,581.879 
59,662 

181,617 

1,540,595 

57,005 


1885. 


4,529,839 

1,789,711 
1,074,607 

4,798 
14,815 

6,696,815 
64,511 

149,881 

1,701,762 

41,700 


-  1 

-  7 

-  4 

+80 
-42 

-12 
+  8 

+18 

+10 

-27 


RAILWAY  NOTES. 

'*  Tt  is  understood  that  the  Metropolitan  Rail- 
1  way  Company  is  the  latest  English  line 
which  has  determined  to  adopt  the  steel  sleeper, 
and  that  Messrs.  Bolckow,  yaughan&Co.,and 
a  Welsh  firm,  are  the  concerns  who  have  shared 
the  first  order  for  that  line.  It  is  gratifying  that 
native  steel-masters  can  now  offer  metal  sleepers 
at  prices  more  favorable  than  those  of  the  Ger- 
man and  Belgian  makers,  and  of  a  superior 
quality." 

RAILWAY  intercommunication  between  the 
Australian  colonies  is  rapidly  extending. 
It  is  expected  that  the  South  Austmlian  portion 
of  the  International  Rail  way  will  be  completed 
about  the  end  of  April.  Two  new  engines  for 
the  new  line  have  arrived  from  Messrs.  DubsA 
Co.,  Glasgow.  They  are  very  powerful  engines, 
specially  suited  for  hill  traffic  The  four  sleepl 
ing  cars  were,  at  date  of  recent  mail,  expected 
to  arrive  shortly  from  America.     They  are  de 
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Bcribed  as  large,  handsome  carnages,  with 
every  accommodation  for  travelers  overland  to 
and  from  Victoria. 

High-SpbspEngikes.— At  the  meeting  of  the 
Society  of  Engineers  held  on  April  5,  a 
paper  was  read  on  **  Obscure  Effects  of  Recip- 
rocation in  High-speed  Engines,"  by  Mr.  Arthur 
Rigg,  past  president     The  author  referred  to 
the  mathematical  investigations  of  Mr.  Charles 
T.  Porter,  as  beinj^  the  first  to  show  how  the 
reciprocating  motion  in  a  high-speed  engine 
could  be  used  to  equalize  pressure  and  conduce 
to  smooth  running;  and  to  the  engine,  based 
on  that  principle,  which  excited  great  interest 
in  the  London  exhibition  of  1862.    The  text 
books  of  which  the  knowledge  was  assumed 
were  Mr.  C.  T.  Porter's  book  on  the  indicator, 
and  the  author's  **  Practical  Treatise  on  the 
Steam   Engine."     The  field  of   improvement 
opened  out  by  Mr.  Porter  had  not,  however, 
been  cultivated  as  mi^ht  have  been  expected, 
^nd  the  majority  of  high  speed  engines  were  | 
either  so  only  in  name,  or  if  run  at  really  high  | 
speeds  were  practically  hammering  themselves  , 
to  pieces.    In  small  engines  these  dynamical  | 
effects  were  insignificant,  except  at  extremely 
high  speeds,  but  In  larger  engines  their  impor- 1 
tance  rapidly  increased.     No   true   engineer  | 
ought  to  be  content  without  discovering  why  i 
one  engine  ran  smoothly  and  another  uneasily, ! 
or  why  an  engine  that  ran  well  at  ordinary 
speeds  behaved  badly  at  high  speeds.    Since 
1872  the  author  bas  had  exceptional  opportuni- 
ties of  investigating  those  important  question*, 
and  gave  in  hS  paper  some  of  the  results  he  had 
arrived  at.    The  two  classes  of  engines  investi- 

fated  were  the  Porter-Allen  engine  and  some 
esigned  by  himself.      In  each  case  all  the 
weights  of  the  reciprocating  parts  were  known, 
and  the  effects  of  their  movements  were  gra- 
phically shown  In  diagrams,  and  the  work  of  | 
constructing  those  graphical  diagrams  was  sim- 
ply  explained.    A  table  of  useful  constants  was 
given,  and  also  another  table  summarizing  the 
data  and  exhibiting  in  numerals  the  ratios  and 
results.    The  table  showed  distinctly  the  great  * 
divergence  In  results  in  different  engines,  and 
from  it  and  the  graphical  diagrams  could  be 
clearly  seen  the  errors  in  design  to  be  avoided   < 
Engineers  understood  pretty  well  the  necessity 
of  having  enough  initial  pressure,  but  suflSclent 
attention  had  not  been  given  to  the  heavy  strains 
at  the  end  of  the  stroke,  arising  from  the  mo- ' 
mentum  of  the  reciprocating  parts      Of  the 
forces  that  could  arrest  those  strains  one  only,  I 
that  of  a  cushion  of  exhaust  steam,  could  do  so 
without  iniury.    The  proper  changes  were  ex- 

Slalned  and  the  effects  they  would  produce  were 
educed  on  the  same  principles  as  before,  and 
compared  with  the  effects  of  the  original  de- 
signs. It  was  thus  shown  how  such  engines 
could  be  made  to  run  at  high  speeds  with  ease 
and  security,  and  engineers  were  urged  to  apply 
Uie  new  dii^^ms  to  the  engines  in  their  charge, 
and  to  ascertain  what  changes  were  required, 
80  that  the  working  dajrs  of  the  engine  might 
be  passed  in  quietude.  Its  life  prolonged,  and 
their  own  anxieties  In  no  small  measure  dimin- 
ished. The  paper  was  amply  Illustrated  by 
diagrams,  and  in  the  discussion  which  followed 


the  challenge  thrown  out  by  Mr.  Rlgg  to  the 
makers  of  the  modem  class  of  high-speed  en- 
gines  was  by  no  means  responded  to  in  the  man- 
ner  that  had  been  anticipated.  The  represen- 
tatives of  such  engines,  who,  the  president  ob- 
served,  had  been  Invited  to  hear  the  paper  read 
and  to  take  part  in  the  discussion,  were  con- 
spicuous by  their  absence  or  their  silence. 

A  New  Alpine  Tunnel  and  Railway. — 
There  are  at  present  half  a  dozen  or 
more  projects  for  crossing  the  various  chains  of 
the  Alps  under  consideration  or  proposed.  Be- 
sides the  several  purely  Swiss  undertakings,  the 
much-discussed  Mont  Blanc  project,  the  pro- 
posals of  Baron  von  Vautheleret  for  construct- 
ing a  railway  over  the  Great  St.  Bemhard,  and 
the  plan  of  Colonel  de  Bange,  there  arc  a  num. 
ber  of  different  proiccts  for  tunnelling  through 
the  Slmplon,  by  Herr  Jean  Meyer.  Amongist 
the  various  proposals  for  tunnelling  through  the 
Slmplon  may  also  be  mentloncni  mat  the  plan 
of  the  Socl^t§  Cecil,  Paris.  Instead  of  a  long 
tunnel  (19,900  metres,  or  12^  miles)  at  the  foot 
of  the  Slmplon,  the  companv  would  construct 
a  tunnel  only  4,800  metres  (3  miles)  long,  near 
the  summit,  at  the  elevation  of  1,700  metres 
(5,576  feet).  The  approaches  on  both  sides  of 
the  tunnel  would  in  that  case  have  an  ascent  of 
1  in  10,  and  this  rise  would  have  to  be  overcome 
by  means  of  a  rack  railway.  The  latest  scheme 
for  an  Alpine  railway  is  that  by  Herr  Roman 
Abt,  of  BQnzen  (canton  of  Aargau),  who  comes 
forward  with  an  undertaking  presenting  novd 
features,  and  which  Is  llkdy  to  attract  consider- 
able attention.  Herr  Abt  proposes  to  connect 
Brieg,  the  termhius  of  the  Simplon  Railway, 
with  Alrolo,  and  thus  provide  the  St.  Gottbard 
Railway,  instead  of  a  competitor,  with  a  new 
feeder.  He  does  not  intend  to  go  with  his  rail- 
way  beyond  the  Swiss  frontier;  on  the  con- 
trary, he  supplies  railway  communication  be- 
tween Upper  Valais  and  the  Val  Bedretto,  gives 
Switzerland  an  Important  strategical  line,  and 
all  this  he  imdertakes  to  effect  at  a  cost  mudi 
below  any  of  the  other  schemes  mentioned 
above.  Herr  Abt  has  described  and  illustrated 
his  project  In  a  pamphlet,  which  he  has  sub- 
mitted to  the  Swiss  federal  council,  and  from 
which  we  learn  that  his  railway  wUl  branch  off 
at  the  station  of  Brieg,  at  a  height  of  679.5 
metres  (2,229  feet)  above  sea-level,  and  follow 
for  85  kilometres  (22  miles)  the  course  of  the 
Rhdne  as  far  as  Obergestelen.  The  ascent  of 
the  rise  at  Qrenglols  is  to  be  by  means  of  a  rack 
railway  5  kilometres  (8  miles)  long,  having  an 
ascent  of  46  per  1,000.  The  remainder  of  the 
line  up  the  Khdne  valley  is  by  an  ordinary  rail- 
way, with  a  maximum  rise  of  25  per  1,000. 
The  Rhdne  is  crossed  at  Obergestelen,  and  the 
ascent  of  the  left  sloi>e,  as  well  as  the  entry  into 
the  Gerenthal,  is  effected  by  means  of  another 
rack  railway,  6  kilometres  (8}  miles)  long,  and 
having  a  rise  of  60  per  1,000.  The  Alpine  tun- 
nel commences  in  the  G^erenthal,  at  an  elevation 
of  1,715  metres  (5,625  feet),  and  passes  under 
the  Kuhbodenhom,  the  length  of  tunnel  being 
6.8  kilometres  (4  miles).  The  northern  ascent 
of  the  line  through  the  tunnel  is  Iper  1,000. 
the  southern  descent  15  per  1,100.  The  moun- 
tains here  consist  of  the  best  granite  of  the  St. 
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i^tUiard  mturif,  so  that  Herr  Abt  assumes  the 
usual  tunnel  lining  may  be  dispensed  with. 
From  the  southern  tunnel  entrance.  1,664  metres 
(5,d61  feet)  above  sea-leveK  the  railway  passes 
alonff  the  left  bank  of  the  Ticino  through  the 
Yal  BedrettOf  and  reaches  Airolo  station  at  an 
•elevation  of  1,144.8  metres  (8,785  feet).  This 
portion  of  the  line  comprises  two  bits  of  rack 
railway,  of  a  total  length  of  7.65  kilometres  (4J 
miles),  and  with  a  descent  of  60  per  1,000.  The 
intervening  stretch  (3  kilometres,  or  2  miles)  is 
ordinary  railway,  wlih  a  fall  of  20  per  1,030. 
The  total  lenelh  of  the  whole  line  is  61  kilo- 
metres (88  mues^.  The  probable  cost  of  the 
railway,  which  is  to  be  a  sinp^le  line,  is  esti- 
mated by  Herr  Abt  at  about  28.000,003  francs 
<£920,000).  Amongst  the  various  advantages 
claimed  for  the  new  railway  may  be  mentioned 
that  the  Western  Railway  of  Switzerland  will 
be  brought  into  direct  communication  with 
Italy,  the  line  from  St.  Moriz  to  Brieg,  a  cul  de 
sac,  being  turned  into  an  important  national 
highway.  The  Rhone  valley  and  Upper  Valais 
will  be  opened  up,  and,  what  is  of  equal  value, 
a  useful  feeder  will  be  supplied  for  the  St.  Gott- 
hard  Railway,  whilst  the  solution  of  the  Sim- 
plon  problem  will  be  in  no  wise  prejudiced,  on 
the  contrar}^.  brought  nearer  its  consunmiation. 
Finally,  Switzerland  will  gain  politically,  for  a 
railway  of  the  utmost  strategical  value  to  her 
will  be  supplied,  by  means  of  which  it  would 
be  possible  to  transport  an  army  of  2  ),000  men 
from  Lausanne  to  Airolo  in  twenty-four  hours. 
The  fortifications  contemplated  on  the  southern 
slopes  of  the  St.  Gotthard  would  gain  additional 
importance,  as  they  would  l£  considerably 
strengthened  by  the  new  line. 

ON  THE  PrINOIPAL  MbTHODS  ADOPTED  FOB 
Insuring  the  Safety  of  Trains  upon 
Italian  Railways.— The  traffic  upon  the  Italian 
lines  is  not  sufficient  to  require  the  adoption  of 
the  block  ^stem. 

Traim  foliomng  one  another  upon  the  $ame 
Une  ofraiU, — As  a  general  rule  a  ten-minute  in- 
terval is  allowed  between  the  departure  of  the 
trains.  If  the  speed  of  the  second  train  is 
greater  than  that  of  the  first,  this  interval  is  in- 
<creased  to  fifteen  or  twenty  minutes  A  slow 
train  must  wait  in  a  siding  for  a  quick  train  to 
pass  it  unless  it  can  reach  another  passing  sta- 
tion at  least  fifteen  minutes  before  the  quick 
train  is  due  there.  On  some  lines,  however,  a 
luggage  train  is  allowed  to  follow  a  passenger 
train  at  an  interval  of  five  minutes;  on  other 
lines  the  ten  minutes  interval  applies  to  all  trains. 
Trains,  after  leaving  the  station,  are  protected 
by  signals  for  the  prescribed  times,  upon  gra- 
dients of  25  per  thousand  or  more  no  train  is 
allowed  to  leave  a  station  till  informed  by  tele- 
graph of  the  arrival  of  the  preceding  train  at 
the  next  station.  That  these  regulations  are 
sufficient  for  insuring  safety  may  be  seen  from 
the  fact  that  during  ue  ten  years  1878-82,  there 
were  on  the  Upper  Italian  Railways  (which 
have  the  heaviest  traffic  in  the  kingdom)  only 
three  collisions  between  following  trains,  all  of 
which  were  caused  by  negligence.  This  cor- 
responds to  one  collision  per  55,030,000  train- 
kilometres.  The  average  number  of  trains  per 
day  in  the  same  direction  upon  this  system  is 
fifteen,  and  the  maximum  thirty-five. 
Vol.  XXXIV.— No.  6—36 


Traine  running  in  opposite  direetion*  upon  a 
single  Une. — As  a  general  rule  these  trains  are 
run  according  to  the  time-tables  without  any 
special  precautions.  Notice  of  the  departure 
of  a  train  is  telegraphed  to  the  next  station.  If 
a  train  is  more  than  a  quater  of  an  hour  late 
the  fact  is  notified  to  all  stations  up  to  that  at 
which  it  ought  to  have  arrived.  When  a  traiti 
is  so  late  as  to  render  necessary  an  alteration  in 
the  arrangements  for  passing  another  train  tra- 
veling in  the  opposite  direction,  the  alteration, 
after  being  determined,  is  telegraphed  to  the 
other  stations  affected  by  it^  and  acknowledged 
by  them,  and  the  station-master  at  each  place 
is  bound  to  sign  a  register  kept  for  the  purpose, 
in  which  the  alteration  is  noted.  The  engine- 
drivers  and  guards  of  the  trains  receive  and 
sis^n  written  orders  in  respect  of  the  alteration. 
This  being  the  system  in  use,  the  station  sig- 
nals, except  when  the  traffic  is  heavy,  stand,  as 
a  rule,  at  **line  clear."  The  system  has  the 
defect  that  it  depends  for  its  working  entirely 
upon  the  attention  of  the  railway  servants.  On 
some  lines  electric-bell  signals  have  been 
adopted,  and  a  description  of  several  ways  of 
workine  them  is  given  in  the  paper. 

The  Westinghouseand  Smith-Hardy  continu- 
ous brakes  have  been  adopted  to  a  small  extent 
during  the  last  five  years,  but  no  decision  has 
yet  been  come  to  as  to  their  respective  merits. 

Special  precautions  are  taken  to  prevent  acci- 
dents in  tunnels:  when  these  are  short  their 
two  ends  are  protected  by  signalmen,  and  when 
long  they  are  divided  into  lengths  by  signal- 
boxes  inside  the  tunnels. 

Bell  signals  are  used  at  level  crossings  where 
there  is  much  traffic.  There  is  a  law  that  the 
gates  are  always  to  be  closed  five  minutes  be- 
fore the  arrival  of  a  train,  and  when  the  gate- 
keeper has  nothing  but  the  time-table  to  guide 
him,  if  a  train  is  late  the  gate  has  to  be  closed 
from  five  minutes  before  it  is  due  till  it  has 
actually  passed.  This,  of  course,  is  a  great  an- 
noyance to  persons  traveling  on  the  road.  To 
obviate  this  inconvenience  two  bells  are  placed 
in  the  gatehouse,  one  for  up  and  one  for  down 
trains.  These  bells  are  in  electric  communica- 
tion vrith  the  nearest  stations,  or  signal-boxes, 
and  warn  the  keeper  of  the  approach  of  a  train 
in  either  direction.  Disk  signals  arc  placed  500 
metres  from  Uie  crossing  in  both  directions  and 
are  set  against  the  trains  while  the  gate  is 
open. 

For  the  protection  of  trains  upon  steep  gra- 
dients, a  simple  electric  system  has  lately  been 
introduced  on  lines  with  little  traffic.  A  con- 
tinuous current  is  established  between  two  sta- 
tions, and  current-breakers  are  placed  in  each 
of  the  guard-houses  between  the  stations,  by 
which  the  men  can  signal  to  the  stations.  In 
the  event  of  a  train  or  a  part  of  one  running 
away  down  the  incline,  a  signal  can  be  sent  to 
that  effect  to  the  nearest  station.  Another  sig- 
nal notifies  that  an  accident  has  happened  ami 
that  a  breakdown  engine  is  required. 

Swing-Bridges.— QvaadB  are  stationed  at  each 
end  of  an  opening  brids^e,  and  it  is  the  duty  of 
a  guard  when  a  train  approaches  the  bridge  to 
get  on  the  engine,  and  p  iss  over  with  it. 

8tation$,--Vp  to  the  last  few  years,  even  at 
the  larger  stations,  very  simple  signals  were 
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found  sufficient,  and  these  were  independent  of 
tbe  points,  but  at  many  of  the  principal  sta- 
tions  the  traffic  has  nowontf^rown  the  original 
arrangements  and  interlocking  points  and  sig- 
nals are  beine  introduced. — Abttraets  oflnsU- 
tuU  cf  Civil  BngineeiB, 


.  ORDNANCE  AND  NAVAL 

AoooRDiNO  to  Engi'Mering,  the  steamships 
Partbia  and  Batavia  have  been  made 
much  more  economical  by  putting;  in  triple  ex- 
pansion engines.  The  Parthia  formerly  burned 
47  tons  of  coal-a  day  of  24  hours  in  making  11 
knots.  During  188>-6  the  consumption  was  25 
tons  at  the  same  speed.  The  Batavia  gives  still 
better  results,  reaucing  from  40  tons  for  11 
knots  to  21  tons. 

Suon  of  our  readers  as  are  interested  in  artil- 
lenr  matters  have  probably  noticed  a  par- 
agraph  in  the  London  Timet^  stating  that  the 
new  Erupp  guns  placed  in  the  I^rdanelles 
forts  have  signally  failed,  **  some  bursting,  kill- 
ing several  gunners,  and  others  being  utterly 
unfit  for  their  intended  use  as  to  range  and 
precision."  We  have  made  inquiry,  and  can- 
not find  any  substantial  foundation  fbr  this  re- 
port. Officers  remaining  in  Constantinople  on 
their  way  back  from  the  Bucharest  trials  know 
nothing  of  it.  It  does  not  appear  likely  that 
Erupp  guns  would  suddenly  be  found  to  fail  in 
three  totally  different  respects,  namely,  in 
strength,  range,  and  in  accurate  shooting. 
Probably  some  accident  may  have  occurred 
which  has  given  rise  to  this  report,  but  the 
report  in  the  above  shape  may  be  safely  re- 
jected. 

OS  28th  inst.  the  steamship  Talisman,  which 
has  just  been  built  by  Messrs.  U.  &  W. 
Hawthorn,  Leslie  &  Co.,  Hepburn,  to  the  order 
of  the  Ocean  Steamship  Co.,  and  engined  by 
Messrs.  Robert  Stephenson  &  Co.,  Newcastle, 
had  a  very  successful  trial  on  the  measured 
mile  at  Hartley.  The  dimensions  of  the  vessel 
are  as  follows:  Leuj^th,  £20  ft.;  breadth,  86  ft.; 
and  depth,  27  ft.  9  m.  Her  engines  arc  of  the 
Holt*s  tandem  design,  having  cylinders  27  in. 
and  68  in.  diameter,  with  a  stroke  of  5  ft.,  and 
indicating  1265  horse-power.  Steam  of  80  lbs. 
jjressure  is  supplied  from  one  large  double  end- 
ed steel  boiler,  of  a  total  weight  of  75  tons,  and 
this  is  fitted  with  Fox's  patent  corrugated  fur- 
naces. A  mean  result  of  12^  knots  was  attained 
at  full  speed  during  several  runs,  and  the  en- 
gines worked  most  smoothly,  and  were  easily 
handled. 
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We  venture  to  assert  that  all  who  feel  tempt- 
ed by  the  title  of  this  book  to  begin  the  perusal 
of  it  will  Qud  it  difDcult  to  lay  it  aside  without 
finishing  it. 

The  authoress  says  of  her  work :  '*  It  embod- 
ies an  attempt  to  enable  the  ordinary  reader  to 
follow  with  intelligent  interest  the  course  of 
modem  astronomical  inquiries,  and  to  realize 
(so  far  as  it  can  at  present  be  realized)  the  full 
effect  of  the  comprehensive  change  in  tlie  whole 
aspect,  purposes,  and  methods  of  celestial  sci- 
ence, introduced  bv  the  momentous  discovery 
of  spectrum  analysis." 

It  is  certainly  a  valuable  and  an  attractive 
addition  to  scientific  literature. 

A  Course  on  the  Stresses  in  Bridge  and- 
RooF  Trusses,  Arched  Ribs  and  Sus- 
pension Bridges.  By  Wiluam  H.  Burk,  C.  B. 
Third  Edition.  New  York:  John  Wiley  & 
Sons. 

The  first  edition  of  this  excellent  work  waa 
published  in  1860.  The  present  edition  differs 
in  a  few  points  for  reasons  thus  explained  by 
the  author:  Since  the  publication  of  the  first 
edition  of  this  book,  engineering  practice  in 
iron  and  steel  construction,  especially  in  the 
department  of  bridge  building,  has  made  veiy 
material  progress.  The  distribution  of  metal 
in  pier  slruciures  has  been  considerably  modi- 
fiea  so  as  to  produce  concentrations  m  lai^per 
numbers ;  but  chiefly  the  treatment  of  moving^ 
loads  has  experienced  such  a  radical  transfer- 
mat  ion  as  to  brin^  it  to  a  thoroughly  rational 
basis.  Hence  portions  of  the  book  as  origi- 
nally written  have  been  canceled,  and  replaced 
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by  entirely  new  matter  so  ampHfled  and  ex- 
tended  as  to  bring  the  work  in  all  its  detidls 
abreast  of  tlie  best  practice  of  the  present  day. 

ATbbatisb  05  Elbmkntabt  Statios.— By 
JoH5  Gbbatbs,  M.A.  London:  Mac- 
millan  A  Co. 

This  treatise  is  based  on  the  idea  that  the 
Laws  of  Motion  form  the  only  satisfactory  basis 
on  which  the  science  of  Statics  can  be  bailt 

The  author  deduces  tlie  parallelogram  of 
forces  from  the  Newtonian  definition  of  force 
and  the  parallelogram  of  velocities,  and  thus 
obtains  the  necessary  conditions  of  equilibrium 
for  any  material  system  by  means  of  the  thhrd 
law,  without  assuming  the  transmissibility  or 
supposine  the  system  to  become  rigid.  From 
these  and  certain  geometrical  considerations 
follow  the  sufficient  conditions  of  equilibrium 
of  a  rigid  Ixxly. 

The  order  of  topics  is  as  follows :  Statics  of  a 
Single  Partide.  Statics  of  Systems  of  Pard. 
des.  Statics  of  Constrained  Bodies,  Centers 
of  Mass.   Friction.    Virtual  Work.    ^lachines. 

An  Appendix  dealing  with  indefinitely  smaJl 
quantities  has  been  ad^d  to  enable  the  student 
who  is  unacquainted  with  the  calculus  to  follow 
the  methods  employed  in  the  chapters  on  Cen- 
ter of  Mass,  and  Virtual  Work. 

MISCELLANEOUS. 

AT  a  recent  meeting  of  the  Paris  Academy 
of  Sciences  a  paper  was  read  on  **  The 
Constitution  of  the  Earth's  Crust."  by  M.  Fftye. 
It  is  argued  that  the  surface  of  the  globe  cools 
more  rapidly  and  to  greater  depth  under  the 
oceans  than  on  the  continents,  because  heat 
radiates  more  freely  through  liquid  than 
through  solid  bodies.  And  as  this  discrepancy 
has  existed  for  millions  of  years,  the  crust  of 
the  earth  must  now  be  denser  under  the  waters 
than  under  dry  land.  Hence,  in  the  pendulum 
observations  and  other  calculations  made  re- 
lative to  the  figure  of  tlie  globe,  no  account 
should  be  taken  of  the  attraction  of  the  con- 
tinental masses  lying  above  sea-level,  this 
■  in 


of  matter  being  compensated  lower 
down  by  a  corresponding  diminution  of  density. 
In  the  same  way  no  account  should  be  taken  of 
the  feeble  attraction  of  the  oceans,  because  this 
also  is  compensated  a  little  lower  down  by  the 
greater  density  of  the  solid  crust  under  the 
oceanic  basins.  The  same  conclusion  is 
pointed  at  bv  the  now  completed  triangulation 
of  India,  Col.  Clarke  remarking  that  it  would 
seem  that  these  pendulum  observations  have 
established  the  fact— previously  indicated  by 
the  astronomical  observations  of  latitude  in 
India — that  there  exists  some  unknown  caiise, 
or  distribution  of  matter,  which  counteracts 
the  attraction  of  the  visible  mountain  masses. 

\/i  INBRAL  lubricating  oils  are  often  adulter- 
IVl  ated  by  the  Edition  of  cheap  oils. 
The  foUowlne  tests  by  Hcrr  P.  Falke,  pub- 
lished in  the  Journal  of  tha  Society  of  Ohemieal 
InduMtrjft  may  serve  for  ascertaining  their 
purity  :--{l)  Color.  The  oil  must  be  perfectly 
clear,  and  as  lis;ht  as  p33slble  It  should  not 
be  turbid,  which  may  be  caused  by  the  presence 
of  water  or  other  substances.     If  the  oil  be 


turbid  bv  water,  it  froths  on  heating,  whereas 
a  turbidity  produced  by  solid  matters,  such  as 
paraffin,  disappears  on  warming,  and  reappears 
on  cooling.  The  characteristic  feature  of  all 
mineral  oils  is  their  blue  fluorescence.  (2) 
Smell.  The  smell  must  be  as  little  perceptible 
as  possible,  and  should  not  increase  on  warm- 
ing the  oil.    It  mostly  smells  like  petroleum. 

(8)  Behavior  on  shaking  with  water.  If 
three  parts  of  oil  be  shaken  with  one  part  of 
water  in  a  test  tube,  warmed,  and  flowed  to 
stand  in  a  water-bath  for  some  time,  no  emul- 
sion must  appear  between  water  and  oil,  but 
the  latter  should  stand  clear  above  the  water, 
which  should  opalesce  only  verv  faintly,  and 
bo  perfectly  neutral.  (4)  Behavior  to  caustic 
soda.  The  oil  should  not  be  attacked  by  ai 
causdc  lye  of  1.40  sp.  gr.,  neither  in  the  cold 
nor  on  warming.  Saponification  is  a  certain 
evidence  of  the  presence  of  animal  or  vegetable 
fat.  (5)  Behavior  to  sulphuric  acid.  On  mix-, 
ing  the  oil  with  sulphuric  acid  of  1.60  sp.  gr. 
it  must  not  be  colored  brown,  but  yellow  at 
the  most ;  otherwise  resins  have  not  been  care- 
fully removed.  (6;  Behavior  to  nitric  acid. 
On  mixing  oil  with  nitric  acid  of  1.45  sp.  gr. 
a  rise  of  temperature  takes  place,  which  should 
not  exceed  a  certidn  limit.  (7)  Specific  gravity. 
Although  the  specific  gravity  of  oils  suitable 
for  lubricating  purposes  varies  from  0.875  to 
0.950,  only  a  very  small  latitude— 0.00)  at  the 
most— is  permitted  in  contracts.  It  is  invari- 
ably taken  at  15®  C  (8)  Behavior  on  exposure  to 
the  air  and  heat.  Spread  In  a  thin  layer  and  ex- 
posed  to  the  air  for  some  time,  its  consistency 
must  not  change,  nor  should  it  become  acid  on 
being  heated  continuously  above  150^  Heated 
in  open  vessels  it  should  not  give  off  combustible 
vapors,  except  at  a  high  temperature,  which  is 
usually  specified  In  contracts.  Its  flashing 
point  should  be  ascertained  in  Abel's  apparatus. 

(9)  Behavior  at  a  low  temperature.  It  should 
bear  a  low  temperature  without  losing  ita 
lubricating  power,  nor  should  it  become  solid 
even  at  a  very  great  cold,  but  it  should  rather 
assume  the  appearance  of  an  ointment.  (10) 
Test  for  consistency.  This  determination  is 
most  important  The  velocity  of  effiux  of  pure 
rape-seed  oil  is  taken  as  a  standard,  and  that 
of  the  mineral  oil  compared  with  it.  100  cc.  of 
the  sample  are  allowed  to  flow  out  of  a  burette 
with  tap,  while  the  time  which  is  required  Is 
noted  Qown. 

rpHB  following  is  suggested  in  the  EUctri'-ian 
J.  as  a  perfectly  fair  arc  lamp  carbon  test  :^ 
Take  a  dynamo  machine,  with  its  full  coqiple- 
ment  of  lamps,  and  trim  the  lamps  with  the  same 
make  of  carbons ;  note  the  sp3ed  of  the  dyna- 
mo carefully,  and  during  the  test  measure  the 
current  at  frequent  intervals  with  an  ammeter ; 
see  that  all  the  lamps  burn  freely,  without  hiss, 
ing,  and  yet  not  with  arcs  so  long  as  to  flame. 
Measure  the  electro-motive  force  around  each 
arc  with  a  voltmeter.  Burn  the  lamps  until  all 
the  carbons  are  consumed,  or  burn  them.  say. 
for  four  hours,  and  then  measure  the  length  of 
carbons  consumed,  and  calculate  the  tbtal  time 
that  they  would  burn,  taking  the  average  re- 
sult In  testing  another  m^ke  of  carbon  pur- 
sue the  same  course.  You  will  now  be  able  to 
note  the  difference  between  various  grades  of 
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carbons.  Some  carbons  will  be  soft,  and  wili 
consume  so  rapidly  as  to  make  them  unecon- 
omical; others  will  be  of  such  high  resistance 
Uiat  the  machine  will  not  run  its  full  comple- 
ment of  lamps  with  good  long  arcs,  without 
increasins:  its  speed.  In  such  a  case  a  lamp  or 
two  could  be  cut  out  of  the  circuit  until  the 
arcs  are  normal,  and  this  would  show  the  de- 
gree of  economy  of  the  first  carbons  over  the 
others.  It  is  not  infrequently  the  custom  to 
mix  several  different  brands  of  carbons  on  the 
same  circuit  of  lamps,  and  then  judge  of  tl\e 
results  entirely  by  tlie  length  of  time  each  car- 
bon bums.  Nothing  comd  be  further  from  a 
real  test.  A  carbon  which  would  burn  nine 
hours  would  frequently  be  less  economical  than 
a  carbon  burning  eight  hours ;  as  generally  the 
latter  carbon  would  enable  you  to  burn,  say, 
two  more  lamps  on  a  thirty-light  circuit  than 
the  former.  Calculating  the  rental  receipts 
from  these  two  lamps,  it  would  be  found  that 
they  would  more  than  make  up  the  difference 
due  to  more  rapid  consumption  of  the  eight- 
hour  carbons. 

AHBW  method  for  producing  hydrogen  gas 
been  descrilied.  Superheated  steam  is 
passed  through  red-hot  coke  in  a  retort.  The 
result  is  a  mixture  of  hydrogen  and  carbonic 
oxide,  or  what  is  known  as  water  gas.  These 
gases  are  then  passed  on  into  a  second  retort, 
strongly  heated,  in  which  a  quantity  of  some 
refractory  substance,  such  as  firebrick,  is 
placed.  At  the  same  time  jets  of  steam  super- 
heate<i  to  the  point  of  dissociation  are  passed 
into  the  retort,  the  result  being  a  mixture  of 
carbon  dioxide  and  a  double  amount  of  hydro- 
gen. The  carbon  dioxide  can  be  absorbed  by 
passing  through  milk  of  lime,  and  thus  pure 
hydrogen  be  obtained  and  collected  ih  a  gas 
holder.  One  ton  of  coke  is  stated  to  corres- 
pond to  8,200  cubic  metres  of  gas,  and  the  cost 
is  given  as  0.015  franc  per  cubic  metre. 

ri^^HB  plans  and  proposal  of  Mr.  W.  H.  Rad- 
X  ford,  C.E.,  of  Nottingham,  for  the  drain- 
age of  Newhaven  have  been  accepted.  Eighteen 
competitive  plans  were  sent  in.  The  scheme 
retains  those  sewers  which  are  in  good  condi- 
tion, and  utilises  the  remainder  for  surface 
water  only.  New  well-ventilated  and  flushed 
sewers  will  *be  placed  on  those  streets  where 
they  are  required.  The  sewage  from  the  town 
on  the  west  of  the  river  will  be  conveyed  by  a 
main  outfall  to  a  point  away  from  the  town 
and  near  the  mouth  of  the  river,  where  it  will 
impound  in  a  concrete  storage  tank  during 
high  tide.  The  sewage  will  then  be  run  into 
the  mouth  of  the  tidal  river  at  half  ebb.  so  as 
to  take  advantage  of  the  powerful  seaward 
current,  and  the  last  remnant  of  the  sewage 
will  have  entered  the  river  while  there  is  still 
one  and  a  half  hours  of  the  ebb  tide  left  to 
wash  it  far  out  to  the  sea.  On  the  east  of  the  river 
the  present  sewers  and  outfall  at  the  mouth  of 
the  river  will  be  utilised ;  but  the  sewage  will 
be  prevented  from  backing;  up  the  sewers  by  a 
tank,  and  the  sewers  will  be  well  ventilated 
and  flushed.  Provision  is  made  to  connect  this 
outfall  at  some  future  time  with  the  main  out- 
fall on  the  west  by  means  of  a  syphon  under 
the  river. 


THE  North  Metropolitan  Tramways  Com- 
pany notifies  its  intention  of  applying  to 
Parliament  in  the  present  session,  by  petition, 
for  leave  to  insert  in  its  No.  1  Bill,  now  pending 
in  the  House,  a  clause  or  clauses  authorizing 
the  company  to  use  electricity  as  a  power  for 
movins  carriages  on  portions  of  its  existing  or 
authorized  tramways  in  West  Ham,  East  Ham 
and  Leyton. 

Tns  discussion  session  of  the  Manchester 
Association  of  Engineers  was  brought  ta 
a  close,  when  Mr.  T.  L.  I)altryread  a  paper  on 
**  Certain  Motions  used  in  Weaving.*'  The 
paper  was  confined  to  a  description  of  the 
various  drop-box  motions  in  use,  with  a  narra- 
tive of  the  progress  which  had  been  made  by 
different  inventors,  and  in  conclusion  Mr. 
Daltry  briefly  referred  to  an  invention  he  had 
himself  recently  patented.  The  problem  of  a 
good  drop-box  motion,  he  said,  was  no  easy 
one  to  solve;  his  aim  had  been  to  devise  a 
motion  that  would  run  at  practically  any  speed 
— 160  picks,  for  instance — and  slip  from  one 
box  to  any  other  of  four  boxes.  This,  after 
considerable  trouble,  he  had  worked  out 
mainly  by  the  introduction  of  excentrics,  and 
he  claimed  that  one  great  merit  of  his  inven- 
tion  was  the  narrowness  of  the  space  which  it 
occupied,  whilst  with  the  excentric  motion, 
however  high  the  speed,  it  did  not  bang  the 
boxes,  but  lifted  and  lowered  them  quite 
gently.  The  chair  at  the  meetinir  was  occupied 
by  the  president,  Mr.  W.  H.  'Bailey,  and  a 
vote  of  thanks  to  Mr.  Daltry,  moved  by  Mr. 
Thos.  Ashbiuy,  C.E.,  and  seconded  by  Mr. 
Jas.  Walthem,  brought  the  proceedings  to  a 
close. 

FBOM  a  large  number  of  determinations  of 
the  electro-motive  force  of  the  current* 
yielded  by  zinc-copper  and  lead-platinum 
couples  in  various  simple  saline  solutions,  B. 
C.  Damieit— Ann.  Chim,  PA^«.~  finds  that  the 
electro-motive  fiorce  as  a  rule  decreases  with 
the  time  the  couple  is  immersed.  In  the  case, 
however,  of  the  zinc-copper  couple  in  solutions 
of  the  chlorides,  the  electro-motive  force  at 
first  slowly  increases.  The  electro-motive  force 
of  the  current  yielded  hj  zinc-copper  couple  in 
a  solution  of  magnesium  sulphate  is  very 
constant,  scarcely  varying  0.017  volt  during 
twelve  months,  and  is  not  appreciably  affected 
by  changes  either  of  the  strength  of  the  solution 
or  of  temperature.  By  introducing  an  exterior 
resistance  of  20.000  ohms,  the  current  becomes 
practically  invariable,  even  when  the  couple  is 
kept  in  circuit.  The  author  proposes  to  employ 
this  couple  for  the  generation  of  currents  of 
standard  strength.  The  zinc-copper  couple 
yields  currents  whose  electro-motive  force  is 
almost  identical  for  members  of  any  class  ol 
salts  containing  a  given  acid,  but  varies  greatly 
with  a  change  of  acid.  Amalgamation  of  the 
zinc  slightly  increases  the  electro-motive  force 
at  first,  but  it  decreases  more  rapidly  than  ia 
the  case  when  unamalgamated  zinc  is  em- 
ployed. The  current  obtained  from  a  platinum 
and  amalgamated  zinc  couple  in  dilute  sul- 
phuric acid  has  its  maximum  electro-moUve 
force  when  its  solution  contains  80  per  cent,  of 
acid. 
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